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Best to Market. 

Caps and Thermostats for 
Passenger Cars and Light Trucks 


Bouchons et thermostats pour voitures 
de tourisme et camions legers 


Tapas y termostatos para automoviles 
de pasajeros y camiones livianos 


There is No Substitute for Quality. 




















An American Une entreprise Una compama 

Company americainedepuis estadounidense desde 

Since 1898 189S 1898 

Stant® USA Corporation is the foremost Stant® USA Corporation est le principal Stant® USA Corporation es la empresa 

global supplier of vapor management fournisseur mondial de systemes de lider de suministro mundial de sistemas 

systems, fuel delivery systems, thermal gestion des vapeurs de carburant, de de control de vapor, sistemas de 

management systems and engineering systemes d’alimentation en carburant, de suministro de combustible, sistemas de 

services. Founded in 1898, and systemes de gestion thermigue et de control termico y servicios de 

headguartered in Connersville, Indiana, services d’ingenierie. Fondee en 1898 avec ingenieria. Fundada en 1898 con sus 

Stant's mission is to achieve profitable un siege social a Connersville, en Indiana, oficinas principales en Connersville, 

growth and increase stakeholder value Stant a comme mission d’atteindre une Indiana, la mision de Stant es lograr un 

by designing, engineering and manufac- croissance rentable et d’accroTtre la valeur crecimiento rentable y aumentar el 

turing products that deliver to our des parties prenantes en assurant la valor para los accionistas mediante el 

customers' expectations. For more conception, I’ingenierie et la fabrication diseno, ingenieria y fabricacion de 

information, visit www.Stant.com. des produits pour repondre aux attentes productos gue satisfacen las expectati- 

de sa clientele. Pour en savoir plus, vas de nuestros clientes. Para obtener 

rendez-vous au www.Stant.com. mas informacion visite www.Stant.com. 

Best to Market. 

New Stant® Coolant Temperature Sensors. 

Stant Coolant Temperature Sensors, which can be found as original eguipment on most major nameplates, are the perfect companion 
to the Stant thermostat line, insuring that a vehicle's cooling system is running to exact OEM specifications. 

Les meilleurs sur le marche. 


Nouvelles sondes de temperature du liquide de refroidissement Stant®. 

Les sondes de temperature du liquide de refroidissement Stant, installees comme piece d’origine sur la vaste majorite des grandes 
marques, accompagnent parfaitement la gamme de thermostats Stant, garantissant un fonctionnement fidele aux caracteristiques 
d'origine du systeme de refroidissement du vehicule. 


Lo mejor en el mercado. 

Nuevos sensores de temperatura de refrigerante Stant®. 



Los sensores de temperatura de refrigerante Stant, que pueden encontrarse como parte del equipo original en la mayorfa de placas 
de identificacion, son una compahia perfecta de la linea de termostatos Stant, con lo cual se asegura que el sistema de enfriamiento 
del vehiculo funcione exactamente de acuerdo a las especificaciones del fabricante de equipo original. 


There is No Substitute for Quality. 

Rien ne remplace la qualite. No hay sustituto para la calidad 


Caps for Passenger Cars and LightTmcks (1995 and Newer) 



✓Check hood clearance prior to installing this cap 
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Caps for Passenger Cars and LightTrucks (1995 and Newer) 


Application 

Part 

Number PSI 

Application 

Part 

Number PSI 

Acura - Continued 


Acura - Continued 



RDX - Continued 

SLX - Continued 

4-Cyl 2.3 L 

- Continued 



V-6 3.5 L - 

Continued 



2012 

OE Equivalent Fuel Cap 

10834 


1999-1998 

Regular Keyed Alike Fuel Cap. 

17504 


2012 

Regular Keyed Alike Fuel Cap. 

17504 


1999-1998 

Regular Locking Fuel Cap. 

10504 


2012 

Regular Locking Fuel Cap. 

10504 


1999-1998 

OE Type Radiator/Coolant Recovery Tank Cap 

10233 

16 

2011-2007 

OE Equivalent Fuel Cap 

10837 


1999-1998 

Safety Release Radiator Cap. 

✓10333 

16 

2011-2007 

Regular Keyed Alike Fuel Cap. 

17507 


1999 

Oil Filler Cap 

10081 


2011-2007 

Regular Locking Fuel Cap. 

10507 


1998 

Oil Filler Cap 

10101 


V-6 3.5L 




TL 

2017-2013 

OE Equivalent Fuel Cap 

10834 


5-Cyl 2.5 L 




2017-2013 

OE Type Radiator Cap 

10242 

16 

1998-1995 

OE Equivalent Fuel Cap 

10834 


2016-2013 

Oil Filler Cap 

10134 


1998-1995 

Oil Filler Cap 

10081 


2016-2013 

Regular Keyed Alike Fuel Cap 

17504 


1998-1995 

Regular Keyed Alike Fuel Cap 

17504 


2016-2013 

Regular Locking Fuel Cap. 

10504 


1998-1995 

Regular Locking Fuel Cap 

10504 


RL 




1998-1995 

OE Type Radiator/Coolant Recovery Tank Cap; W/O 

10233 

16 

V-6 3.5L 





Nippondenso Rad. 



2008-2004 

OE Equivalent Fuel Cap 

10837 


1998-1995 

OE Type Radiator Cap; W/Nippondenso Rad. 

10242 

16 

2008-2004 

Regular Keyed Alike Fuel Cap. 

17507 


1998-1995 

Safety Release Radiator Cap; W/O Nippondenso Rad.. 

✓10333 

16 

2008-2004 

Regular Locking Fuel Cap. 

10507 


V-6 3.2 L 




2008-2000 

Oil Filler Cap 

10134 


2008-2006 

OE Equivalent Fuel Cap. 

10837 


2008-1996 

OE Type Radiator Cap. 

10242 

16 

2008-2006 

Regular Keyed Alike Fuel Cap. 

17507 


2003-1996 

OE Equivalent Fuel Cap. 

10834 


2008-2006 

Regular Locking Fuel Cap. 

10507 


2003-1996 

Regular Keyed Alike Fuel Cap. 

17504 


2008-2000 

Oil Filler Cap. 

10134 


2003-1996 

Regular Locking Fuel Cap. 

10504 


2008-1996 

OE Type Radiator Cap. 

10242 

16 

1999-1996 

Oil Filler Cap. 

10081 


2005-1996 

OE Equivalent Fuel Cap. 

10834 


V-6 3.7 L 




2005-1996 

Regular Keyed Alike Fuel Cap. 

17504 


2012-2011 

OE Equivalent Fuel Cap. 

10834 


2005-1996 

Regular Locking Fuel Cap. 

10504 


2012-2011 

Regular Keyed Alike Fuel Cap. 

17504 


1999-1996 

Oil Filler Cap. 

10081 


2012-2011 

Regular Locking Fuel Cap. 

10504 


V-6 3.5 L 




2012-2009 

Oil Filler Cap. 

10134 


2014-2013 

OE Equivalent Fuel Cap 

10834 


2012-2009 

OE Type Radiator Cap. 

10242 

16 

2014-2013 

Regular Keyed Alike Fuel Cap 

17504 


2010-2009 

OE Equivalent Fuel Cap. 

10837 


2014-2013 

Regular Locking Fuel Cap 

10504 


2010-2009 

Regular Keyed Alike Fuel Cap. 

17507 


2014-2007 

Oil Filler Cap. 

10134 


2010-2009 

Regular Locking Fuel Cap. 

10507 


2014-2007 

OE Type Radiator Cap. 

10242 

16 

ri y 




2012-2011 

OE Equivalent Fuel Cap 

10837 






2012-2011 


17507 


V-6 3.5 L 






2017-2014 

OE Type Radiator Cap. 

10242 

16 

2012-2011 

Regular Locking Fuel Cap 

10507 


2016-2014 

Oil Filler Cap 

10134 


2010 

OE Equivalent Fuel Cap 

10834 


V-6 3.5 L ELECTRIC/GAS 



2010 

Regular Keyed Alike Fuel Cap 

17504 


2014 

OE Type Radiator Cap. 

10242 

16 

2010 

Regular Locking Fuel Cap 

10504 


Roy 




2009-2007 

OE Equivalent Fuel Cap 

10837 






2009-2007 


17507 


4-Cyl 2.0 L 







2006-2004 

OE Equivalent Fuel Cap 

10837 


2009-2007 

Regular Locking Fuel Cap 

10507 


2006-2004 

Regular Keyed Alike Fuel Cap 

17507 


V-6 3.7 L 








2014-2013 

OE Equivalent Fuel Cap 

10834 


2006-2004 

Regular Locking Fuel Cap. 

10507 










2014-2013 

Regular Keyed Alike Fuel Cap 

17504 


2006-2002 

Oil Filler Cap 

10134 










2014-2013 

Regular Locking Fuel Cap. 

10504 


2006-2002 

OE Type Radiator Cap 

10242 

16 









2014-2009 

Oil Filler Cap 

10134 


2003-2002 

OE Equivalent Fuel Cap 

10834 










2014-2009 

OE Type Radiator Cap 

10242 

16 

2003-2002 

Regular Keyed Alike Fuel Cap 

17504 










2012-2011 

OE Equivalent Fuel Cap. 

10837 


2003-2002 

Regular Locking Fuel Cap. 

10504 










2012-2011 

Regular Keyed Alike Fuel Cap. 

17507 


SLX 




2012-2011 


10507 


V-6 3.2 L 




2010-2009 

OE Equivalent Fuel Cap. 

10834 


1997-1996 

OE Equivalent Fuel Cap 

10834 










2010-2009 

Regular Keyed Alike Fuel Cap. 

17504 


1997-1996 

Oil Filler Cap 

10101 










2010-2009 

Regular Locking Fuel Cap. 

10504 


1997-1996 

Regular Keyed Alike Fuel Cap. 

17504 


TLX 




1997-1996 


10504 





1997-1996 

OE Type Radiator/Coolant Recovery Tank Cap 

10233 

16 

4-Cyl 2.4 L 








2017 

OE Type Radiator Cap 

10242 

16 

1997-1996 

Safety Release Radiator Cap 

✓10333 

16 









2016-2015 

Oil Filler Cap. 

10134 


V-6 3.5 L 








1999-1998 

OE Equivalent Fuel Cap 

10834 


2015 

OE Type Radiator Cap. 

10242 

16 


✓Check hood clearance prior to installing this cap 
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Caps for Passenger Cars and LightTmcks (1995 and Newer) 


Part 

Application Number 


Acura - Continued 


TLX - Continued 

V-6 3.5L 

2017 OE Type Radiator Cap 10242 

2016-2015 Oil Filler Cap. 10134 

2015 OE Type Radiator Cap 10242 

TSX 

4-Cyl 2.4 L 

2014-2012 OE Equivalent Fuel Cap 10834 

2014-2012 Regular Keyed Alike Fuel Cap 17504 

2014-2012 Regular Locking Fuel Cap 10504 

2014-2004 Oil Filler Cap 10134 

2014-2004 OE Type Radiator Cap 10242 

2011-2006 OE Equivalent Fuel Cap. 10837 

2011-2006 Regular Keyed Alike Fuel Cap. 17507 

2011-2006 Regular Locking Fuel Cap. 10507 

2005-2004 OE Equivalent Fuel Cap. 10834 

2005-2004 Regular Keyed Alike Fuel Cap. 17504 

2005-2004 Regular Locking Fuel Cap. 10504 

V-6 3.5 L 

2014-2012 OE Equivalent Fuel Cap. 10834 

2014-2012 Regular Keyed Alike Fuel Cap. 17504 

2014-2012 Regular Locking Fuel Cap. 10504 

2014-2010 Oil Filler Cap. 10134 

2014-2010 OE Type Radiator Cap 10242 

2011-2010 OE Equivalent Fuel Cap. 10837 

2011-2010 Regular Keyed Alike Fuel Cap. 17507 

2011-2010 Regular Locking Fuel Cap 10507 

ZDX 

V-6 3.7 L 

2013-2010 Oil Filler Cap. 10134 

2013-2010 OE Type Radiator Cap. 10242 


AM General 


Hummer 

V-8 5.7 L 


1996 OE Equivalent Fuel Cap. 10826 

1996 Regular Keyed Alike Fuel Cap. 17596 

1996 Regular Locking Fuel Cap 10596 

V-8 6.5 L DIESEL 

2001-1996 OE Equivalent Fuel Cap 10826 

2001-1996 Oil Filler Cap. 10099 

2001-1996 Regular Keyed Alike Fuel Cap 17596 

2001-1996 Regular Locking Fuel Cap 10596 

2001-1996 OE Type Radiator Cap 10230 

2001-1996 Safety Release Radiator Cap. 10330 


Audi 


90 

V-6 2.8 L 


1995 OE Equivalent Fuel Cap. 10835 

1995 Oil Filler Cap. 10079 

1995 Regular Keyed Alike Fuel Cap. 17505 

1995 Regular Locking Fuel Cap. 10505 

1995 OE Type Radiator Cap. 10225 

90 Quattro 

V-6 2.8 L 

1995 OE Equivalent Fuel Cap. 10835 

1995 Oil Filler Cap. 10079 

1995 Regular Keyed Alike Fuel Cap. 17505 

1995 Regular Locking Fuel Cap. 10505 

1995 OE Type Radiator Cap. 10225 


Part 

Application Number PSI 


Audi - Continued 


A3 

4-Cyl 2.0 L 

2013-2012 OE Equivalent Fuel Cap 10827 

2013-2012 Regular Keyed Alike Fuel Cap 17597 

2013-2012 Regular Locking Fuel Cap. 10597 

2013-2006 OE Type Radiator Cap. 10249 22 

2011-2010 OE Equivalent Fuel Cap. 10835 

2011-2010 Regular Keyed Alike Fuel Cap. 17505 

2011-2010 Regular Locking Fuel Cap. 10505 

2009-2006 OE Equivalent Fuel Cap. 10827 

2009-2006 Regular Keyed Alike Fuel Cap. 17597 

2009-2006 Regular Locking Fuel Cap. 10597 

4-Cyl 2.0 L DIESEL 

2013 OE Type Radiator Cap. 10249 22 

2011-2010 OE Type Radiator Cap. 10249 22 

2010 OE Equivalent Fuel Cap. 10837 

2010 Regular Keyed Alike Fuel Cap. 17507 

2010 Regular Locking Fuel Cap. 10507 

A3 Quattro 

4-Cyl 2.0 L 

2013-2006 OE Type Radiator Cap. 10249 22 

2011-2010 OE Equivalent Fuel Cap. 10835 

2011-2010 Regular Keyed Alike Fuel Cap. 17505 

2011-2010 Regular Locking Fuel Cap. 10505 

2009-2006 OE Equivalent Fuel Cap. 10827 

2009-2006 Regular Keyed Alike Fuel Cap. 17597 

2009-2006 Regular Locking Fuel Cap. 10597 

V-6 3.2 L 

2009-2006 OE Equivalent Fuel Cap. 10827 

2009-2006 Oil Filler Cap. 10079 

2009-2006 Regular Keyed Alike Fuel Cap. 17597 

2009-2006 Regular Locking Fuel Cap. 10597 

2009-2006 OE Type Radiator Cap. 10249 22 

A4 

4-Cyl 1.8 L 

2006-2004 OE Equivalent Fuel Cap 10827 

2006-2004 Regular Keyed Alike Fuel Cap 17597 

2006-2004 Regular Locking Fuel Cap 10597 

2006-1997 OE Type Radiator Cap 10249 22 

2006 Oil Filler Cap 10079 

2005 Oil Filler Cap 10130 

2004-1997 Oil Filler Cap 10079 

2003-1997 OE Equivalent Fuel Cap 10835 

2003-1997 Regular Keyed Alike Fuel Cap 17505 

2003-1997 Regular Locking Fuel Cap 10505 

4-Cyl 2.0 L 

2016-2005 OE Type Radiator Cap 10249 22 

2010 OE Equivalent Fuel Cap; W/Threaded Filler Neck. 10827 

2010 Regular Keyed Alike Fuel Cap; W/Threaded Filler Neck. 17597 

2010 Regular Locking Fuel Cap; W/Threaded Filler Neck. 10597 

2009-2005 OE Equivalent Fuel Cap. 10827 

2009-2005 Regular Keyed Alike Fuel Cap. 17597 

2009-2005 Regular Locking Fuel Cap. 10597 

V-6 2.8 L 

2001-1997 OE Type Radiator Cap. 10249 22 

2001-1996 OE Equivalent Fuel Cap. 10835 

2001-1996 Oil Filler Cap. 10079 

2001-1996 Regular Keyed Alike Fuel Cap. 17505 

2001-1996 Regular Locking Fuel Cap 10505 

1996 OE Type Radiator Cap; Early. 10225 20 


PSI 

■ 

16 

16 

16 

16 

16 

■ 

16 

16 

■ 

20 

20 
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Caps for Passenger Cars and LightTrucks (1995 and Newer) 


Application 


Part 

Number 

PSI 

Application 


Part 

Number 

PSI 

Audi- 

Continued 



Audi - Continued 



A4 - Continued 

A4 Quattro - Continued | 

V-6 2.8L- 

Continued 



V-6 3.2 L 




1996 

OE Type Radiator Cap; Late. 

10249 

22 

2009-2005 

OE Equivalent Fuel Cap 

10827 


V-6 3.0 L 




2009-2005 

Regular Keyed Alike Fuel Cap. 

17597 


2005-2004 

OE Equivalent Fuel Cap 

10827 


2009-2005 


10597 


2005-2004 

Regular Keyed Alike Fuel Cap 

17597 


2009-2005 

OE Type Radiator Cap 

10249 

22 

2005-2004 

Regular Locking Fuel Cap. 

10597 


A5 




2005-2002 

OE Type Radiator Cap 

10249 

22 

4-Cyl 2.0 L 




2005 

Oil Filler Cap 

10130 


2014-2010 

OE Type Radiator Cap. 

10249 

22 

2003-2002 

OE Equivalent Fuel Cap 

10835 


V-6 3.2 L 




2003-2002 

Regular Keyed Alike Fuel Cap 

17505 


2010-2008 

OE TvDe Radiator CaD 

10249 

22 

2003-2002 

Regular Locking Fuel Cap. 

10505 


A5 Quattro 



V-6 3.2 L 




4-Cyl 2.0 L 




2008-2005 

OE Equivalent Fuel Cap 

10827 


2017-2010 

OE Type Radiator Cap. 

10249 

22 

2008-2005 

Regular Keyed Alike Fuel Cap. 

17597 


4-Cyl 2.0 L FLEX 



2008-2005 

Regular Locking Fuel Cap. 

10597 


2014-2013 

OE Type Radiator Cap 

10249 

22 

2008-2005 

OE Type Radiator Cap. 

10249 

22 

V-6 3.2 L 




A4 allroad 



2010-2008 

OE Type Radiator Cap 

10249 

22 

4-Cyl 2.0 L 




A6 1 

2016-2015 

OE Type Radiator Cap 

10249 

22 

4-Cyl 2.0 L 




2013 

OE Type Radiator Cap 

10249 

22 

2017-2016 


10249 

22 

4-Cyl 2.0 L FLEX 



2014-2012 

OE Type Radiator Cap 

10249 

22 

2014-2013 

OE Type Radiator Cap. 

10249 

22 

V-6 2.8 L 




A4 Quattro 



2001-1998 

OE Type Radiator Cap 

10249 

22 

4-Cyl 1.8 L 




2001-1995 

OE Equivalent Fuel Cap 

10835 


2005-2004 

OE Equivalent Fuel Cap 

10827 


2001-1995 

Oil Filler Cap. 

10079 


2005-2004 

Regular Keyed Alike Fuel Cap 

17597 


2001-1995 

Regular Keyed Alike Fuel Cap 

17505 


2005-2004 

Regular Locking Fuel Cap. 

10597 


2001-1995 

Regular Locking Fuel Cap 

10505 


2005-1997 

Oil Filler Cap 

10079 


1997-1995 

OE Type Radiator Cap. 

10225 

20 

2005-1997 

OE Type Radiator Cap. 

10249 

22 

V-6 3.0 L 




2003-1997 


10835 


2005-2002 

OE Type Radiator Cap. 

10249 

22 

2003-1997 


17505 


2005 

OE Equivalent Fuel Cap 

10834 


2003-1997 


10505 


2005 

Regular Keyed Alike Fuel Cap 

17504 


4-Cyl 2.0 L 




2005 

Regular Locking Fuel Cap. 

10504 


2016-2005 

OE Type Radiator Cap. 

10249 

22 

2004-2003 

OE Equivalent Fuel Cap; No OE Tether 

10835 


2010 

OE Equivalent Fuel Cap; W/Threaded Filler Neck. 

10827 


2004-2003 

OE Equivalent Fuel Cap; OE Has Tether 

10834 


2010 

Regular Keyed Alike Fuel Cap; W/Threaded Filler Neck. 

17597 


2004-2003 

Regular Locking Fuel Cap; No OE Tether 

10505 


2010 

Regular Locking Fuel Cap; W/Threaded Filler Neck 

10597 


2004-2003 

Regular Locking Fuel Cap; OE Has Tether. 

10504 


2009-2005 

OE Equivalent Fuel Cap. 

10827 


2004 

Regular Keyed Alike Fuel Cap; No OE Tether. 

17505 


2009-2005 

Regular Keyed Alike Fuel Cap. 

17597 


2004 

Regular Keyed Alike Fuel Cap; OE Has Tether. 

17504 


2009-2005 

Reaular Lockina Fuel CaD 

10597 


2003-2002 

Regular Keyed Alike Fuel Cap; Without Tether. 

17505 


4-Cyl 2.0 L FLEX 



2003-2002 

Regular Keyed Alike Fuel Cap; With Tether. 

17504 


2014-2013 

OE Type Radiator Cap. 

10249 

22 

2002 


10835 


V-6 2.8 L 




2002 

Regular Locking Fuel Cap. 

10505 


2001-1997 

OE Type Radiator Cap. 

10249 

22 

V-6 3.1 L 




2001-1996 

OE Equivalent Fuel Cap. 

10835 


2010 

OE Equivalent Fuel Cap. 

10827 


2001-1996 

Oil Filler Cap. 

10079 


2010 

Regular Keyed Alike Fuel Cap. 

17597 


2001-1996 

Regular Keyed Alike Fuel Cap 

17505 


2010 

Regular Locking Fuel Cap. 

10597 


2001-1996 

Regular Locking Fuel Cap. 

10505 


2010 


10249 

22 

1996 

OE Type Radiator Cap; Early ,. 

10225 

20 

V-6 3.2 L 




1996 

OE Type Radiator Cap; Late 

10249 

22 

2011-2006 

OE Equivalent Fuel Cap. 

10827 


V-6 3.0 L 




2011-2006 

Regular Keyed Alike Fuel Cap . 

17597 


2006-2004 

OE Equivalent Fuel Cap 

10827 


2011-2006 


10597 


2006-2004 

Regular Keyed Alike Fuel Cap. 

17597 


2011-2006 

OE TvDe Radiator CaD 

10249 

22 

2006-2004 

Regular Locking Fuel Cap. 

10597 


A6 Quattro 



2006-2002 

OE Type Radiator Cap. 

10249 

22 

4-Cyl 2.0 L 




2003-2002 

OE Equivalent Fuel Cap 

10835 


2017-2016 

OE Type Radiator Cap. 

10249 

22 

2003-2002 

Regular Keyed Alike Fuel Cap. 

17505 


2014-2013 

OE Type Radiator Cap. 

10249 

22 

2003-2002 

Regular Locking Fuel Cap. 

10505 


V-6 2.7 L 








2004-2003 

OE Equivalent Fuel Cap; No OE Tether.. . 

10835 
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Caps for Passenger Cars and LightTmcks (1995 and Newer) 


Part 

Application Number 


Audi - Continued 


A6 Quattro - Continued 

V-6 2.7 L-Continued 

2004-2003 OE Equivalent Fuel Cap; OE Has Tether 10834 

2004-2003 Regular Keyed Alike Fuel Cap; No OE Tether 17505 

2004-2003 Regular Keyed Alike Fuel Cap; OE Has Tether 17504 

2004-2003 Regular Locking Fuel Cap; No OE Tether 10505 

2004-2003 Regular Locking Fuel Cap; OE Has Tether. 10504 

2004-2000 Oil Filler Cap. 10079 

2004-2000 OE Type Radiator Cap. 10249 

2002-2000 OE Equivalent Fuel Cap. 10835 

2002-2000 Regular Keyed Alike Fuel Cap. 17505 

2002- 2000 Regular Locking Fuel Cap. 10505 

V-6 2.8 L 

2001-1998 OE Type Radiator Cap 10249 

2001-1995 OE Equivalent Fuel Cap. 10835 

2001-1995 Oil Filler Cap. 10079 

2001-1995 Regular Keyed Alike Fuel Cap. 17505 

2001-1995 Regular Locking Fuel Cap. 10505 

1997-1995 OE Type Radiator Cap. 10225 

V-6 3.0 L 

2017-2016 OE Type Radiator Cap. 10249 

2014-2009 OE Type Radiator Cap. 10249 

2011-2009 OE Equivalent Fuel Cap. 10827 

2011-2009 Regular Keyed Alike Fuel Cap. 17597 

2011-2009 Regular Locking Fuel Cap. 10597 

2004-2003 Regular Keyed Alike Fuel Cap; No OE Tether. 17505 

2004-2003 Regular Keyed Alike Fuel Cap; OE Has Tether 17504 

2004-2002 OE Type Radiator Cap. 10249 

2004 OE Equivalent Fuel Cap; No OE Tether. 10835 

2004 OE Equivalent Fuel Cap; OE Has Tether 10834 

2004 Regular Locking Fuel Cap; No OE Tether 10505 

2004 Regular Locking Fuel Cap; OE Has Tether 10504 

2003- 2002 OE Equivalent Fuel Cap; Without Tether 10835 

2003-2002 OE Equivalent Fuel Cap; With Tether 10834 

2003-2002 Regular Keyed Alike Fuel Cap 17504 

2003-2002 Regular Locking Fuel Cap; Without Tether 10505 

2003- 2002 Regular Locking Fuel Cap; With Tether 10504 

2002 Regular Keyed Alike Fuel Cap. 17505 

V-6 3.0 L DIESEL 

2014 OE Type Radiator Cap 10249 

V-6 3.1 L 

2008 OE Equivalent Fuel Cap 10827 

2008 Regular Keyed Alike Fuel Cap. 17597 

2008 Regular Locking Fuel Cap 10597 

2008 OE Type Radiator Cap 10249 

V-6 3.2 L 

2009-2005 OE Equivalent Fuel Cap. 10827 

2009-2005 Regular Keyed Alike Fuel Cap. 17597 

2009-2005 Regular Locking Fuel Cap. 10597 

2009-2005 OE Type Radiator Cap 10249 

V-84.2L 

2011-2005 OE Equivalent Fuel Cap. 10827 

2011-2005 Regular Keyed Alike Fuel Cap. 17597 

2011-2005 Regular Locking Fuel Cap. 10597 

2011-2000 OE Type Radiator Cap. 10249 

2004- 2003 OE Equivalent Fuel Cap; No OE Tether. 10835 

2004-2003 OE Equivalent Fuel Cap; OE Has Tether. 10834 

2004-2003 Regular Keyed Alike Fuel Cap; No OE Tether. 17505 

2004-2003 Regular Keyed Alike Fuel Cap; OE Has Tether. 17504 

2004-2003 Regular Locking Fuel Cap; No OE Tether. 10505 


Part 

Application Number PSI 


Audi - Continued 


A6 Quattro - Continued 

V-8 4.2 L - Continued 

2004-2003 Regular Locking Fuel Cap; OE Has Tether. 10504 

2004- 2000 Oil Filler Cap. 10079 

2002-2000 OE Equivalent Fuel Cap. 10835 

2002-2000 Regular Keyed Alike Fuel Cap. 17505 

2002- 2000 Regular Locking Fuel Cap. 10505 

A7 Quattro 

V-6 3.0 L 

2017-2016 OE Type Radiator Cap 10249 22 

2014-2012 OE Type Radiator Cap 10249 22 

V-6 3.0 L DIESEL 

2014 OE Type Radiator Cap 10249 22 

A8 

V-8 3.7 L 

2000-1997 OE Equivalent Fuel Cap 10835 

2000-1997 Regular Keyed Alike Fuel Cap. 17505 

2000-1997 Regular Locking Fuel Cap 10505 

2000-1997 OE Type Radiator Cap. 10225 20 

1999-1997 Oil Filler Cap. 10079 

A8 Quattro 

12-Cyl 6.0 L 

2009-2006 OE Equivalent Fuel Cap. 10835 

2009-2006 Regular Keyed Alike Fuel Cap. 17505 

2009-2006 Regular Locking Fuel Cap. 10505 

2009-2005 Oil Filler Cap. 10079 

2009- 2005 OE Type Radiator Cap. 10249 22 

2005 OE Equivalent Fuel Cap. 10834 

2005 Regular Keyed Alike Fuel Cap. 17504 

2005 Regular Locking Fuel Cap. 10504 

V-8 4.2 L 

2010- 2006 OE Equivalent Fuel Cap. 10835 

2010-2006 Regular Keyed Alike Fuel Cap. 17505 

2010-2006 Regular Locking Fuel Cap. 10505 

2010-2004 OE Type Radiator Cap 10249 22 

2005 OE Equivalent Fuel Cap. 10827 

2005 Regular Keyed Alike Fuel Cap. 17597 

2005 Regular Locking Fuel Cap. 10597 

2004 OE Equivalent Fuel Cap; No OE Tether. 10835 

2004 OE Equivalent Fuel Cap; OE Has Tether. 10834 

2004 Regular Keyed Alike Fuel Cap; No OE Tether. 17505 

2004 Regular Keyed Alike Fuel Cap; OE Has Tether. 17504 

2004 Regular Locking Fuel Cap; No OE Tether. 10505 

2004 Regular Locking Fuel Cap; OE Has Tether. 10504 

2003- 1997 OE Equivalent Fuel Cap. 10835 

2003-1997 Regular Keyed Alike Fuel Cap. 17505 

2003-1997 Regular Locking Fuel Cap. 10505 

2003-1997 OE Type Radiator Cap. 10225 20 

2003 Oil Filler Cap; To vin # 4D-3-004 999. 10079 

2002-1997 Oil Filler Cap. 10079 

allroad 

4-Cyl 2.0 L 

2016-2015 OE Type Radiator Cap. 10249 22 

4-Cyl 2.0 L FLEX 

2014-2013 OE Type Radiator Cap. 10249 22 

Allroad Quattro 

V-6 2.7 L 

2005- 2004 OE Equivalent Fuel Cap. 10834 

2005-2004 Regular Keyed Alike Fuel Cap. 17504 

2005-2004 Regular Locking Fuel Cap. 10504 


PSI 

■ 

22 

22 

20 

22 

22 

22 

22 

22 

22 

22 
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Caps for Passenger Cars and LightTrucks (1995 and Newer) 


Part 

Application Number 


Audi - Continued 


Allroad Quattro - Continued 

V-6 2.7 L - Continued 

2005-2001 Oil Filler Cap 10079 

2005-2001 OE Type Radiator Cap 10249 

2003 OE Equivalent Fuel Cap; No OE Tether 10835 

2003 OE Equivalent Fuel Cap; OE Has Tether 10834 

2003 Regular Keyed Alike Fuel Cap; No OE Tether. 17505 

2003 Regular Keyed Alike Fuel Cap; OE Has Tether. 17504 

2003 Regular Locking Fuel Cap; No OE Tether. 10505 

2003 Regular Locking Fuel Cap; OE Has Tether. 10504 

2002-2001 OE Equivalent Fuel Cap. 10835 

2002-2001 Regular Keyed Alike Fuel Cap. 17505 

2002-2001 Regular Locking Fuel Cap. 10505 

V-84.2L 

2005-2003 OE Equivalent Fuel Cap. 10834 

2005-2003 Regular Keyed Alike Fuel Cap. 17504 

2005-2003 Regular Locking Fuel Cap. 10504 

2005-2003 OE Type Radiator Cap. 10249 

Cabriolet 

V-6 2.8 L 

1998-1995 OE Equivalent Fuel Cap. 10835 

1998-1995 Oil Filler Cap. 10079 

1998-1995 Regular Keyed Alike Fuel Cap. 17505 

1998-1995 Regular Locking Fuel Cap. 10505 

1998-1995 OE Type Radiator Cap 10225 

Q5 

4-Cyl 2.0 L 

2017 OE Type Radiator Cap; To vin FP-H-150 000. 10249 

2016-2011 OE Type Radiator Cap 10249 

4-Cyl 2.0 L ELECTRIC/GAS 

2014-2013 OE Type Radiator Cap 10249 

4-Cyl 2.0 L FLEX 

2014- 2013 OE Type Radiator Cap 10249 

V-6 3.0 L 

2017 OE Type Radiator Cap; To vin FP-H-150 000. 10249 

2016-2013 OE Type Radiator Cap. 10249 

V-6 3.0 L DIESEL 

2014 OE Type Radiator Cap 10249 

V-6 3.2 L 

2012-2009 OE Type Radiator Cap 10249 

Q7 

V-6 3.0 L 

2015- 2009 OE Type Radiator Cap 10249 

V-6 3.0 L DIESEL 

2014- 2011 OE Type Radiator Cap. 10249 

V-6 3.6 L 

2010-2007 Oil Filler Cap. 10079 

2010-2007 OE Type Radiator Cap 10249 

2007 OE Equivalent Fuel Cap. 10826 

2007 Regular Keyed Alike Fuel Cap. 17596 

2007 Regular Locking Fuel Cap. 10596 

V-84.2L 

2010-2007 OE Type Radiator Cap. 10249 

R8 

V-84.2L 

2015- 2014 OE Type Radiator Cap 10249 

2012-2008 OE Type Radiator Cap. 10249 

2010-2008 OE Equivalent Fuel Cap. 10835 

2010-2008 Regular Keyed Alike Fuel Cap. 17505 

2010-2008 Regular Locking Fuel Cap. 10505 


Part 

Application Number PSI 


Audi - Continued 


R8 - Continued 

V-10 5.2 L 

2017 OE Type Radiator Cap. 10249 22 

2015-2014 OE Type Radiator Cap 10249 22 

2012-2009 OE Type Radiator Cap 10249 22 

2010-2009 OE Equivalent Fuel Cap 10835 

2010 Regular Keyed Alike Fuel Cap. 17505 

2010 Regular Locking Fuel Cap 10505 

RS4 

V-8 4.2 L 

2008-2007 OE Equivalent Fuel Cap 10827 

2008-2007 Regular Keyed Alike Fuel Cap. 17597 

2008-2007 Regular Locking Fuel Cap 10597 

2008- 2007 OE Type Radiator Cap. 10249 22 

RS5 

V-8 4.2 L 

2015-2013 OE Equivalent Fuel Cap. 10834 

2015-2013 Regular Keyed Alike Fuel Cap. 17504 

2015- 2013 Regular Locking Fuel Cap. 10504 

RS6 

V-8 4.2 L 

2004-2003 OE Equivalent Fuel Cap. 10834 

2004-2003 Oil Filler Cap. 10079 

2004-2003 Regular Keyed Alike Fuel Cap. 17504 

2004-2003 Regular Locking Fuel Cap 10504 

2004-2003 OE Type Radiator Cap. 10249 22 

RS7 

V-8 4.0 L 

2017-2014 OE Type Radiator Cap. 10249 22 

53 

4- Cyl 2.0 L 

2010 OE Equivalent Fuel Cap. 10835 

2010 Regular Keyed Alike Fuel Cap. 17505 

2010 Regular Locking Fuel Cap. 10505 

2010 OE Type Radiator Cap. 10249 22 

54 

V-6 2.7 L 

2002-2000 OE Equivalent Fuel Cap. 10835 

2002-2000 Oil Filler Cap. 10079 

2002-2000 Regular Keyed Alike Fuel Cap. 17505 

2002-2000 Regular Locking Fuel Cap 10505 

2002-2000 OE Type Radiator Cap 10249 22 

V-6 3.0 L 

2016- 2010 OE Type Radiator Cap. 10249 22 

V-8 4.2 L 

2009- 2004 OE Equivalent Fuel Cap 10827 

2009-2004 Regular Keyed Alike Fuel Cap 17597 

2009-2004 Regular Locking Fuel Cap 10597 

2009-2004 OE Type Radiator Cap 10249 22 

55 

V-6 3.0 L 

2017- 2010 OE Type Radiator Cap. 10249 22 

V-8 4.2 L 

2012-2008 OE Type Radiator Cap 10249 22 

56 

5- Cyl 2.2 L 

1997-1995 OE Equivalent Fuel Cap 10835 

1997-1995 Oil Filler Cap 10079 

1997-1995 Regular Keyed Alike Fuel Cap 17505 

1997-1995 Regular Locking Fuel Cap 10505 


PSI 

■ 

22 

22 

20 

22 

22 

22 

22 

22 

22 

22 

22 

22 

22 

22 

22 

22 

22 
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Caps for Passenger Cars and LightTrucks (1995 and Newer) 


Application 

Part 

Number PSI 

Application 

Part 

Number PSI 

Audi - Continued 


Audi - Continued 



S6 - Continued II 

5-Cyl 2.2 L 

- Continued 



1996-1995 

OE Type Radiator Cap. 

10225 

20 

V-8 4.0 L 




2017-2016 

OE Type Radiator Cap 

10249 

22 

2014-2013 

OE Type Radiator Cap. 

10249 

22 

V-8 4.2 L 




2003-2002 

Oil Filler Cap ,, 

10079 


2003-2002 

OE Type Radiator Cap. 

10249 

22 

2003 

OE Equivalent Fuel Cap; No OE Tether 

10835 


2003 

OE Equivalent Fuel Cap; OE Has Tether 

10834 


2003 

Regular Keyed Alike Fuel Cap; No OE Tether. 

17505 


2003 

Regular Keyed Alike Fuel Cap; OE Has Tether. 

17504 


2003 

Regular Locking Fuel Cap; No OE Tether 

10505 


2003 

Regular Locking Fuel Cap; OE Has Tether 

10504 


2002 

OE Equivalent Fuel Cap; No OE Tether 

10834 


2002 

OE Equivalent Fuel Cap; OE Has Tether 

10835 


2002 

Regular Keyed Alike Fuel Cap; No OE Tether. 

17504 


2002 

Regular Keyed Alike Fuel Cap; OE Has Tether 

17505 


2002 

Regular Locking Fuel Cap; No OE Tether 

10504 


2002 

Regular Locking Fuel Cap; OE Has Tether 

10505 


V-10 5.2L 




2011-2007 

OE Equivalent Fuel Cap 

10827 


2011-2007 

Regular Keyed Alike Fuel Cap 

17597 


2011-2007 

Regular Locking Fuel Cap. 

10597 


2011-2007 

OE Type Radiator Cap. 

10249 

22 

S7 ! 

V-8 4.0 L 




2017-2016 

OE Type Radiator Cap. 

10249 

22 

2014-2013 

OE Type Radiator Cap. 

10249 

22 

S8 

V-8 4.2 L 




2003-2001 

OE Equivalent Fuel Cap. 

10835 


2003-2001 

Regular Keyed Alike Fuel Cap. 

17505 


2003-2001 

Regular Locking Fuel Cap. 

10505 


2003-2001 

OE Type Radiator Cap. 

10225 

20 

2003 

Oil Filler Cap; To vin # 4D-3-004 999. 

10079 


2002-2001 

Oil Filler Cap. 

10079 


V-10 5.2L 




2009-2007 

OE Equivalent Fuel Cap. 

10835 


2009-2007 

Regular Keyed Alike Fuel Cap 

17505 


2009-2007 

Regular Locking Fuel Cap. 

10505 


2009-2007 

OE Type Radiator Cap . 

10249 

22 





SQ5 i 

V-6 3.0 L 




2017 

OE Type Radiator Cap; To vin FP-H-150 000. 

10249 

22 

2016-2014 

OE Type Radiator Cap. 

10249 

22 

TT 

4-Cyl 1.8 L 




2006-2000 

Oil Filler Cap 

10079 


2006-2000 

OE Type Radiator Cap . 

10249 

22 

2006 

OE Equivalent Fuel Cap. 

10835 


2006 

Regular Keyed Alike Fuel Cap 

17505 


2006 

Regular Locking Fuel Cap. 

10505 


2005 

OE Equivalent Fuel Cap 

10827 


2005 

Regular Keyed Alike Fuel Cap 

17597 


2005 

Regular Locking Fuel Cap 

10597 


2004-2000 

OE Equivalent Fuel Cap 

10835 


2004-2000 

Regular Keyed Alike Fuel Cap 

17505 


2004-2000 

Regular Locking Fuel Cap. 

10505 



TT - Continued 

4-Cyl 2.0 L 

2014-2008 OE Type Radiator Cap 

TT Quattro 

4-Cyl 1.8 L 

2006-2000 
2006-2000 
2006-2000 
2006-2000 
2006-2000 

4- Cyl 2.0 L 

2014-2009 

5- Cyl 2.5 L 
2013-2012 
2013-2012 
V-6 3.2 L 
2009-2008 
2009-2008 
2008 
2008 
2008 

2006-2004 
2006-2004 
2006-2004 
2006-2004 
2006-2004 

ms 

Amage 

V-8 4.4 L 

2001 -1999 OE Equivalent Fuel Cap. 

2001-1999 Regular Keyed Alike Fuel Cap.,. 
2001 -1999 Regular Locking Fuel Cap. 

V-8 6.8 L 

2005-2000 OE Equivalent Fuel Cap. 

2005-2000 Regular Keyed Alike Fuel Cap... 
2005-2000 Regular Locking Fuel Cap. 


BMW 


1 Series M 


6-Cyl 3.0 L 

2011 OE Equivalent Fuel Cap.. 

2011 Oil Filler Cap. 


128i 


6-Cyl 3.0 L 

2013-2008 OE Equivalent Fuel Cap 
2013 Oil Filler Cap 
2012 Oil Filler Cap 
2011-2008 Oil Filler Cap 


135i 


6-Cyl 3.0 L 

2013-2008 OE Equivalent Fuel Cap... 
2010-2008 Oil Filler Cap. 


228i 


4-Cyl 2.0 L 

2016-2014 OE Equivalent Fuel Cap... 


228i xDrive 


4-Cyl 2.0 L 

2016-2015 OE Equivalent Fuel Cap 


10249 22 


OE Equivalent Fuel Cap. 

10835 


Oil Filler Cap 

10079 


Regular Keyed Alike Fuel Cap. 

17505 


Regular Locking Fuel Cap. 

10505 


OE Type Radiator Cap 

10249 

22 

OE Type Radiator Cap. 

10249 

22 

Oil Filler Cap 

10079 

OE Type Radiator Cap 

10249 

22 

Oil Filler Cap. 

10079 

OE Type Radiator Cap 

10249 

22 

OE Equivalent Fuel Cap. 

10835 

Regular Keyed Alike Fuel Cap. 

17505 


Regular Locking Fuel Cap. 

10505 


OE Equivalent Fuel Cap. 

. 10835 


Oil Filler Cap. 

. 10079 


Regular Keyed Alike Fuel Cap. 

17505 


Regular Locking Fuel Cap. 

. 10505 


OE Type Radiator Cap 

. 10249 

22 


10825 

17595 

10595 

10825 

17595 

10595 


10844 

10099 


10844 

10099 

10134 

10099 


10844 

10099 


10844 


10844 
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Caps for Passenger Cars and LightTrucks (1995 and Newer) 


Application 

Part 

Number 

PSI 

Application 

Part 

Number 

PSI 

BMW - Continued 



BMW - Continued 



235i 

320i - Continued I 

6-Cyl 3.0 L 



6-Cyl 2.2 L - Continued 



2014 OE Equivalent Fuel Cap, 

10844 


2004-2001 OE Type Radiator/Coolant Recovery Tank Cap; 

10247 

30 

318i 



2.0BAR 



4-Cyl 1 8 L 



320i xDrive 1 

1995 OE Equivalent Fuel Cap 

10810 


4-Cyl 2.0 L 



1995 Oil Filler Cap 

10079 


2016-2013 OE Equivalent Fuel Cap 

10844 


1995 Regular Keyed Alike Fuel Cap 

17582 


323Ci 

1995 Regular Locking Fuel Cap 

10582 


6-Cyl 2.5 L 



1995 OE Type Radiator/Coolant Recovery Tank Cap 

10247 

30 

2000 OE Equivalent Fuel Cap 

10844 


4-Cyl 1.9 L 



2000 Oil Filler Cap 

10131 


1999-1997 OE Equivalent Fuel Cap 

10843 


2000 OE Type Radiator/Coolant Recovery Tank Cap 

10247 

30 

1999-1997 Oil Filler Cap 

10131 


323i 

1999-1996 OE Type Radiator/Coolant Recovery Tank Cap 

10247 

30 

6-Cyl 2.5 L 



1996 OE Equivalent Fuel Cap 

10810 


2011-2007 Oil Filler Cap 

10099 


1996 Oil Filler Cap 

10079 


2011-2006 OE Equivalent Fuel Cap 

10844 



17582 


2000-1999 Oil Filler Cap 

10079 


1996 Regular Locking Fuel Cap. 

10582 


2000-1998 OE Type Radiator/Coolant Recovery Tank Cap 

10247 

30 

318is 



2000 OE Equivalent Fuel Cap 

10844 


4-Cyl 1.8 L 



1999 OE Equivalent Fuel Cap; Aug. & Older 

10843 


1995 OE Equivalent Fuel Cap 

10810 


1999 OE Equivalent Fuel Cap; Sept. 1 & Newer 

10844 


1995 Oil Filler Cap 

10079 


1998 OE Equivalent Fuel Cap. 

10843 


1995 Regular Keyed Alike Fuel Cap 

17582 


1998 Oil Filler Cap. 

10131 


1995 Regular Locking Fuel Cap 

10582 


323is 

1995 OE Type Radiator/Coolant Recovery Tank Cap. 

10247 

30 

6-Cyl 2.5 L 



4-Cyl 1.9 L 



1999-1998 OE Equivalent Fuel Cap. 

10843 


1999-1998 Oil Filler Cap 

10131 


1999-1998 OE Type Radiator/Coolant Recovery Tank Cap. 

10247 

30 

1999-1997 OE Equivalent Fuel Cap. 

10843 


1999 Oil Filler Cap. 

10079 


1999-1996 OE Type Radiator/Coolant Recovery Tank Cap. 

10247 

30 

1998 Oil Filler Cap. 

10131 


1997-1996 Oil Filler Cap. 

10079 


323ti i 

1996 OE Equivalent Fuel Cap. 

10810 


6-Cyl 2.5 L 



1996 Regular Keyed Alike Fuel Cap. 

17582 


2000-1999 OE Type Radiator/Coolant Recovery Tank Cap. 

10247 

30 

1996 Regular Locking Fuel Cap. 

10582 


325Ci 

318ti 



6-Cyl 2.5 L 



4-Cyl 1.8 L 



2006-2005 Oil Filler Cap. 

10131 


1995 OE Equivalent Fuel Cap. 

10810 


2006-2001 OE Equivalent Fuel Cap. 

10844 


1995 Oil Filler Cap. 

10079 


2006-2001 OE Type Radiator/Coolant Recovery Tank Cap. 

10247 

30 

1995 Regular Keyed Alike Fuel Cap. 

17582 


2004-2001 Oil Filler Cap. 

10079 


1995 Regular Locking Fuel Cap. 

10582 


325i 

1995 OE Type Radiator/Coolant Recovery Tank Cap. 

10247 

30 

6-Cyl 2.5 L 



4-Cyl 1.9 L 



2005-2001 OE Equivalent Fuel Cap. 

10844 


1999-1997 OE Equivalent Fuel Cap. 

10843 


2005-2001 Oil Filler Cap. 

10079 


1999-1996 OE Type Radiator/Coolant Recovery Tank Cap 

10247 

30 

2005-2001 OE Type Radiator/Coolant Recovery Tank Cap 

10247 

30 

1999 Oil Filler Cap 

10079 


1995 OE Equivalent Fuel Cap. 

10810 


1998-1997 Oil Filler Cap 

10131 


1995 Oil Filler Cap. 

10079 


1996 OE Equivalent Fuel Cap 

10810 



17582 


1996 Oil Filler Cap 

10079 


1995 Regular Locking Fuel Cap 

10582 


1996 Regular Keyed Alike Fuel Cap 

17582 


1995 OE Type Radiator/Coolant Recovery Tank Cap 

10247 

30 

1996 Regular Locking Fuel Cap 

10582 


6-Cyl 3.0 L 



320i 



2006 OE Equivalent Fuel Cap 

10844 


4-Cyl 2.0 L 



2006 Oil Filler Cap 

10131 


2016-2012 OE Equivalent Fuel Cap 

10844 


325is ! 

6-Cyl 2.0 L 



6-Cyl 2.5 L 



1995 OE Equivalent Fuel Cap 

10843 


1995 OE Equivalent Fuel Cap 

10810 


1995 Oil Filler Cap 

10131 


1995 Oil Filler Cap 

10079 


1995 OE Type Radiator/Coolant Recovery Tank Cap; 

O fiDAD 

10247 

30 

1995 Regular Keyed Alike Fuel Cap 

17582 


Z,UDAK. 



1995 Regular Locking Fuel Cap 

10582 


6-Cyl 2.2 L 

2004-2001 OE Equivalent Fuel Cap 

10844 


1995 OE Type Radiator/Coolant Recovery Tank Cap 

10247 

30 

2004-2001 Oil Filler Cap 

10131 
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Caps for Passenger Cars and LightTrucks (1995 and Newer) 


Part 

Application Number PSI 

Part 

Application Number PSI 

BMW - Continued 

BMW - Continued 

325xi 

328xi 

6-Cyl 2.5 L - Continued 

2005-2001 OE Equivalent Fuel Cap 10844 

6-Cyl 3.0 L - Continued 

2008-2007 OE Equivalent Fuel Cap. 10844 

2005-2001 OE Type Radiator/Coolant Recovery Tank Cap 10247 30 

2005 Oil Filler Cap 10131 

2004-2001 Oil Filler Cap 10079 

6-Cyl 3.0 L 

2006 OE Equivalent Fuel Cap. 10844 

2006 Oil Filler Cap 10131 

2008 Oil Filler Cap .. 10099 

2007 Oil Filler Cap 10131 

330Ci 

6-Cyl 3.0 L 

2006-2005 Oil Filler Cap 10131 

2006-2001 OE Equivalent Fuel Cap. 10844 

2006-2001 OE Type Radiator/Coolant Recovery Tank Cap 10247 30 

2004-2001 Oil Filler Cap 10079 

328Ci 

6-Cyl 2.8 L 

2000 OE Equivalent Fuel Cap 10844 

2000 Oil Filler Cap 10079 

2000 OE Type Radiator/Coolant Recovery Tank Cap 10247 30 

330i 

6-Cyl 3.0 L 

2006-2005 Oil Filler Cap 10131 

2006-2001 OE Equivalent Fuel Cap. 10844 

2005-2001 OE Type Radiator/Coolant Recovery Tank Cap. 10247 30 

2004-2001 Oil Filler Cap 10079 

328i 

4-Cyl 2.0 L 

2016-2012 OE Equivalent Fuel Cap 10844 


2014 Oil Filler Cap 

2012 Oil Filler Cap. 

6-Cyl 2.8 L 

2000-1996 OE Type Radiator/Coolant Recovery Tank Cap 

OE Equivalent Fuel Cap. 

Oil Filler Cap. 

OE Equivalent Fuel Cap; Aug. & Older. 

OE Equivalent Fuel Cap; Sept. 1 & Newer. 

Oil Filler Cap. 


2000 
2000 
1999 
1999 
1999 

1998-1997 OE Equivalent Fuel Cap. 

1998 Oil Filler Cap. 

1997 Oil Filler Cap. 

1996 OE Equivalent Fuel Cap. 

1996 Oil Filler Cap. 

1996 Regular Keyed Alike Fuel Cap 

1996 Regular Locking Fuel Cap 

6-Cyl 3.0 L 

2013-2008 Oil Filler Cap. 

2013-2007 OE Equivalent Fuel Cap. 

2007 Oil Filler Cap. 

328i GT xDrive 


10099 

10099 

10247 

10844 

10079 

10843 

10844 
10131 

10843 
10079 
10131 
10810 
10079 
17582 
10582 

10099 

10844 
10131 


330xi 


30 


6-Cyl 3.0 L 

2006-2005 

Oil Filler Cap. 

10131 

2006-2001 

OE Equivalent Fuel Cap. 

10844 

2006-2001 

OE Type Radiator/Coolant Recovery Tank Cap 

10247 

2004-2001 

Oil Filler Cap 

10079 


30 


335d 


6-Cyl 3.0 L 

2011 Oil Filler Cap. 

6-Cyl 3.0 L DIESEL 

2011-2009 OE Equivalent Fuel Cap. 
2010-2009 Oil Filler Cap. 


10131 

10844 

10131 


335i 


6-Cyl 3.0 L 

2015-2007 OE Equivalent Fuel Cap. 

2014 Oil Filler Cap. 

2011-2008 Oil Filler Cap. 

2007 Oil Filler Cap. 


10844 

10099 

10099 

10131 


4-Cyl 2.0 L 

2016-2014 OE Equivalent Fuel Cap . 
2014 Oil Filler Cap. 


10844 

10099 


328is 


6-Cyl 2.8 L 

1999-1997 OE Equivalent Fuel Cap. 

1999-1996 OE Type Radiator/Coolant Recovery Tank Cap 

1999 Oil Filler Cap. 

1998 Oil Filler Cap. 

1997 Oil Filler Cap. 

1996 OE Equivalent Fuel Cap 

1996 Oil Filler Cap. 

1996 Regular Keyed Alike Fuel Cap 

1996 Regular Locking Fuel Cap. 

328i xDrive 


10843 

10247 

10131 

10079 

10131 

10810 

10079 

17582 

10582 


30 


335i GT xDrive 

6-Cyl 3.0 L 

2016-2014 OE Equivalent Fuel Cap. 

10844 

2014 Oil Filler Cap. 

10099 

335is 

6-Cyl 3.0 L 

2013-2011 OE Equivalent Fuel Cap. 

10844 

2013-2011 Oil Filler Cap. 

10099 

335i xDrive 


6-Cyl 3.0 L 

2015-2009 OE Equivalent Fuel Cap.. 

2014 Oil Filler Cap. 

2011-2009 Oil Filler Cap. 


10844 

10099 

10099 


335xi 


4-Cyl 2.0 L 

2016-2013 OE Equivalent Fuel Cap. 
2014 Oil Filler Cap. 

6-Cyl 3.0 L 

2013-2009 OE Equivalent Fuel Cap. 
2013-2009 Oil Filler Cap. 


6-Cyl 3.0 L 

2008-2007 OE Equivalent Fuel Cap 
2008 Oil Filler Cap 
2007 Oil Filler Cap 


10844 

10099 

10131 


10844 

10099 


10844 

10099 


340i 


6-Cyl 3.0 L 

2016 OE Equivalent Fuel Cap. 

10844 

340i xDrive 



6-Cyl 3.0 L 

2016 OE Equivalent Fuel Cap 


10844 
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Caps for Passenger Cars and LightTrucks (1995 and Newer) 


Application 


BMW - Continued 


428i 


Part 

Number 


PSI 


Application 


BMW - Continued 


528xi 

6-Cyl 3.0 L - Continued 

2008 OE Equivalent Fuel Cap 

2008 Oil Filler Cap. 

530i 

6-Cyl 3.0 L 

2007-2005 Oil Filler Cap 
2007-2001 OE Equivalent Fuel Cap 
2004-2002 Oil Filler Cap 

2004-2001 OE Type Radiator/Coolant Recovery Tank Cap 
2001 Oil Filler Cap. 

V-8 3.0 L 

1995 OE Equivalent Fuel Cap. 

1995 Oil Filler Cap. 

1995 Regular Keyed Alike Fuel Cap. 

1995 Regular Locking Fuel Cap 

1995 OE Type Radiator/Coolant Recovery Tank Cap.. 

530xi 

6-Cyl 3.0 L 

2007-2006 OE Equivalent Fuel Cap. 

2007-2006 Oil Filler Cap. 

535i 

6-Cyl 3.0 L 

2016-2008 OE Equivalent Fuel Cap. 

2011-2008 Oil Filler Cap. 

535i GT 

6-Cyl 3.0 L 

2016-2010 OE Equivalent Fuel Cap. 

2011-2010 Oil Filler Cap. 

535i GT xDrive 

6-Cyl 3.0 L 

2016-2011 OE Equivalent Fuel Cap. 

2011 Oil Filler Cap. 

535i xDrive 

6-Cyl 3.0 L 

2016-2009 OE Equivalent Fuel Cap. 

2011-2009 Oil Filler Cap. 

535xi 

6-Cyl 3.0 L 

2008 OE Equivalent Fuel Cap. 

2008 Oil Filler Cap. 

540i 

V-8 4.0 L 

1995 OE Equivalent Fuel Cap. 

1995 Oil Filler Cap. 

1995 Regular Keyed Alike Fuel Cap. 

1995 Regular Locking Fuel Cap 

1995 OE Type Radiator/Coolant Recovery Tank Cap 

V-8 4.4 L 

2003-2001 Oil Filler Cap. 

2003-2000 OE Equivalent Fuel Cap. 

2003-1997 OE Type Radiator/Coolant Recovery Tank Cap 

2000-1998 Oil Filler Cap 

1999 OE Equivalent Fuel Cap; Aug. & Older 

1999 OE Equivalent Fuel Cap; Sept. 1 & Newer 

1998-1997 OE Equivalent Fuel Cap 

1998-1997 Regular Keyed Alike Fuel Cap 

1998-1997 Regular Locking Fuel Cap 

1997 Oil Filler Cap. 


Part 

Number 


PSI 


4-Cyl 2.0 L 

2016-2014 OE Equivalent Fuel Cap. 


10844 


428i Gran Coupe 


10844 

10099 


4-Cyl 2.0 L 

2015 OE Equivalent Fuel Cap 


10844 


428i xDrive 


4-Cyl 2.0 L 

2016-2014 OE Equivalent Fuel Cap. 


10844 


428i xDrive Gran Coupe 


4-Cyl 2.0 L 

2015 OE Equivalent Fuel Cap 


10844 


435i 


6-Cyl 3.0 L 

2016-2014 OE Equivalent Fuel Cap 


10844 


435i Gran Coupe 


6-Cyl 3.0 L 

2015 OE Equivalent Fuel Cap 


10131 

10844 

10079 

10247 

10131 

10810 

10079 

17582 

10582 

10247 


30 


30 


10844 


435i xDrive 


6-Cyl 3.0 L 

2016-2014 OE Equivalent Fuel Cap 


10844 


10844 

10131 


525i 


6-Cyl 2.5 L 

2005-2001 

OE Equivalent Fuel Cap 

10844 

2005 

Oil Filler Cap 

10131 

2004-2002 

Oil Filler Cap 

10079 

2003-2001 

OE Type Radiator/Coolant Recovery Tank Cap 

10247 

2001 

Oil Filler Cap 

10131 

1995 

OE Equivalent Fuel Cap 

10810 

1995 

Oil Filler Cap 

10079 

1995 

Regular Keyed Alike Fuel Cap 

17582 

1995 

Regular Locking Fuel Cap. 

10582 

1995 

OE Type Radiator/Coolant Recovery Tank Cap 

10247 

6-Cyl 3.0 L 

2007-2006 

OE Equivalent Fuel Cap 

10844 

2007-2006 

Oil Filler Cap 

10131 


10844 

10099 


30 


10844 

10099 


30 


10844 

10099 


525xi 


10844 

10099 


6-Cyl 3.0 L 

2007-2006 OE Equivalent Fuel Cap . 
2007-2006 Oil Filler Cap. 


10844 

10131 


528i 


10844 

10099 


4-Cyl 2.0 L 

2016-2012 

OE Equivalent Fuel Cap 

10844 

6-Cyl 2.8 L 

2000-1997 

OE Type Radiator/Coolant Recovery Tank Cap 

10247 

2000 

OE Equivalent Fuel Cap 

10844 

2000 

Oil Filler Cap. 

10131 

1999-1997 

Oil Filler Cap. 

10079 

1999 

OE Equivalent Fuel Cap; Aug. & Older. 

10843 

1999 

OE Equivalent Fuel Cap; Sept. 1 & Newer. 

10844 

1998-1997 

OE Equivalent Fuel Cap. 

10843 

6-Cyl 3.0 L 

2011-2008 

OE Equivalent Fuel Cap. 

10844 

2011-2008 

Oil Filler Cap. 

10099 


30 


10810 

10079 

17582 

10582 

10247 


30 


528i xDrive 


4-Cyl 2.0 L 

2016-2012 OE Equivalent Fuel Cap.. 

6-Cyl 3.0 L 

2010-2009 OE Equivalent Fuel Cap . 
2010-2009 Oil Filler Cap. 


10844 


10844 

10099 


10079 

10844 

10247 30 

10131 

10843 

10844 
10810 
17582 
10582 
10079 
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Caps for Passenger Cars and LightTmcks (1995 and Newer) 


Application 


BMW - Continued 


Part 

Number 


PSI 


Application 


BMW - Continued 


Part 

Number 


PSI 


545i 

V-84.4L- 

Continued 



2005-2004 

OE Equivalent Fuel Cap 

10844 


2005 

Oil Filler Cap ,, 

10131 


2004 

Oil Filler Cap 

10079 


2004 

OE Type Radiator/Coolant Recovery Tank Cap 

10247 

30 

550i 

V-84.4L 

2016-2011 

OE Equivalent Fuel Cap. 

10844 


2014 

OE Type Radiator/Coolant Recovery Tank Cap 

10247 

30 

2012 

OE Type Radiator/Coolant Recovery Tank Cap 

10247 

30 

V-84.8L 

2010-2006 

OE Equivalent Fuel Cap 

10844 


2010-2006 

Oil Filler Cap 

10131 


550i GT ! 

V-84.4L 

2015-2010 

OE Equivalent Fuel Cap. 

10844 


2014 

OE Type Radiator/Coolant Recovery Tank Cap 

10247 

30 

2013 

OE Type Radiator/Coolant Recovery Tank Cap; 
2.0BAR 

10247 

30 

2012 

OE Type Radiator/Coolant Recovery Tank Cap 

10247 

30 

2010 

Oil Filler Cap. 

10131 


550i GT xDrive 

V-84.4L 

2016-2010 

OE Equivalent Fuel Cap. 

10844 


2014 

OE Type Radiator/Coolant Recovery Tank Cap. 

10247 

30 

2013 

OE Type Radiator/Coolant Recovery Tank Cap; 
2.0BAR. 

10247 

30 

2012 

OE Type Radiator/Coolant Recovery Tank Cap. 

10247 

30 

2011 

OE Type Radiator/Coolant Recovery Tank Cap; 
2.0BAR; W/ LCI 

10247 

30 

2010 

Oil Filler Cap 

10131 


550i xDrive 

V-84.4L 

2016-2011 

OE Equivalent Fuel Cap 

10844 


2014 

OE Type Radiator/Coolant Recovery Tank Cap 

10247 

30 

2012 

OE Type Radiator/Coolant Recovery Tank Cap 

10247 

30 

640i 

6-Cyl 3.0 L 

2016-2012 

OE Equivalent Fuel Cap 

10844 


640i Gran Coupe ij 

6-Cyl 3.0 L 

2016-2013 

OE Equivalent Fuel Cap 

10844 


640i xDrive 

6-Cyl 3.0 L 

2016-2014 

OE Equivalent Fuel Cap 

10844 


640i xDrive Gran Coupe ! 

6-Cyl 3.0 L 

2016-2014 

OE Equivalent Fuel Cap. 

10844 


645Ci 

V-84.4L 

2005-2004 

OE Equivalent Fuel Cap 

10844 


2005 

Oil Filler Cap 

10131 


2004 

Oil Filler Cap 

10079 


650Ci 

V-84.8L 

2010-2006 

OE Equivalent Fuel Cap. 

10844 


2010-2006 

Oil Filler Cap. 

10131 







|650i I 

V-84.4L 

2016-2012 

OE Equivalent Fuel Cap. 

10844 


2014-2012 

OE Type Radiator/Coolant Recovery Tank Cap. 

10247 

30 

V-8 4.8 L 

2010-2006 

OE Equivalent Fuel Cap. 

10844 


2010-2006 

Oil Filler Cap. 

10131 


650i Gran Coupe j 

V-8 4.4 L 

2016-2013 

OE Equivalent Fuel Cap. 

10844 


2014-2013 

OE Type Radiator/Coolant Recovery Tank Cap. 

10247 

30 

650i xDrive 

V-8 4.4 L 

2015-2012 

OE Equivalent Fuel Cap. 

10844 


2014-2012 

OE Type Radiator/Coolant Recovery Tank Cap 

10247 

30 

650i xDrive Gran Coupe i 

V-8 4.4 L 

2016-2013 

OE Equivalent Fuel Cap. 

10844 


2014-2013 

OE Type Radiator/Coolant Recovery Tank Cap 

10247 

30 

740i 

6-Cyl 3.0 L 

2016-2011 

OE Equivalent Fuel Cap. 

10844 


2012-2011 

Oil Filler Cap 

10099 


V-8 4.0 L 

1995 

OE Equivalent Fuel Cap. 

10810 


1995 

Oil Filler Cap. 

10079 


1995 

Regular Keyed Alike Fuel Cap. 

17582 


1995 

Regular Locking Fuel Cap. 

10582 


1995 

OE Type Radiator/Coolant Recovery Tank Cap 

10247 

30 

V-8 4.4 L 

2001-2000 

OE Equivalent Fuel Cap. 

10843 


2001-1997 

OE Type Radiator/Coolant Recovery Tank Cap 

10247 

30 

2001 

Oil Filler Cap 

10079 


2000 

Oil Filler Cap 

10131 


1999-1998 

Oil Filler Cap 

10079 


1999 

OE Equivalent Fuel Cap; Aug. & Older. 

10843 


1999 

OE Equivalent Fuel Cap; Sept. 1 & Newer. 

10844 


1998-1997 

OE Equivalent Fuel Cap. 

10843 


1997 

Oil Filler Cap. 

10131 


740iL i 

V-8 4.0 L 

1995 

OE Equivalent Fuel Cap. 

10810 


1995 

Oil Filler Cap. 

10079 


1995 

Regular Keyed Alike Fuel Cap. 

17582 


1995 

Regular Locking Fuel Cap. 

10582 


1995 

OE Type Radiator/Coolant Recovery Tank Cap . 

10247 

30 

V-8 4.4 L 

2001-2000 

OE Equivalent Fuel Cap. 

10843 


2001-1996 

OE Type Radiator/Coolant Recovery Tank Cap . 

10247 

30 

2001 

Oil Filler Cap. 

10079 


2000 

Oil Filler Cap. 

10131 


1999-1998 

Oil Filler Cap. 

10079 


1999 

OE Equivalent Fuel Cap; Aug. & Older. 

10843 


1999 

OE Equivalent Fuel Cap; Sept. 1 & Newer. 

10844 


1998-1997 

OE Equivalent Fuel Cap. 

10843 


1997 

Oil Filler Cap 

10131 


1996 

OE Equivalent Fuel Cap. 

10810 


1996 

Oil Filler Cap. 

10079 


1996 

Regular Keyed Alike Fuel Cap. 

17582 


1996 

Regular Locking Fuel Cap. 

10582 
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Caps for Passenger Cars and LightTrucks (1995 and Newer) 


Part 

Application Number PSI 

Part 

Application Number PSI 

BMW - Continued 

BMW - Continued 

|740Li 

750Li | 


6-Cyl 3.0 L 

2015-2011 OE Equivalent Fuel Cap. 10844 

2012-2011 Oil Filler Cap 10099 

740Li xDrive 

6-Cyl 3.0 L 

2015- 2013 OE Equivalent Fuel Cap 10844 

745i 

V-84.4L 

2005-2002 OE Equivalent Fuel Cap. 10844 

2005-2002 OE Type Radiator/Coolant Recovery Tank Cap 10247 30 

2005 Oil Filler Cap. 10131 

2004- 2002 Oil Filler Cap. 10079 

745Li 

V-84.4L 

2005- 2003 OE Equivalent Fuel Cap. 10844 

2005-2002 OE Type Radiator/Coolant Recovery Tank Cap 10247 30 

2005 Oil Filler Cap. 10131 

2004-2002 Oil Filler Cap 10079 

2002 OE Equivalent Fuel Cap. 10843 

750i 

V-84.4L 

2016- 2009 OE Equivalent Fuel Cap. 10844 

2014 OE Type Radiator/Coolant Recovery Tank Cap. 10247 30 

2013 OE Type Radiator/Coolant Recovery Tank Cap; 10247 30 

2.0BAR. 

2012 OE Type Radiator/Coolant Recovery Tank Cap; 10247 30 

2.0BAR, W/ LCI 

2011 OE Type Radiator/Coolant Recovery Tank Cap; 10247 30 

2.0BAR; W/ LCI 

2010-2009 Oil Filler Cap 10131 

V-8 4.4 L ELECTRIC/GAS 

2011 OE Equivalent Fuel Cap 10844 

V-8 4.8 L 

2008-2006 OE Equivalent Fuel Cap 10844 

2008-2006 Oil Filler Cap. 10131 

2008-2006 OE Type Radiator/Coolant Recovery Tank Cap 10247 30 

750iL 

V-12 5.4L 

2001-2000 OE Equivalent Fuel Cap 10843 

2001-1999 Oil Filler Cap 10079 

2001-1995 OE Type Radiator/Coolant Recovery Tank Cap 10247 30 

1999 OE Equivalent Fuel Cap; Aug. & Older. 10843 

1999 OE Equivalent Fuel Cap; Sept. 1 & Newer. 10844 

1998-1997 OE Equivalent Fuel Cap. 10843 

1998 Oil Filler Cap. 10131 

1997-1995 Oil Filler Cap. 10079 

1996-1995 OE Equivalent Fuel Cap. 10810 

1996-1995 Regular Keyed Alike Fuel Cap. 17582 

1996-1995 Regular Locking Fuel Cap. 10582 

750i xDrive 

V-8 4.4 L 

2016-2010 OE Equivalent Fuel Cap. 10844 

2014 OE Type Radiator/Coolant Recovery Tank Cap. 10247 30 

2013 OE Type Radiator/Coolant Recovery Tank Cap; 10247 30 

2.0BAR. 

2012 OE Type Radiator/Coolant Recovery Tank Cap; 10247 30 

2.0BAR, W/ LCI 

2011 OE Type Radiator/Coolant Recovery Tank Cap; 10247 30 

2.0BAR; W/ LCI. 

2010 Oil Filler Cap. 10131 


V-8 4.4 L - Continued 

2015-2009 OE Equivalent Fuel Cap 10844 

2014 OE Type Radiator/Coolant Recovery Tank Cap 10247 30 

2013 OE Type Radiator/Coolant Recovery Tank Cap; 10247 30 

2.0BAR 

2012 OE Type Radiator/Coolant Recovery Tank Cap; 10247 30 

2.0BAR, W/LCI. 

2011 OE Type Radiator/Coolant Recovery Tank Cap; 10247 30 

2.0BAR; W/LCI. 

2010-2009 Oil Filler Cap. 10131 

V-8 4.4 L ELECTRIC/GAS 

2011 OE Equivalent Fuel Cap. 10844 

V-8 4.8 L 

2008-2006 OE Equivalent Fuel Cap 10844 

2008-2006 Oil Filler Cap. 10131 

2008-2006 OE Type Radiator/Coolant Recovery Tank Cap 10247 30 

750Li xDrive 

V-8 4.4 L 

2015-2010 OE Equivalent Fuel Cap. 10844 

2014 OE Type Radiator/Coolant Recovery Tank Cap 10247 30 

2013 OE Type Radiator/Coolant Recovery Tank Cap; 10247 30 

2.0BAR 

2012 OE Type Radiator/Coolant Recovery Tank Cap; 10247 30 

2.0BAR, W/LCI 

2011 OE Type Radiator/Coolant Recovery Tank Cap; 10247 30 

2.0BAR; W/LCI. 

2010 Oil Filler Cap. 10131 

760i 

V-12 6.0L 

2006-2005 Oil Filler Cap. 10131 

2006-2004 OE Equivalent Fuel Cap. 10844 

2006-2004 OE Type Radiator/Coolant Recovery Tank Cap. 10247 30 

2004 Oil Filler Cap. 10079 

760Li 

V-12 6.0L 

2015-2010 OE Equivalent Fuel Cap. 10844 

2010 Oil Filler Cap. 10099 

2008-2005 Oil Filler Cap. 10131 

2008-2003 OE Equivalent Fuel Cap. 10844 

2008-2003 OE Type Radiator/Coolant Recovery Tank Cap. 10247 30 

2004-2003 Oil Filler Cap. 10079 

840Ci 

V-8 4.0 L 

1995 OE Equivalent Fuel Cap. 10810 

1995 Oil Filler Cap. 10079 

1995 Regular Keyed Alike Fuel Cap. 17582 

1995 Regular Locking Fuel Cap. 10582 

1995 OE Type Radiator/Coolant Recovery Tank Cap 10247 30 

V-8 4.4 L 

1997-1996 Oil Filler Cap 10079 

1997- 1996 OE Type Radiator/Coolant Recovery Tank Cap 10247 30 

1997 OE Equivalent Fuel Cap 10843 

1996 OE Equivalent Fuel Cap 10810 

1996 Regular Keyed Alike Fuel Cap 17582 

1996 Regular Locking Fuel Cap 10582 

850Ci 

V-12 5.4L 

1998- 1995 OE Type Radiator/Coolant Recovery Tank Cap 10247 30 

1997-1995 Oil Filler Cap. 10079 

1997 OE Equivalent Fuel Cap. 10843 

1996-1995 OE Equivalent Fuel Cap. 10810 
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Caps for Passenger Cars and LightTmcks (1995 and Newer) 


Application 


BMW - Continued 


850Ci - Continued 

V-12 5.4 L-Continued 

Regular Keyed Alike Fuel Cap 
Regular Locking Fuel Cap 


1996-1995 
1996-1995 

850CSi 

V-12 5.6 L 

1995 OE Equivalent Fuel Cap 

1995 Oil Filler Cap. 

1995 Regular Keyed Alike Fuel Cap. 

1995 Regular Locking Fuel Cap 

1995 OE Type Radiator/Coolant Recovery Tank Cap 

ActiveHybrid 3 

6-Cyl 3.0 L ELECTRIC/GAS 

2014-2013 OE Equivalent Fuel Cap. 

ActiveHybrid 5 

6-Cyl 3.0 L ELECTRIC/GAS 

2014-2012 OE Equivalent Fuel Cap. 

ActiveHybrid 7 

6-Cyl 3.0 L ELECTRIC/GAS 

2014-2013 OE Equivalent Fuel Cap. 

Alpina B6 xDrive Gran Coupe 

V-84.4L 

2015 OE Equivalent Fuel Cap. 

Alpina B7 

V-84.4L 


Part 

Number 


17582 

10582 


10810 

10079 

17582 

10582 

10247 


10844 


10844 


10844 


10844 


PSI 


Alpina B7L 

V-84.4L 

2015-2011 OE Equivalent Fuel Cap 
2013 


2012 


OE Type Radiator/Coolant Recovery Tank Cap; 
2.0BAR 

OE Type Radiator/Coolant Recovery Tank Cap; 
2.0BAR, W/ LCI. 


Alpina B7L xDrive 

V-84.4L 

OE Equivalent Fuel Cap. 


2015-2011 

2013 

2012 


OE Type Radiator/Coolant Recovery Tank Cap; 
2.0BAR. 

OE Type Radiator/Coolant Recovery Tank Cap; 
2.0BAR, W/ LCI. 


Alpina B7 xDrive 

V-84.4L 


2015-2011 

2013 

2012 

M3 

6-Cyl 3.0 L 


OE Equivalent Fuel Cap. 

OE Type Radiator/Coolant Recovery Tank Cap; 
2.0BAR. 

OE Type Radiator/Coolant Recovery Tank Cap; 
2.0BAR, W/ LCI. 


2016-2015 

OE Equivalent Fuel Cap 

10844 

1995 

OE Equivalent Fuel Cap 

10810 

1995 

Oil Filler Cap 

10079 

1995 

Regular Keyed Alike Fuel Cap. 

17582 

1995 

Regular Locking Fuel Cap 

10582 

1995 

OE Type Radiator/Coolant Recovery Tank Cap 

10247 


Application 


BMW - Continued 


M3 - Continued 


Part 

Number 


PSI 


30 


2015-2011 

OE Equivalent Fuel Cap 

10844 


2013 

OE Type Radiator/Coolant Recovery Tank Cap; 

2.0BAR 

10247 

30 

2012 

OE Type Radiator/Coolant Recovery Tank Cap; 
2.0BAR, W/ LCI. 

10247 

30 

2008-2007 

OE Equivalent Fuel Cap. 

10844 


2008-2007 

Oil Filler Cap. 

10131 


2008-2007 

OE Type Radiator/Coolant Recovery Tank Cap. 

10247 

30 


30 


6-Cyl 3.2 L 

2006-2001 OE Equivalent Fuel Cap 10844 

2006-2001 OE Type Radiator/Coolant Recovery Tank Cap 10247 

2002-2001 Oil Filler Cap. 10079 

1999-1997 OE Equivalent Fuel Cap. 10843 

1999-1996 Oil Filler Cap. 10079 

1999-1996 OE Type Radiator/Coolant Recovery Tank Cap 10247 

1996 OE Equivalent Fuel Cap. 10810 

1996 Regular Keyed Alike Fuel Cap. 17582 

1996 Regular Locking Fuel Cap. 10582 

V-8 4.0 L 

2013-2008 OE Equivalent Fuel Cap 10844 


30 


30 


M4 


6-Cyl 3.0 L 

2016-2015 OE Equivalent Fuel Cap... 


10844 


M5 


V-8 4.4 L 

2016-2012 

2014 

2013-2012 

V-8 4.9 L 

2003-2001 

2003-2001 

2003-2000 

2000 

2000 

V-8 5.0 L 

2003-2001 

2003-2001 

2003-2000 

2000 

2000 

V-10 5.0L 


OE Equivalent Fuel Cap. 

OE Type Radiator/Coolant Recovery Tank Cap.. 

OE Type Radiator/Coolant Recovery Tank Cap; 
2.0BAR. 

OE Equivalent Fuel Cap. 

Oil Filler Cap. 

OE Type Radiator/Coolant Recovery Tank Cap.. 

OE Equivalent Fuel Cap. 

Oil Filler Cap. 

OE Equivalent Fuel Cap. 

Oil Filler Cap. 

OE Type Radiator/Coolant Recovery Tank Cap. 
OE Equivalent Fuel Cap 

Oil Filler Cap. 


10844 

10247 

10247 


10844 

10079 

10247 

10843 
10131 

10844 
10079 
10247 
10843 
10131 


30 

30 


30 


30 


10844 

10247 

30 

2010-2006 

2008 

OE Equivalent Fuel Cap. 

OE Type Radiator/Coolant Recovery Tank Cap. 

10844 

10233 

16 



M6 

10247 

30 

V-8 4.4 L 






2016-2012 

OE Equivalent Fuel Cap. 

10844 




2014 

OE Type Radiator/Coolant Recovery Tank Cap 

10247 

30 



2013 

OE Type Radiator/Coolant Recovery Tank Cap; 

10247 

30 

10844 



2.0BAR 



10247 

30 

2012 

OE Type Radiator/Coolant Recovery Tank Cap 

10247 

30 



V-10 5.0L 




10247 

30 

2010-2006 

OE Equivalent Fuel Cap. 

10844 

16 



2008 

OE Type Radiator/Coolant Recovery Tank Cap 

10233 



M6 Gran Coupe 

10844 


V-8 4.4 L 




10247 

30 

2016-2014 

OE Equivalent Fuel Cap. 

10844 




2014 

OE Type Radiator/Coolant Recovery Tank Cap 

10247 

30 

10247 

30 

M235i 



6-Cyl 3.0 L 






2016-2014 

OE Equivalent Fuel Cap. 

10844 



M235i xDrive 


6-Cyl 3.0 L 

2016-2015 OE Equivalent Fuel Cap... 


10844 


xi 


4-Cyl 2.0 L 

2016-2012 OE Equivalent Fuel Cap... 


10844 
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Caps for Passenger Cars and LightTrucks (1995 and Newer) 


Application 

Part 

Number 

PSI 

Application 

Part 

Number 

PSI 

BMW - Continued 



BMW - Continued 



XI - Continued 

X6 - Continued | 

6-Cyl 3.0 L 



V-8 4.4 L ELECTRIC/GAS 



2015-2013 OE Equivalent Fuel Cap 

10844 


2010 OE Equivalent Fuel Cap 

10844 


X3 



2010 Oil Filler Cap .. . 

10131 


4-Cyl 2.0 L 



Z3 



2016-2013 OE Equivalent Fuel Cap 

10844 


4-Cyl 1.9 L 



4-Cyl 2.0 L DIESEL 



1998-1996 OE Type Radiator/Coolant Recovery Tank Cap 

10247 

30 

2016-2015 OE Equivalent Fuel Cap 

10844 


1998 Oil Filler Cap 

10079 


6-Cyl 2.5 L 



1997 Oil Filler Cap 

10131 


2006-2005 Oil Filler Cap 

10131 


1996 Oil Filler Cap 

10079 


2006-2004 OE Equivalent Fuel Cap 

10844 


6-Cyl 2.5 L 



2006-2004 OE Type Radiator/Coolant Recovery Tank Cap 

10247 

30 

2002-2001 Oil Filler Cap 

10079 


2004 Oil Filler Cap 

10079 


2002-1999 OE Equivalent Fuel Cap 

10843 


6-Cyl 3.0 L 



2002-1999 OE Type Radiator/Coolant Recovery Tank Cap 

10247 

30 

2016-2004 OE Equivalent Fuel Cap. 

10844 


2000-1999 Oil Filler Cap 

10131 


2012-2010 Oil Filler Cap 

10099 


6-Cyl 2.8 L 



2010-2004 OE Type Radiator/Coolant Recovery Tank Cap. 

10247 

30 

2000-1997 OE Type Radiator/Coolant Recovery Tank Cap 

10247 

30 

2009 Oil Filler Cap 

10131 


2000 OE Equivalent Fuel Cap 

10843 


2008 Oil Filler Cap 

10099 


2000 Oil Filler Cap 

10131 


2007-2005 Oil Filler Cap 

10131 


1999 OE Equivalent Fuel Cap; Aug. & Older 

10843 


2004 Oil Filler Cap 

10079 


1999 OE Equivalent Fuel Cap; Sept. 1 & Newer 

10844 


X4 



1999 Oil Filler Cap 

10079 


4-Cyl 2.0 L 



1998-1997 Oil Filler Cap 

10131 


2016-2015 OE Equivalent Fuel Cap 

10844 


6-Cyl 3.0 L 



6-Cyl 3.0 L 



2002-2001 OE Equivalent Fuel Cap 

10843 


2016-2015 OE Equivalent Fuel Cap 

10844 


2002-2001 Oil Filler Cap 

10079 


X5 



2002-2001 OE Type Radiator/Coolant Recovery Tank Cap. 

10247 

30 

6-Cyl 3.0 L 



6-Cyl 3.2 L 



2016-2001 OE Equivalent Fuel Cap 

10844 


2002-2000 OE Equivalent Fuel Cap 

10843 


2010-2009 Oil Filler Cap 

10131 


2002-1998 Oil Filler Cap. 

10079 


2008-2007 Oil Filler Cap 

10099 


2002-1998 OE Type Radiator/Coolant Recovery Tank Cap. 

10247 

30 

2006-2005 Oil Filler Cap 

10131 


1999 OE Equivalent Fuel Cap; Aug. & Older. 

10843 


2006-2001 OE Type Radiator/Coolant Recovery Tank Cap 

10247 

30 

1999 OE Equivalent Fuel Cap; Sept. 1 & Newer. 

10844 


2004-2001 Oil Filler Cap 

10079 


Z4 



6-Cyl 3.0 L DIESEL 



4-Cyl 2.0 L 



2013-2009 OE Equivalent Fuel Cap 

10844 


2016-2012 OE Equivalent Fuel Cap. 

10844 


2010 Oil Filler Cap 

10099 


6-Cyl 2.5 L 



V-84.4L 



2005-2003 OE Equivalent Fuel Cap. 

10844 


2016-2010 OE Equivalent Fuel Cap 

10844 


2005-2003 OE Type Radiator/Coolant Recovery Tank Cap. 

10247 

30 

2006-2005 Oil Filler Cap 

10131 


2005 Oil Filler Cap. 

10131 


2006-2000 OE Equivalent Fuel Cap. 

10844 


2004-2003 Oil Filler Cap. 

10079 


2006-2000 OE Type Radiator/Coolant Recovery Tank Cap. 

10247 

30 

6-Cyl 3.0 L 



2004-2001 Oil Filler Cap. 

10079 


2016-2003 OE Equivalent Fuel Cap. 

10844 


2000 Oil Filler Cap. 

10131 


2015-2009 Oil Filler Cap. 

10099 


V-84.6L 



2009-2003 OE Type Radiator/Coolant Recovery Tank Cap. 

10247 

30 

2003-2002 OE Equivalent Fuel Cap. 

10844 


2008-2005 Oil Filler Cap. 

10131 


2003-2002 Oil Filler Cap. 

10079 


2004-2003 Oil Filler Cap. 

10079 


2003-2002 OE Type Radiator/Coolant Recovery Tank Cap. 

10247 

30 

6-Cyl 3.2 L 



V-84.8L 



2008-2006 OE Equivalent Fuel Cap. 

10844 


2010-2004 OE Equivalent Fuel Cap. 

10844 


2008-2006 OE Type Radiator/Coolant Recovery Tank Cap 

10247 

30 

2010-2004 Oil Filler Cap. 

10131 


Z8 



2006-2004 OE Type Radiator/Coolant Recovery Tank Cap. 

10247 

30 

V-8 4.8 L 



X6 



2003 OE Equivalent Fuel Cap 

10843 


6-Cyl 3.0 L 



2003 Oil Filler Cap. 

10131 


2016-2008 OE Equivalent Fuel Cap. 

10844 


2003 OE Type Radiator/Coolant Recovery Tank Cap; 

10247 

30 

2010-2008 Oil Filler Cap 

10099 


2.0BAR 



V-84.4L 



V-8 4.9 L 



2016-2008 OE Equivalent Fuel Cap. 

10844 


2003-2001 OE Equivalent Fuel Cap 

10843 


2010-2008 Oil Filler Cap. 

10131 


2003-2001 Oil Filler Cap 

10079 





2003-2001 OE Type Radiator/Coolant Recovery Tank Cap 

10247 

30 
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Caps for Passenger Cars and LightTrucks (1995 and Newer) 


Application 


Part 

Number 

PSI 

Application 

Part 

Number 

PSI 

BMW- 

Continued 



Buick - Continued 



Z8 - Continued 

Century - Continued i 

V-8 5.0 L 




V-6 3.1 L - Continued 



2003-2000 

OE Equivalent Fuel Cap 

10843 


2005-1997 Regular Keyed Alike Fuel Cap. 

17506 


2003-2000 

Oil Filler Cap ,, 

10079 


2005-1997 Regular Locking Fuel Cap. 

10506 


2003-2000 

OE Type Radiator/Coolant Recovery Tank Cap 

10247 

30 

2005-1995 Oil Filler Cap 

10099 


Buick 

2005-1995 OE Type Radiator Cap. 

10231 

16 

Alii irp 




2005-1995 Safety Release Radiator Cap. 

10331 

16 

4-Cyl 2.4 L 




1996-1995 OE Equivalent Fuel Cap. 

10817 


2010 

OE Equivalent Fuel Cap 

10841 


1996-1995 Pre-Release Fuel Cap. 

10819 


2010 

Regular Keyed Alike Fuel Cap 

17511 


1996-1995 Pre-Release Keyed Alike Fuel Cap. 

17501 


2010 

Regular Locking Fuel Cap 

10511 


1996-1995 Pre-Release Locking Fuel Cap. 

10501 


2010 

OE Type Radiator Cap 

10271 

20 

1996-1995 Regular Keyed Alike Fuel Cap.. .. 

17591 


V-6 3 0 L 




1996-1995 Regular Locking Fuel Cap. 

10591 


2010 

OE Equivalent Fuel Cap 

10841 


Commercial Chassis 1 

2010 

Oil Filler Cap 

10099 


V-8 5.7 L 



2010 


17511 


1996-1995 OE Equivalent Fuel Cap. 

10817 


2010 


10511 


1996-1995 Oil Filler Cap 

10105 


2010 


10271 

20 

1996-1995 Pre-Release Fuel Cap. 

10819 


V-6 3.6 L 



1996-1995 Pre-Release Keyed Alike Fuel Cap. 

17501 


2010 


10841 


1996-1995 Pre-Release Locking Fuel Cap. 

10501 


2010 

Oil Filler Cap 

10099 


1996-1995 Regular Keyed Alike Fuel Cap. 

17591 


2010 

Regular Keyed Alike Fuel Cap 

17511 


1996-1995 Regular Locking Fuel Cap. 

10591 


2010 

Regular Locking Fuel Cap. 

10511 


1996-1995 OE Type Radiator Cap. 

10239 

15 

2010 

OE Type Radiator Cap. 

10271 

20 

Enclave 



2008-2005 

OE Equivalent Fuel Cap. 

10841 


V-6 3.6 L 



2008-2005 

Oil Filler Cap. 

10099 


2017-2011 OE Equivalent Fuel Cap. 

10834 


2008-2005 


17511 


2015-2013 OE Type Radiator Cap. 

10248 

15 

2008-2005 

Regular Locking Fuel Cap. 

10511 


2015-2012 Oil Filler Cap. 

10099 


2008 

OE Type Radiator/Coolant Recovery Tank Cap. 

10269 

18.5 

2015-2011 Regular Keyed Alike Fuel Cap. 

17504 


2007-2005 


10248 

15 

2015-2011 Regular Locking Fuel Cap. 

10504 


V-6 3.8 L 




2015-2011 OE Type Radiator Cap. 

10271 

20 

2009-2008 

OE Type Radiator/Coolant Recovery Tank Cap 

10269 

18.5 

2011 Oil Filler Cap; SAE 5W-30; DEXOS 

10099 


2009-2005 

OE Equivalent Fuel Cap. 

10841 


2010-2008 OE Equivalent Fuel Cap. 

10841 


2009-2005 

Oil Filler Cap. 

10099 


2010-2008 Oil Filler Cap. 

10099 


2009-2005 

Regular Keyed Alike Fuel Cap 

17511 


2010-2008 Regular Keyed Alike Fuel Cap 

17511 


2009-2005 

Regular Locking Fuel Cap. ., 

10511 


2010-2008 Regular Locking Fuel Cap 

10511 


2007-2005 

OE Type Radiator Cap . 

10248 

15 

2010-2008 OE Type Radiator Cap 

10248 

15 

V-8 5.3 L 




Encore 



2009-2008 

OE Equivalent Fuel Cap . 

10841 


4-Cyl 1.4 L 



2009-2008 

Oil Filler Cap. 

10099 


2017-2013 OE Equivalent Fuel Cap. 

10834 


2009-2008 

Regular Keyed Alike Fuel Cap. 

17511 



10271 

20 

2009-2008 

Regular Locking Fuel Cap 

10511 


2015-2013 Regular Keyed Alike Fuel Cap. 

17504 


2009-2008 

OE Type Radiator/Coolant Recovery Tank Cap 

10269 

18.5 

2015-2013 Regular Locking Fuel Cap. 

10504 


Cascada 

Envision 

4-Cyl 1.6 L 




4-Cyl 2.0 L 



2017-2016 

OE Equivalent Fuel Cap. 

10834 


2017-2016 OE Type Radiator Cap 

10271 

20 

2017-2016 

OE Type Radiator Cap 

10271 

20 

4-Cyl 2.5 L 



Century 




2017 OE Equivalent Fuel Cap. 

10834 


4-Cyl 2.2 L 




2017 OE Type Radiator Cap 

10271 

20 

1996-1995 

OE Equivalent Fuel Cap 

10817 


LaCrosse i 

1996-1995 

Oil Filler Cap 

10122 


4-Cyl 2.4 L 



1996-1995 

Pre-Release Fuel Cap 

10819 


2016-2013 OE Type Radiator Cap 

10271 

20 

1996-1995 

Pre-Release Keyed Alike Fuel Cap 

17501 



10834 


1996-1995 

Pre-Release Locking Fuel Cap 

10501 


2015-2014 Oil Filler Cap 

10099 


1996-1995 

Regular Keyed Alike Fuel Cap. 

17591 


2011-2010 Oil Filler Cap 

10099 


1996-1995 

Regular Locking Fuel Cap 

10591 


2011-2010 OE Type Radiator Cap 

10271 

20 

1996-1995 

OE Type Radiator Cap. 

10231 

16 

2011 OE Equivalent Fuel Cap 

10834 


1996-1995 

Safety Release Radiator Cap . 

10331 

16 

2011 Regular Keyed Alike Fuel Cap 

17504 


V-6 3.1 L 




2011 Regular Locking Fuel Cap. 

10504 


2005-1997 

OE Equivalent Fuel Cap. 

10836 


2010 OE Equivalent Fuel Cap. 

10841 
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Caps for Passenger Cars and LightTrucks (1995 and Newer) 


Application 


Buick - Continued 


Part 

Number 


PSI 


Application 


Buick - Continued 


Part 

Number 


PSI 


LaCrosse - Continued 

4-Cyl 2.4 L 

- Continued 



2010 

Regular Keyed Alike Fuel Cap. 

17511 


2010 

Regular Locking Fuel Cap. 

10511 


4-Cyl 2.4 L 

ELECTRIC/GAS 



2015-2012 

OE Equivalent Fuel Cap 

10834 


2015-2012 

Regular Keyed Alike Fuel Cap 

17504 


2015-2012 

Regular Locking Fuel Cap. 

10504 


2013-2012 

Oil Filler Cap 

10099 


2012 

OE Type Radiator Cap 

10271 

20 

V-6 3.0L 




2010 

OE Equivalent Fuel Cap 

10841 


2010 

Oil Filler Cap 

10099 


2010 

Regular Keyed Alike Fuel Cap. 

17511 


2010 

Regular Locking Fuel Cap. 

10511 


2010 

OE Type Radiator Cap 

10271 

20 

V-6 3.6L 




2017-2010 

OE Type Radiator Cap 

10271 

20 

2016 

OE Equivalent Fuel Cap 

10834 


2015-2010 

Oil Filler Cap 

10099 


2014-2011 

OE Equivalent Fuel Cap 

10834 


2014-2011 

Regular Keyed Alike Fuel Cap 

17504 


2014-2011 

Regular Locking Fuel Cap. 

10504 


2010 

OE Equivalent Fuel Cap 

10841 


2010 

Regular Keyed Alike Fuel Cap. 

17511 


2010 

Regular Locking Fuel Cap. 

10511 


2008-2005 

OE Equivalent Fuel Cap. 

10841 


2008-2005 

Oil Filler Cap. 

10099 


2008-2005 

Regular Keyed Alike Fuel Cap. 

17511 


2008-2005 

Regular Locking Fuel Cap. 

10511 


2008-2005 

OE Type Radiator Cap. 

10248 

15 

V-6 3.6 L FLEX 



2015-2012 

OE Equivalent Fuel Cap. 

10834 


2015-2012 

Regular Keyed Alike Fuel Cap 

17504 


2015-2012 

Regular Locking Fuel Cap. 

10504 


2015 

Flex Fuel Keyed Alike Fuel Cap 

17504Y 


2015 

Flex Fuel Regular Fuel Cap 

10834Y 


2015 

Flex Fuel Regular Locking Fuel Cap. 

10504Y 


2013-2012 

Oil Filler Cap 

10099 


2012 

Flex Fuel Keyed Alike Fuel Cap; Yellow 

17504Y 


2012 

Flex Fuel Regular Fuel Cap; Yellow 

10834Y 


2012 

Flex Fuel Regular Locking Fuel Cap; Yellow 

10504Y 


2012 

OE Type Radiator Cap 

10271 

20 

V-6 3.8 L 




2009-2008 

OE Type Radiator/Coolant Recovery Tank Cap. 

10269 

18.5 

2009-2005 

OE Equivalent Fuel Cap 

10841 


2009-2005 

Oil Filler Cap 

10099 


2009-2005 

Regular Keyed Alike Fuel Cap. 

17511 


2009-2005 

Regular Locking Fuel Cap. 

10511 


2007-2005 

OE Type Radiator Cap. 

10248 

15 

V-8 5.3L 




2009-2008 

OE Equivalent Fuel Cap 

10841 


2009-2008 

Oil Filler Cap 

10099 


2009-2008 

Regular Keyed Alike Fuel Cap. 

17511 


2009-2008 

Regular Locking Fuel Cap. 

10511 


2009-2008 

OE Type Radiator/Coolant Recovery Tank Cap 

10269 

18.5 

LeSabre 

V-6 3.8 L 




2005-1998 

OE Equivalent Fuel Cap 

10836 


2005-1998 

Regular Keyed Alike Fuel Cap 

17506 



LeSabre - Continued 

V-6 3.8 L - 

Continued 



2005-1998 

Regular Locking Fuel Cap. 

10506 


2005-1995 

Oil Filler Cap. 

10099 


2005-1995 

OE Type Radiator Cap. 

10231 

16 

2005-1995 

Safety Release Radiator Cap. 

10331 

16 

1999-1995 

OE Type Radiator Cap 

10236 

0 

1997-1996 

OE Equivalent Fuel Cap 

10834 


1997-1996 

Regular Keyed Alike Fuel Cap 

17504 


1997-1996 

Regular Locking Fuel Cap. 

10504 


1995 

OE Equivalent Fuel Cap 

10817 


1995 

Pre-Release Fuel Cap. 

10819 


1995 

Pre-Release Keyed Alike Fuel Cap. 

17501 


1995 

Pre-Release Locking Fuel Cap. 

10501 


1995 

Regular Keyed Alike Fuel Cap. 

17591 


1995 

Regular Locking Fuel Cap .. .. 

10591 


Lucerne 

V-6 3.8 L 




2008-2006 

OE Equivalent Fuel Cap. 

10841 


2008-2006 

Oil Filler Cap. 

10099 


2008-2006 

Regular Keyed Alike Fuel Cap. 

17511 


2008-2006 

Regular Locking Fuel Cap. 

10511 


2008-2006 

OE Type Radiator Cap. 

10248 

15 

V-6 3.9 L 




2010-2009 

OE Equivalent Fuel Cap. 

10841 


2010-2009 

Oil Filler Cap. 

10099 


2010-2009 

Regular Keyed Alike Fuel Cap. 

17511 


2010-2009 

Regular Locking Fuel Cap. 

10511 


2010-2009 

OE Type Radiator Cap. 

10248 

15 

V-6 3.9 L FLEX 



2011-2010 

Flex Fuel Keyed Alike Fuel Cap; Yellow. 

17511Y 


2011-2010 

Flex Fuel Regular Fuel Cap; Yellow. 

10841Y 


2011-2010 

Flex Fuel Regular Locking Fuel Cap; Yellow. 

10511Y 


2011-2009 

OE Equivalent Fuel Cap. 

10841 


2011-2009 

Oil Filler Cap. 

10099 


2011-2009 

Regular Keyed Alike Fuel Cap. 

17511 


2011-2009 

Regular Locking Fuel Cap. 

10511 


2011-2009 

OE Type Radiator Cap. 

10248 

15 

V-8 4.6 L 




2011-2006 

OE Equivalent Fuel Cap 

10841 


2011-2006 

Oil Filler Cap. 

10099 


2011-2006 

Regular Keyed Alike Fuel Cap 

17511 


2011-2006 

Regular Locking Fuel Cap 

10511 


2011-2006 

OE Type Radiator/Coolant Recovery Tank Cap 

10269 

18.5 

Park Avenue 

V-6 3.8 L 




2005-1998 

OE Equivalent Fuel Cap 

10836 


2005-1998 

Regular Keyed Alike Fuel Cap 

17506 


2005-1998 

Regular Locking Fuel Cap. 

10506 


2005-1995 

Oil Filler Cap 

10099 


2005-1995 

OE Type Radiator Cap. 

10231 

16 

2005-1995 

Safety Release Radiator Cap. 

10331 

16 

2000-1995 

OE Type Radiator Cap. 

10236 

0 

1997-1995 

OE Equivalent Fuel Cap 

10817 


1997-1995 

Pre-Release Fuel Cap .. .. 

10819 


1997-1995 

Pre-Release Keyed Alike Fuel Cap. 

17501 


1997-1995 

Pre-Release Locking Fuel Cap. 

10501 


1997-1995 

Regular Keyed Alike Fuel Cap. 

17591 


1997-1995 

Regular Locking Fuel Cap. 

10591 
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Caps for Passenger Cars and LightTmcks (1995 and Newer) 


Application 


Part 

Number 

PSI 

Application 

Part 

Number 

PSI 

Buick - 

Continued 



Buick - Continued 



Rainier 

Regal - 

Continued 



6-Cyl 4.2 L 




4-Cyl 2.4 L FLEX-Continued 



2007-2005 

OE Equivalent Fuel Cap 

10841 


2012 

Regular Locking Fuel Cap. 

10504 


2007-2005 

Regular Keyed Alike Fuel Cap. 

17511 


2012 

OE Type Radiator Cap. 

10271 

20 

2007-2005 

Regular Locking Fuel Cap 

10511 


V-6 3.1 L 




2007-2004 

Oil Filler Cap 

10099 


1996-1995 

OE Equivalent Fuel Cap. 

10817 


2007-2004 


10248 

15 

1996-1995 

Oil Filler Cap 

10099 


2004 

OE Equivalent Fuel Cap 

10836 


1996-1995 

Pre-Release Fuel Cap 

10819 


2004 


17506 


1996-1995 

Pre-Release Keyed Alike Fuel Cap 

17501 


2004 


10506 


1996-1995 

Pre-Release Locking Fuel Cap 

10501 


V-8 5.3L 




1996-1995 

Regular Keyed Alike Fuel Cap 

17591 


2007-2005 

OE Equivalent Fuel Cap. 

10841 


1996-1995 

Regular Locking Fuel Cap. 

10591 


2007-2005 

Regular Keyed Alike Fuel Cap 

17511 


1996-1995 

OE Type Radiator Cap 

. 10231 

16 

2007-2005 

Regular Locking Fuel Cap. 

10511 


1996-1995 

Safety Release Radiator Cap. 

10331 

16 

2007-2004 

Oil Filler Cap 

10099 


V-6 3.8 L 




2007-2004 

OE Type Radiator Cap 

10248 

15 

2004-1997 

OE Equivalent Fuel Cap. 

10836 


2004 

OE Equivalent Fuel Cap. 

10836 


2004-1997 

Regular Keyed Alike Fuel Cap. 

. 17506 


2004 

Regular Keyed Alike Fuel Cap 

17506 


2004-1997 

Regular Locking Fuel Cap. 

. 10506 


2004 


10506 


2004-1995 

Oil Filler Cap. 

10099 


Regal 




2004-1995 

OE Type Radiator Cap 

10231 

16 

4-Cyl 2.0 L 




2004-1995 

Safety Release Radiator Cap 

10331 

16 

2017-2014 

OE Equivalent Fuel Cap. 

10834 


1996-1995 

OE Equivalent Fuel Cap. 

10817 


2017-2013 

OE Type Radiator Cap. 

10271 

20 

1996-1995 

Pre-Release Fuel Cap. 

10819 


2015-2014 

Regular Keyed Alike Fuel Cap. 

17504 


1996-1995 

Pre-Release Keyed Alike Fuel Cap. 

17501 


2015-2014 

Regular Locking Fuel Cap. 

10504 


1996-1995 

Pre-Release Locking Fuel Cap. 

10501 


2011 

Oil Filler Cap. 

10099 


1996-1995 

Regular Keyed Alike Fuel Cap. 

17591 


4-Cyl 2.0 L 

FLEX 



1996-1995 

Regular Locking Fuel Cap. 

10591 


2013-2012 

Oil Filler Cap. 

10099 


Rendezvous 



2013-2011 

OE Equivalent Fuel Cap. 

10834 


V-6 3.4 L 




2013-2011 

Regular Keyed Alike Fuel Cap. 

17504 


2005-2002 

OE Equivalent Fuel Cap. 

10836 


2013-2011 

Regular Locking Fuel Cap. 

10504 


2005-2002 

Oil Filler Cap. 

10099 


2012-2011 

Flex Fuel Keyed Alike Fuel Cap; Yellow. 

17504Y 


2005-2002 

Regular Keyed Alike Fuel Cap. 

17506 


2012-2011 

Flex Fuel Regular Fuel Cap; Yellow. 

10834Y 


2005-2002 

Regular Locking Fuel Cap. 

10506 


2012-2011 

Flex Fuel Regular Locking Fuel Cap; Yellow.. 

10504Y 


2005-2002 

OE Type Radiator Cap. 

10231 

16 

2012-2011 

OE Type Radiator Cap. 

10271 

20 

2005-2002 

Safety Release Radiator Cap. 

10331 

16 

4-Cyl 2.4 L 




V-6 3.5 L 




2017-2016 

OE Equivalent Fuel Cap. 

10834 


2007-2006 

OE Equivalent Fuel Cap. 

10841 


2017-2013 

OE Type Radiator Cap. 

10271 

20 

2007-2006 

Oil Filler Cap 

10099 


2015-2014 

Oil Filler Cap. 

10099 


2007-2006 

Regular Keyed Alike Fuel Cap 

17511 


2011 

OE Equivalent Fuel Cap; 1st Design. 

10841 


2007-2006 

Regular Locking Fuel Cap. 

10511 


2011 

OE Equivalent Fuel Cap; 2nd Design. 

10834 


2007-2006 

OE Type Radiator Cap 

10231 

16 

2011 

Oil Filler Cap. 

10099 


2007-2006 

Safety Release Radiator Cap 

10331 

16 

2011 

Regular Keyed Alike Fuel Cap; 1st Design 

17511 


V-6 3.6 L 




2011 

Regular Keyed Alike Fuel Cap; 2nd Design 

17504 


2006-2004 

OE Equivalent Fuel Cap. 

10841 


2011 


10511 


2006-2004 

Oil Filler Cap. 

10099 


2011 

Reqular Lockinq Fuel Cap; 2nd Desiqn 

10504 


2006-2004 

Regular Keyed Alike Fuel Cap. 

17511 


2011 

OE Type Radiator Cap 

10271 

20 

2006-2004 

Regular Locking Fuel Cap. 

10511 


4-Cyl 2.4 L 

ELECTRIC/GAS 



2006-2004 

OE Type Radiator Cap. 

. 10231 

16 

2015-2012 

OE Equivalent Fuel Cap 

10834 


2006-2004 

Safety Release Radiator Cap. 

10331 

16 

2015-2012 

Regular Keyed Alike Fuel Cap. 

17504 


Riviera 




2015-2012 

Regular Locking Fuel Cap 

10504 


V-6 3.8 L 




2013-2012 

Oil Filler Cap 

10099 


1999-1998 


10836 


2012 

OE Type Radiator Cap. 

10271 

20 

1999-1998 

Regular Keyed Alike Fuel Cap 

17506 


4-Cyl 2.4 L 

FLEX 



1999-1998 

Regular Locking Fuel Cap. 

10506 


2015 

OE Equivalent Fuel Cap. 

10834 


1999-1995 

Oil Filler Cap 

10099 


2015 

Regular Keyed Alike Fuel Cap 

17504 


1999-1995 

OE Type Radiator Cap 

10231 

16 

2015 

Regular Locking Fuel Cap 

10504 


1999-1995 

Safety Release Radiator Cap 

10331 

16 

2012 

OE Equivalent Fuel Cap. 

10834 


1997-1995 

OE Equivalent Fuel Cap 

10817 


2012 

Oil Filler Cap. 

10099 


1997-1995 

Pre-Release Fuel Cap. 

10819 


2012 

Regular Keyed Alike Fuel Cap. 

17504 


1997-1995 

Pre-Release Keyed Alike Fuel Cap 

17501 
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Caps for Passenger Cars and LightTrucks (1995 and Newer) 


Application 


Part 

Number 

PSI 

Application 

Part 

Number 

PSI 

Buick - 

Continued 



Buick - Continued 



Riviera 

Continued 



Terraza - Continued I 

V-6 3.8L- 

Continued 



V-6 3.9 L - Continued 



1997-1995 

Pre-Release Locking Fuel Cap. 

10501 


2007-2006 Oil Filler Cap. 

10099 


1997-1995 

Regular Keyed Alike Fuel Cap. 

17591 


2007-2006 Regular Keyed Alike Fuel Cap. 

17511 


1997-1995 

Reaular Lockina Fuel CaD 

10591 


2007-2006 Regular Locking Fuel Cap. 

10511 


Roadmaster 



2007-2006 OE Type Radiator/Coolant Recovery Tank Cap 

10269 

18.5 

V-8 5.7L 




V-6 3.9 L FLEX 



1996-1995 

OE Equivalent Fuel Cap 

10817 


2007 OE Equivalent Fuel Cap 

10841 


1996-1995 

Oil Filler Cap 

10105 


2007 Oil Filler Cap 

10099 


1996-1995 

Pre-Release Fuel Cap. 

10819 


2007 Regular Keyed Alike Fuel Cap 

17511 


1996-1995 

Pre-Release Keyed Alike Fuel Cap 

17501 


2007 Regular Locking Fuel Cap 

10511 


1996-1995 

Pre-Release Locking Fuel Cap. 

10501 


2007 OE Type Radiator/Coolant Recovery Tank Cap 

10269 

18.5 

1996-1995 

Regular Keyed Alike Fuel Cap 

17591 


Verano 

1996-1995 

Regular Locking Fuel Cap. 

10591 


4-Cyl 2.0 L 



1996-1995 

OE Type Radiator Cap 

10239 

15 

2016-2013 OE Type Radiator Cap 

10271 

20 

Skylark 




2016 OE Equivalent Fuel Cap 

10834 


4-Cyl 2.3 L 




2015-2014 Oil Filler Cap 

10099 


1995 

OE Equivalent Fuel Cap 

. 10817 


4-Cyl 2.0 L FLEX 



1995 


10132 


2015-2013 OE Equivalent Fuel Cap 

10834 


1995 

Pre-Release Fuel Cap. .. 

10819 


2015-2013 Regular Keyed Alike Fuel Cap 

17504 


1995 


17501 


2015-2013 Regular Locking Fuel Cap 

10504 


1995 


10501 


2013 Oil Filler Cap 

10099 


1995 

Regular Keyed Alike Fuel Cap. 

. 17591 


4-Cyl 2.4 L 



1995 

Regular Locking Fuel Cap. 

. 10591 


2017-2016 OE Equivalent Fuel Cap 

10834 


1995 


10239 

15 

2017-2013 OE Type Radiator Cap. 

10271 

20 

4-Cyl 2.4 L 



2015-2014 Oil Filler Cap 

10099 


1998-1997 

OE Equivalent Fuel Cap. 

. 10836 


4-Cyl 2.4 L FLEX 



1998-1997 

Regular Keyed Alike Fuel Cap. 

. 17506 


2015-2012 OE Equivalent Fuel Cap 

10834 


1998-1997 

Regular Locking Fuel Cap. 

10506 


2015-2012 Regular Keyed Alike Fuel Cap 

17504 


1998-1996 

Oil Filler Cap. 

10105 


2015-2012 Regular Locking Fuel Cap. 

10504 


1998-1996 

OE Type Radiator Cap. 

. 10239 

15 

2013-2012 Oil Filler Cap. 

10099 


1996 

OE Equivalent Fuel Cap. 

10834 


2012 Flex Fuel Keyed Alike Fuel Cap; Yellow. 

17504Y 


1996 

Regular Keyed Alike Fuel Cap. 

17504 


2012 Flex Fuel Regular Fuel Cap; Yellow. 

10834Y 


1996 


10504 


2012 Flex Fuel Regular Locking Fuel Cap; Yellow. 

10504Y 


V-6 3.1 L 




2012 OE Type Radiator Cap. 

10271 

20 

1998-1997 

OE Equivalent Fuel Cap. 

10836 


Cadillac 

1998-1997 

Regular Keyed Alike Fuel Cap 

17506 


ATS ! 

1998-1997 

Regular Locking Fuel Cap. 

10506 


4-Cyl 2.0 L 



1998-1995 

Oil Filler Cap 

10099 


2017-2013 OE Equivalent Fuel Cap. 

10834 


1998-1995 

OE Type Radiator Cap 

10239 

15 


10271 

20 

1996 

OE Equivalent Fuel Cap 

10834 



17504 


1996 

Regular Keyed Alike Fuel Cap 

17504 


2015-2013 Regular Locking Fuel Cap 

10504 


1996 

Regular Locking Fuel Cap. 

10504 


4-Cyl 2.5 L 



1995 

OE Equivalent Fuel Cap 

10817 


2017-2013 OE Equivalent Fuel Cap. 

10834 


1995 

Pre-Release Fuel Cap. 

10819 


2017-2013 OE Type Radiator Cap 

10271 

20 

1995 

Pre-Release Keyed Alike Fuel Cap. 

17501 



17504 


1995 

Pre-Release Locking Fuel Cap. 

10501 



10504 


1995 

Regular Keyed Alike Fuel Cap 

17591 


V-6 3.6 L 



1995 

Regular Locking Fuel Cap. 

10591 


2017-2016 OE Equivalent Fuel Cap 

10834 


Terraza 




2017-2013 OE Type Radiator Cap. 

10271 

20 

V-6 3.5 L 




2015-2013 Oil Filler Cap 

10099 


2006-2005 

OE Equivalent Fuel Cap 

. 10841 


V-6 3.6 L FLEX 



2006-2005 

Oil Filler Cap 

. 10099 


2015-2013 OE Equivalent Fuel Cap 

10834 


2006-2005 


17511 


2015-2013 Regular Keyed Alike Fuel Cap. 

17504 


2006-2005 

Regular Locking Fuel Cap . 

10511 


2015-2013 Regular Locking Fuel Cap 

10504 


2006-2005 

OE Type Radiator Cap. 

. 10231 

16 

Catera 

2006-2005 

Safety Release Radiator Cap. 

. 10331 

16 

V-6 3.0 L 



2005 

OE Type Radiator Cap 

10236 

0 

2001-1999 OE Equivalent Fuel Cap 

10847 


V-6 3.9 L 




2001-1999 Regular Keyed Alike Fuel Cap 

17517 


2007-2006 

OE Equivalent Fuel Cap. 

. 10841 


2001-1999 Regular Locking Fuel Cap 

10517 
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Caps for Passenger Cars and LightTmcks (1995 and Newer) 


Application 


Part 

Number 

PSI 

Application 

Part 

Number 

PSI 

Cadillac - Continued 



Cadillac - Continued 



Catera 

Continued 



CTS - Continued | 

V-6 3.0L- 

Continued 



V-6 3.6 L - 

Continued 



2001-1997 

Oil Filler Cap 

10140 


2014 

Regular Keyed Alike Fuel Cap. 

17504 


2001-1997 

OE Type Radiator/Coolant Recovery Tank Cap 

10261 

20 

2014 

Regular Locking Fuel Cap. 

10504 


1998-1997 

OE Equivalent Fuel Cap 

10826 


2012-2004 

Oil Filler Cap. 

10099 


1998-1997 

Regular Keyed Alike Fuel Cap. 

17596 


2012 

OE Equivalent Fuel Cap. 

10834 


1998-1997 

Regular Locking Fuel Cap 

10596 


2012 

Regular Keyed Alike Fuel Cap. 

17504 


Commercial Chassis 



2012 

Regular Locking Fuel Cap. 

10504 


V-8 5.7L 




2011-2007 

OE Equivalent Fuel Cap. 

10841 


1996-1995 

OE Equivalent Fuel Cap. 

10817 


2011-2007 

Regular Keyed Alike Fuel Cap. 

17511 


1996-1995 


10105 


2011-2007 

Regular Locking Fuel Cap. 

. 10511 


1996-1995 

Pre-Release Fuel Cap 

10819 


2006-2005 

OE Equivalent Fuel Cap. 

. 10848 


1996-1995 

Pre-Release Keyed Alike Fuel Cap 

17501 


2006-2005 

Regular Keyed Alike Fuel Cap. 

. 17518 


1996-1995 

Pre-Release Locking Fuel Cap 

10501 


2006-2005 

Regular Locking Fuel Cap. 

. 10518 


1996-1995 

Regular Keyed Alike Fuel Cap. 

17591 


2004 

OE Equivalent Fuel Cap. 

. 10836 


1996-1995 

Regular Locking Fuel Cap 

10591 


2004 

Regular Keyed Alike Fuel Cap. 

. 17506 


1996-1995 

OE Type Radiator Cap 

10239 

15 

2004 

Reqular Locking Fuel Cap. 

10506 


CT6 




V-6 3.6 L FLEX 



4-Cyl 2.0 L 




2014-2013 

OE Equivalent Fuel Cap. 

. 10834 


2017-2016 

OE Type Radiator Cap. 

10271 

20 

2014-2013 

Regular Keyed Alike Fuel Cap. 

. 17504 


V-6 3.0 L 




2014-2013 

Regular Locking Fuel Cap. 

. 10504 


2017-2016 

OE Type Radiator Cap 

10271 

20 

2013 

Oil Filler Cap. 

10099 


V-6 3.6 L 




V-8 5.7 L 




2017-2016 

OE Type Radiator Cap. 

10271 

20 

2005-2004 

Oil Filler Cap. 

. 10099 


CTS 

2005-2004 

OE Type Radiator Cap. 

10248 

15 

4-Cyl 2.0 L 




2005 

OE Equivalent Fuel Cap. 

. 10848 


2017-2014 

OE Type Radiator Cap 

10271 

20 

2005 

Regular Keyed Alike Fuel Cap. 

17518 


2014 

OE Equivalent Fuel Cap. 

10834 


2005 

Regular Locking Fuel Cap. 

10518 


2014 

Regular Keyed Alike Fuel Cap 

17504 


2004 

OE Equivalent Fuel Cap. 

10836 


2014 

Regular Locking Fuel Cap. 

10504 


2004 

Regular Keyed Alike Fuel Cap. 

17506 


2014 

OE Type Radiator Cap. 

10248 

15 

2004 

Regular Locking Fuel Cap. 

10506 


V-6 2.8 L 




V-8 6.0 L 




2007-2005 

Oil Filler Cap. 

10099 


2007-2006 

Oil Filler Cap. 

. 10099 


9007-9005 


10948 

15 

2007-2006 

OE Type Radiator Cap. 

10248 

15 

2007 

OE Equivalent Fuel Cap. 

10841 

2007 

OE Equivalent Fuel Cap. 

10841 


2007 

Regular Keyed Alike Fuel Cap. 

17511 


2007 

Regular Keyed Alike Fuel Cap. 

17511 


2007 

Regular Locking Fuel Cap. 

10511 


2007 

Regular Locking Fuel Cap. 

10511 


2006-2005 

OE Equivalent Fuel Cap. 

10848 


2006 

OE Equivalent Fuel Cap. 

10848 


2006-2005 

Regular Keyed Alike Fuel Cap 

17518 


2006 

Regular Keyed Alike Fuel Cap. 

17518 


2006-2005 

Regular Locking Fuel Cap. 

10518 


2006 

Regular Locking Fuel Cap . 

10518 


V-6 3.0 L 




V-8 6.2 L 




2014-2012 

OE Equivalent Fuel Cap . 

10834 


2017-2016 

OE Type Radiator Cap 

10271 

20 

2014-2012 

Regular Keyed Alike Fuel Cap. 

17504 


2015-2012 

OE Equivalent Fuel Cap . 

10834 


2014-2012 

Regular Locking Fuel Cap . 

10504 


2015-2012 

Regular Keyed Alike Fuel Cap . 

17504 


2014-2010 

Oil Filler Cap . 

10099 


2015-2012 

Regular Locking Fuel Cap . 

10504 


2014-2010 

OE Type Radiator Cap. 

10248 

15 

2015-2009 

Oil Filler Cap . 

10099 


2011-2010 

OE Equivalent Fuel Cap . 

10841 


2015-2009 

OE Type Radiator Cap 

. 10248 

15 

2011-2010 


17511 


2011-2009 

OE Equivalent Fuel Cap. 

. 10841 


2011-2010 


10511 


2011-2009 

Regular Keyed Alike Fuel Cap. 

. 17511 


V-6 3.2 L 




2011-2009 

Regular Locking Fuel Cap. 

. 10511 


2004-2003 

OE Equivalent Fuel Cap. 

10836 


DeVille 




2004-2003 

Oil Filler Cap 

10140 


V-8 4.6 L 




2004-2003 

Reqular Keyed Alike Fuel Cap 

17506 


2005-2001 

OE Type Radiator Cap. 

. 10234 

18 

2004-2003 

Regular Locking Fuel Cap 

10506 


2005-2001 

Safety Release Radiator Cap. 

. 10334 

18 

2004-2003 

OE Type Radiator Cap 

10248 

15 

2005-1998 

OE Equivalent Fuel Cap .. .. 

. 10836 


V-6 3.6 L 




2005-1998 

Regular Keyed Alike Fuel Cap . 

17506 


2017-2014 

OE Type Radiator Cap. 

10271 

20 

2005-1998 

Reqular Lockinq Fuel Cap 

10506 


2015-2014 

Oil Filler Cap 

10099 


2005-1995 

Oil Filler Cap . 

. 10099 


2014-2004 

OE Type Radiator Cap. 

10248 

15 

2000-1995 

OE Type Radiator Cap . 

10230 

16 

2014 

OE Equivalent Fuel Cap 

10834 


2000-1995 

Safety Release Radiator Cap. 

. 10330 

16 
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Caps for Passenger Cars and LightTrucks (1995 and Newer) 


Application 


Cadillac - Continued 


Part 

Number 


PSI 


Application 


Cadillac - Continued 


Part 

Number 


PSI 


DeVille 

- Continued 



V-84.6L- 

Continued 



1997-1995 

Pre-Release Fuel Cap. 

10819 


1997-1995 

Pre-Release Keyed Alike Fuel Cap. 

17501 


1997-1995 

Pre-Release Locking Fuel Cap 

10501 


V-84.9L 

1995 

Oil Filler Cap 

10118 


1995 

Pre-Release Fuel Cap. 

10819 


1995 

Pre-Release Keyed Alike Fuel Cap. 

17501 


1995 

Pre-Release Locking Fuel Cap. 

10501 


1995 

OE Type Radiator Cap 

10231 

16 

1995 

Safety Release Radiator Cap 

10331 

16 

DTS 

V-84.6L 

2011-2006 

OE Equivalent Fuel Cap 

10841 


2011-2006 

Oil Filler Cap 

10099 


2011-2006 

Regular Keyed Alike Fuel Cap. 

17511 


2011-2006 

Regular Locking Fuel Cap. 

10511 


2011-2006 

OE Type Radiator/Coolant Recovery Tank Cap 

10269 

18.5 

Eldorado 

V-84.6L 

2002-2001 

OE Type Radiator Cap 

10234 

18 

2002-2001 

Safety Release Radiator Cap 

10334 

18 

2002-1998 

OE Equivalent Fuel Cap 

10836 


2002-1998 

Regular Keyed Alike Fuel Cap. 

17506 


2002-1998 

Regular Locking Fuel Cap. 

10506 


2002-1995 

Oil Filler Cap. 

10099 


2000-1995 

OE Type Radiator Cap. 

10230 

16 

2000-1995 

Safety Release Radiator Cap. 

10330 

16 

1997-1995 

Pre-Release Fuel Cap. 

10819 


1997-1995 

Pre-Release Keyed Alike Fuel Cap. 

17501 


1997-1995 

Pre-Release Locking Fuel Cap. 

10501 


ELR 

4-Cyl 1.4 L 

2016-2014 

OE Type Radiator Cap. 

10271 

20 

2016 

OE Equivalent Fuel Cap. 

10826 


4-Cyl 1.4 L ELECTRIC/GAS 



2015 

OE Equivalent Fuel Cap. 

10826 


2014 

OE Equivalent Fuel Cap. 

10834 


2014 

Regular Keyed Alike Fuel Cap. 

17504 


2014 

Regular Locking Fuel Cap. 

10504 


Escalade 

V-8 5.3 L 

2005-2002 

Oil Filler Cap 

10099 


2005-2002 

OE Type Radiator Cap 

10248 

15 

2005 

OE Equivalent Fuel Cap 

10841 


2005 

Regular Keyed Alike Fuel Cap 

17511 


2005 

Regular Locking Fuel Cap. 

10511 


2004 

OE Equivalent Fuel Cap; W/O Threaded Filler Neck 

10841 


2004 

OE Equivalent Fuel Cap; W/ Threaded Filler Neck 

10834 


2004 

Regular Keyed Alike Fuel Cap; W/O Threaded Filler 

Neck. 

17511 


2004 

Regular Keyed Alike Fuel Cap; W/Threaded Filler Neck. 

17504 


2004 

Regular Locking Fuel Cap; W/O Threaded Filler Neck.... 

10511 


2004 

Regular Locking Fuel Cap; W/ Threaded Filler Neck 

10504 


2003-2002 

OE Equivalent Fuel Cap. 

10834 


2003-2002 

Regular Keyed Alike Fuel Cap. 

17504 


2003-2002 

Regular Locking Fuel Cap. 

10504 


V-8 5.7 L 

2000-1999 

OE Equivalent Fuel Cap. 

10834 



2000-1999 

Oil Filler Cap. 

10105 


2000-1999 

Regular Keyed Alike Fuel Cap 

17504 


2000-1999 

Regular Locking Fuel Cap. 

10504 


2000-1999 

OE Type Radiator Cap 

10231 

16 

2000-1999 

Safety Release Radiator Cap. 

10331 

16 

V-8 6.0 L 

2013 

OE Type Radiator Cap 

10271 

20 

2006-2005 

OE Equivalent Fuel Cap 

10841 


2006-2005 

Regular Keyed Alike Fuel Cap 

17511 


2006-2005 

Regular Locking Fuel Cap 

10511 


2006-2002 

Oil Filler Cap. 

10099 


2006-2002 

OE Type Radiator Cap 

10248 

15 

2004 

OE Equivalent Fuel Cap; W/O Threaded Filler Neck 

10841 


2004 

OE Equivalent Fuel Cap; W/ Threaded Filler Neck 

10834 


2004 

Regular Keyed Alike Fuel Cap; W/O Threaded Filler 

Neck. 

17511 


2004 

Regular Keyed Alike Fuel Cap; W/Threaded Filler Neck. 

17504 


2004 

Regular Locking Fuel Cap; W/O Threaded Filler Neck.... 

10511 


2004 


10504 


2003-2002 

OE Equivalent Fuel Cap. 

10834 


2003-2002 

Regular Keyed Alike Fuel Cap . 

17504 


2003-2002 

Regular Locking Fuel Cap. 

10504 


V-8 6.0 L ELECTRIC/FLEX 



2013-2010 

Oil Filler Cap. 

10099 


2013 

OE Equivalent Fuel Cap. 

10834 


2013 

Regular Keyed Alike Fuel Cap. 

17504 


2013 

Regular Locking Fuel Cap. 

10504 


2012-2010 

OE Equivalent Fuel Cap 

10841 


2012-2010 

Regular Keyed Alike Fuel Cap 

17511 


2012-2010 

Regular Locking Fuel Cap. 

10511 


2012-2010 

OE Type Radiator Cap 

10271 

20 

2011 

Flex Fuel Keyed Alike Fuel Cap; Yellow 

17511Y 


2011 

Flex Fuel Regular Fuel Cap; Yellow 

10841Y 


2011 

Flex Fuel Regular Locking Fuel Cap; Yellow. 

10511Y 


V-8 6.0 L ELECTRIC/GAS 



2009 

OE Equivalent Fuel Cap 

10841 


2009 

Oil Filler Cap. 

10099 


2009 

Regular Keyed Alike Fuel Cap 

17511 


2009 

Regular Locking Fuel Cap 

10511 


2009 

OE Type Radiator Cap 

10248 

15 

V-8 6.2 L 

2016-2012 

OE Equivalent Fuel Cap 

10834 


2015-2012 

Regular Keyed Alike Fuel Cap. 

17504 


2015-2012 

Regular Locking Fuel Cap. 

10504 


2014-2011 

OE Type Radiator Cap. 

10271 

20 

2014-2007 

Oil Filler Cap. 

10099 


2011-2008 

OE Equivalent Fuel Cap 

10841 


2011-2008 

Regular Locking Fuel Cap. 

10511 


2011-2007 

Regular Keyed Alike Fuel Cap. 

17511 


2010-2007 

OE Type Radiator Cap. 

10248 

15 

2008-2007 

OE Type Radiator Cap. 

10271 

20 

2007 

OE Equivalent Fuel Cap; W/O Threaded Filler Neck. 

10841 


2007 

OE Equivalent Fuel Cap; W/ Threaded Filler Neck. 

10834 


2007 

Regular Locking Fuel Cap; W/O Threaded Filler Neck 

10511 


2007 

Regular Locking Fuel Cap; W/ Threaded Filler Neck 

10504 


V-8 6.2 L FLEX 



2015-2012 

OE Equivalent Fuel Cap. 

10834 


2015-2012 

Regular Keyed Alike Fuel Cap. 

17504 


2015-2012 

Regular Locking Fuel Cap. 

10504 
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Caps for Passenger Cars and LightTmcks (1995 and Newer) 


Application 

Part 

Number 

PSI 

Application 


Part 

Number 

PSI 

Cadillac - Continued 



Cadillac - Continued 



Escalade - Continued 

Escalade ESV - Continued I 

V-8 6.2 L FLEX-Continued 



V-8 6.2 L FLEX-Continued 



2014 

Flex Fuel Keyed Alike Fuel Cap. 

17504Y 


2011-2009 

OE Equivalent Fuel Cap. 

10841 


2014 

Flex Fuel Regular Fuel Cap 

10834Y 


2011-2009 

Regular Keyed Alike Fuel Cap. 

17511 


2014 

Flex Fuel Regular Locking Fuel Cap. 

10504Y 


2011-2009 

Regular Locking Fuel Cap. 

10511 


2013-2009 

Oil Filler Cap 

10099 


2010-2009 

OE Tvoe Radiator CaD 

10248 

15 

2012-2011 

OE Type Radiator Cap. 

10271 

20 

Escalade EXT 



2012 

Flex Fuel Keyed Alike Fuel Cap; Yellow. 

17504Y 


V-8 6.0 L 




2012 

Flex Fuel Regular Fuel Cap; Yellow 

10834Y 


2006-2005 

OE Equivalent Fuel Cap. 

10841 


2012 

Flex Fuel Regular Locking Fuel Cap; Yellow 

10504Y 


2006-2005 

Reqular Keyed Alike Fuel Cap 

17511 


2011-2010 

Flex Fuel Keyed Alike Fuel Cap; Yellow. 

17511Y 


2006-2005 


10511 


2011-2010 

Flex Fuel Regular Fuel Cap; Yellow 

10841Y 


2006-2002 

Oil Filler Cap 

10099 


2011-2010 

Flex Fuel Regular Locking Fuel Cap; Yellow 

10511Y 


2006-2002 

OE Type Radiator Cap 

10248 

15 

2011-2009 

OE Equivalent Fuel Cap 

10841 


2004 

OE Equivalent Fuel Cap; W/O Threaded Filler Neck 

10841 


2011-2009 

Regular Keyed Alike Fuel Cap 

17511 


2004 


10834 


2011-2009 

Regular Locking Fuel Cap 

10511 


2004 

Regular Keyed Alike Fuel Cap; W/O Threaded Filler 

17511 


2010-2009 

OE Type Radiator Cap. 

10248 

15 


Neck. 



FcralaHo FS\/ 



2004 

Regular Keyed Alike Fuel Cap; W/Threaded Filler Neck. 

17504 


V-8 6.0 L 




2004 

Regular Locking Fuel Cap; W/O Threaded Filler Neck. .. 

10511 


2006-2005 

OE Equivalent Fuel Cap. 

10841 


2004 

Regular Locking Fuel Cap; W/ Threaded Filler Neck. 

10504 


2006-2005 

Regular Keyed Alike Fuel Cap. 

17511 


2003-2002 

OE Equivalent Fuel Cap. 

10834 


2006-2005 

Regular Locking Fuel Cap. 

10511 


2003-2002 

Regular Keyed Alike Fuel Cap. 

17504 


2006-2003 

Oil Filler Cap. 

10099 


2003-2002 

Regular Locking Fuel Cap. 

10504 


2006-2003 

OE Type Radiator Cap. 

10248 

15 

V-8 6.2 L 




2004-2003 

OE Equivalent Fuel Cap; W/ Threaded Filler Neck. 

10834 


2013-2012 

OE Equivalent Fuel Cap. 

10834 


2004-2003 

Regular Locking Fuel Cap; W/ Threaded Filler Neck. 

10504 


2013-2012 

Regular Keyed Alike Fuel Cap. 

17504 


2004 

OE Equivalent Fuel Cap; W/O Threaded Filler Neck. 

10841 


2013-2012 

Regular Locking Fuel Cap. 

10504 


2004 

Regular Keyed Alike Fuel Cap; W/O Threaded Filler 

17511 


2013-2011 

OE Type Radiator Cap. 

10271 

20 


Neck 



2013-2007 

Oil Filler Cap. 

10099 


2004 

Regular Keyed Alike Fuel Cap; W/Threaded Filler Neck 

17504 


2011-2008 

OE Equivalent Fuel Cap. 

10841 


2004 

Regular Locking Fuel Cap; W/O Threaded Filler Neck 

10511 


2011-2008 

Regular Locking Fuel Cap. 

10511 


2003 


17504 


2011-2007 

Regular Keyed Alike Fuel Cap. 

17511 


V-8 6.2 L 




2010-2007 

OE Type Radiator Cap 

10248 

15 

2016-2012 

OE Equivalent Fuel Cap 

10834 


2008-2007 

OE Type Radiator Cap 

10271 

20 

2015-2012 

Regular Keyed Alike Fuel Cap. 

17504 


2007 

OE Equivalent Fuel Cap; W/O Threaded Filler Neck. 

10841 


2015-2012 

Regular Locking Fuel Cap 

10504 


2007 

OE Equivalent Fuel Cap; W/ Threaded Filler Neck. 

10834 


2014-2011 

OE Type Radiator Cap. 

10271 

20 

2007 

Regular Locking Fuel Cap; W/O Threaded Filler Neck ... 

10511 


2014-2007 

Oil Filler Cap 

10099 


2007 

Regular Locking Fuel Cap; W/ Threaded Filler Neck. 

10504 


2011-2007 

OE Equivalent Fuel Cap 

10841 


V-8 6.2 L FLEX 



2011-2007 

Regular Keyed Alike Fuel Cap. 

17511 


2013-2012 

OE Equivalent Fuel Cap. 

10834 


2011-2007 

Regular Locking Fuel Cap 

10511 


2013-2012 

Regular Keyed Alike Fuel Cap 

17504 


2010-2007 

OE Type Radiator Cap. 

10248 

15 

2013-2012 

Regular Locking Fuel Cap. 

10504 


2008-2007 

OE Type Radiator Cap. 

10271 

20 

2013-2009 

Oil Filler Cap 

10099 


2007 


10834 


2012-2011 

OE Type Radiator Cap 

10271 

20 

2007 

Reaular Lockina Fuel CaD 

10504 


2012 

Flex Fuel Keyed Alike Fuel Cap; Yellow 

17504Y 


V-8 6.2 L FLEX 



2012 

Flex Fuel Regular Fuel Cap; Yellow. 

10834Y 


2015-2012 

OE Equivalent Fuel Cap. 

10834 


2012 

Flex Fuel Regular Locking Fuel Cap; Yellow. 

10504Y 


2015-2012 

Regular Keyed Alike Fuel Cap. 

17504 


2011-2010 

Flex Fuel Keyed Alike Fuel Cap; Yellow. 

17511Y 


2015-2012 

Regular Locking Fuel Cap. 

10504 


2011-2010 

Flex Fuel Regular Fuel Cap; Yellow. 

10841Y 


2014 

Flex Fuel Keyed Alike Fuel Cap. 

17504Y 


2011-2010 

Flex Fuel Regular Locking Fuel Cap; Yellow. 

10511Y 


2014 

Flex Fuel Regular Fuel Cap. 

10834Y 


2011-2009 

OE Equivalent Fuel Cap. 

10841 


2014 

Flex Fuel Regular Locking Fuel Cap. 

10504Y 


2011-2009 

Regular Keyed Alike Fuel Cap. 

17511 


2013-2009 

Oil Filler Cap. 

10099 


2011-2009 

Regular Locking Fuel Cap. 

10511 


2012-2011 

OE Type Radiator Cap. 

10271 

20 

2010-2009 

OE Tvoe Radiator CaD 

10248 

15 

2012 

Flex Fuel Keyed Alike Fuel Cap; Yellow. 

17504Y 


Fleetwood 



2012 

Flex Fuel Regular Fuel Cap; Yellow. 

10834Y 


V-8 5.7 L 




2012 

Flex Fuel Regular Locking Fuel Cap; Yellow. 

10504Y 


1996-1995 

OE Equivalent Fuel Cap. 

10817 


2011-2010 

Flex Fuel Keyed Alike Fuel Cap; Yellow. 

17511Y 


1996-1995 

Oil Filler Cap 

10105 


2011-2010 

Flex Fuel Regular Fuel Cap; Yellow 

10841Y 


1996-1995 

Pre-Release Fuel Cap 

10819 


2011-2010 

Flex Fuel Regular Locking Fuel Cap; Yellow 

10511Y 


1996-1995 

Pre-Release Keyed Alike Fuel Cap 

17501 
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Caps for Passenger Cars and LightTrucks (1995 and Newer) 


Application 

Part 

Number 

PSI 

Application 


Part 

Number 

PSI 

Cadillac - Continued 



Cadillac - Continued 



Fleetwood - Continued 

SRX - Continued | 

V-8 5.7L- 

Continued 



V-8 4.6 L 




1996-1995 

Pre-Release Locking Fuel Cap. 

10501 


2009-2007 

OE Equivalent Fuel Cap 

10841 


1996-1995 

Regular Keyed Alike Fuel Cap. 

17591 


2009-2007 

Regular Keyed Alike Fuel Cap 

17511 


1996-1995 

Regular Locking Fuel Cap. 

10591 


2009-2007 

Regular Locking Fuel Cap. 

10511 


1996-1995 

OE Type Radiator Cap. 

10239 

15 

2009-2004 

Oil Filler Cap 

10099 


Seville 




2009-2004 

OE Type Radiator Cap. 

10248 

15 

V-84.6L 




2006-2005 

OE Equivalent Fuel Cap 

10848 


2004-2001 

OE Type Radiator Cap 

10257 

18 

2006-2005 

Regular Keyed Alike Fuel Cap. 

17518 


2004-1998 

OE Equivalent Fuel Cap 

10836 


2006-2005 

Regular Locking Fuel Cap. 

10518 


2004-1998 

Reqular Keyed Alike Fuel Cap 

17506 


2004 

OE Equivalent Fuel Cap. 

10836 


2004-1998 


10506 


2004 

Regular Keyed Alike Fuel Cap. 

17506 


2004-1995 

Oil Filler Cap 

10099 


2004 

Regular Locking Fuel Cap. 

10506 


2000 

OE Type Radiator Cap 

10239 

15 

STS 




1999-1998 

OE Type Radiator Cap 

10257 

18 

V-6 3.6 L 




1999-1995 

OE Type Radiator Cap 

10230 

16 

2011-2007 

OE Equivalent Fuel Cap 

10841 


1999-1995 

Safety Release Radiator Cap 

10330 

16 

2011-2005 

Oil Filler Cap. 

10099 


1997-1995 

Pre-Release Fuel Cap 

10819 


2011-2005 

Regular Keyed Alike Fuel Cap 

17511 


1997-1995 

Pre-Release Keyed Alike Fuel Cap. 

17501 


2011-2005 

Regular Locking Fuel Cap. 

10523 


1997-1995 

Pre-Release Locking Fuel Cap. 

10501 


2011-2005 

OE Type Radiator Cap. 

10248 

15 

SRX 




2006-2005 

OE Equivalent Fuel Cap. 

10848 


V-6 2.8 L 




V-8 4.4 L 




2011-2010 

OE Equivalent Fuel Cap. 

10834 


2009-2007 

OE Equivalent Fuel Cap. 

10841 


2011-2010 

Oil Filler Cap. 

10099 


2009-2006 

Oil Filler Cap. 

10099 


2011-2010 

Regular Keyed Alike Fuel Cap. 

17504 


2009-2006 

Regular Keyed Alike Fuel Cap. 

17511 


2011-2010 

Regular Locking Fuel Cap. 

10504 


2009-2006 

Regular Locking Fuel Cap. 

10523 


2011-2010 


10271 

20 

2009 

OE Type Radiator Cap. 

10248 

15 

V-6 3.0 L 




2006 

OE Equivalent Fuel Cap. 

10848 


2011-2010 

OE Equivalent Fuel Cap. 

10834 


V-8 4.6 L 




2011-2010 

Oil Filler Cap. 

10099 


2010-2009 

OE Equivalent Fuel Cap. 

10841 


2011-2010 

Regular Keyed Alike Fuel Cap. 

17504 


2010-2009 

Regular Keyed Alike Fuel Cap. 

17511 


2011-2010 

Regular Locking Fuel Cap. 

10504 


2010-2005 

Oil Filler Cap. 

10099 


2011-2010 

OE Type Radiator Cap. 

10271 

20 

2010-2005 

Regular Locking Fuel Cap. 

10523 


V-6 3.6 L 




2010-2005 

OE Type Radiator Cap. 

10248 

15 

2016-2012 

OE Type Radiator Cap 

10271 

20 

2008 

Regular Keyed Alike Fuel Cap .. 

17523 


2016 


10834 


2007-2005 

Regular Keyed Alike Fuel Cap . 

17511 


2015-2012 

Oil Filler Cap 

10099 


2007 

OE Equivalent Fuel Cap 

10841 


2013-2012 

OE Equivalent Fuel Cap . 

10834 


2006-2005 

OE Equivalent Fuel Cap 

10848 


2013-2012 

Regular Keyed Alike Fuel Cap 

17504 


XLR 

2013-2012 

Regular Locking Fuel Cap. 

10504 


V-8 4.4 L 




2009-2007 

OE Equivalent Fuel Cap 

10841 


2009-2007 

OE Equivalent Fuel Cap 

10841 


2009-2007 

Regular Keyed Alike Fuel Cap 

17511 


2009-2007 

Regular Keyed Alike Fuel Cap 

17511 


2009-2007 

Regular Locking Fuel Cap. 

10511 


2009-2007 

Regular Locking Fuel Cap 

10511 


2009-2004 

Oil Filler Cap 

10099 


2009-2006 

Oil Filler Cap. 

10099 


2009-2004 

OE Type Radiator Cap 

10248 

15 

2009-2006 

OE Type Radiator/Coolant Recovery Tank Cap 

10269 

18.5 

2006-2005 

OE Equivalent Fuel Cap 

10848 


2006 

OE Equivalent Fuel Cap 

10848 


2006-2005 

Regular Keyed Alike Fuel Cap 

17518 


2006 

Regular Keyed Alike Fuel Cap 

17518 


2006-2005 

Regular Locking Fuel Cap. 

10518 


2006 

Regular Locking Fuel Cap. 

10518 


2004 

OE Equivalent Fuel Cap 

10836 


V-8 4.6 L 




2004 

Regular Keyed Alike Fuel Cap 

17506 


2009-2007 

OE Equivalent Fuel Cap 

10841 


2004 

Reaular Lockina Fuel CaD 

10506 


2009-2007 

Regular Keyed Alike Fuel Cap 

17511 


V-6 3.6 L FLEX 



2009-2007 

Regular Locking Fuel Cap. 

10511 


2015-2012 

OE Equivalent Fuel Cap 

10834 


2009-2004 

Oil Filler Cap 

10099 


2015-2012 

Regular Keyed Alike Fuel Cap. 

17504 


2009-2004 

OE Type Radiator/Coolant Recovery Tank Cap 

10269 

18.5 

2015-2012 

Regular Locking Fuel Cap. .. 

10504 


2006 

OE Equivalent Fuel Cap 

10848 


2013-2012 

Oil Filler Cap. 

10099 


2006 

Regular Keyed Alike Fuel Cap. 

17518 


2012 

Flex Fuel Keyed Alike Fuel Cap; Yellow. 

17504Y 


2006 

Regular Locking Fuel Cap. 

10518 


2012 

Flex Fuel Regular Fuel Cap; Yellow. 

10834Y 


2005-2004 

OE Equivalent Fuel Cap. 

10836 


2012 

Flex Fuel Regular Locking Fuel Cap; Yellow. 

10504Y 


2005-2004 

Regular Keyed Alike Fuel Cap. 

17506 


2012 

OE Type Radiator Cap. 

10271 

20 

2005-2004 

Regular Locking Fuel Cap. 

10506 
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Caps for Passenger Cars and LightTmcks (1995 and Newer) 


Application 


Cadillac - Continued 


Part 

Number 


PSI 


Application 


Chevrolet - Continued 


Part 

Number 


PSI 


XT5 

V-6 3.6 L 




2017 

OE Type Radiator Cap. 

10271 

20 

XTS 

V-6 3.6 L 




2017-2013 

OE Type Radiator Cap . 

10271 

20 

2015-2014 

Oil Filler Cap; SAE 5W-30; DEXOS; VENTED 

10099 


2014-2013 

OE Equivalent Fuel Cap. 

10834 


2014-2013 

Regular Keyed Alike Fuel Cap 

17504 


2014-2013 

Regular Locking Fuel Cap 

10504 


2013 

Oil Filler Cap. 

10099 


Chevrolet 

Astra 

4-Cyl 1.8 L 




2003-2000 

OE Equivalent Fuel Cap 

10817 


2003-2000 

Pre-Release Fuel Cap 

10819 


2003-2000 

Pre-Release Keyed Alike Fuel Cap. 

17501 


2003-2000 

Pre-Release Locking Fuel Cap 

10501 


2003-2000 

Regular Keyed Alike Fuel Cap 

17591 


2003-2000 

Regular Locking Fuel Cap 

10591 


4-Cyl 2.0 L 




2006-2004 

OE Equivalent Fuel Cap. 

10817 


2006-2004 

Pre-Release Fuel Cap. 

10819 


2006-2004 

Pre-Release Keyed Alike Fuel Cap. 

17501 


2006-2004 

Pre-Release Locking Fuel Cap. 

10501 


2006-2004 

Regular Keyed Alike Fuel Cap. 

17591 


2006-2004 

Regular Locking Fuel Cap. 

10591 


4-Cyl 2.2 L 




2002-2001 

OE Equivalent Fuel Cap. 

10817 


2002-2001 

Pre-Release Fuel Cap. 

10819 


2002-2001 

Pre-Release Keyed Alike Fuel Cap. 

17501 


2002-2001 

Pre-Release Locking Fuel Cap. 

10501 


2002-2001 

Regular Keyed Alike Fuel Cap 

17591 


2002-2001 

Regular Locking Fuel Cap. 

10591 


Astro 

V-6 4.3 L 




2005-2004 

Regular Locking Fuel Cap. 

10506 


2005-1997 

OE Equivalent Fuel Cap . 

10836 


2005-1997 

Regular Keyed Alike Fuel Cap. 

17506 


2005-1996 

Oil Filler Cap. 

10114 


2005-1995 

OE Type Radiator Cap. 

10231 

16 

2005-1995 

Safety Release Radiator Cap. 

10331 

16 

2003-1998 

Regular Locking Fuel Cap 

10522 


1997 

Regular Locking Fuel Cap 

10506 


1996-1995 

OE Equivalent Fuel Cap 

10817 


1996-1995 

Pre-Release Fuel Cap 

10819 


1996-1995 

Pre-Release Keyed Alike Fuel Cap 

17501 


1996-1995 

Pre-Release Locking Fuel Cap 

10501 


1996-1995 

Regular Keyed Alike Fuel Cap 

17591 


1996-1995 

Regular Locking Fuel Cap 

10591 


1995 

Oil Filler Cap 

10072 


Avalanche 

V-8 5.3 L 




2013 

OE Type Radiator Cap 

10271 

20 

2009-2007 

OE Equivalent Fuel Cap. 

10841 


2009-2007 

Oil Filler Cap. 

10099 


2009-2007 

Regular Keyed Alike Fuel Cap. 

17511 


2009-2007 

Regular Locking Fuel Cap. 

10511 


2009-2007 

OE Type Radiator Cap. 

10248 

15 


|Avalanche - Continued | 

V-8 5.3 L1 

-LEX 



2013-2012 

OE Equivalent Fuel Cap. 

10834 


2013-2012 

Regular Keyed Alike Fuel Cap. 

17504 


2013-2012 

Regular Locking Fuel Cap. 

10504 


2013-2007 

Oil Filler Cap. 

10099 


2012-2011 

OE Type Radiator Cap. 

10271 

20 

2012 

Flex Fuel Keyed Alike Fuel Cap; Yellow 

17504Y 


2012 

Flex Fuel Regular Fuel Cap; Yellow. 

10834Y 


2012 

Flex Fuel Regular Locking Fuel Cap; Yellow 

10504Y 


2011-2010 

Flex Fuel Keyed Alike Fuel Cap; Yellow 

17511Y 


2011-2010 

Flex Fuel Regular Fuel Cap; Yellow. 

Flex Fuel Regular Locking Fuel Cap; Yellow 

10841Y 

10511Y 


2011-2010 


2011-2007 

OE Equivalent Fuel Cap. 

10841 


2011-2007 

Regular Keyed Alike Fuel Cap . . 

17511 


2011-2007 

Regular Locking Fuel Cap .. .. 

10511 


2010-2007 

OE Type Radiator Cap. 

10248 

15 

2008-2007 

Flex Fuel Keyed Alike Fuel Cap; Yellow. 

17511Y 


2008-2007 

Flex Fuel Regular Fuel Cap; Yellow. 

10841Y 


2008-2007 

Flex Fuel Regular Locking Fuel Cap; Yellow. 

10511Y 


V-8 6.0 L 

2009-2007 

OE Equivalent Fuel Cap. 

10841 


2009-2007 

Oil Filler Cap. 

10099 


2009-2007 

Regular Keyed Alike Fuel Cap. 

17511 


2009-2007 

Regular Locking Fuel Cap. 

10511 


2009-2007 

OE Type Radiator Cap. 

10248 

15 

Avalanche 1500 

V-8 5.3 L 

2006-2005 

OE Equivalent Fuel Cap. 

10841 


2006-2005 

Regular Keyed Alike Fuel Cap. 

17511 


2006-2005 

Regular Locking Fuel Cap. 

10511 


2006-2002 

Oil Filler Cap. 

10099 


2006-2002 

OE Type Radiator Cap . 

10248 

15 

2004 

OE Equivalent Fuel Cap; W/O Threaded Filler Neck. 

10841 


2004 

OE Equivalent Fuel Cap; W/ Threaded Filler Neck. 

10834 


2004 

Regular Keyed Alike Fuel Cap; W/O Threaded Filler 

Neck. 

17511 


2004 

Regular Keyed Alike Fuel Cap; W/Threaded Filler Neck. 

17504 


2004 

Regular Locking Fuel Cap; W/O Threaded Filler Neck ... 

10511 


2004 

Regular Locking Fuel Cap; W/ Threaded Filler Neck. 

10504 


2003-2002 

OE Equivalent Fuel Cap. 

10834 


2003-2002 

Regular Keyed Alike Fuel Cap . . 

17504 


2003-2002 

Regular Locking Fuel Cap .. .. 

10504 


V-8 5.3 L FLEX 



2006-2005 

Flex Fuel Keyed Alike Fuel Cap; Yellow 

17511Y 


2006-2005 

Flex Fuel Regular Fuel Cap; Yellow.... 

10841Y 


2006-2005 

Flex Fuel Regular Locking Fuel Cap; Yellow. 

10511Y 


2006-2005 

OE Equivalent Fuel Cap. 

10841 


2006-2005 

Regular Keyed Alike Fuel Cap. 

17511 


2006-2005 

Regular Locking Fuel Cap. 

10511 


2006-2002 

Oil Filler Cap. 

10099 


2006-2002 

OE Type Radiator Cap. 

10248 

15 

2004 

Flex Fuel Keyed Alike Fuel Cap; W/O Threaded Filler 
Neck; Yellow. 

17511Y 


2004 

Flex Fuel Keyed Alike Fuel Cap; W/Threaded Filler 

Neck; Yellow. 

17504Y 


2004 

Flex Fuel Regular Fuel Cap; W/O Threaded Filler Neck; 
Yellow. 

10841Y 


2004 

Flex Fuel Regular Fuel Cap; W/Threaded Filler Neck; 
Yellow. 

10834Y 


2004 

Flex Fuel Regular Locking Fuel Cap; W/O Threaded 

Filler Neck; Yellow. 

10511Y 
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Caps for Passenger Cars and LightTrucks (1995 and Newer) 


Application 


Chevrolet - Continued 


Part 

Number 


PSI 


Application 


Chevrolet - Continued 


Part 

Number 


PSI 


Avalanche 1500 - Continued 

V-8 5.3 L FLEX-Continued 



2004 

Flex Fuel Regular Locking Fuel Cap; W/Threaded Filler 
Neck; Yellow 

10504Y 


2004 

OE Equivalent Fuel Cap; W/O Threaded Filler Neck 

10841 


2004 

OE Equivalent Fuel Cap; W/ Threaded Filler Neck 

10834 


2004 

Regular Keyed Alike Fuel Cap; W/O Threaded Filler 

Neck. 

17511 


2004 

Regular Keyed Alike Fuel Cap; W/Threaded Filler Neck. 

17504 


2004 

Regular Locking Fuel Cap; W/O Threaded Filler Neck.... 

10511 


2004 

Regular Locking Fuel Cap; W/ Threaded Filler Neck. 

10504 


2003-2002 

OE Equivalent Fuel Cap. 

10834 


2003-2002 

Regular Keyed Alike Fuel Cap. 

17504 


2003-2002 

Regular Locking Fuel Cap. 

10504 


2003 

Flex Fuel Keyed Alike Fuel Cap; Yellow. 

17504Y 


2003 

Flex Fuel Regular Fuel Cap; Yellow. 

10834Y 


2003 

Flex Fuel Regular Locking Fuel Cap; Yellow. 

10504Y 


Avalanche 2500 

V-8 8.1 L 

2006-2005 

OE Equivalent Fuel Cap. 

10841 


2006-2005 

Regular Keyed Alike Fuel Cap. 

17511 


2006-2005 

Regular Locking Fuel Cap. 

10511 


2006-2003 

Oil Filler Cap. 

10099 


2006-2002 

OE Type Radiator Cap. 

10248 

15 

2004 

OE Equivalent Fuel Cap; W/O Threaded Filler Neck 

10841 


2004 

OE Equivalent Fuel Cap; W/ Threaded Filler Neck 

10834 


2004 

Regular Keyed Alike Fuel Cap; W/O Threaded Filler 

Neck. 

17511 


2004 

Regular Keyed Alike Fuel Cap; W/Threaded Filler Neck. 

17504 


2004 

Regular Locking Fuel Cap; W/O Threaded Filler Neck. 

10511 


2004 

Regular Locking Fuel Cap; W/ Threaded Filler Neck 

10504 


2003-2002 

OE Equivalent Fuel Cap 

10834 


2003-2002 

Regular Keyed Alike Fuel Cap. 

17504 


2003-2002 

Regular Locking Fuel Cap. 

10504 


2002 

Oil Filler Cap. 

10114 


Aveo 

4-Cyl 1.6 L 

2011-2009 

Oil Filler Cap. 

10140 


2011-2004 

OE Equivalent Fuel Cap. 

10841 


2011-2004 

Regular Keyed Alike Fuel Cap. 

17511 


2011-2004 

Regular Locking Fuel Cap. 

10511 


2011-2004 

OE Type Radiator Cap. 

10259 

20 

Aveo5 

4-Cyl 1.6 L 

2011-2009 

Oil Filler Cap. 

10140 


2011-2006 

OE Equivalent Fuel Cap. 

10841 


2011-2006 

Regular Keyed Alike Fuel Cap. 

17511 


2011-2006 

Regular Locking Fuel Cap. 

10511 


2011-2006 

OE Type Radiator Cap. 

10259 

20 

Beretta 

4-Cyl 2.2 L 

1996-1995 

Oil Filler Cap. 

10122 


1996-1995 

Pre-Release Fuel Cap. 

10819 


1996-1995 

Pre-Release Keyed Alike Fuel Cap. 

17501 


1996-1995 

Pre-Release Locking Fuel Cap. 

10501 


1996-1995 

OE Type Radiator Cap 

10239 

15 

V-6 3.1 L 

1996-1995 

Oil Filler Cap. 

10099 


1996-1995 

Pre-Release Fuel Cap. 

10819 


1996-1995 

Pre-Release Keyed Alike Fuel Cap. 

17501 


1996-1995 

Pre-Release Locking Fuel Cap. 

10501 



Beretta 

- Continued 



V-6 3.1 L - 

Continued 



1996-1995 

OE Type Radiator Cap. 

10239 

15 

Blazer 

V-6 4.2 L 




2002 

OE Equivalent Fuel Cap 

10836 


2002 

Oil Filler Cap. 

10099 


2002 

Regular Keyed Alike Fuel Cap 

17506 


2002 

Regular Locking Fuel Cap 

10506 


2002 

OE Type Radiator Cap. 

10230 

16 

2002 

Safety Release Radiator Cap. 

10330 

16 

V-6 4.3 L 




2005-1996 

OE Equivalent Fuel Cap 

10836 


2005-1996 

Regular Keyed Alike Fuel Cap 

17506 


2005-1996 

Regular Locking Fuel Cap. 

10506 


2005-1996 

OE Type Radiator Cap 

10230 

16 

2005-1996 

Safety Release Radiator Cap ... 

10330 

16 

2005-1995 

Oil Filler Cap. 

10099 


1995 

OE Equivalent Fuel Cap 

10817 


1995 

Pre-Release Fuel Cap .. .. 

10819 


1995 

Pre-Release Keyed Alike Fuel Cap. 

17501 


1995 

Pre-Release Locking Fuel Cap. 

10501 


1995 

Regular Keyed Alike Fuel Cap. 

17591 


1995 

Regular Locking Fuel Cap. 

10591 


1995 

OE Type Radiator Cap. 

10231 

16 

1995 

Safety Release Radiator Cap. 

10331 

16 

C35 

V-8 5.7 L 




2000-1998 

OE Equivalent Fuel Cap. 

10834 


2000-1998 

Regular Keyed Alike Fuel Cap. 

17504 


2000-1998 

Regular Locking Fuel Cap. 

10504 


2000-1995 

Oil Filler Cap. 

10105 


2000-1995 

OE Type Radiator Cap. 

10231 

16 

2000-1995 

Safety Release Radiator Cap. 

10331 

16 

1997-1995 

OE Equivalent Fuel Cap. 

10817 


1997-1995 

Pre-Release Fuel Cap. 

10819 


1997-1995 

Pre-Release Keyed Alike Fuel Cap. 

17501 


1997-1995 

Pre-Release Locking Fuel Cap. 

10501 


1997-1995 

Regular Keyed Alike Fuel Cap 

17591 


1997-1995 

Regular Locking Fuel Cap. 

10591 


Cl 500 

V-6 4.3 L 




1998-1997 

OE Equivalent Fuel Cap 

10834 


1998-1997 

Regular Keyed Alike Fuel Cap 

17504 


1998-1995 

Oil Filler Cap 

10099 


1998-1995 

OE Type Radiator Cap. 

10231 

16 

1998-1995 

Safety Release Radiator Cap 

10331 

16 

1998 

Regular Locking Fuel Cap 

10504 


1997-1995 

OE Equivalent Fuel Cap 

10817 


1997-1995 

Pre-Release Keyed Alike Fuel Cap 

17501 


1997-1995 

Regular Keyed Alike Fuel Cap 

17591 


1997-1995 

Regular Locking Fuel Cap 

10591 


1997 

Regular Locking Fuel Cap; W / Threaded Filler Neck. 

10504 


1996-1995 

Pre-Release Fuel Cap. 

10819 


1996-1995 

Pre-Release Locking Fuel Cap. 

10501 


V-8 5.0 L 




1999-1998 

OE Equivalent Fuel Cap. 

10834 


1999-1998 

Regular Keyed Alike Fuel Cap. 

17504 


1999-1998 

Regular Locking Fuel Cap. 

10504 


1999-1995 

Oil Filler Cap. 

10105 
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Caps for Passenger Cars and LightTmcks (1995 and Newer) 


Application 

Part 

Number 

PSI 

Application 


Part 

Number 

PSI 

Chevrolet - Continued 



Chevrolet - Continued 



Cl 500- 

Continued 



Cl 500 Suburban - Continued I 

V-8 5.0L- 

Continued 



V-8 6.5 L DIESEL-Continued 



1999-1995 

OE Type Radiator Cap. 

10231 

16 

1999-1995 

Diesel Only Pre-Release Fuel Cap; Green. 

10819D 


1999-1995 

Safety Release Radiator Cap. 

10331 

16 

1999-1995 

Diesel Only Pre-Release Locking Fuel Cap; Green. 

10501D 


1997-1995 

OE Equivalent Fuel Cap 

10817 


1999-1995 

OE Equivalent Fuel Cap. 

10817 


1997-1995 

Pre-Release Fuel Cap 

10819 


1999-1995 

Pre-Release Diesel Only Keyed Alike Fuel Cap; Green.. 

17501D 


1997-1995 

Pre-Release Keyed Alike Fuel Cap 

17501 


1999-1995 

Pre-Release Fuel Cap. 

10819 


1997-1995 

Pre-Release Locking Fuel Cap 

10501 


1999-1995 

Pre-Release Keyed Alike Fuel Cap 

17501 


1997-1995 

Regular Keyed Alike Fuel Cap 

17591 


1999-1995 

Pre-Release Locking Fuel Cap 

10501 


1997-1995 

Regular Locking Fuel Cap 

10591 


1999-1995 

Regular Diesel Only Keyed Alike Fuel Cap; Green. 

17591D 


V-8 5.7L 




1999-1995 

Regular Keyed Alike Fuel Cap. 

17591 


1999-1998 

OE Equivalent Fuel Cap. 

10834 


1999-1995 

Regular Locking Fuel Cap. 

10591 


1999-1998 

Regular Keyed Alike Fuel Cap 

17504 


1999-1995 

OE Type Radiator Cap. 

10230 

16 

1999-1998 

Regular Locking Fuel Cap. 

10504 


1999-1995 

Safety Release Radiator Cap. 

10330 

16 

1999-1995 

Oil Filler Cap 

10105 


1997 

Oil Filler Cap; W/Metal Oil Cap 

10066 


1999-1995 

OE Type Radiator Cap. 

10231 

16 

1997 

Oil Filler Cap; W/O Metal Oil Cap 

10099 


1999-1995 

Safety Release Radiator Cap 

10331 

16 

1996-1995 


10066 


1997-1995 

OE Equivalent Fuel Cap 

10817 


C2500 




1997-1995 

Pre-Release Fuel Cap. 

10819 


V-6 4.3 L 




1997-1995 

Pre-Release Keyed Alike Fuel Cap. 

17501 


1995 

OE Equivalent Fuel Cap. 

10817 


1997-1995 

Pre-Release Locking Fuel Cap. 

10501 


1995 

Oil Filler Cap. 

10099 


1997-1995 

Regular Keyed Alike Fuel Cap. 

17591 


1995 

Pre-Release Fuel Cap. 

10819 


1997-1995 

Regular Locking Fuel Cap. 

10591 


1995 

Pre-Release Keyed Alike Fuel Cap. 

17501 


V-8 6.5 L DIESEL 



1995 

Pre-Release Locking Fuel Cap. 

10501 


1998-1995 

Diesel Only Fuel Cap; Green. 

10830D 


1995 

Regular Keyed Alike Fuel Cap. 

17591 


1998-1995 

Diesel Only Locking Fuel Cap; Green. 

10591D 


1995 

Regular Locking Fuel Cap. 

10591 


1998-1995 

Diesel Only Pre-Release Fuel Cap; Green. 

10819D 


1995 

OE Type Radiator Cap. 

10231 

16 

1998-1995 

Diesel Only Pre-Release Locking Fuel Cap; Green 

10501D 


1995 

Safety Release Radiator Cap. 

10331 

16 

1998-1995 

OE Equivalent Fuel Cap. 

10817 


V-8 5.0 L 




1998-1995 

Pre-Release Diesel Only Keyed Alike Fuel Cap; Green 

17501D 


1999-1998 

OE Equivalent Fuel Cap. 

10834 


1998-1995 

Pre-Release Fuel Cap. 

10819 


1999-1995 

OE Type Radiator Cap. 

10231 

16 

1998-1995 

Pre-Release Keyed Alike Fuel Cap. 

17501 


1998-1995 

Oil Filler Cap. 

10105 


1998-1995 

Pre-Release Locking Fuel Cap... 

10501 


1998-1995 


10331 

16 

1998-1995 

Regular Diesel Only Keyed Alike Fuel Cap; Green 

17591D 


1998 

Regular Keyed Alike Fuel Cap 

17504 


1998-1995 

Regular Keyed Alike Fuel Cap 

17591 


1998 

Regular Locking Fuel Cap. 

10504 


1998-1995 

Regular Locking Fuel Cap 

10591 


1997-1995 

OE Equivalent Fuel Cap. 

10817 


1998-1995 

OE Type Radiator Cap 

10230 

16 

1997-1995 

Pre-Release Fuel Cap 

10819 


1998-1995 

Safety Release Radiator Cap 

10330 

16 

1997-1995 


17501 


1998 

Oil Filler Cap. 

10099 


1997-1995 

Pre-Release Locking Fuel Cap 

10501 


1997 

Oil Filler Cap; W/Metal Oil Cap 

10066 


1997-1995 

Regular Keyed Alike Fuel Cap 

17591 


1997 

Oil Filler Cap; W/O Metal Oil Cap 

10099 


1997-1995 

Regular Locking Fuel Cap. 

10591 


1996-1995 

Oil Filler Cap. 

10066 


V-8 5.7 L 




Cl 500 Suburban 



2000-1998 

OE Equivalent Fuel Cap. 

10834 


V-8 5.7 L 




2000-1998 

Regular Keyed Alike Fuel Cap. 

17504 


1999-1998 

OE Equivalent Fuel Cap 

10834 


2000-1998 

Regular Locking Fuel Cap. 

10504 


1999-1998 

Regular Keyed Alike Fuel Cap. 

17504 


2000-1995 

Oil Filler Cap. 

10105 


1999-1998 

Regular Locking Fuel Cap 

10504 


2000-1995 

OE Type Radiator Cap 

10231 

16 

1999-1995 

Oil Filler Cap 

10105 


2000-1995 

Safety Release Radiator Cap. 

10331 

16 

1999-1995 

OE Type Radiator Cap. 

10231 

16 

1997-1995 

OE Equivalent Fuel Cap .. .. 

10817 


1999-1995 

Safety Release Radiator Cap. 

10331 

16 

1997-1995 

Pre-Release Fuel Cap. 

10819 


1997-1995 

OE Equivalent Fuel Cap. 

10817 


1997-1995 

Pre-Release Keyed Alike Fuel Cap. 

17501 


1997-1995 

Pre-Release Fuel Cap. 

10819 


1997-1995 

Pre-Release Locking Fuel Cap. 

10501 


1997-1995 

Pre-Release Keyed Alike Fuel Cap. 

17501 


1997-1995 

Regular Keyed Alike Fuel Cap. 

17591 


1997-1995 

Pre-Release Locking Fuel Cap. 

10501 


1997-1995 

Reaular Lockina Fuel CaD 

10591 


1997-1995 

Regular Keyed Alike Fuel Cap. 

17591 


V-8 5.7 L CNG 



1997-1995 

Regular Locking Fuel Cap. 

10591 


2000-1998 

OE Equivalent Fuel Cap. 

10834 


V-8 6.5 L DIESEL 



2000-1998 

Oil Filler Cap. 

10105 


1999-1998 

Oil Filler Cap. 

10099 


2000-1998 

Regular Keyed Alike Fuel Cap. 

17504 


1999-1995 

Diesel Only Fuel Cap; Green. 

10830D 


2000-1998 

Regular Locking Fuel Cap. 

10504 


1999-1995 

Diesel Only Locking Fuel Cap; Green. 

10591D 


2000-1998 

OE Type Radiator Cap. 

10231 

16 
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Caps for Passenger Cars and LightTrucks (1995 and Newer) 


Application 


Part 

Number 

PSI 

Application 


Part 

Number 

PSI 

Chevrolet - Continued 



Chevrolet - Continued 



C2500- 

Continued 



C2500 Suburban - Continued 1 

V-8 5.7 L CNG - Continued 



V-8 6.5 L DIESEL 



2000-1998 

Safety Release Radiator Cap 

10331 

16 

1999-1998 

Oil Filler Cap. 

10099 


1996 

OE Equivalent Fuel Cap 

10817 


1999-1995 

Diesel Only Fuel Cap; Green. 

10830D 


1996 

Oil Filler Cap 

10105 


1999-1995 

Diesel Only Locking Fuel Cap; Green. 

10591D 


1996 

Pre-Release Fuel Cap. 

10819 


1999-1995 

Diesel Only Pre-Release Fuel Cap; Green. 

10819D 


1996 

Pre-Release Keyed Alike Fuel Cap. 

17501 


1999-1995 

Diesel Only Pre-Release Locking Fuel Cap; Green. 

10501D 


1996 

Pre-Release Locking Fuel Cap. 

10501 


1999-1995 

OE Equivalent Fuel Cap 

10817 


1996 

Regular Keyed Alike Fuel Cap. 

17591 


1999-1995 

Pre-Release Diesel Only Keyed Alike Fuel Cap; Green.. 

17501D 


1996 

Regular Locking Fuel Cap. 

10591 


1999-1995 

Pre-Release Fuel Cap. 

10819 


1996 

OE Type Radiator Cap 

10231 

16 

1999-1995 

Pre-Release Keyed Alike Fuel Cap. 

17501 


1996 

Safety Release Radiator Cap 

10331 

16 

1999-1995 

Pre-Release Locking Fuel Cap. 

10501 


V-8 6.5 L DIESEL 



1999-1995 

Regular Diesel Only Keyed Alike Fuel Cap; Green. 

17591D 


2000-1998 

Oil Filler Cap 

10099 


1999-1995 

Regular Keyed Alike Fuel Cap. 

17591 


2000-1995 

Diesel Only Fuel Cap; Green 

10830D 


1999-1995 

Regular Locking Fuel Cap. 

10591 


2000-1995 

Diesel Only Locking Fuel Cap; Green 

10591D 


1999-1995 

OE Type Radiator Cap 

10230 

16 

2000-1995 

Diesel Only Pre-Release Fuel Cap; Green. 

10819D 


1999-1995 

Safety Release Radiator Cap 

10330 

16 

2000-1995 

Diesel Only Pre-Release Locking Fuel Cap; Green 

10501D 


1997 

Oil Filler Cap; W/Metal Oil Cap. 

10066 


2000-1995 

Pre-Release Diesel Only Keyed Alike Fuel Cap; Green.. 

17501D 


1997 

Oil Filler Cap; W/O Metal Oil Cap. 

10099 


2000-1995 

Pre-Release Fuel Cap. 

10819 


1996-1995 

Oil Filler Cap. 

10066 


2000-1995 

Pre-Release Keyed Alike Fuel Cap. 

17501 


V-8 7.4 L 




2000-1995 

Pre-Release Locking Fuel Cap. 

10501 


1999-1998 

OE Equivalent Fuel Cap. 

10834 


2000-1995 

Regular Diesel Only Keyed Alike Fuel Cap; Green. 

17591D 


1999-1998 

Regular Keyed Alike Fuel Cap. 

17504 


2000-1995 

Regular Keyed Alike Fuel Cap. 

17591 


1999-1998 

Regular Locking Fuel Cap. 

10504 


2000-1995 

Regular Locking Fuel Cap. 

10591 


1999-1996 

Oil Filler Cap. 

10114 


2000-1995 

OE Type Radiator Cap. 

10230 

16 

1999-1995 

OE Type Radiator Cap. 

10231 

16 

2000-1995 

Safety Release Radiator Cap. 

10330 

16 

1999 

OE Type Radiator Cap. 

10248 

15 

2000 

OE Equivalent Fuel Cap. 

10830 


1998-1995 

Safety Release Radiator Cap. 

10331 

16 

1999-1995 

OE Equivalent Fuel Cap. 

10817 


1997-1995 

OE Equivalent Fuel Cap. 

10817 


1997 

Oil Filler Cap; W/Metal Oil Cap . 

10066 


1997-1995 

Pre-Release Fuel Cap. 

10819 


1997 

Oil Filler Cap; W/O Metal Oil Cap 

10099 


1997-1995 

Pre-Release Keyed Alike Fuel Cap. 

17501 


1996-1995 

Oil Filler Cap,, 

10066 


1997-1995 

Pre-Release Locking Fuel Cap. 

10501 


V-8 7.4 L 




1997-1995 

Regular Keyed Alike Fuel Cap. 

17591 


2000-1998 

OE Equivalent Fuel Cap 

10834 


1997-1995 


10591 


2000-1998 

Regular Keyed Alike Fuel Cap 

17504 


1995 


10105 


2000-1998 

Regular Locking Fuel Cap. 

10504 


C3500 




2000-1996 

Oil Filler Cap 

10114 


V-8 5.7 L 




2000-1995 

OE Type Radiator Cap 

10231 

16 

2000-1998 

OE Equivalent Fuel Cap 

10834 


2000-1995 

Safety Release Radiator Cap 

10331 

16 

2000-1998 


17504 


1997-1995 

OE Equivalent Fuel Cap 

10817 


2000-1998 

Regular Locking Fuel Cap. 

10504 


1997-1995 

Pre-Release Fuel Cap. 

10819 


2000-1995 

Oil Filler Cap. 

10105 


1997-1995 

Pre-Release Keyed Alike Fuel Cap. 

17501 


2000-1995 

OE Type Radiator Cap 

10231 

16 

1997-1995 

Pre-Release Locking Fuel Cap. 

10501 


2000-1995 


10331 

16 

1997-1995 

Regular Keyed Alike Fuel Cap. 

17591 


1997-1995 

OE Equivalent Fuel Cap 

10817 


1997-1995 

Regular Locking Fuel Cap. 

10591 


1997-1995 

Pre-Release Fuel Cap 

10819 


1995 

Oil Filler Cap 

10105 


1997-1995 

Pre-Release Keyed Alike Fuel Cap 

17501 


C2500 Suburban 



1997-1995 

Pre-Release Locking Fuel Cap. 

10501 


V-8 5.7 L 




1997-1995 

Regular Keyed Alike Fuel Cap. 

17591 


1999-1998 

OE Equivalent Fuel Cap 

10834 


1997-1995 


10591 


1999-1998 

Regular Keyed Alike Fuel Cap. 

17504 


V-8 5.7 L CNG 



1999-1998 

Regular Locking Fuel Cap. 

10504 


1999-1998 

OE Equivalent Fuel Cap. 

10834 


1999-1995 

Oil Filler Cap. 

10105 


1999-1998 

Regular Keyed Alike Fuel Cap. 

17504 


1999-1995 

OE Type Radiator Cap. 

10231 

16 

1999-1998 

Regular Locking Fuel Cap. 

10504 


1999-1995 

Safety Release Radiator Cap. 

10331 

16 

1999-1997 

Oil Filler Cap. 

10105 


1997-1995 

OE Equivalent Fuel Cap. 

10817 


1999-1997 

OE Type Radiator Cap. 

10231 

16 

1997-1995 

Pre-Release Fuel Cap. 

10819 


1999-1997 

Safety Release Radiator Cap. 

10331 

16 

1997-1995 

Pre-Release Keyed Alike Fuel Cap. 

17501 


1997 

OE Equivalent Fuel Cap 

10817 


1997-1995 

Pre-Release Locking Fuel Cap. 

10501 


1997 

Pre-Release Fuel Cap 

10819 


1997-1995 

Regular Keyed Alike Fuel Cap. 

17591 


1997 

Pre-Release Keyed Alike Fuel Cap 

17501 


1997-1995 

Regular Locking Fuel Cap. 

10591 


1997 

Pre-Release Locking Fuel Cap. 

10501 
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Caps for Passenger Cars and LightTmcks (1995 and Newer) 


Application 


Part 

Number 

PSI 

Application 


Part 

Number 

PSI 

Chevrolet - Continued 



Chevrolet - Continued 



C3500- 

Continued 



Camaro 

- Continued 



V-8 5.7 L CNG - Continued 



V-6 3.6 L 




1997 

Regular Keyed Alike Fuel Cap 

17591 


2017-2016 

OE Type Radiator Cap. 

10271 

20 

1997 

Reaular Lockina Fuel CaD 

10591 


2015-2013 

OE Type Radiator/Coolant Recovery Tank Cap 

10269 

18.5 

V-8 6.5 L DIESEL 



2015-2010 

OE Equivalent Fuel Cap. 

10834 


2000-1998 

Oil Filler Cap 

10099 


2015-2010 

Oil Filler Cap. 

10099 


2000-1995 

Diesel Only Fuel Cap; Green 

10830D 


2015-2010 


17504 


2000-1995 

Diesel Only Locking Fuel Cap; Green. 

10591D 


2015-2010 


10504 


2000-1995 

Diesel Only Pre-Release Fuel Cap; Green 

10819D 


2012 

OE Type Radiator Cap. 

10271 

20 

2000-1995 

Diesel Only Pre-Release Locking Fuel Cap; Green 

10501D 


2011-2010 

OE Type Radiator/Coolant Recovery Tank Cap. 

10269 

18.5 

2000-1995 

Pre-Release Diesel Only Keyed Alike Fuel Cap; Green 

17501D 


V-6 3.8 L 




2000-1995 

Pre-Release Fuel Cap 

10819 


2002-1999 

OE Equivalent Fuel Cap. 

10836 


2000-1995 

Pre-Release Keyed Alike Fuel Cap 

17501 


2002-1999 

Regular Keyed Alike Fuel Cap. 

17506 


2000-1995 

Pre-Release Locking Fuel Cap 

10501 


2002-1999 

Regular Locking Fuel Cap. 

10506 


2000-1995 

Regular Diesel Only Keyed Alike Fuel Cap; Green. 

17591D 


2002-1995 

Oil Filler Cap 

10099 


2000-1995 

Regular Keyed Alike Fuel Cap 

17591 


2002-1995 

OE Type Radiator Cap 

10236 

0 

2000-1995 

Regular Locking Fuel Cap. 

10591 


2002-1995 

OE Type Radiator Cap 

10234 

18 

2000-1995 

OE Type Radiator Cap 

10230 

16 

2002-1995 

Safety Release Radiator Cap. 

10334 

18 

2000-1995 

Safety Release Radiator Cap. 

10330 

16 

1998 

OE Equivalent Fuel Cap. 

10846 


2000 

OE Equivalent Fuel Cap. 

10830 


1998 

Regular Keyed Alike Fuel Cap. 

17516 


1999-1995 

OE Equivalent Fuel Cap. 

10817 


1998 

Regular Locking Fuel Cap. 

10516 


1997 

Oil Filler Cap; W/Metal Oil Cap. 

10066 


1997-1995 

OE Equivalent Fuel Cap. 

10822 


1997 

Oil Filler Cap; W/O Metal Oil Cap. 

10099 


1997-1995 

Pre-Release Fuel Cap. 

10823 


1996-1995 

Oil Filler Cap. 

10066 


1997-1995 

Regular Keyed Alike Fuel Cap. 

17594 


V-8 7.4 L 




1997-1995 

Regular Locking Fuel Cap. 

10594 


2000-1998 

OE Equivalent Fuel Cap. 

10834 


V-8 5.7 L 




2000-1998 

Regular Keyed Alike Fuel Cap. 

17504 


2002-1999 

OE Equivalent Fuel Cap. 

10836 


2000-1998 

Regular Locking Fuel Cap. 

10504 


2002-1999 

Regular Keyed Alike Fuel Cap. 

17506 


2000-1996 

Oil Filler Cap. 

10114 


2002-1999 

Regular Locking Fuel Cap. 

10506 


2000-1995 

OE Type Radiator Cap . 

10231 

16 

2002-1998 

Oil Filler Cap . 

10099 


2000-1995 

Safety Release Radiator Cap. 

10331 

16 

2002-1995 

OE Type Radiator Cap . 

10234 

18 

1997-1995 

OE Equivalent Fuel Cap. 

10817 


2002-1995 

Safety Release Radiator Cap 

10334 

18 

1997-1995 

Pre-Release Fuel Cap 

10819 


1998 

OE Equivalent Fuel Cap. 

10846 


1997-1995 

Pre-Release Keyed Alike Fuel Cap . 

17501 


1998 

Regular Keyed Alike Fuel Cap 

17516 


1997-1995 

Pre-Release Locking Fuel Cap 

10501 


1998 

Regular Locking Fuel Cap. 

10516 


1997-1995 

Regular Keyed Alike Fuel Cap 

17591 


1997-1995 

OE Equivalent Fuel Cap. 

10822 


1997-1995 

Regular Locking Fuel Cap 

10591 


1997-1995 

Pre-Release Fuel Cap 

10823 


1995 

Oil Filler Cap. 

10105 


1997-1995 

Regular Keyed Alike Fuel Cap 

17594 


V-8 8.1 L 




1997-1995 

Regular Locking Fuel Cap. 

10594 


2003-2001 

OE Equivalent Fuel Cap 

10834 


1997 

Oil Filler Cap 

10105 


2003-2001 

Regular Keyed Alike Fuel Cap 

17504 


1996-1995 

Oil Filler Cap; W/Notched Oil Cap 

10099 


2003-2001 

Regular Locking Fuel Cap 

10504 


1996-1995 

Oil Filler Cap; W/O Notched Oil Cap 

10105 


2003 

Oil Filler Cap 

10099 


V-8 6.2 L 




2003 

OE Type Radiator Cap. 

10248 

15 

2017-2016 

OE Type Radiator Cap. 

10271 

20 

2002-2001 

Oil Filler Cap 

10114 


2015-2010 

OE Equivalent Fuel Cap. 

10834 


2002-2001 

OE Type Radiator Cap. 

10231 

16 

2015-2010 

Oil Filler Cap. 

10099 


2002-2001 

Safety Release Radiator Cap. 

10331 

16 

2015-2010 

Regular Keyed Alike Fuel Cap. 

17504 


Camaro 




2015-2010 

Regular Locking Fuel Cap. 

10504 


4-Cyl 2.0 L 




2015-2010 

OE Type Radiator/Coolant Recovery Tank Cap. 

10269 

18.5 

2017-2016 

OE Type Radiator Cap 

10271 

20 

2012-2010 

OE Type Radiator Cap; Radiator cap located on 

10271 

20 









V-6 3.4 L 








1995 

OE Equivalent Fuel Cap 

10822 


V-8 7.0 L 




1995 

Oil Filler Cap 

10072 


2015-2014 

OE Equivalent Fuel Cap. 

10834 


1995 

Pre-Release Fuel Cap 

10823 


2015-2014 

Regular Keyed Alike Fuel Cap. 

17504 


1995 

Regular Keyed Alike Fuel Cap 

17594 


2015-2014 

Regular Locking Fuel Cap. 

10504 


1995 


10594 


2015-2014 

OE Type Radiator/Coolant Recovery Tank Cap. 

10269 

18.5 

1995 

OE Type Radiator Cap. 

10236 

0 

Caprice | 

1995 

OE Type Radiator Cap. 

10234 

18 

V-6 3.6 L 




1995 

Safety Release Radiator Cap. 

10334 

18 

2015-2014 

Oil Filler Cap. 

10099 






V-6 3.6 L FLEX 







12015 

Flex Fuel Keyed Alike Fuel Cap. 

17504Y 
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Caps for Passenger Cars and LightTrucks (1995 and Newer) 


Application 


Part 

Number 

PSI 

Application 


Part 

Number 

PSI 

Chevrolet - Continued 



Chevrolet - Continued 



Caprice 

- Continued 



Captiva Sport - Continued | 

V-6 3.6 L FLEX-Continued 



4-Cyl 2.4 L FLEX-Continued 



2015 

Flex Fuel Regular Fuel Cap. 

10834Y 


2015-2013 

Regular Keyed Alike Fuel Cap; Federal Emissions. 

17504 


2015 

Flex Fuel Regular Locking Fuel Cap 

10504Y 


2015-2013 

Regular Locking Fuel Cap; California Emissions. 

10511 


2014-2012 

OE Equivalent Fuel Cap 

10834 


2015-2013 

Regular Locking Fuel Cap; Federal Emissions. 

10504 


2014-2012 

Regular Keyed Alike Fuel Cap. 

17504 


2013-2012 

Oil Filler Cap 

10099 


2014-2012 

Regular Locking Fuel Cap. 

10504 


2012 

OE Equivalent Fuel Cap. 

10834 


2013-2012 

Oil Filler Cap 

10099 


2012 

Regular Keyed Alike Fuel Cap. 

17504 


2012 

Flex Fuel Keyed Alike Fuel Cap; Yellow 

17504Y 


2012 

Regular Locking Fuel Cap. 

10504 


2012 

Flex Fuel Regular Fuel Cap; Yellow 

10834Y 


2012 

OE Type Radiator Cap 

10248 

15 

2012 

Flex Fuel Regular Locking Fuel Cap; Yellow 

10504Y 


V-6 3.0 L 




2012 

OE Type Radiator Cap. 

10271 

20 

2014-2012 

OE Equivalent Fuel Cap 

10834 


V-84.3L 




2014-2012 

Regular Keyed Alike Fuel Cap 

17504 


1996-1995 

OE Equivalent Fuel Cap 

10817 


2014-2012 

Regular Locking Fuel Cap 

10504 


1996-1995 

Oil Filler Cap 

10105 


2013-2012 

Oil Filler Cap. 

10099 


1996-1995 

Pre-Release Fuel Cap. 

10819 


2012 

OE Tvoe Radiator Cap. 

10248 

15 

1996-1995 

Pre-Release Keyed Alike Fuel Cap. 

17501 


V-6 3.0 L FLEX 



1996-1995 

Pre-Release Locking Fuel Cap. 

10501 


2012 

OE Equivalent Fuel Cap 

10834 


1996-1995 


17591 


2012 

Oil Filler Cap. 

10099 


1996-1995 


10591 


2012 

Regular Keyed Alike Fuel Cap. 

17504 


1996-1995 

OE Type Radiator Cap. 

10239 

15 

2012 

Regular Locking Fuel Cap .. .. 

10504 


V-8 5.7 L 




2012 

OE Type Radiator Cap. 

10248 

15 

1996-1995 

OE Equivalent Fuel Cap. 

10817 


V-6 3.6 L 




1996-1995 


10099 


2008 

OE Equivalent Fuel Cap 

10841 


1996-1995 

Oil Filler Cap; W/O Notched Oil Cap. 

10105 


2008 

Regular Keyed Alike Fuel Cap. 

17511 


1996-1995 

Pre-Release Fuel Cap. 

10819 


2008 

Regular Locking Fuel Cap. 

10511 


1996-1995 

Pre-Release Keyed Alike Fuel Cap. 

17501 


Cargo Van 



1996-1995 

Pre-Release Locking Fuel Cap. 

10501 


V-8 5.7 L 




1996-1995 

Regular Keyed Alike Fuel Cap 

17591 


1999-1998 

OE Equivalent Fuel Cap. 

10836 


1996-1995 

Regular Locking Fuel Cap. 

10591 


1999-1998 

Regular Keyed Alike Fuel Cap. 

17506 


1996-1995 

OE Type Radiator Cap 

10239 

15 

1999-1998 

Regular Keyed Alike Fuel Cap. 

17522 


V-8 6.0 L 




1999-1998 

Regular Locking Fuel Cap. 

10522 


2015-2014 

Oil Filler Cap. 

10099 


1999-1997 

Oil Filler Cap. 

10114 


V-8 6.0 L FLEX 



1999-1997 

OE Type Radiator Cap. 

10231 

16 

2015 

Flex Fuel Keyed Alike Fuel Cap 

17504Y 


1999-1997 


10331 

16 

2015 

Flex Fuel Regular Fuel Cap. 

10834Y 


1997 

OE Equivalent Fuel Cap. 

10817 


2015 

Flex Fuel Regular Locking Fuel Cap 

10504Y 


1997 

Pre-Release Fuel Cap. 

10819 


2014-2011 

OE Equivalent Fuel Cap . 

10834 


1997 

Pre-Release Keyed Alike Fuel Cap 

17501 


2014-2011 

Regular Keyed Alike Fuel Cap 

17504 


1997 


10501 


2014-2011 

Regular Locking Fuel Cap. 

10504 


1997 


17591 


2013-2011 

Oil Filler Cap 

10099 


1997 

Regular Locking Fuel Cap 

10591 


2012-2011 

Flex Fuel Keyed Alike Fuel Cap; Yellow 

17504Y 


Cavalier 



2012-2011 

Flex Fuel Regular Fuel Cap; Yellow 

10834Y 


4-Cyl 2.21 




2012-2011 

Flex Fuel Regular Locking Fuel Cap; Yellow 

10504Y 


2005-2002 

Oil Filler Cap 

10099 


2012 

OE Type Radiator Cap 

10271 

20 

2005-1999 


10248 

15 

2011 

OE Type Radiator/Coolant Recovery Tank Cap 

10269 

18.5 

2005-1997 

OE Equivalent Fuel Cap 

10836 

Captiva Sport 



2005-1997 

Regular Keyed Alike Fuel Cap 

17506 


4-Cyl 2.4 L 




2005-1997 

Regular Locking Fuel Cap. 

10506 


2015-2012 

Oil Filler Cap 

10099 


2002-1998 

Oil Filler Cap 

10123 


2015-2012 

OE Type Radiator Cap. 

10248 

15 

1998-1995 


10239 

15 

2014-2012 

OE Equivalent Fuel Cap 

10834 


1997-1995 

Oil Filler Cap 

10122 


2014-2012 

Regular Keyed Alike Fuel Cap. 

17504 


1996-1995 

OE Equivalent Fuel Cap 

10834 


2014-2012 

Regular Locking Fuel Cap. 

10504 


1996-1995 

Reqular Keyed Alike Fuel Cap 

17504 


2008 

OE Equivalent Fuel Cap 

10841 


1996-1995 


10504 


2008 

Regular Keyed Alike Fuel Cap 

17511 


4-Cyl 2.2 L BI-FUEL 



2008 

Regular Locking Fuel Cap. 

10511 


2004-2003 

Oil Filler Cap 

10099 


4-Cyl 2.4 L 

FLEX 



2004-2002 

OE Equivalent Fuel Cap 

10836 


2015-2013 

OE Equivalent Fuel Cap; California Emissions 

10841 


2004-2002 

Regular Keyed Alike Fuel Cap 

17506 


2015-2013 

OE Equivalent Fuel Cap; Federal Emissions. 

10834 


2004-2002 

Regular Locking Fuel Cap. 

10506 


2015-2013 

Regular Keyed Alike Fuel Cap; California Emissions. 

17511 


2004-2002 

OE Type Radiator Cap. 

10248 

15 
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Caps for Passenger Cars and LightTmcks (1995 and Newer) 


Part 

Application Number 


Chevrolet - Continued 


Cavalier - Continued 

4-Cyl 2.2 L BI-FUEL - Continued 

2000-1999 OE Equivalent Fuel Cap 10836 

2000-1999 Oil Filler Cap 10123 

2000-1999 Regular Keyed Alike Fuel Cap 17506 

2000-1999 Regular Locking Fuel Cap 10506 

2000-1999 OE Type Radiator Cap 10248 

4-Cyl 2.3 L 

1995 OE Equivalent Fuel Cap 10834 

1995 Oil Filler Cap. 10132 

1995 Regular Keyed Alike Fuel Cap. 17504 

1995 Regular Locking Fuel Cap 10504 

1995 OE Type Radiator Cap. 10239 

4-Cyl 2.4 L 

2002-1999 OE Type Radiator Cap. 10248 

2002-1997 OE Equivalent Fuel Cap. 10836 

2002-1997 Regular Keyed Alike Fuel Cap. 17506 

2002-1997 Regular Locking Fuel Cap. 10506 

2002- 1996 Oil Filler Cap. 10105 

1998- 1996 OE Type Radiator Cap 10239 

1996 OE Equivalent Fuel Cap. 10834 

1996 Regular Keyed Alike Fuel Cap. 17504 

1996 Regular Locking Fuel Cap. 10504 

1995 OE Equivalent Fuel Cap. 10817 

1995 Pre-Release Fuel Cap. 10819 

1995 Pre-Release Keyed Alike Fuel Cap 17501 

1995 Pre-Release Locking Fuel Cap. 10501 

1995 Regular Keyed Alike Fuel Cap 17591 

1995 Regular Locking Fuel Cap 10591 

1995 OE Type Radiator Cap 10231 

1995 Safety Release Radiator Cap. 10331 

Chevy 

4-Cyl 1.4 L 

2001 OE Equivalent Fuel Cap 10826 

2001 Regular Keyed Alike Fuel Cap 17596 

2001 Regular Locking Fuel Cap 10596 

2001 OE Type Radiator/Coolant Recovery Tank Cap 10261 

1999- 1995 OE Equivalent Fuel Cap 10826 

1999-1995 Regular Keyed Alike Fuel Cap. 17596 

1999-1995 Regular Locking Fuel Cap 10596 

1999-1995 OE Type Radiator/Coolant Recovery Tank Cap. 10261 

4-Cyl 1.6 L 

2012-1998 OE Type Radiator/Coolant Recovery Tank Cap 10253 

2012-1996 OE Equivalent Fuel Cap. 10826 

2012-1996 Regular Keyed Alike Fuel Cap. 17596 

2012-1996 Regular Locking Fuel Cap. 10596 

2012-1996 OE Type Radiator/Coolant Recovery Tank Cap 10261 

Chevy Monza 

4-Cyl 1.6 L 

2003 OE Equivalent Fuel Cap. 10826 

2003 Regular Keyed Alike Fuel Cap. 17596 

2003 Regular Locking Fuel Cap. 10596 

2003 OE Type Radiator/Coolant Recovery Tank Cap. 10261 

Chevy Pickup 

4-Cyl 1.6 L 

2003- 1999 OE Equivalent Fuel Cap. 10826 

2003-1999 Regular Keyed Alike Fuel Cap. 17596 

2003-1999 Regular Locking Fuel Cap. 10596 

2003-1999 OE Type Radiator/Coolant Recovery Tank Cap. 10261 


Part 

Application Number PSI 


Chevrolet - Continued 


City Express 

4-Cyl 2.0 L 

2015 OE Type Radiator/Coolant Recovery Tank Cap 10227 13 

Classic 

4-Cyl 2.2 L 

2005-2004 OE Equivalent Fuel Cap. 10836 

2005-2004 Oil Filler Cap. 10099 

2005-2004 Regular Keyed Alike Fuel Cap. 17506 

2005-2004 Regular Locking Fuel Cap. 10506 

2005- 2004 OE Type Radiator Cap. 10248 15 

Cobalt 

4-Cyl 2.0 L 

2010-2005 OE Equivalent Fuel Cap. 10841 

2010-2005 Oil Filler Cap. 10099 

2010-2005 Regular Keyed Alike Fuel Cap. 17511 

2010-2005 Regular Locking Fuel Cap 10511 

2010-2005 OE Type Radiator Cap. 10248 15 

4-Cyl 2.2 L 

2010-2005 OE Equivalent Fuel Cap. 10841 

2010-2005 Oil Filler Cap. 10099 

2010-2005 Regular Keyed Alike Fuel Cap. 17511 

2010-2005 Regular Locking Fuel Cap. 10511 

2010-2005 OE Type Radiator Cap. 10248 15 

4-Cyl 2.4 L 

2008-2006 OE Equivalent Fuel Cap. 10841 

2008-2006 Oil Filler Cap. 10099 

2008-2006 Regular Keyed Alike Fuel Cap. 17511 

2008-2006 Regular Locking Fuel Cap. 10511 

2008-2006 OE Type Radiator Cap. 10248 15 

Colorado 

4-Cyl 2.5 L 

2017-2015 OE Type Radiator Cap. 10271 20 

2016-2015 OE Equivalent Fuel Cap. 10834 

2016-2015 Regular Keyed Alike Fuel Cap. 17504 

2016- 2015 Regular Locking Fuel Cap. 10504 

4-Cyl 2.8 L 

2017- 2016 OE Type Radiator Cap. 10271 20 

2006- 2004 OE Equivalent Fuel Cap 10841 

2006-2004 Oil Filler Cap 10099 

2006-2004 Regular Keyed Alike Fuel Cap. 17511 

2006-2004 Regular Locking Fuel Cap 10511 

2006-2004 OE Type Radiator Cap 10248 15 

4- Cyl 2.9 L 

2012-2007 OE Equivalent Fuel Cap. 10841 

2012-2007 Oil Filler Cap. 10099 

2012-2007 Regular Keyed Alike Fuel Cap. 17511 

2012-2007 Regular Locking Fuel Cap 10511 

2012-2007 OE Type Radiator Cap. 10248 15 

5- Cyl 3.5 L 

2006-2004 OE Equivalent Fuel Cap 10841 

2006-2004 Oil Filler Cap 10099 

2006-2004 Regular Keyed Alike Fuel Cap 17511 

2006-2004 Regular Locking Fuel Cap 10511 

2006-2004 OE Type Radiator Cap 10248 15 

5-Cyl 3.7 L 

2012-2007 OE Equivalent Fuel Cap. 10841 

2012-2007 Oil Filler Cap. 10099 

2012-2007 Regular Keyed Alike Fuel Cap. 17511 

2012-2007 Regular Locking Fuel Cap 10511 

2012-2007 OE Type Radiator Cap. 10248 15 


PSI 

■ 

15 

15 

15 

15 

16 

16 

20 

20 

21 

20 

20 

20 
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Caps for Passenger Cars and LightTrucks (1995 and Newer) 


Application 


Part 

Number 

PSI 

Application 

Part 

Number 

PSI 

Chevrolet - Continued 



Chevrolet - Continued 



Colorado - Continued 

Corvette - Continued | 

V-6 3.6 L 




V-8 6.2 L - Continued 



2017-2015 

OE Type Radiator Cap. 

10271 

20 

2014 OE Equivalent Fuel Cap 

10834 


2016-2015 

OE Equivalent Fuel Cap 

10834 


2014 Regular Keyed Alike Fuel Cap 

17504 


2016-2015 

Regular Keyed Alike Fuel Cap. 

17504 


2014 Regular Locking Fuel Cap 

10504 


2016-2015 

Regular Locking Fuel Cap. 

10504 


2013-2008 OE Equivalent Fuel Cap 

10841 


2015 

Oil Filler Cap 

10099 


2013-2008 Regular Keyed Alike Fuel Cap 

17511 


V-8 5.3L 




2013-2008 Regular Locking Fuel Cap 

10511 


2012-2009 

OE Equivalent Fuel Cap 

10841 


2010-2008 OE Type Radiator/Coolant Recovery Tank Cap 

10269 

18.5 

2012-2009 

Oil Filler Cap 

10099 


V-8 7.0 L 



2012-2009 

Regular Keyed Alike Fuel Cap 

17511 


2013-2011 OE Type Radiator Cap 

10271 

20 

2012-2009 

Regular Locking Fuel Cap. 

10511 


2013-2007 OE Equivalent Fuel Cap 

10841 


2012-2009 

OE Type Radiator Cap 

10248 

15 

2013-2007 Regular Keyed Alike Fuel Cap 

17511 


Corsica 




2013-2007 Regular Locking Fuel Cap 

10511 


4-Cyl 2.2 L 




2013-2006 Oil Filler Cap 

10099 


1996-1995 

Oil Filler Cap 

10122 


2010-2006 OE Type Radiator/Coolant Recovery Tank Cap 

10269 

18.5 

1996-1995 


10819 


2006 OE Equivalent Fuel Cap 

10848 


1996-1995 

Pre-Release Keyed Alike Fuel Cap. 

17501 


2006 Regular Keyed Alike Fuel Cap 

17518 


1996-1995 

Pre-Release Locking Fuel Cap. 

10501 


2006 Regular Locking Fuel Cap. 

10518 


1996-1995 

OE Type Radiator Cap 

10239 

15 

Cruze 

V-6 3.1 L 




4-Cyl 1.4 L 



1996-1995 

Oil Filler Cap 

10099 



10834 


1996-1995 

Pre-Release Fuel Cap. 

10819 


2017-2011 OE Type Radiator Cap 

10271 

20 

1996-1995 

Pre-Release Keyed Alike Fuel Cap. 

17501 



17504 


1996-1995 

Pre-Release Locking Fuel Cap. 

10501 



10504 


1996-1995 

OE Tvoe Radiator Cao. 

10239 

15 

2012-2011 Oil Filler Cap 

10140 


Corvette 



2011 OE Equivalent Fuel Cap. 

10841 


V-8 5.7 L 




2011 Regular Keyed Alike Fuel Cap. 

17511 


2004-2001 

OE Type Radiator Cap. 

10257 

18 

2011 Regular Locking Fuel Cap. 

10511 


2004-1997 

OE Equivalent Fuel Cap. 

10836 


4-Cyl 1.6 L 



2004-1997 


10099 


2017 OE Type Radiator Cap. 

10271 

20 

2004-1997 

Regular Keyed Alike Fuel Cap. 

17506 


4-Cyl 1.8 L 



2004-1997 

Regular Locking Fuel Cap. 

10506 


2015-2012 OE Equivalent Fuel Cap. 

10834 


2000-1997 

OE Type Radiator Cap. 

10239 

15 

2015-2012 Regular Keyed Alike Fuel Cap. 

17504 


1996-1995 

OE Equivalent Fuel Cap. 

10817 


2015-2012 Regular Locking Fuel Cap. 

10504 


1996-1995 

Oil Filler Cap; W/Notched Oil Cap 

10099 


2015-2011 OE Type Radiator Cap. 

10271 

20 

1996-1995 

Oil Filler Cap; W/O Notched Oil Cap. 

10105 


2013-2011 Oil Filler Cap. 

10140 


1996-1995 

Pre-Release Fuel Cap. 

10819 


2011 OE Equivalent Fuel Cap. 

10841 


1996-1995 


17501 


2011 Regular Keyed Alike Fuel Cap 

17511 


1996-1995 


10501 


2011 Regular Locking Fuel Cap 

10511 


1996-1995 

Regular Keyed Alike Fuel Cap 

17591 


4-Cyl 1.8 L FLEX 



1996-1995 

Regular Locking Fuel Cap. 

10591 


2015-2012 OE Equivalent Fuel Cap 

10834 


1996-1995 


10231 

16 

2015-2012 Regular Keyed Alike Fuel Cap 

17504 


1996-1995 

Safety Release Radiator Cap 

10331 

16 

2015-2012 Regular Locking Fuel Cap. 

10504 


1995 

Oil Filler Cap 

10105 


2013-2011 Oil Filler Cap 

10140 


V-8 6.0 L 




2012-2011 OE Type Radiator Cap 

10271 

20 

2007-2005 

Oil Filler Cap 

10099 


2011 OE Equivalent Fuel Cap 

10841 


2007-2005 

OE Type Radiator/Coolant Recovery Tank Cap. 

10269 

18.5 

2011 Regular Keyed Alike Fuel Cap 

17511 


2007 

OE Equivalent Fuel Cap 

10841 


2011 Regular Locking Fuel Cap 

10511 


2007 

Regular Keyed Alike Fuel Cap. 

17511 


4-Cyl 2.0 L 



2007 


10511 


2015-2014 OE Type Radiator Cap 

10271 

20 

2006 

OE Equivalent Fuel Cap 

10848 


4-Cyl 2.0 L DIESEL 



2006 

Regular Keyed Alike Fuel Cap ... 

17518 


2015-2014 OE Equivalent Fuel Cap 

10834 


2006 

Regular Locking Fuel Cap. 

10518 


2015-2014 Regular Keyed Alike Fuel Cap. 

17504 


2005 

OE Equivalent Fuel Cap 

10836 


2015-2014 Regular Locking Fuel Cap 

10504 


2005 

Regular Keyed Alike Fuel Cap. 

17506 


Cruze Limited 

2005 

Regular Locking Fuel Cap. 

10506 


4-Cyl 1.4 L 



V-8 6.2 L 




2016 OE Equivalent Fuel Cap 

10834 


2017-2011 

OE Type Radiator Cap 

10271 

20 

2016 OE Type Radiator Cap 

10271 

20 

2015-2008 

Oil Filler Cap. 

10099 
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Caps for Passenger Cars and LightTmcks (1995 and Newer) 


Application 


Part 

Number 

PSI 

Application 


Part 

Number 

PSI 

Chevrolet - Continued 



Chevrolet - Continued 



Cruze Limited - Continued 

Equinox 

- Continued 



4-Cyl 1.8 L 




V-6 3.4 L 




2016 

OE Equivalent Fuel Cap ,, 

10834 


2009-2005 

OE Equivalent Fuel Cap. 

10841 


2016 

OE Type Radiator Cap. 

10271 

20 

2009-2005 

Regular Keyed Alike Fuel Cap. 

17511 


Epica 




2009-2005 

Regular Locking Fuel Cap. 

10511 


6-Cyl 2.5 L 




2009-2005 

OE Type Radiator Cap. 

10248 

15 

2006-2004 

OE Type Radiator Cap 

10259 

20 

2009 

Oil Filler Cap. 

10099 


2006 

OE Equivalent Fuel Cap. 

10841 


2008-2005 

Oil Filler Cap. 

10117 


2006 

Regular Keyed Alike Fuel Cap 

17511 


V-6 3.6 L 




2006 

Regular Locking Fuel Cap 

10511 


2017-2013 

OE Equivalent Fuel Cap. 

10834 


2005-2004 

OE Equivalent Fuel Cap. 

10834 


2017-2013 

OE Type Radiator Cap 

10248 

15 

2005-2004 

Regular Keyed Alike Fuel Cap 

17504 


2016 

Flex Fuel Regular Fuel Cap. 

10834Y 


2005-2004 

Regular Locking Fuel Cap 

10504 


2015-2013 

Oil Filler Cap. 

10099 


Fnninnx 



2015-2013 

Regular Keyed Alike Fuel Cap 

17504 


4-Cyl 2.4 L 




2015-2013 

Regular Locking Fuel Cap. 

10504 


2017-2011 

OE Equivalent Fuel Cap 

10834 


2009-2008 

OE Equivalent Fuel Cap. 

10841 


2017-2010 


10248 

15 

2009-2008 

Oil Filler Cap. 

10099 


2016 


10834Y 

2009-2008 

Regular Keyed Alike Fuel Cap 

17511 


2015-2011 

Regular Keyed Alike Fuel Cap 

17504 


2009-2008 

Regular Locking Fuel Cap. 

10511 


2015-2011 


10504 


2009-2008 

OE Type Radiator Cap. 

10248 

15 

2015-2010 

Oil Filler Cap.. 

10099 


V-6 3.6 L FLEX 



2010 

OE Equivalent Fuel Cap; W/O Threaded Filler Neck. 

10841 


2015-2013 

OE Equivalent Fuel Cap. 

10834 


2010 

OE Equivalent Fuel Cap; W/ Threaded Filler Neck. 

10834 


2015-2013 

Regular Keyed Alike Fuel Cap. 

17504 


2010 

Regular Keyed Alike Fuel Cap; W/O Threaded Filler 

17511 


2015-2013 

Regular Locking Fuel Cap. 

10504 



Neck. 



2015 


17504Y 


2010 

Regular Keyed Alike Fuel Cap; W/Threaded Filler Neck. 

17504 


2015 

Flex Fuel Regular Fuel Cap. 

10834Y 


2010 

Regular Locking Fuel Cap; W/O Threaded Filler Neck 

10511 


2015 

Flex Fuel Regular Locking Fuel Cap. 

10504Y 


2010 

Regular Locking Fuel Cap; W/ Threaded Filler Neck... 

10504 


2013 

Oil Filler Cap. 

10099 


4-Cyl 2.4 L FLEX 



Express 1500 



2015-2012 

OE Equivalent Fuel Cap. 

10834 


V-6 4.3 L 




2015-2012 

Regular Keyed Alike Fuel Cap 

17504 


2014-2012 

OE Equivalent Fuel Cap. 

10834 


2015-2012 

Regular Locking Fuel Cap. 

10504 


2014-2012 

Regular Keyed Alike Fuel Cap. 

17504 


2015 

Flex Fuel Keyed Alike Fuel Cap. 

17504Y 


2014-2012 

Regular Locking Fuel Cap. 

10504 


2015 

Flex Fuel Regular Fuel Cap 

10834Y 


2014-2003 

Oil Filler Cap. 

10099 


2015 

Flex Fuel Regular Locking Fuel Cap. 

10504Y 


2014-2003 


10248 

15 

2013-2012 

Oil Filler Cap 

10099 


2011-2004 

OE Equivalent Fuel Cap. 

10841 


2013-2012 

OE Type Radiator Cap 

10248 

15 

2011-2004 


17511 


2012 

Flex Fuel Keyed Alike Fuel Cap; Yellow. 

17504Y 


2011 


10511 


2012 

Flex Fuel Regular Fuel Cap; Yellow 

10834Y 


2010-2006 

Regular Keyed Alike Fuel Cap. 

17523 


2012 

Flex Fuel Regular Locking Fuel Cap; Yellow 

10504Y 


2010-2006 

Regular Locking Fuel Cap. 

10523 


V-6 3.0L 




2005-2004 

Regular Keyed Alike Fuel Cap. 

17522 


2012 

OE Equivalent Fuel Cap 

10834 


2005-1998 

Regular Locking Fuel Cap. 

10522 


2012 

Oil Filler Cap 

10099 


2003-1998 

OE Equivalent Fuel Cap. 

10836 


2012 

Regular Keyed Alike Fuel Cap. 

17504 


2003-1998 

Regular Keyed Alike Fuel Cap; For Leaded Fuel 

17506 


2012 

Regular Locking Fuel Cap 

10504 



systems. 



2012 

OE Type Radiator Cap. 

10248 

15 

2003-1998 

Regular Keyed Alike Fuel Cap; For Unleaded Fuel 

17522 


2010 

OE Equivalent Fuel Cap 

10834 



systems. 



2010 

Oil Filler Cap 

10099 


2002-1996 

Oil Filler Cap. 

10114 


2010 

Regular Keyed Alike Fuel Cap 

17504 


2002-1996 

OE Type Radiator Cap. 

10231 

16 

2010 

Regular Locking Fuel Cap. 

10504 


2002-1996 

Safety Release Radiator Cap. 

10331 

16 

2010 

OE Type Radiator Cap. 

10248 

15 

1997-1996 

OE Equivalent Fuel Cap. 

10817 






1997-1996 

Pre-Release Fuel Cap. 

10819 


V-b 3.0 L rLtX 







2012-2011 

Flex Fuel Keyed Alike Fuel Cap; Yellow. 

17504Y 


1997-1996 

Pre-Release Keyed Alike Fuel Cap 

17501 


2012-2011 

Flex Fuel Regular Fuel Cap; Yellow. 

10834Y 


1997-1996 

Pre-Release Locking Fuel Cap 

10501 


2012-2011 

Flex Fuel Regular Locking Fuel Cap; Yellow. 

10504Y 


1997-1996 

Regular Keyed Alike Fuel Cap 

17591 


2012-2011 

OE Equivalent Fuel Cap. 

10834 


1997-1996 

Regular Locking Fuel Cap. 

10591 


2012-2011 

Oil Filler Cap. 

10099 


V-8 5.0 L 




2012-2011 

Regular Keyed Alike Fuel Cap. 

17504 


2002-1998 

OE Equivalent Fuel Cap. 

10836 


2012-2011 

Regular Locking Fuel Cap. 

10504 


2002-1998 

Regular Keyed Alike Fuel Cap; For Leaded Fuel 
systems. 

17506 


2012-2011 

OE Type Radiator Cap. 

10248 

15 

2002-1998 

Regular Keyed Alike Fuel Cap; For Unleaded Fuel 

17522 







systems 
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Caps for Passenger Cars and LightTrucks (1995 and Newer) 


Application 


Part 

Number 


PSI 


Application 


Part 

Number PSI 


Chevrolet - Continued 


Chevrolet - Continued 


Express 1500 - Continued 


Express 1500 - Continued 


V-8 5.0 L - Continued 

2002-1998 Regular Locking Fuel Cap 10522 

2002-1996 Oil Filler Cap. 10114 

2002-1996 OE Type Radiator Cap 10231 16 

2002-1996 Safety Release Radiator Cap 10331 16 

1997-1996 OE Equivalent Fuel Cap. 10817 

1997-1996 Pre-Release Fuel Cap 10819 

1997-1996 Pre-Release Keyed Alike Fuel Cap. 17501 

1997-1996 Pre-Release Locking Fuel Cap. 10501 

1997-1996 Regular Keyed Alike Fuel Cap. 17591 

1997-1996 Regular Locking Fuel Cap. 10591 

V-8 5.3 L 

2014-2013 Oil Filler Cap. 10099 

2014-2013 OE Type Radiator Cap. 10248 15 

2009-2006 Regular Keyed Alike Fuel Cap. 17523 

2009-2006 Regular Locking Fuel Cap. 10523 

2009-2004 OE Equivalent Fuel Cap. 10841 

2009-2004 Regular Keyed Alike Fuel Cap. 17511 

2009-2003 Oil Filler Cap. 10099 

2009-2003 OE Type Radiator Cap. 10248 15 

2005 Regular Keyed Alike Fuel Cap. 17522 

2005 Regular Locking Fuel Cap. 10522 

2003 OE Equivalent Fuel Cap. 10836 

2003 Regular Keyed Alike Fuel Cap; For Leaded Fuel 17506 

systems. 

2003 Regular Keyed Alike Fuel Cap; For Unleaded Fuel 17522 

systems. 

2003 Regular Locking Fuel Cap. 10506 

2003 Regular Locking Fuel Cap. 10522 

V-8 5.3 L FLEX 

2014-2012 OE Equivalent Fuel Cap. 10834 

2014-2012 Regular Keyed Alike Fuel Cap 17504 

2014-2012 Regular Locking Fuel Cap 10504 

2014 Flex Fuel Keyed Alike Fuel Cap. 17504Y 

2014 Flex Fuel Regular Fuel Cap. 10834Y 

2014 Flex Fuel Regular Locking Fuel Cap. 10504Y 

2012-2007 Oil Filler Cap. 10099 

2012-2007 OE Type Radiator Cap 10248 15 

2012 Flex Fuel Keyed Alike Fuel Cap; Yellow. 17504Y 

2012 Flex Fuel Regular Fuel Cap; Yellow. 10834Y 

2012 Flex Fuel Regular Locking Fuel Cap; Yellow. 10504Y 

2011-2010 Flex Fuel Keyed Alike Fuel Cap; Yellow. 17511Y 

2011-2010 Flex Fuel Regular Fuel Cap; Yellow. 10841Y 

2011-2010 Flex Fuel Regular Locking Fuel Cap; Yellow. 10511Y 

2011-2007 OE Equivalent Fuel Cap. 10841 

2011-2007 Regular Keyed Alike Fuel Cap. 17511 

2011-2007 Regular Keyed Alike Fuel Cap. 17523 

2011-2007 Regular Locking Fuel Cap. 10523 

2009 Flex Fuel Keyed Alike Fuel Cap 17511Y 

2009 Flex Fuel Regular Fuel Cap 10841Y 

2009 Flex Fuel Regular Locking Fuel Cap 10511Y 

2007 Flex Fuel Keyed Alike Fuel Cap; Yellow 17511Y 

2007 Flex Fuel Regular Fuel Cap; Yellow 10841Y 

2007 Flex Fuel Regular Locking Fuel Cap; Yellow 10511Y 

V-8 5.7 L 

2002-1998 OE Equivalent Fuel Cap 10836 

2002-1998 Regular Keyed Alike Fuel Cap; For Leaded Fuel 17506 

systems. 

2002-1998 Regular Keyed Alike Fuel Cap; For Unleaded Fuel 17522 

systems. 

2002-1998 Regular Locking Fuel Cap. 10522 


V-8 5.7 L - Continued 

2002-1996 Oil Filler Cap. 10114 

2002-1996 OE Type Radiator Cap 10231 16 

2002- 1996 Safety Release Radiator Cap 10331 16 

1997-1996 OE Equivalent Fuel Cap 10817 

1997-1996 Pre-Release Fuel Cap 10819 

1997-1996 Pre-Release Keyed Alike Fuel Cap 17501 

1997-1996 Pre-Release Locking Fuel Cap. 10501 

1997-1996 Regular Keyed Alike Fuel Cap. 17591 

1997-1996 Regular Locking Fuel Cap. 10591 

Express 2500 

4-Cyl 2.8 L 

2017 OE Type Radiator Cap. 10271 20 

V-6 4.3 L 

2005-2004 OE Equivalent Fuel Cap. 10841 

2005-2004 Regular Keyed Alike Fuel Cap. 17511 

2005-2004 Regular Keyed Alike Fuel Cap. 17522 

2005-2003 Oil Filler Cap. 10099 

2005-2003 OE Type Radiator Cap. 10248 15 

2005-1998 Regular Locking Fuel Cap 10522 

2003- 1998 OE Equivalent Fuel Cap. 10836 

2003-1998 Regular Keyed Alike Fuel Cap; For Leaded Fuel 17506 

systems. 

2003-1998 Regular Keyed Alike Fuel Cap; For Unleaded Fuel 17522 

systems. 

2002-1996 Oil Filler Cap. 10114 

2002-1996 OE Type Radiator Cap. 10231 16 

2002-1996 Safety Release Radiator Cap 10331 16 

1997-1996 OE Equivalent Fuel Cap 10817 

1997-1996 Pre-Release Fuel Cap 10819 

1997-1996 Pre-Release Keyed Alike Fuel Cap 17501 

1997-1996 Pre-Release Locking Fuel Cap 10501 

1997-1996 Regular Keyed Alike Fuel Cap. 17591 

1997-1996 Regular Locking Fuel Cap 10591 

V-8 4.8 L 

2017 OE Equivalent Fuel Cap. 10834 

2017 Regular Keyed Alike Fuel Cap. 17504 

2017 Regular Locking Fuel Cap. 10504 

2016 OE Equivalent Fuel Cap. 10841 

2015-2014 OE Type Radiator Cap. 10248 15 

2015-2013 Oil Filler Cap. 10099 

2009-2004 OE Equivalent Fuel Cap. 10841 

2009-2004 Regular Keyed Alike Fuel Cap. 17511 

2009-2003 Oil Filler Cap. 10099 

2009-2003 OE Type Radiator Cap. 10248 15 

2009 Regular Locking Fuel Cap. 10511 

2008-2006 Regular Keyed Alike Fuel Cap. 17523 

2008-2006 Regular Locking Fuel Cap 10523 

2005-2004 Regular Keyed Alike Fuel Cap. 17522 

2005-2003 Regular Locking Fuel Cap 10522 

2003 OE Equivalent Fuel Cap 10836 

2003 Regular Keyed Alike Fuel Cap; For Leaded Fuel 17506 

systems. 

2003 Regular Keyed Alike Fuel Cap; For Unleaded Fuel 17522 

systems. 

V-8 4.8 L FLEX 

2015-2012 OE Equivalent Fuel Cap. 10834 

2015-2012 Regular Keyed Alike Fuel Cap. 17504 

2015-2012 Regular Locking Fuel Cap. 10504 

2013-2012 Flex Fuel Keyed Alike Fuel Cap; Yellow. 17504Y 

2013-2012 Flex Fuel Regular Fuel Cap; Yellow. 10834Y 
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Caps for Passenger Cars and LightTmcks (1995 and Newer) 


Application 

Part 

Number PSI 

Application 

Part 

Number PSI 

Chevrolet - Continued 


Chevrolet - Continued 



Express 2500 - Continued 


Express 2500 - Continued 

V-8 5.7 L BI-FUEL - Continued 


V-8 4.8 L FLEX -Continued 

2013-2012 Flex Fuel Regular Locking Fuel Cap; Yellow 10504Y 

2013-2010 OE Type Radiator Cap 10248 15 

2012-2010 Oil Filler Cap. 10099 

2011-2010 Flex Fuel Keyed Alike Fuel Cap; Yellow 17511Y 

2011-2010 Flex Fuel Regular Fuel Cap; Yellow 10841Y 

2011-2010 Flex Fuel Regular Locking Fuel Cap; Yellow. 10511Y 

2011-2010 OE Equivalent Fuel Cap. 10841 

2011-2010 Regular Keyed Alike Fuel Cap. 17511 

2011-2010 Regular Keyed Alike Fuel Cap. 17523 

2011-2010 Regular Locking Fuel Cap. 10523 

V-8 5.0 L 

2002-1998 OE Equivalent Fuel Cap. 10836 

2002-1998 Regular Keyed Alike Fuel Cap; For Leaded Fuel 17506 

systems. 

2002-1998 Regular Keyed Alike Fuel Cap; For Unleaded Fuel 17522 

systems. 

2002-1998 Regular Locking Fuel Cap. 10522 

2002-1996 Oil Filler Cap. 10114 

2002-1996 OE Type Radiator Cap. 10231 16 

2002-1996 Safety Release Radiator Cap 10331 16 

1997-1996 OE Equivalent Fuel Cap 10817 

1997-1996 Pre-Release Fuel Cap 10819 

1997-1996 Pre-Release Keyed Alike Fuel Cap 17501 

1997-1996 Pre-Release Locking Fuel Cap. 10501 

1997-1996 Regular Keyed Alike Fuel Cap 17591 

1997-1996 Regular Locking Fuel Cap 10591 

V-8 5.3 L 

2005-2004 OE Equivalent Fuel Cap 10841 

2005-2004 Regular Keyed Alike Fuel Cap. 17511 

2005-2004 Regular Keyed Alike Fuel Cap. 17522 

2005-2003 Oil Filler Cap 10099 

2005-2003 Regular Locking Fuel Cap. 10522 

2005-2003 OE Type Radiator Cap. 10248 15 

2003 OE Equivalent Fuel Cap. 10836 

2003 Regular Keyed Alike Fuel Cap; For Leaded Fuel 17506 

systems. 

2003 Regular Keyed Alike Fuel Cap; For Unleaded Fuel 17522 

systems. 

V-8 5.7 L 

2002-1998 OE Equivalent Fuel Cap. 10836 

2002-1998 Regular Keyed Alike Fuel Cap; For Leaded Fuel 17506 

systems. 

2002-1998 Regular Keyed Alike Fuel Cap; For Unleaded Fuel 17522 

systems. 

2002-1998 Regular Locking Fuel Cap 10522 

2002-1996 Oil Filler Cap. 10114 

2002-1996 OE Type Radiator Cap. 10231 16 

2002-1996 Safety Release Radiator Cap. 10331 16 

1997-1996 OE Equivalent Fuel Cap. 10817 

1997-1996 Pre-Release Fuel Cap. 10819 

1997-1996 Pre-Release Keyed Alike Fuel Cap 17501 

1997-1996 Pre-Release Locking Fuel Cap. 10501 

1997-1996 Regular Keyed Alike Fuel Cap. 17591 

1997-1996 Regular Locking Fuel Cap. 10591 

V-8 5.7 L BI-FUEL 

2002 OE Equivalent Fuel Cap. 10836 

2002 Oil Filler Cap. 10114 

2002 Regular Keyed Alike Fuel Cap; For Leaded Fuel 17506 

systems. 

2002 Regular Keyed Alike Fuel Cap; For Unleaded Fuel 17522 

systems. 


2002 Regular Locking Fuel Cap 10522 

2002 OE Type Radiator Cap 10231 16 

2002 Safety Release Radiator Cap 10331 16 

V-8 5.7 L CNG 

2001 OE Equivalent Fuel Cap 10836 

2001 Oil Filler Cap 10114 

2001 Regular Keyed Alike Fuel Cap; For Leaded Fuel 17506 

systems. 

2001 Regular Keyed Alike Fuel Cap; For Unleaded Fuel 17522 

systems. 

2001 Regular Locking Fuel Cap. 10522 

2001 OE Type Radiator Cap. 10231 16 

2001 Safety Release Radiator Cap. 10331 16 

V-8 6.0 L 

2017-2015 OE Equivalent Fuel Cap. 10834 

2015-2013 Oil Filler Cap. 10099 

2015-2013 OE Type Radiator Cap. 10248 15 

2015 Regular Keyed Alike Fuel Cap. 17504 

2015 Regular Locking Fuel Cap 10504 

2009-2004 OE Equivalent Fuel Cap 10841 

2009-2004 Regular Keyed Alike Fuel Cap 17511 

2009-2003 Oil Filler Cap 10099 

2009-2003 OE Type Radiator Cap 10248 15 

2009 Regular Locking Fuel Cap 10511 

2008-2006 Regular Keyed Alike Fuel Cap 17523 

2008-2006 Regular Locking Fuel Cap 10523 

2005-2004 Regular Keyed Alike Fuel Cap 17522 

2005-2003 Regular Locking Fuel Cap 10522 

2003 OE Equivalent Fuel Cap 10836 

2003 Regular Keyed Alike Fuel Cap; For Leaded Fuel 17506 

systems. 

2003 Regular Keyed Alike Fuel Cap; For Unleaded Fuel 17522 

systems. 

V-8 6.0 L CNG 

2015-2012 OE Equivalent Fuel Cap. 10834 

2015-2012 Regular Keyed Alike Fuel Cap. 17504 

2015-2012 Regular Locking Fuel Cap. 10504 

2012-2011 Oil Filler Cap. 10099 

2012- 2011 OE Type Radiator Cap. 10248 15 

2011 OE Equivalent Fuel Cap. 10841 

2011 Regular Keyed Alike Fuel Cap. 17511 

2011 Regular Keyed Alike Fuel Cap. 17523 

2011 Regular Locking Fuel Cap 10523 

2005-2004 OE Equivalent Fuel Cap 10841 

2005-2004 Regular Keyed Alike Fuel Cap 17511 

2005-2004 Regular Keyed Alike Fuel Cap 17522 

2005-2003 Oil Filler Cap 10099 

2005-2003 Regular Locking Fuel Cap 10522 

2005-2003 OE Type Radiator Cap 10248 15 

2003 OE Equivalent Fuel Cap 10836 

2003 Regular Keyed Alike Fuel Cap; For Leaded Fuel 17506 

systems. 

2003 Regular Keyed Alike Fuel Cap; For Unleaded Fuel 17522 

systems. 

V-8 6.0 L FLEX 

2015-2012 OE Equivalent Fuel Cap. 10834 

2015-2012 Regular Keyed Alike Fuel Cap. 17504 

2015-2012 Regular Locking Fuel Cap. 10504 

2013- 2012 Flex Fuel Keyed Alike Fuel Cap; Yellow. 17504Y 

2013-2012 Flex Fuel Regular Fuel Cap; Yellow. 10834Y 
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Caps for Passenger Cars and LightTrucks (1995 and Newer) 


Application 


Part 

Number 


PSI 


Application 


Part 

Number PSI 


Chevrolet - Continued 


Chevrolet - Continued 


Express 2500 - Continued 


Express 2500 - Continued 


V-8 6.0 L FLEX -Continued 

2013-2012 Flex Fuel Regular Locking Fuel Cap; Yellow 10504Y 

2012-2010 Oil Filler Cap. 10099 

2012- 2010 OE Type Radiator Cap 10248 15 

2011-2010 Flex Fuel Keyed Alike Fuel Cap; Yellow. 17511Y 

2011-2010 Flex Fuel Regular Fuel Cap; Yellow. 10841Y 

2011-2010 Flex Fuel Regular Locking Fuel Cap; Yellow. 10511Y 

2011-2010 OE Equivalent Fuel Cap. 10841 

2011-2010 Regular Keyed Alike Fuel Cap. 17511 

2011-2010 Regular Keyed Alike Fuel Cap. 17523 

2011- 2010 Regular Locking Fuel Cap. 10523 

V-8 6.5 L DIESEL 

2002-2000 Diesel Only Fuel Cap; Green. 10830D 

2002-2000 Diesel Only Locking Fuel Cap; Green. 10591D 

2002-2000 Diesel Only Pre-Release Fuel Cap; Green. 10819D 

2002-2000 Diesel Only Pre-Release Locking Fuel Cap; Green. 10501D 

2002-2000 OE Equivalent Fuel Cap. 10830 

2002-2000 Pre-Release Diesel Only Keyed Alike Fuel Cap; Green. 17501D 

2002-2000 Pre-Release Fuel Cap. 10819 

2002-2000 Pre-Release Keyed Alike Fuel Cap. 17501 

2002-2000 Pre-Release Locking Fuel Cap. 10501 

2002-2000 Regular Diesel Only Keyed Alike Fuel Cap; Green. 17591D 

2002-2000 Regular Keyed Alike Fuel Cap. 17591 

2002-2000 Regular Locking Fuel Cap. 10591 

2002-1998 Oil Filler Cap. 10099 

2002-1996 OE Type Radiator Cap 10230 16 

2002-1996 Safety Release Radiator Cap. 10330 16 

1999 OE Equivalent Fuel Cap. 10836 

1999 Regular Keyed Alike Fuel Cap; For Leaded Fuel 17506 

systems. 

1999 Regular Keyed Alike Fuel Cap; For Unleaded Fuel 17522 

systems. 

1999 Regular Locking Fuel Cap. 10522 

1998-1996 Diesel Only Fuel Cap; Green. 10830D 

1998-1996 Diesel Only Locking Fuel Cap; Green. 10591D 

1998-1996 Diesel Only Pre-Release Fuel Cap; Green. 10819D 

1998-1996 Diesel Only Pre-Release Locking Fuel Cap; Green. 10501D 

1998-1996 OE Equivalent Fuel Cap. 10817 

1998-1996 Pre-Release Diesel Only Keyed Alike Fuel Cap; Green. 17501D 

1998-1996 Pre-Release Fuel Cap. 10819 

1998-1996 Pre-Release Keyed Alike Fuel Cap. 17501 

1998-1996 Pre-Release Locking Fuel Cap. 10501 

1998-1996 Regular Diesel Only Keyed Alike Fuel Cap; Green. 17591D 

1998-1996 Regular Keyed Alike Fuel Cap 17591 

1998-1996 Regular Locking Fuel Cap 10591 

1997 Oil Filler Cap; W/Metal Oil Cap. 10066 

1997 Oil Filler Cap; W/O Metal Oil Cap 10099 

1996 Oil Filler Cap 10066 

V-8 6.6 L 

2016-2013 OE Type Radiator Cap 10271 20 

2015-2014 Oil Filler Cap. 10099 

V-8 6.6 L DIESEL 

2015-2013 OE Equivalent Fuel Cap 10817 

2015-2006 Regular Keyed Alike Fuel Cap 17591 

2015-2006 Regular Locking Fuel Cap 10591 

2013- 2006 Oil Filler Cap 10099 

2012- 2011 OE Type Radiator Cap 10271 20 

2012-2006 Diesel Only Fuel Cap; Green 10830D 

2012-2006 Diesel Only Locking Fuel Cap; Green. 10591D 

2012-2006 Diesel Only Pre-Release Fuel Cap; Green 10819D 


V-8 6.6 L DIESEL-Continued 

2012-2006 Diesel Only Pre-Release Locking Fuel Cap; Green 10501D 

2012-2006 OE Equivalent Fuel Cap 10830 

2012-2006 Pre-Release Diesel Only Keyed Alike Fuel Cap; Green 17501D 

2012-2006 Pre-Release Fuel Cap 10819 

2012-2006 Pre-Release Keyed Alike Fuel Cap 17501 

2012-2006 Pre-Release Locking Fuel Cap. 10501 

2012- 2006 Regular Diesel Only Keyed Alike Fuel Cap; Green. 17591D 

2010- 2006 OE Type Radiator Cap. 10248 15 

Express 3500 

4-Cyl 2.8 L 

2017 OE Type Radiator Cap. 10271 20 

V-8 4.8 L 

2017 OE Equivalent Fuel Cap. 10834 

2017 Regular Keyed Alike Fuel Cap. 17504 

2017 Regular Locking Fuel Cap 10504 

2016 OE Equivalent Fuel Cap. 10841 

2015-2014 OE Type Radiator Cap. 10248 15 

2015-2013 Oil Filler Cap. 10099 

2009-2005 OE Equivalent Fuel Cap. 10841 

2009-2005 Oil Filler Cap. 10099 

2009-2005 Regular Keyed Alike Fuel Cap. 17511 

2009-2005 OE Type Radiator Cap. 10248 15 

2009 Regular Locking Fuel Cap. 10511 

2008-2006 Regular Keyed Alike Fuel Cap. 17523 

2008-2006 Regular Locking Fuel Cap 10523 

2005 Regular Keyed Alike Fuel Cap. 17522 

2005 Regular Locking Fuel Cap 10522 

V-8 4.8 L FLEX 

2015-2012 OE Equivalent Fuel Cap. 10834 

2015-2012 Regular Locking Fuel Cap 10504 

2015 Regular Keyed Alike Fuel Cap; Without stainless tether. 17504 

2015 Regular Keyed Alike Fuel Cap; With stainless tether 17510 

2015 Regular Locking Fuel Cap 10510 

2014-2012 Regular Keyed Alike Fuel Cap. 17504 

2013- 2012 Flex Fuel Keyed Alike Fuel Cap; Yellow 17504Y 

2013-2012 Flex Fuel Regular Fuel Cap; Yellow 10834Y 

2013-2012 Flex Fuel Regular Locking Fuel Cap; Yellow 10504Y 

2013-2010 OE Type Radiator Cap 10248 15 

2012-2010 Oil Filler Cap. 10099 

2011- 2010 Flex Fuel Keyed Alike Fuel Cap; Yellow. 17511Y 

2011-2010 Flex Fuel Regular Fuel Cap; Yellow. 10841Y 

2011-2010 Flex Fuel Regular Locking Fuel Cap; Yellow. 10511Y 

2011-2010 OE Equivalent Fuel Cap. 10841 

2011-2010 Regular Keyed Alike Fuel Cap. 17511 

2011-2010 Regular Keyed Alike Fuel Cap. 17523 

2011-2010 Regular Locking Fuel Cap. 10523 

V-8 5.3 L 

2008-2006 Regular Keyed Alike Fuel Cap. 17523 

2008-2006 Regular Locking Fuel Cap. 10523 

2008-2004 OE Equivalent Fuel Cap. 10841 

2008-2004 Regular Keyed Alike Fuel Cap. 17511 

2008-2003 Oil Filler Cap. 10099 

2008-2003 OE Type Radiator Cap. 10248 15 

2005-2004 Regular Keyed Alike Fuel Cap. 17522 

2005-2003 Regular Locking Fuel Cap. 10522 

2003 OE Equivalent Fuel Cap. 10836 

2003 Regular Keyed Alike Fuel Cap; For Leaded Fuel 17506 

systems 
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Caps for Passenger Cars and LightTmcks (1995 and Newer) 


Part 

Application Number PSI 

Part 

Application Number PSI 

Chevrolet - Continued 

Chevrolet - Continued 

1 Express 3500 - Continued 

1 Express 3500 - Continued I 


V-8 5.3 L - Continued 

2003 Regular Keyed Alike Fuel Cap; For Unleaded Fuel 17522 

systems. 


V-8 5.7 L 

2002-1998 OE Equivalent Fuel Cap. 10836 

2002-1998 Regular Keyed Alike Fuel Cap; For Leaded Fuel 17506 

systems. 

2002-1998 Regular Keyed Alike Fuel Cap; For Unleaded Fuel 17522 

systems. 

2002-1998 Regular Locking Fuel Cap. 10522 

2002-1996 Oil Filler Cap. 10114 

2002-1996 OE Type Radiator Cap. 10231 16 

2002-1996 Safety Release Radiator Cap. 10331 16 

1997-1996 OE Equivalent Fuel Cap. 10817 

1997-1996 Pre-Release Fuel Cap 10819 

1997-1996 Pre-Release Keyed Alike Fuel Cap 17501 

1997-1996 Pre-Release Locking Fuel Cap. 10501 

1997-1996 Regular Keyed Alike Fuel Cap. 17591 

1997-1996 Regular Locking Fuel Cap 10591 

V-8 5.7 L BI-FUEL 

2002 OE Equivalent Fuel Cap 10836 

2002 Oil Filler Cap. 10114 

2002 Regular Keyed Alike Fuel Cap; For Leaded Fuel 17506 

systems. 

2002 Regular Keyed Alike Fuel Cap; For Unleaded Fuel 17522 

systems. 

2002 Regular Locking Fuel Cap. 10522 

2002 OE Type Radiator Cap. 10231 16 

2002 Safety Release Radiator Cap. 10331 16 

V-8 5.7 L CNG 

2001 OE Equivalent Fuel Cap. 10836 

2001 Oil Filler Cap. 10114 

2001 Regular Keyed Alike Fuel Cap; For Leaded Fuel 17506 

systems. 

2001 Regular Keyed Alike Fuel Cap; For Unleaded Fuel 17522 

systems. 

2001 Regular Locking Fuel Cap 10522 

2001 OE Type Radiator Cap 10231 16 

2001 Safety Release Radiator Cap 10331 16 

V-8 6.0 L 

2017-2016 OE Equivalent Fuel Cap 10834 

2015-2013 Oil Filler Cap 10099 

2015-2013 OE Type Radiator Cap 10248 15 

2009-2004 OE Equivalent Fuel Cap 10841 

2009-2004 Regular Keyed Alike Fuel Cap. 17511 

2009-2003 Oil Filler Cap. 10099 

2009-2003 OE Type Radiator Cap. 10248 15 

2009 Regular Locking Fuel Cap 10511 

2008-2006 Regular Keyed Alike Fuel Cap. 17523 

2008-2006 Regular Locking Fuel Cap. 10523 

2005-2004 Regular Keyed Alike Fuel Cap. 17522 

2005-2004 Regular Locking Fuel Cap. 10522 

2003 OE Equivalent Fuel Cap. 10836 

2003 Regular Keyed Alike Fuel Cap. 17506 

2003 Regular Locking Fuel Cap. 10506 

V-8 6.0 L CNG 

2015-2012 OE Equivalent Fuel Cap. 10834 

2015-2012 Regular Locking Fuel Cap. 10504 

2015 Regular Keyed Alike Fuel Cap. 17510 

2015 Regular Locking Fuel Cap. 10510 

2014-2012 Regular Keyed Alike Fuel Cap. 17504 

2012-2011 Oil Filler Cap. 10099 


V-8 6.0 L CNG - Continued 

2012- 2011 OE Type Radiator Cap 10248 15 

2011 OE Equivalent Fuel Cap 10841 

2011 Regular Keyed Alike Fuel Cap. 17511 

2011 Regular Keyed Alike Fuel Cap. 17523 

2011 Regular Locking Fuel Cap. 10523 

2005-2004 OE Equivalent Fuel Cap. 10841 

2005-2004 Regular Keyed Alike Fuel Cap. 17511 

2005-2004 Regular Keyed Alike Fuel Cap. 17522 

2005-2004 Regular Locking Fuel Cap. 10522 

2005-2003 Oil Filler Cap. 10099 

2005-2003 OE Type Radiator Cap. 10248 15 

2003 OE Equivalent Fuel Cap. 10836 

2003 Regular Keyed Alike Fuel Cap. 17506 

2003 Regular Locking Fuel Cap. 10506 

V-8 6.0 L FLEX 

2015-2012 OE Equivalent Fuel Cap. 10834 

2015-2012 Regular Locking Fuel Cap. 10504 

2015 Regular Keyed Alike Fuel Cap; Without stainless tether. 17504 

2015 Regular Keyed Alike Fuel Cap; With stainless tether. 17510 

2015 Regular Locking Fuel Cap. 10510 

2014-2012 Regular Keyed Alike Fuel Cap. 17504 

2013- 2012 Flex Fuel Keyed Alike Fuel Cap; Yellow. 17504Y 

2013-2012 Flex Fuel Regular Fuel Cap; Yellow. 10834Y 

2013-2012 Flex Fuel Regular Locking Fuel Cap; Yellow. 10504Y 

2012-2010 Oil Filler Cap. 10099 

2012-2010 OE Type Radiator Cap. 10248 15 

2011-2010 Flex Fuel Keyed Alike Fuel Cap; Yellow. 17511Y 

2011-2010 Flex Fuel Regular Fuel Cap; Yellow 10841Y 

2011-2010 Flex Fuel Regular Locking Fuel Cap; Yellow 10511Y 

2011-2010 OE Equivalent Fuel Cap 10841 

2011-2010 Regular Keyed Alike Fuel Cap. 17511 

2011-2010 Regular Keyed Alike Fuel Cap. 17523 

2011-2010 Regular Locking Fuel Cap 10523 

V-8 6.5 L DIESEL 

2002-2000 Diesel Only Fuel Cap; Green 10830D 

2002-2000 Diesel Only Locking Fuel Cap; Green 10591D 

2002-2000 Diesel Only Pre-Release Fuel Cap; Green 10819D 

2002-2000 Diesel Only Pre-Release Locking Fuel Cap; Green. 10501D 

2002-2000 OE Equivalent Fuel Cap 10830 

2002-2000 Pre-Release Diesel Only Keyed Alike Fuel Cap; Green . 17501D 

2002-2000 Pre-Release Fuel Cap. 10819 

2002-2000 Pre-Release Keyed Alike Fuel Cap 17501 

2002-2000 Pre-Release Locking Fuel Cap. 10501 

2002-2000 Regular Diesel Only Keyed Alike Fuel Cap; Green. 17591D 

2002-2000 Regular Keyed Alike Fuel Cap. 17591 

2002-2000 Regular Locking Fuel Cap. 10591 

2002-1998 Oil Filler Cap. 10099 

2002-1996 OE Type Radiator Cap. 10230 16 

2002-1996 Safety Release Radiator Cap. 10330 16 

1999 OE Equivalent Fuel Cap. 10836 

1999 Regular Keyed Alike Fuel Cap; For Leaded Fuel 17506 

systems 

1999 Regular Keyed Alike Fuel Cap; For Unleaded Fuel 17522 

systems. 

1999 Regular Locking Fuel Cap 10522 

1998-1996 Diesel Only Fuel Cap; Green. 10830D 

1998-1996 Diesel Only Locking Fuel Cap; Green 10591D 

1998-1996 Diesel Only Pre-Release Fuel Cap; Green. 10819D 

1998-1996 Diesel Only Pre-Release Locking Fuel Cap; Green. 10501D 
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Caps for Passenger Cars and LightTrucks (1995 and Newer) 


Application 

Part 

Number 

PSI 

Application 

Part 

Number 

PSI 

Chevrolet - Continued 



Chevrolet - Continued 



Express 3500 - Continued 

Express Cargo - Continued | 

V-8 6.5 L DIESEL - Continued 



V-6 4.3 L - 

Continued 



1998-1996 

OE Equivalent Fuel Cap 

10817 


2014-2012 

Regular Keyed Alike Fuel Cap. 

17504 


1998-1996 

Pre-Release Diesel Only Keyed Alike Fuel Cap; Green. 

17501D 


2014-2012 

Regular Locking Fuel Cap. 

10504 


1998-1996 

Pre-Release Fuel Cap. 

10819 


2013-2010 

Oil Filler Cap 

10099 


1998-1996 

Pre-Release Keyed Alike Fuel Cap. 

17501 


2012-2010 

OE Type Radiator Cap 

10248 

15 

1998-1996 

Pre-Release Locking Fuel Cap. 

10501 


2011-2010 

OE Equivalent Fuel Cap 

10841 


1998-1996 

Regular Diesel Only Keyed Alike Fuel Cap; Green. 

17591D 


2011 

Regular Keyed Alike Fuel Cap 

. 17511 


1998-1996 

Regular Keyed Alike Fuel Cap. 

17591 


2011 

Regular Locking Fuel Cap. 

10511 


1998-1996 

Regular Locking Fuel Cap. 

10591 


2010 

Regular Keyed Alike Fuel Cap. 

. 17523 


1997 

Oil Filler Cap; W/Metal Oil Cap 

10066 


2010 

Regular Locking Fuel Cap. 

. 10523 


1997 

Oil Filler Cap; W/O Metal Oil Cap 

10099 


V-8 6.0 L 




1996 

Oil Filler Cap 

10066 


2014-2012 

OE Equivalent Fuel Cap 

10834 


V-8 6.6 L 




2014-2012 

Regular Keyed Alike Fuel Cap 

. 17504 


2016-2013 

OE Type Radiator Cap 

10271 

20 

2014-2012 

Regular Locking Fuel Cap. 

10504 


2015-2014 

Oil Filler Cap 

10099 


2012-2010 

Oil Filler Cap. 

10099 


V-8 6.6 L DIESEL 



2012-2010 

OE Type Radiator Cap 

10248 

15 

2015-2013 

OE Equivalent Fuel Cap 

10817 


2011-2010 

OE Equivalent Fuel Cap 

10841 


2015-2006 

Regular Keyed Alike Fuel Cap. 

17591 


2011-2010 


17523 


2015-2006 

Regular Locking Fuel Cap. 

10591 


2011-2010 


10523 


2013-2006 

Oil Filler Cap 

10099 


Express Pasajeros 



2012-2011 

OE Type Radiator Cap. 

10271 

20 

V-8 5.3 L 




2012-2006 

Diesel Only Fuel Cap; Green. 

10830D 


2014-2012 

OE Equivalent Fuel Cap. 

. 10834 


2012-2006 

Diesel Only Locking Fuel Cap; Green. 

10591D 


2014-2012 

Regular Keyed Alike Fuel Cap. 

. 17504 


2012-2006 

Diesel Only Pre-Release Fuel Cap; Green. 

10819D 


2014-2012 

Regular Locking Fuel Cap. 

10504 


2012-2006 

Diesel Only Pre-Release Locking Fuel Cap; Green. 

10501D 


2012-2010 

Oil Filler Cap. 

10099 


2012-2006 

OE Equivalent Fuel Cap. 

10830 


2012-2010 

OE Type Radiator Cap. 

10248 

15 

2012-2006 

Pre-Release Diesel Only Keyed Alike Fuel Cap; Green 

17501D 


2011-2010 

OE Equivalent Fuel Cap. 

10841 


2012-2006 

Pre-Release Fuel Cap. 

10819 


2011-2010 

Regular Keyed Alike Fuel Cap. 

17511 


2012-2006 

Pre-Release Keyed Alike Fuel Cap. 

17501 


2011-2010 


17523 


2012-2006 

Pre-Release Locking Fuel Cap. 

10501 


2011-2010 

Regular Locking Fuel Cap. 

10523 


2012-2006 

Regular Diesel Only Keyed Alike Fuel Cap; Green 

17591D 


V-8 6.0 L 




2010-2006 

OE Type Radiator Cap 

10248 

15 

2014-2012 


10834 


V-8 7.4 L 




2014-2012 

Regular Keyed Alike Fuel Cap. 

17504 


2000-1998 

OE Equivalent Fuel Cap. 

10836 


2014-2012 

Regular Locking Fuel Cap. 

10504 


2000-1998 

Regular Keyed Alike Fuel Cap; For Leaded Fuel 

17506 


2012-2010 

Oil Filler Cap. 

10099 



systems. 



2012-2010 

OE Type Radiator Cap. 

10248 

15 

2000-1998 

Regular Keyed Alike Fuel Cap; For Unleaded Fuel 

17522 










2011-2010 

OE Equivalent Fuel Cap 

10841 


2000-1998 


10522 


2011-2010 

Regular Keyed Alike Fuel Cap 

17511 


2000-1996 


10114 


2011-2010 

Regular Keyed Alike Fuel Cap. 

17523 


2000-1996 

OE Type Radiator Cap. 

10231 

16 

2011-2010 

Regular Locking Fuel Cap. 

10523 


2000-1996 

Safety Release Radiator Cap 

10331 

16 

G10 

1997-1996 

OE Equivalent Fuel Cap. 

10817 


V-6 4.3 L 




1997-1996 

Pre-Release Fuel Cap. 

10819 


1995 

OE Equivalent Fuel Cap 

10817 


1997-1996 

Pre-Release Keyed Alike Fuel Cap. 

17501 


1995 

Oil Filler Cap. 

10072 


1997-1996 

Pre-Release Locking Fuel Cap. 

10501 


1995 

Pre-Release Fuel Cap 

10819 


1997-1996 


17591 


1995 

Pre-Release Keyed Alike Fuel Cap. 

. 17501 


1997-1996 


10591 


1995 

Pre-Release Locking Fuel Cap. 

10501 


V-8 8.1 L 



1995 

Regular Keyed Alike Fuel Cap 

. 17591 


2002-2001 

OE Equivalent Fuel Cap 

10836 


1995 

Regular Locking Fuel Cap 

. 10591 


2002-2001 

Oil Filler Cap 

10114 


1995 

OE Type Radiator Cap 

10236 

0 

2002-2001 

Regular Keyed Alike Fuel Cap; For Leaded Fuel 

17506 


1995 

OE Type Radiator Cap 

. 10231 

16 


systems. 



1995 

Safety Release Radiator Cap. 

10331 

16 

2002-2001 

Regular Keyed Alike Fuel Cap; For Unleaded Fuel 
systems. 

17522 


V-8 5.0 L 








1995 

OE Equivalent Fuel Cap 

10817 


2002-2001 

Regular Locking Fuel Cap. 

10522 



Oil Filler Cap. 



2002-2001 

OE Type Radiator Cap 

10231 

16 








1995 

Pre-Release Fuel Cap .. .. 

10819 


2002-2001 

Safety Release Radiator Cap 

10331 

16 









1995 

Prp.RpIpacp Kp\/prl Alikp FiipI Pan 

17501 


Express Cargo j 

1995 

iic rxcicaoc rxcycu aaiiixc i uci uau. 

Pre-Release Locking Fuel Cap 

10501 


V-64.3L 




1995 

Regular Keyed Alike Fuel Cap. 

17591 


2014-2012 

OE Equivalent Fuel Cap 

10834 
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Caps for Passenger Cars and LightTmcks (1995 and Newer) 


Part 

Application Number 


Chevrolet - Continued 


G10-Continued 

V-8 5.0 L - Continued 

1995 Regular Locking Fuel Cap 10591 

1995 OE Type Radiator Cap 10236 

1995 OE Type Radiator Cap 10231 

1995 Safety Release Radiator Cap. 10331 

G20 

V-64.3L 

1995 OE Equivalent Fuel Cap 10817 

1995 Oil Filler Cap. 10072 

1995 Pre-Release Fuel Cap. 10819 

1995 Pre-Release Keyed Alike Fuel Cap. 17501 

1995 Pre-Release Locking Fuel Cap. 10501 

1995 Regular Keyed Alike Fuel Cap. 17591 

1995 Regular Locking Fuel Cap. 10591 

1995 OE Type Radiator Cap 10236 

1995 OE Type Radiator Cap. 10231 

1995 Safety Release Radiator Cap. 10331 

V-8 5.0 L 

1995 OE Equivalent Fuel Cap. 10817 

1995 Oil Filler Cap. 10072 

1995 Pre-Release Fuel Cap. 10819 

1995 Pre-Release Keyed Alike Fuel Cap 17501 

1995 Pre-Release Locking Fuel Cap. 10501 

1995 Regular Keyed Alike Fuel Cap. 17591 

1995 Regular Locking Fuel Cap. 10591 

1995 OE Type Radiator Cap. 10236 

1995 OE Type Radiator Cap. 10231 

1995 Safety Release Radiator Cap. 10331 

V-8 5.7 L 

1995 OE Equivalent Fuel Cap. 10817 

1995 Oil Filler Cap. 10072 

1995 Pre-Release Fuel Cap. 10819 

1995 Pre-Release Keyed Alike Fuel Cap 17501 

1995 Pre-Release Locking Fuel Cap. 10501 

1995 Regular Keyed Alike Fuel Cap 17591 

1995 Regular Locking Fuel Cap 10591 

1995 OE Type Radiator Cap 10236 

1995 OE Type Radiator Cap 10231 

1995 Safety Release Radiator Cap. 10331 

V-8 6.5 L DIESEL 

1995 Diesel Only Fuel Cap; Green 10830D 

1995 Diesel Only Locking Fuel Cap; Green. 10591D 

1995 Diesel Only Pre-Release Fuel Cap; Green 10819D 

1995 Diesel Only Pre-Release Locking Fuel Cap; Green 10501D 

1995 OE Equivalent Fuel Cap. 10817 

1995 Oil Filler Cap. 10066 

1995 Pre-Release Diesel Only Keyed Alike Fuel Cap; Green. 17501D 

1995 Pre-Release Fuel Cap. 10819 

1995 Pre-Release Keyed Alike Fuel Cap. 17501 

1995 Pre-Release Locking Fuel Cap. 10501 

1995 Regular Diesel Only Keyed Alike Fuel Cap; Green. 17591D 

1995 Regular Keyed Alike Fuel Cap. 17591 

1995 Regular Locking Fuel Cap. 10591 

1995 OE Type Radiator Cap 10230 

1995 Safety Release Radiator Cap. 10330 

G30 

V-64.3L 

2002 OE Equivalent Fuel Cap. 10836 

2002 Oil Filler Cap. 10114 


Part 

Application Number PSI 


Chevrolet - Continued 


G30 - Continued 

V-6 4.3 L - Continued 

2002 Regular Keyed Alike Fuel Cap. 17522 

2002 Regular Locking Fuel Cap. 10522 

2002 OE Type Radiator Cap. 10231 16 

2002 Safety Release Radiator Cap. 10331 16 

1996-1995 OE Equivalent Fuel Cap. 10817 

1996-1995 Oil Filler Cap. 10072 

1996-1995 Pre-Release Fuel Cap. 10819 

1996-1995 Pre-Release Keyed Alike Fuel Cap. 17501 

1996-1995 Pre-Release Locking Fuel Cap. 10501 

1996-1995 Regular Keyed Alike Fuel Cap. 17591 

1996-1995 Regular Locking Fuel Cap. 10591 

1996-1995 OE Type Radiator Cap; Not For Recovery Bottle With 10236 0 

Tether. 

1996-1995 OE Type Radiator Cap 10231 16 

1996-1995 Safety Release Radiator Cap. 10331 16 

V-8 5.7 L 

1996-1995 OE Equivalent Fuel Cap. 10817 

1996-1995 Oil Filler Cap. 10072 

1996-1995 Pre-Release Fuel Cap. 10819 

1996-1995 Pre-Release Keyed Alike Fuel Cap. 17501 

1996-1995 Pre-Release Locking Fuel Cap. 10501 

1996-1995 Regular Keyed Alike Fuel Cap. 17591 

1996-1995 Regular Locking Fuel Cap. 10591 

1996-1995 OE Type Radiator Cap; Not For Recovery Bottle With 10236 0 

Tether. 

1996-1995 OE Type Radiator Cap. 10231 16 

1996-1995 Safety Release Radiator Cap. 10331 16 

V-85.7LCNG 

1996-1995 OE Equivalent Fuel Cap. 10817 

1996-1995 Oil Filler Cap. 10072 

1996-1995 Pre-Release Fuel Cap. 10819 

1996-1995 Pre-Release Keyed Alike Fuel Cap. 17501 

1996-1995 Pre-Release Locking Fuel Cap. 10501 

1996-1995 Regular Keyed Alike Fuel Cap. 17591 

1996-1995 Regular Locking Fuel Cap. 10591 

1996-1995 OE Type Radiator Cap. 10231 16 

1996-1995 Safety Release Radiator Cap. 10331 16 

V-8 6.5 L DIESEL 

1996-1995 Diesel Only Fuel Cap; Green. 10830D 

1996-1995 Diesel Only Locking Fuel Cap; Green. 10591D 

1996-1995 Diesel Only Pre-Release Fuel Cap; Green. 10819D 

1996-1995 Diesel Only Pre-Release Locking Fuel Cap; Green. 10501D 

1996-1995 OE Equivalent Fuel Cap. 10817 

1996-1995 Oil Filler Cap. 10066 

1996-1995 Pre-Release Diesel Only Keyed Alike Fuel Cap; Green.. 17501D 

1996-1995 Pre-Release Fuel Cap. 10819 

1996-1995 Pre-Release Keyed Alike Fuel Cap. 17501 

1996-1995 Pre-Release Locking Fuel Cap. 10501 

1996-1995 Regular Diesel Only Keyed Alike Fuel Cap; Green. 17591D 

1996-1995 Regular Keyed Alike Fuel Cap. 17591 

1996-1995 Regular Locking Fuel Cap. 10591 

1996-1995 OE Type Radiator Cap. 10230 16 

1996-1995 Safety Release Radiator Cap. 10330 16 

V-8 7.4 L 

1996-1995 OE Equivalent Fuel Cap. 10817 

1996-1995 Oil Filler Cap. 10105 

1996-1995 Pre-Release Fuel Cap. 10819 

1996-1995 Pre-Release Keyed Alike Fuel Cap. 17501 

1996-1995 Pre-Release Locking Fuel Cap. 10501 


PSI 

■ 

0 

16 

16 

0 

16 

16 

0 

16 

16 

0 

16 

16 

16 

16 
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Caps for Passenger Cars and LightTrucks (1995 and Newer) 


Application 

Part 

Number PSI 

Application 

Part 

Number PSI 

Chevrolet - Continued 


Chevrolet - Continued 



G30 - Continued 

V-8 7.4 L - Continued 

1996-1995 Regular Keyed Alike Fuel Cap 17591 

1996-1995 Regular Locking Fuel Cap 10591 

1996-1995 OE Type Radiator Cap; Not For Recovery Bottle With 10236 0 

Tether. 

1996-1995 OE Type Radiator Cap. 10231 16 

1996-1995 Safety Release Radiator Cap. 10331 16 


Impala - Continued 

V-6 3.4 L - Continued 

2005-2000 OE Equivalent Fuel Cap 10836 

2005-2000 Oil Filler Cap 10099 

2005-2000 Regular Keyed Alike Fuel Cap. 17506 

2005-2000 Regular Locking Fuel Cap 10506 

2003-2000 OE Type Radiator Cap 10231 16 

2003-2000 Safety Release Radiator Cap. 10331 16 


HHR 

4-Cyl 2.0 L 

2010-2008 OE Equivalent Fuel Cap. 10841 

2010-2008 Oil Filler Cap. 10099 

2010-2008 Regular Keyed Alike Fuel Cap. 17511 

2010-2008 Regular Locking Fuel Cap. 10523 

2010- 2008 OE Type Radiator Cap. 10248 15 

4-Cyl 2.2 L 

2008-2006 OE Equivalent Fuel Cap. 10841 

2008-2006 Oil Filler Cap. 10099 

2008-2006 Regular Keyed Alike Fuel Cap. 17511 

2008-2006 Regular Locking Fuel Cap. 10523 

2008-2006 OE Type Radiator Cap. 10248 15 

4-Cyl 2.2 L FLEX 

2011- 2010 Flex Fuel Keyed Alike Fuel Cap; Yellow. 17511Y 

2011-2010 Flex Fuel Regular Fuel Cap; Yellow. 10841Y 

2011-2010 Flex Fuel Regular Locking Fuel Cap; Yellow. 10511Y 

2011-2009 OE Equivalent Fuel Cap. 10841 

2011-2009 Oil Filler Cap 10099 

2011-2009 Regular Keyed Alike Fuel Cap 17511 

2011-2009 Regular Locking Fuel Cap 10523 

2011-2009 OE Type Radiator Cap 10248 15 

4-Cyl 2.4 L 

2008-2006 OE Equivalent Fuel Cap. 10841 

2008-2006 Oil Filler Cap. 10099 

2008-2006 Regular Keyed Alike Fuel Cap. 17511 

2008-2006 Regular Locking Fuel Cap. 10523 

2008-2006 OE Type Radiator Cap 10248 15 

4-Cyl 2.4 L FLEX 

2011-2010 Flex Fuel Keyed Alike Fuel Cap; Yellow 17511Y 

2011-2010 Flex Fuel Regular Fuel Cap; Yellow 10841Y 

2011-2010 Flex Fuel Regular Locking Fuel Cap; Yellow 10511Y 

2011-2009 OE Equivalent Fuel Cap 10841 

2011-2009 Regular Keyed Alike Fuel Cap 17511 

2011-2009 Regular Locking Fuel Cap 10523 

2011-2009 OE Type Radiator Cap 10248 15 

2010-2009 Oil Filler Cap 10099 

Impala 

4-Cyl 2.4 L 

2014 Oil Filler Cap. 10099 

2014 OE Type Radiator Cap. 10271 20 

4-Cyl 2.4 L ELECTRIC/GAS 

2014 OE Equivalent Fuel Cap. 10834 

2014 Regular Keyed Alike Fuel Cap 17504 

2014 Regular Locking Fuel Cap. 10504 

4-Cyl 2.5 L 

2017-2014 OE Equivalent Fuel Cap. 10834 

2017-2014 OE Type Radiator Cap 10271 20 

2016 Flex Fuel Regular Fuel Cap. 10834Y 

2015-2014 Regular Keyed Alike Fuel Cap. 17504 

2015-2014 Regular Locking Fuel Cap. 10504 

V-6 3.4 L 

2005-2004 OE Type Radiator Cap. 10248 15 


V-6 3.5 L 

2010-2006 OE Equivalent Fuel Cap 10841 

2010-2006 Oil Filler Cap 10099 

2010-2006 Regular Keyed Alike Fuel Cap. 17511 

2010-2006 Regular Locking Fuel Cap 10511 

2010- 2006 OE Type Radiator/Coolant Recovery Tank Cap. 10269 18.5 

V-6 3.5 L FLEX 

2011- 2007 Flex Fuel Keyed Alike Fuel Cap; Yellow. 17511Y 

2011-2007 Flex Fuel Regular Fuel Cap; Yellow. 10841Y 

2011-2007 Flex Fuel Regular Locking Fuel Cap; Yellow. 10511Y 

2011-2006 OE Equivalent Fuel Cap. 10841 

2011-2006 Oil Filler Cap. 10099 

2011-2006 Regular Keyed Alike Fuel Cap. 17511 

2011-2006 Regular Locking Fuel Cap 10511 

2011-2006 OE Type Radiator/Coolant Recovery Tank Cap. 10269 18.5 

V-6 3.6 L 

2017-2016 OE Equivalent Fuel Cap. 10834 

2017-2012 OE Type Radiator Cap. 10271 20 

2016 Flex Fuel Regular Fuel Cap. 10834Y 

2015-2012 Oil Filler Cap. 10099 

2014 OE Equivalent Fuel Cap. 10834 

2014 Regular Keyed Alike Fuel Cap. 17504 

2014 Regular Locking Fuel Cap 10504 

2013-2012 OE Equivalent Fuel Cap. 10841 

2013-2012 Regular Keyed Alike Fuel Cap. 17511 

2013-2012 Regular Locking Fuel Cap 10511 

V-6 3.6 L BI-FUEL 

2015 Flex Fuel Keyed Alike Fuel Cap 17504Y 

2015 Flex Fuel Regular Fuel Cap 10834Y 

2015 Flex Fuel Regular Locking Fuel Cap 10504Y 

2015 OE Equivalent Fuel Cap 10834 

2015 Regular Keyed Alike Fuel Cap 17504 

2015 Regular Locking Fuel Cap 10504 

V-6 3.6 L FLEX 

2015-2014 OE Equivalent Fuel Cap 10834 

2015-2014 Regular Keyed Alike Fuel Cap 17504 

2015-2014 Regular Locking Fuel Cap 10504 

2015 Flex Fuel Keyed Alike Fuel Cap 17504Y 

2015 Flex Fuel Regular Fuel Cap. 10834Y 

2015 Flex Fuel Regular Locking Fuel Cap. 10504Y 

2013-2012 Flex Fuel Keyed Alike Fuel Cap. 17511Y 

2013-2012 Flex Fuel Regular Fuel Cap. 10841Y 

2013-2012 Flex Fuel Regular Locking Fuel Cap. 10511Y 

2013-2012 OE Equivalent Fuel Cap. 10841 

2013-2012 Oil Filler Cap. 10099 

2013-2012 Regular Keyed Alike Fuel Cap. 17511 

2013-2012 Regular Locking Fuel Cap 10511 

2013-2012 OE Type Radiator Cap. 10271 20 

V-6 3.8 L 

2005-2004 OE Type Radiator Cap. 10248 15 

2005-2000 OE Equivalent Fuel Cap. 10836 

2005-2000 Oil Filler Cap. 10099 
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Caps for Passenger Cars and LightTmcks (1995 and Newer) 


Application 

Part 

Number 

PSI 

Application 


Part 

Number 

PSI 

Chevrolet - Continued 



Chevrolet - Continued 



Impala 

- Continued 



K1500- 

Continued 



V-6 3.8 L 

Continued 



V-6 4.3 L - 

Continued 



2005-2000 

Regular Keyed Alike Fuel Cap ,, 

17506 


1997-1995 

Pre-Release Locking Fuel Cap. ... 

10501 


2005-2000 

Regular Locking Fuel Cap ,, 

10506 


1997-1995 

Regular Keyed Alike Fuel Cap. 

17591 


2003-2000 

OE Type Radiator Cap. 

10231 

16 

1997-1995 

Regular Locking Fuel Cap. 

10591 


2003-2000 

Safety Release Radiator Cap. 

10331 

16 

V-8 5.0 L 




V-6 3.9 L 




1999-1998 

OE Equivalent Fuel Cap. 

10834 


2007-2006 

OE Equivalent Fuel Cap 

10841 


1999-1998 

Regular Keyed Alike Fuel Cap 

17504 


2007-2006 

Oil Filler Cap. 

10099 


1999-1998 

Regular Locking Fuel Cap. 

10504 


2007-2006 

Regular Keyed Alike Fuel Cap 

17511 


1999-1995 

Oil Filler Cap 

10105 


2007-2006 

Regular Locking Fuel Cap. 

10511 


1999-1995 

OE Type Radiator Cap 

10231 

16 

2007-2006 

OE Type Radiator/Coolant Recovery Tank Cap 

10269 

18.5 

1999-1995 

Safety Release Radiator Cap. 

10331 

16 

V-6 3.9 L 

FLEX 



1997-1995 

OE Equivalent Fuel Cap. 

10817 


2011-2008 

Flex Fuel Keyed Alike Fuel Cap; Yellow. 

17511Y 


1997-1995 

Pre-Release Fuel Cap 

10819 


2011-2008 

Flex Fuel Regular Fuel Cap; Yellow 

10841Y 


1997-1995 

Pre-Release Keyed Alike Fuel Cap 

17501 


2011-2008 

Flex Fuel Regular Locking Fuel Cap; Yellow 

10511Y 


1997-1995 

Pre-Release Locking Fuel Cap 

10501 


2011-2008 

OE Equivalent Fuel Cap 

10841 


1997-1995 

Regular Keyed Alike Fuel Cap. 

17591 


2011-2008 

Oil Filler Cap 

10099 


1997-1995 

Regular Locking Fuel Cap. 

10591 


2011-2008 

Regular Keyed Alike Fuel Cap. 

17511 


V-8 5.7 L 




2011-2008 

Regular Locking Fuel Cap 

10511 


1999-1998 

OE Equivalent Fuel Cap. 

10834 


2011-2008 

OE Type Radiator/Coolant Recovery Tank Cap 

10269 

18.5 

1999-1998 

Regular Keyed Alike Fuel Cap. 

17504 


V-8 5.3 L 




1999-1998 

Regular Locking Fuel Cap. 

10504 


2009-2006 

OE Equivalent Fuel Cap. 

10841 


1999-1995 


10105 


2009-2006 

Oil Filler Cap. 

10099 


1999-1995 

OE Type Radiator Cap 

10231 

16 

2009-2006 

Regular Keyed Alike Fuel Cap. 

17511 


1999-1995 

Safety Release Radiator Cap 

10331 

16 

2009-2006 

Regular Locking Fuel Cap. 

10511 


1997-1995 

OE Equivalent Fuel Cap. 

10817 


2009-2006 

OE Type Radiator/Coolant Recovery Tank Cap. 

10269 

18.5 

1997-1995 

Pre-Release Fuel Cap. 

10819 


V-8 5.7 L 




1997-1995 

Pre-Release Keyed Alike Fuel Cap. 

17501 


1996-1995 

OE Equivalent Fuel Cap. 

10817 


1997-1995 

Pre-Release Locking Fuel Cap. 

10501 


1996-1995 

Oil Filler Cap; W/Notched Oil Cap. 

10099 


1997-1995 

Regular Keyed Alike Fuel Cap. 

17591 


1996-1995 

Oil Filler Cap; W/O Notched Oil Cap. 

10105 


1997-1995 

Regular Locking Fuel Cap. 

10591 


1996-1995 

Pre-Release Fuel Cap. 

10819 


V-8 6.5 L DIESEL 



1996-1995 

Pre-Release Keyed Alike Fuel Cap. 

17501 


1998-1995 

Diesel Only Fuel Cap; Green 

10830D 


1996-1995 

Pre-Release Locking Fuel Cap. 

10501 


1998-1995 


10591D 


1996-1995 

Regular Keyed Alike Fuel Cap. 

17591 


1998-1995 

Diesel Only Pre-Release Fuel Cap; Green. 

10819D 


1996-1995 

Regular Locking Fuel Cap. 

10591 


1998-1995 

Diesel Only Pre-Release Locking Fuel Cap; Green. 

10501D 


1996-1995 

OE Type Radiator Cap 

10239 

15 

1998-1995 

OE Equivalent Fuel Cap. 

10817 


Impala Limited 



1998-1995 

Pre-Release Diesel Only Keyed Alike Fuel Cap; Green.. 

17501D 


V-6 3.6 L 




1998-1995 

Pre-Release Fuel Cap. 

10819 


2016-2014 

OE Type Radiator Cap. 

10271 

20 

1998-1995 

Pre-Release Keyed Alike Fuel Cap 

17501 


2016 

OE Equivalent Fuel Cap . 

10841 


1998-1995 

Pre-Release Locking Fuel Cap 

10501 


2015-2014 

Oil Filler Cap. 

10099 


1998-1995 

Regular Diesel Only Keyed Alike Fuel Cap; Green. 

17591D 


V-6 3.6 L 

FLEX 



1998-1995 

Regular Keyed Alike Fuel Cap. 

17591 


2015 

OE Equivalent Fuel Cap. 

10841 


1998-1995 

Regular Locking Fuel Cap. 

10591 


2015 

Regular Keyed Alike Fuel Cap 

17511 


1998-1995 


10230 

16 

2015 

Regular Locking Fuel Cap. 

10511 


1998-1995 


10330 

16 

2014 

OE Equivalent Fuel Cap 

10834 


1998 

Oil Filler Cap. 

10099 


2014 

Regular Keyed Alike Fuel Cap 

17504 


1997 

Oil Filler Cap; W/Metal Oil Cap 

10066 


2014 

Regular Locking Fuel Cap. 

10504 


1997 

Oil Filler Cap; W/O Metal Oil Cap 

10099 


K1500 

1996-1995 

Oil Filler Cap. 

10066 


V-6 4.3 L 




K1500 Suburban 



1998-1997 

OE Equivalent Fuel Cap 

10834 


V-8 5.7 L 




1998-1997 

Regular Keyed Alike Fuel Cap 

17504 


1999-1998 

OE Equivalent Fuel Cap. 

10834 


1998-1997 

Regular Locking Fuel Cap 

10504 


1999-1998 

Regular Keyed Alike Fuel Cap. 

17504 


1998-1995 

Oil Filler Cap 

10099 


1999-1998 

Regular Locking Fuel Cap. 

10504 


1998-1995 

OE Type Radiator Cap. 

10231 

16 

1999-1995 


10105 


1998-1995 

Safety Release Radiator Cap. 

10331 

16 

1999-1995 

OE Type Radiator Cap. . 

10231 

16 

1997-1995 

OE Equivalent Fuel Cap 

10817 


1999-1995 

Safety Release Radiator Cap 

10331 

16 

1997-1995 

Pre-Release Fuel Cap 

10819 


1997-1995 

OE Equivalent Fuel Cap 

10817 


1997-1995 

Pre-Release Keyed Alike Fuel Cap 

17501 


1997-1995 

Pre-Release Fuel Cap.. 

10819 
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Caps for Passenger Cars and LightTrucks (1995 and Newer) 


Application 

Part 

Number 

PSI 

Application 


Part 

Number 

PSI 

Chevrolet - Continued 



Chevrolet - Continued 



K1500 Suburban - Continued 

K2500- 

Continued 



V-8 5.7L- 

Continued 



V-8 5.7 L - 

Continued 



1997-1995 

Pre-Release Keyed Alike Fuel Cap. 

17501 


2000-1998 

Regular Keyed Alike Fuel Cap. 

17504 


1997-1995 

Pre-Release Locking Fuel Cap 

10501 


2000-1998 

Regular Locking Fuel Cap. 

10504 


1997-1995 

Regular Keyed Alike Fuel Cap. 

17591 


2000-1995 

Oil Filler Cap 

10105 


1997-1995 

Reaular Locklna Fuel CaD 

10591 


2000-1995 

OE Type Radiator Cap 

10231 

16 

V-8 6.5 L DIESEL 



2000-1995 

Safety Release Radiator Cap. 

10331 

16 

1999-1998 

Oil Filler Cap 

10099 


1997-1995 

OE Equivalent Fuel Cap. 

10817 


1999-1995 

Diesel Only Fuel Cap; Green 

10830D 


1997-1995 


10819 


1999-1995 

Diesel Only Locking Fuel Cap; Green 

10591D 


1997-1995 

Pre-Release Keyed Alike Fuel Cap. 

17501 


1999-1995 

Diesel Only Pre-Release Fuel Cap; Green. 

10819D 


1997-1995 

Pre-Release Locking Fuel Cap. 

10501 


1999-1995 

Diesel Only Pre-Release Locking Fuel Cap; Green 

10501D 


1997-1995 

Regular Keyed Alike Fuel Cap 

17591 


1999-1995 

OE Equivalent Fuel Cap 

10817 


1997-1995 

Regular Locking Fuel Cap. 

10591 


1999-1995 

Pre-Release Diesel Only Keyed Alike Fuel Cap; Green. 

17501D 


V-8 5.7LCNG 



1999-1995 

Pre-Release Fuel Cap. 

10819 


1996 

OE Equivalent Fuel Cap 

10817 


1999-1995 

Pre-Release Keyed Alike Fuel Cap. 

17501 


1996 

Oil Filler Cap. 

10105 


1999-1995 

Pre-Release Locking Fuel Cap 

10501 


1996 

Pre-Release Fuel Cap 

10819 


1999-1995 

Regular Diesel Only Keyed Alike Fuel Cap; Green 

17591D 


1996 

Pre-Release Keyed Alike Fuel Cap 

17501 


1999-1995 

Regular Keyed Alike Fuel Cap. 

17591 


1996 

Pre-Release Locking Fuel Cap. 

10501 


1999-1995 

Regular Locking Fuel Cap. 

10591 


1996 

Regular Keyed Alike Fuel Cap. 

17591 


1999-1995 

OE Type Radiator Cap. 

10230 

16 

1996 

Regular Locking Fuel Cap. 

10591 


1999-1995 

Safety Release Radiator Cap. 

10330 

16 

1996 

OE Type Radiator Cap. 

10231 

16 

1997 

Oil Filler Cap; W/Metal Oil Cap. 

10066 


1996 

Safetv Release Radiator CaD 

10331 

16 

1997 

Oil Filler Cap; W/O Metal Oil Cap. 

10099 


V-8 6.5 L DIESEL 



1996-1995 

Oil Filler Cap. 

10066 


2000-1998 

Oil Filler Cap. 

10099 


K2500 




2000-1995 

Diesel Only Fuel Cap; Green. 

10830D 


V-64.3L 




2000-1995 

Diesel Only Locking Fuel Cap; Green. 

10591D 


1995 

OE Equivalent Fuel Cap. 

10817 


2000-1995 

Diesel Only Pre-Release Fuel Cap; Green. 

10819D 


1995 

Oil Filler Cap. 

10099 


2000-1995 

Diesel Only Pre-Release Locking Fuel Cap; Green.. . 

10501D 


1995 

Pre-Release Fuel Cap. 

10819 


2000-1995 

Pre-Release Diesel Only Keyed Alike Fuel Cap; Green 

17501D 


1995 

Pre-Release Keyed Alike Fuel Cap. 

17501 


2000-1995 

Pre-Release Fuel Cap. 

10819 


1995 


10501 


2000-1995 

Pre-Release Keyed Alike Fuel Cap 

17501 


1995 

Regular Keyed Alike Fuel Cap 

17591 


2000-1995 

Pre-Release Locking Fuel Cap. 

10501 


1995 

Regular Locking Fuel Cap. 

10591 


2000-1995 

Regular Diesel Only Keyed Alike Fuel Cap; Green. 

17591D 


1995 


10231 

16 

2000-1995 

Regular Keyed Alike Fuel Cap 

17591 


1995 


10331 

16 

2000-1995 

Regular Locking Fuel Cap 

10591 


V-8 5.0 L 




2000-1995 

OE Type Radiator Cap. 

10230 

16 

1998-1997 


10105 


2000-1995 

Safety Release Radiator Cap 

10330 

16 

1998-1997 


10231 

16 

2000 

OE Equivalent Fuel Cap 

10830 


1998-1997 

Safety Release Radiator Cap 

10331 

16 

1999-1995 

OE Equivalent Fuel Cap 

10817 


1998 

OE Equivalent Fuel Cap 

10834 


1997 

Oil Filler Cap; W/Metal Oil Cap 

10066 


1998 


17504 


1997 

Oil Filler Cap; W/O Metal Oil Cap 

10099 


1998 


10504 


1996-1995 

Oil Filler Cap. 

10066 


1997 

OE Equivalent Fuel Cap 

10817 


V-8 7.4 L 




1997 

Pre-Release Fuel Cap. 

10819 


2000-1998 

OE Equivalent Fuel Cap 

10834 


1997 


17501 


2000-1998 

Regular Keyed Alike Fuel Cap. 

17504 


1997 


10501 


2000-1998 

Regular Locking Fuel Cap. 

10504 


1997 


17591 


2000-1996 

Oil Filler Cap 

10114 


1997 


10591 


2000-1995 

OE Type Radiator Cap. 

10231 

16 

1995 

OE Equivalent Fuel Cap. 

10817 


2000-1995 

Safety Release Radiator Cap. 

10331 

16 

1995 

Oil Filler Cap. 

10105 


1997-1995 

OE Equivalent Fuel Cap. 

10817 


1995 

Pre-Release Fuel Cap. 

10819 


1997-1995 

Pre-Release Fuel Cap. 

10819 


1995 


17501 


1997-1995 

Pre-Release Keyed Alike Fuel Cap. 

17501 


1995 


10501 


1997-1995 

Pre-Release Locking Fuel Cap. 

10501 


1995 

Regular Keyed Alike Fuel Cap. 

17591 


1997-1995 

Regular Keyed Alike Fuel Cap. 

17591 


1995 

Regular Locking Fuel Cap. 

10591 


1997-1995 

Regular Locking Fuel Cap. 

10591 


1995 

OE Type Radiator Cap. 

10231 

16 

1995 

Oil Filler Cap. 

10105 


1995 

Safety Release Radiator Cap . 

10331 

16 

K2500 Suburban 



V-8 5.7 L 




V-8 5.7 L 




2000-1998 

OE Equivalent Fuel Cap. 

10834 


1999-1998 

OE Equivalent Fuel Cap. 

10834 
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Caps for Passenger Cars and LightTmcks (1995 and Newer) 


Application 

Part 

Number 

PSI 

Application 


Part 

Number 

PSI 

Chevrolet - Continued 



Chevrolet - Continued 



K2500 Suburban - Continued 

K3500 - 

Continued 



V-8 5.7L- 

Continued 



V-8 5.7 L - 

Continued 



1999-1998 

Regular Keyed Alike Fuel Cap. 

17504 


1997-1995 

Reaular Lockina Fuel CaD 

10591 


1999-1998 

Regular Locking Fuel Cap ,, 

10504 


V-8 6.5 L DIESEL 



1999-1995 

Oil Filler Cap 

10105 


2000-1998 

Oil Filler Cap. 

10099 


1999-1995 


10231 

16 

2000-1995 

Diesel Only Fuel Cap; Green 

10830D 


1999-1995 

Safety Release Radiator Cap. 

10331 

16 

2000-1995 

Diesel Only Locking Fuel Cap; Green 

10591D 


1997-1995 

OE Equivalent Fuel Cap 

10817 


2000-1995 

Diesel Only Pre-Release Fuel Cap; Green 

10819D 


1997-1995 

Pre-Release Fuel Cap 

10819 


2000-1995 

Diesel Only Pre-Release Locking Fuel Cap; Green. 

10501D 


1997-1995 

Pre-Release Keyed Alike Fuel Cap 

17501 


2000-1995 

Pre-Release Diesel Only Keyed Alike Fuel Cap; Green. 

17501D 


1997-1995 

Pre-Release Lockinq Fuel Cap 

10501 


2000-1995 

Pre-Release Fuel Cap 

10819 


1997-1995 


17591 


2000-1995 

Pre-Release Keyed Alike Fuel Cap 

17501 


1997-1995 

Reaular Lockina Fuel CaD 

10591 


2000-1995 

Pre-Release Locking Fuel Cap 

10501 


V-8 6.5 L DIESEL 



2000-1995 

Regular Diesel Only Keyed Alike Fuel Cap; Green 

17591D 


1999-1998 

Oil Filler Cap 

10099 


2000-1995 

Regular Keyed Alike Fuel Cap 

17591 


1999-1995 

Diesel Only Fuel Cap; Green 

10830D 


2000-1995 

Regular Locking Fuel Cap. 

10591 


1999-1995 

Diesel Only Locking Fuel Cap; Green. 

10591D 


2000-1995 

OE Type Radiator Cap 

10230 

16 

1999-1995 

Diesel Only Pre-Release Fuel Cap; Green 

10819D 


2000-1995 

Safety Release Radiator Cap. 

10330 

16 

1999-1995 

Diesel Only Pre-Release Locking Fuel Cap; Green. 

10501D 


2000 

OE Equivalent Fuel Cap. 

10830 


1999-1995 

OE Equivalent Fuel Cap. 

10817 


1999-1995 

OE Equivalent Fuel Cap. 

10817 


1999-1995 

Pre-Release Diesel Only Keyed Alike Fuel Cap; Green.. 

17501D 


1997 

Oil Filler Cap; W/Metal Oil Cap. 

10066 


1999-1995 

Pre-Release Fuel Cap. 

10819 


1997 

Oil Filler Cap; W/O Metal Oil Cap. 

10099 


1999-1995 

Pre-Release Keyed Alike Fuel Cap. 

17501 


1996-1995 

Oil Filler Cap. 

10066 


1999-1995 

Pre-Release Locking Fuel Cap. 

10501 


V-8 7.4 L 




1999-1995 

Regular Diesel Only Keyed Alike Fuel Cap; Green. 

17591D 


2000-1998 

OE Equivalent Fuel Cap. 

10834 


1999-1995 

Regular Keyed Alike Fuel Cap. 

17591 


2000-1998 

Regular Keyed Alike Fuel Cap. 

17504 


1999-1995 

Regular Locking Fuel Cap. 

10591 


2000-1998 

Regular Locking Fuel Cap. 

10504 


1999-1995 


10230 

16 

2000-1996 

Oil Filler Cap. 

10114 


1999-1995 


10330 

16 

2000-1995 

OE Type Radiator Cap. 

10231 

16 

1997 


10066 


2000-1995 

Safety Release Radiator Cap. 

10331 

16 

1997 

Oil Filler Cap; W/O Metal Oil Cap .. 

10099 


1997-1995 

OE Equivalent Fuel Cap. 

10817 


1996-1995 

Oil Filler Cap 

10066 


1997-1995 

Pre-Release Fuel Cap. 

10819 


V-8 7.4 L 




1997-1995 

Pre-Release Keyed Alike Fuel Cap 

17501 


1999-1998 

OE Equivalent Fuel Cap. 

10834 


1997-1995 

Pre-Release Locking Fuel Cap 

10501 


1999-1998 

Regular Keyed Alike Fuel Cap 

17504 


1997-1995 

Regular Keyed Alike Fuel Cap 

17591 


1999-1998 

Regular Locking Fuel Cap 

10504 


1997-1995 

Regular Locking Fuel Cap. 

10591 


1999-1996 

Oil Filler Cap. 

10114 


1995 

Oil Filler Cap 

10105 


1999-1995 

OE Type Radiator Cap 

10231 

16 

LLV 1 

1999 

OE Type Radiator Cap 

10248 

15 

4-Cyl 2.2 L 




1998-1995 

Safety Release Radiator Cap 

10331 

16 

1995 


10817 


1997-1995 

OE Equivalent Fuel Cap. 

10817 


1995 

Oil Filler Cap. 

10128 


1997-1995 

Pre-Release Fuel Cap 

10819 


1995 

Pre-Release Fuel Cap. 

10819 


1997-1995 

Pre-Release Keyed Alike Fuel Cap 

17501 


1995 

Pre-Release Keyed Alike Fuel Cap 

17501 


1997-1995 

Pre-Release Locking Fuel Cap 

10501 


1995 

Pre-Release Lockinq Fuel Cap 

10501 


1997-1995 

Regular Keyed Alike Fuel Cap 

17591 


1995 

Regular Keyed Alike Fuel Cap. 

17591 


1997-1995 

Regular Locking Fuel Cap 

10591 


1995 

Regular Locking Fuel Cap. 

10591 


1995 

Oil Filler Cap 

10105 


1995 

OE Type Radiator Cap 

10236 

0 

K3500 




1995 

OE Type Radiator Cap 

10231 

16 

V-8 5.7 L 




1995 

Safety Release Radiator Cap.. 

10331 

16 

2000-1998 

OE Equivalent Fuel Cap. 

10834 


Lumina 




2000-1998 

Regular Keyed Alike Fuel Cap. 

17504 


V-6 3.1 L 




2000-1998 

Regular Locking Fuel Cap. 

10504 


2001-1997 

OE Equivalent Fuel Cap. 

10836 


2000-1995 

Oil Filler Cap. 

10105 


2001-1997 

Regular Keyed Alike Fuel Cap. 

17506 


2000-1995 

OE Type Radiator Cap. 

10231 

16 

2001-1997 


10506 


2000-1995 

Safety Release Radiator Cap. 

10331 

16 

2001-1995 


10099 


1997-1995 

OE Equivalent Fuel Cap. 

10817 


2001-1995 

OE Type Radiator Cap. .. 

10231 

16 

1997-1995 

Pre-Release Fuel Cap. 

10819 


2001-1995 

Safety Release Radiator Cap 

10331 

16 

1997-1995 

Pre-Release Keyed Alike Fuel Cap 

17501 


1996-1995 

OE Equivalent Fuel Cap 

10817 


1997-1995 

Pre-Release Locking Fuel Cap. 

10501 


1996-1995 

Pre-Release Fuel Cap 

10819 


1997-1995 

Regular Keyed Alike Fuel Cap 

17591 


1996-1995 

Pre-Release Keyed Alike Fuel Cap 

17501 
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Caps for Passenger Cars and LightTrucks (1995 and Newer) 


Application 

Part 

Number 

PSI 

Application 

Part 

Number 

PSI 

Chevrolet - Continued 



Chevrolet - Continued 



Lumina 

- Continued 



Lumina Van 1 

V-6 3.1 L- 

Continued 



V-6 3.8 L - Continued 



1996-1995 

Pre-Release Locking Fuel Cap. 

10501 


1995 OE Equivalent Fuel Cap 

10817 


1996-1995 

Regular Keyed Alike Fuel Cap. 

17591 


1995 Oil Filler Cap 

10099 


1996-1995 

Regular Locking Fuel Cap. 

10591 


1995 Pre-Release Fuel Cap. 

10819 


V-6 3.4 L 




1995 Pre-Release Keyed Alike Fuel Cap. 

17501 


1997-1995 

OE Type Radiator Cap 

10231 

16 


10501 


1997-1995 

Safety Release Radiator Cap 

10331 

16 


17591 


1997 

OE Equivalent Fuel Cap 

10836 



10591 


1997 

Oil Filler Cap 

10099 



10231 

16 

1997 

Regular Keyed Alike Fuel Cap 

17506 


1995 Safety Release Radiator Cap. 

. 10331 

16 

1997 

Regular Locking Fuel Cap. 

10506 


Malibu 



1996-1995 

OE Equivalent Fuel Cap 

10817 


4-Cyl 1.5 L 



1996-1995 

Pre-Release Fuel Cap. 

10819 


2017-2016 OE Type Radiator Cap. 

10271 

20 

1996-1995 

Pre-Release Keyed Alike Fuel Cap. 

17501 


2016 OE Equivalent Fuel Cap 

10834 


1996-1995 

Pre-Release Locking Fuel Cap 

10501 


4-Cyl 1.8 L 



1996-1995 

Regular Keyed Alike Fuel Cap 

. 17591 


2017-2016 OE Type Radiator Cap. 

10271 

20 

1996-1995 

Regular Locking Fuel Cap. 

10591 


2016 OE Equivalent Fuel Cap 

10834 


V-6 3.8 L 




4-Cyl 2.0 L 



1999-1998 

OE Equivalent Fuel Cap 

. 10836 


2017-2013 OE Type Radiator Cap 

10271 

20 

1999-1998 

Oil Filler Cap 

10099 


2016-2013 OE Equivalent Fuel Cap 

10834 


1999-1998 

Regular Keyed Alike Fuel Cap. 

17506 


2015-2013 Regular Keyed Alike Fuel Cap 

. 17504 


1999-1998 

Regular Locking Fuel Cap. 

. 10506 


2015-2013 Regular Locking Fuel Cap 

. 10504 


1999-1998 

OE Type Radiator Cap. 

10231 

16 

4-Cyl 2.2 L 



1999-1998 

Safetv Release Radiator CaD 

10331 

16 

2008-2004 OE Equivalent Fuel Cap 

10841 


Lumina APV 



2008-2004 Oil Filler Cap 

. 10099 


V-6 3.1 L 




2008-2004 Regular Keyed Alike Fuel Cap. 

17511 


1995 

OE Equivalent Fuel Cap. 

. 10817 


2008-2004 Regular Locking Fuel Cap. 

10511 


1995 


10072 


2008-2004 OE Type Radiator Cap. 

10248 

15 

1995 

Pre-Release Fuel Cap. 

10819 


4-Cyl 2.4 L 



1995 


17501 


2014-2013 OE Type Radiator Cap. 

10271 

20 

1995 

Pre-Release Locking Fuel Cap. 

10501 


2014 Oil Filler Cap. 

10099 


1995 

Regular Keyed Alike Fuel Cap. 

17591 


2012-2008 OE Equivalent Fuel Cap. 

10841 


1995 

Regular Locking Fuel Cap. 

10591 


2012-2008 Oil Filler Cap. 

10099 


1995 

OE Type Radiator Cap. 

10236 

0 

2012-2008 Regular Keyed Alike Fuel Cap. 

17511 


1995 

OE Type Radiator Cap. 

10231 

16 

2012-2008 Regular Locking Fuel Cap. 

10511 


1995 


10331 

16 

2012-2008 OE Type Radiator Cap. 

. 10248 

15 

V-6 3.4 L 




1999-1997 OE Equivalent Fuel Cap. 

10836 


1996 

OE Equivalent Fuel Cap 

10817 


1999-1997 Oil Filler Cap. 

10105 


1996 


10099 


1999-1997 Regular Keyed Alike Fuel Cap. 

17506 


1996 

Pre-Release Fuel Cap 

10819 


1999-1997 Regular Locking Fuel Cap. 

10506 


1996 


17501 


1999 OE Type Radiator Cap. 

10248 

15 

1996 


10501 


1998-1997 OE Type Radiator Cap. 

10239 

15 

1996 

Regular Keyed Alike Fuel Cap 

17591 


4-Cyl 2.4 L ELECTRIC/GAS 



1996 


10591 


2014-2013 OE Equivalent Fuel Cap 

10834 


1996 


10236 

0 

2014-2013 Regular Keyed Alike Fuel Cap 

17504 


1996 

OE Type Radiator Cap 

10231 

16 

2014-2013 Regular Locking Fuel Cap 

10504 


1996 

Safety Release Radiator Cap 

10331 

16 

2013 Oil Filler Cap 

10099 


V-6 3.8 L 




2009-2008 OE Equivalent Fuel Cap 

10841 


1995 

OE Equivalent Fuel Cap 

. 10817 


2009-2008 Oil Filler Cap 

10099 


1995 

Oil Filler Cap 

10099 


2009-2008 Regular Keyed Alike Fuel Cap 

17511 


1995 

Pre-Release Fuel Cap. 

. 10819 


2009-2008 Regular Locking Fuel Cap 

10511 


1995 

Pre-Release Keyed Alike Fuel Cap.. . 

17501 


2009-2008 OE Type Radiator Cap. 

10248 

15 

1995 

Pre-Release Locking Fuel Cap. 

. 10501 


4-Cyl 2.4 L FLEX 



1995 

Regular Keyed Alike Fuel Cap 

17591 


2012-2010 OE Equivalent Fuel Cap 

10841 


1995 

Regular Locking Fuel Cap. 

10591 


2012-2010 Oil Filler Cap 

. 10099 


1995 

OE Type Radiator Cap 

10236 

0 

2012-2010 Regular Keyed Alike Fuel Cap 

. 17511 


1995 

OE Type Radiator Cap 

10231 

16 

2012-2010 Regular Locking Fuel Cap 

. 10511 


1995 

Safety Release Radiator Cap 

10331 

16 

2012-2010 OE Type Radiator Cap 

10248 

15 





2012 Flex Fuel Keyed Alike Fuel Cap 

. 17511Y 
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Caps for Passenger Cars and LightTmcks (1995 and Newer) 


Part 

Application Number 


Chevrolet - Continued 


Malibu - Continued 

4-Cyl 2.4 L FLEX-Continued 

2012 Flex Fuel Regular Fuel Cap 10841Y 

2012 Flex Fuel Regular Locking Fuel Cap. 10511Y 

2011-2010 Flex Fuel Keyed Alike Fuel Cap; Yellow 17511Y 

2011-2010 Flex Fuel Regular Fuel Cap; Yellow 10841Y 

2011- 2010 Flex Fuel Regular Locking Fuel Cap; Yellow 10511Y 

4-Cyl 2.5 L 

2015-2013 OE Equivalent Fuel Cap 10834 

2015-2013 Regular Keyed Alike Fuel Cap. 17504 

2015-2013 Regular Locking Fuel Cap 10504 

2015-2013 OE Type Radiator Cap. 10271 

2013 Oil Filler Cap. 10099 

V-6 3.1 L 

2003-1999 OE Type Radiator Cap 10248 

2003-1997 OE Equivalent Fuel Cap. 10836 

2003-1997 Oil Filler Cap. 10099 

2003-1997 Regular Keyed Alike Fuel Cap. 17506 

2003-1997 Regular Locking Fuel Cap. 10506 

1998-1997 OE Type Radiator Cap 10239 

V-6 3.5 L 

2010-2004 OE Equivalent Fuel Cap. 10841 

2010-2004 Oil Filler Cap. 10099 

2010-2004 Regular Keyed Alike Fuel Cap. 17511 

2010-2004 Regular Locking Fuel Cap. 10511 

2010-2004 OE Type Radiator Cap 10248 

V-6 3.5 L FLEX 

2010-2009 OE Equivalent Fuel Cap. 10841 

2010-2009 Oil Filler Cap. 10099 

2010-2009 Regular Keyed Alike Fuel Cap. 17511 

2010-2009 Regular Locking Fuel Cap. 10511 

2010-2009 OE Type Radiator Cap 10248 

2010 Flex Fuel Keyed Alike Fuel Cap; Yellow. 17511Y 

2010 Flex Fuel Regular Fuel Cap; Yellow. 10841Y 

2010 Flex Fuel Regular Locking Fuel Cap; Yellow 10511Y 

V-6 3.6 L 

2012- 2008 OE Equivalent Fuel Cap. 10841 

2012-2008 Oil Filler Cap. 10099 

2012-2008 Regular Keyed Alike Fuel Cap. 17511 

2012-2008 Regular Locking Fuel Cap 10511 

2012-2008 OE Type Radiator Cap 10248 

V-6 3.9 L 

2007-2006 OE Equivalent Fuel Cap 10841 

2007-2006 Oil Filler Cap 10099 

2007-2006 Regular Keyed Alike Fuel Cap 17511 

2007-2006 Regular Locking Fuel Cap 10511 

2007-2006 OE Type Radiator Cap 10248 

Malibu Limited 

4-Cyl 2.5 L 

2016 OE Equivalent Fuel Cap 10834 

2016 OE Type Radiator Cap 10271 

Metro 

3- Cyl 1.0 L 

2000-1998 OE Equivalent Fuel Cap. 10825 

2000-1998 Oil Filler Cap 10081 

2000-1998 Regular Keyed Alike Fuel Cap. 17595 

2000-1998 Regular Locking Fuel Cap 10595 

2000- 1998 OE Type Radiator Cap. 10242 

4- Cyl 1.3 L 

2001- 1998 OE Equivalent Fuel Cap. 10825 


Part 

Application Number PSI 


Chevrolet - Continued 


Metro - Continued 

4-Cyl 1.3 L - Continued 

2001-1998 Oil Filler Cap. 10081 

2001-1998 Regular Keyed Alike Fuel Cap 17595 

2001-1998 Regular Locking Fuel Cap 10595 

2001-1998 OE Type Radiator Cap. 10242 16 

Monte Carlo 

V-6 3.1 L 

1999-1997 OE Equivalent Fuel Cap. 10836 

1999-1997 Regular Keyed Alike Fuel Cap. 17506 

1999-1997 Regular Locking Fuel Cap. 10506 

1999-1995 Oil Filler Cap. 10099 

1999-1995 OE Type Radiator Cap. 10231 16 

1999-1995 Safety Release Radiator Cap. 10331 16 

1996-1995 OE Equivalent Fuel Cap. 10817 

1996-1995 Pre-Release Fuel Cap. 10819 

1996-1995 Pre-Release Keyed Alike Fuel Cap. 17501 

1996-1995 Pre-Release Locking Fuel Cap. 10501 

1996-1995 Regular Keyed Alike Fuel Cap. 17591 

1996- 1995 Regular Locking Fuel Cap. 10591 

V-6 3.4 L 

2005-2004 OE Type Radiator Cap. 10248 15 

2005-2000 OE Equivalent Fuel Cap. 10836 

2005-2000 Oil Filler Cap. 10099 

2005-2000 Regular Keyed Alike Fuel Cap. 17506 

2005-2000 Regular Locking Fuel Cap. 10506 

2003-2000 OE Type Radiator Cap. 10231 16 

2003-2000 Safety Release Radiator Cap. 10331 16 

1997- 1995 OE Type Radiator Cap. 10231 16 

1997-1995 Safety Release Radiator Cap. 10331 16 

1997 OE Equivalent Fuel Cap. 10836 

1997 Regular Keyed Alike Fuel Cap. 17506 

1997 Regular Locking Fuel Cap. 10506 

1996-1995 OE Equivalent Fuel Cap. 10817 

1996-1995 Pre-Release Fuel Cap. 10819 

1996-1995 Pre-Release Keyed Alike Fuel Cap. 17501 

1996-1995 Pre-Release Locking Fuel Cap. 10501 

1996-1995 Regular Keyed Alike Fuel Cap. 17591 

1996-1995 Regular Locking Fuel Cap. 10591 

V-6 3.5 L 

2007-2006 OE Equivalent Fuel Cap. 10841 

2007-2006 Oil Filler Cap. 10099 

2007-2006 Regular Keyed Alike Fuel Cap. 17511 

2007-2006 Regular Locking Fuel Cap. 10511 

2007-2006 OE Type Radiator/Coolant Recovery Tank Cap. 10269 18.5 

V-6 3.5 L FLEX 

2007-2006 OE Equivalent Fuel Cap. 10841 

2007-2006 Oil Filler Cap. 10099 

2007-2006 Regular Keyed Alike Fuel Cap. 17511 

2007-2006 Regular Locking Fuel Cap. 10511 

2007-2006 OE Type Radiator/Coolant Recovery Tank Cap. 10269 18.5 

2007 Flex Fuel Keyed Alike Fuel Cap; Yellow. 17511Y 

2007 Flex Fuel Regular Fuel Cap; Yellow. 10841Y 

2007 Flex Fuel Regular Locking Fuel Cap; Yellow. 10511Y 

V-6 3.8 L 

2005-2004 OE Type Radiator Cap. 10248 15 

2005-1998 OE Equivalent Fuel Cap. 10836 

2005-1998 Oil Filler Cap. 10099 

2005-1998 Regular Keyed Alike Fuel Cap. 17506 

2005-1998 Regular Locking Fuel Cap. 10506 


PSI 

■ 

20 

15 

15 

15 

15 

15 

15 

20 

16 
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Caps for Passenger Cars and LightTrucks (1995 and Newer) 


Application 


Part 

Number 

PSI 

Application 


Part 

Number 

PSI 

Chevrolet - Continued 



Chevrolet - Continued 



Monte Carlo - Continued 

P30 - Continued 1 

V-6 3.8L- 

Continued 



V-8 5.7 L - 

Continued 



2003-1998 

OE Type Radiator Cap. 

10231 

16 

1997-1995 

OE Equivalent Fuel Cap 

10817 


2003-1998 

Safety Release Radiator Cap . 

10331 

16 

1997-1995 

Pre-Release Fuel Cap. 

10819 


V-6 3.9 L 




1997-1995 

Pre-Release Keyed Alike Fuel Cap. 

17501 


2006 

OE Equivalent Fuel Cap 

10841 


1997-1995 


10501 


2006 

Oil Filler Cap 

10099 


1997-1995 


17591 


2006 

Regular Keyed Alike Fuel Cap 

17511 


1997-1995 

Regular Locking Fuel Cap. 

10591 


2006 

Regular Locking Fuel Cap. 

10511 


1996-1995 


10236 

0 

2006 

OE Type Radiator/Coolant Recovery Tank Cap 

10269 

18.5 

1995 

Oil Filler Cap 

10066 


V-8 5.3L 




V-8 6.5 L DIESEL 



2007-2006 

OE Equivalent Fuel Cap 

10841 


1999-1998 

OE Equivalent Fuel Cap 

10836 


2007-2006 

Oil Filler Cap 

10099 


1999-1998 

Oil Filler Cap. 

10099 


2007-2006 

Regular Keyed Alike Fuel Cap. 

17511 


1999-1998 

Regular Keyed Alike Fuel Cap 

17506 


2007-2006 

Regular Locking Fuel Cap. 

10511 


1999-1998 

Regular Locking Fuel Cap. 

10506 


2007-2006 

OE Type Radiator/Coolant Recovery Tank Cap. 

10269 

18.5 

1999-1995 

Oil Filler Cap. 

10066 


Optra 




1999-1995 

OE Type Radiator Cap 

10230 

16 

4-Cyl 2.0 L 




1999-1995 

Safety Release Radiator Cap 

10330 

16 

2007-2004 

OE Equivalent Fuel Cap 

10841 


1997-1996 

OE Equivalent Fuel Cap. 

10830 


2007-2004 

Oil Filler Cap 

10140 


1997-1995 

Diesel Only Fuel Cap; Green. 

10830D 


2007-2004 

Regular Keyed Alike Fuel Cap 

17511 


1997-1995 

Diesel Only Locking Fuel Cap; Green. 

10591D 


2007-2004 

Regular Locking Fuel Cap. 

10511 


1997-1995 

Diesel Only Pre-Release Fuel Cap; Green. 

10819D 


2007-2004 

OE Type Radiator Cap 

10259 

20 

1997-1995 

Diesel Only Pre-Release Locking Fuel Cap; Green. 

10501D 


Orlando 




1997-1995 

Pre-Release Diesel Only Keyed Alike Fuel Cap; Green.. 

17501D 


4-Cyl 2.4 L 




1997-1995 

Pre-Release Fuel Cap. 

10819 


2014-2012 

Oil Filler Cap 

10099 


1997-1995 

Pre-Release Keyed Alike Fuel Cap. 

17501 


2014-2012 

OE Type Radiator Cap. 

10271 

20 

1997-1995 

Pre-Release Locking Fuel Cap. 

10501 


2013-2012 

OE Equivalent Fuel Cap. 

10834 


1997-1995 

Regular Diesel Only Keyed Alike Fuel Cap; Green. 

17591D 


2013-2012 


17504 


1997-1995 

Regular Keyed Alike Fuel Cap. 

17591 


2013-2012 

Regular Locking Fuel Cap. 

10504 


1997-1995 

Regular Locking Fuel Cap. 

10591 


4-Cyl 2.4 L 

FLEX 



1995 

OE Equivalent Fuel Cap 

10817 


2014 

OE Equivalent Fuel Cap; Full Turn Cap. 

10834 


V-8 7.4 L 




2014 

OE Equivalent Fuel Cap; Quarter Turn Cap. 

10841 


1999-1998 

OE Equivalent Fuel Cap 

10836 


2014 


17504 


1999-1998 

Regular Keyed Alike Fuel Cap 

17506 


2014 


17511 


1999-1998 

Regular Locking Fuel Cap 

10506 


2014 


10504 


1999-1996 

Oil Filler Cap 

10114 


2014 


10511 


1999-1995 

OE Type Radiator Cap. 

10230 

16 

P30 




1999-1995 

Safety Release Radiator Cap 

10330 

16 

V-6 4.3 L 




1997-1995 

OE Equivalent Fuel Cap 

10817 


1999-1998 

OE Equivalent Fuel Cap. 

10836 


1997-1995 

Pre-Release Fuel Cap 

10819 


1999-1998 


17506 


1997-1995 

Pre-Release Keyed Alike Fuel Cap 

17501 


1999-1998 


10506 


1997-1995 

Pre-Release Locking Fuel Cap. 

10501 


1999-1996 


10114 


1997-1995 

Regular Keyed Alike Fuel Cap 

17591 


1999-1995 


10230 

16 

1997-1995 

Regular Locking Fuel Cap 

10591 


1999-1995 


10330 

16 

1996-1995 

OE Type Radiator Cap. 

10236 

0 

1997-1995 

OE Equivalent Fuel Cap 

10817 


1995 

Oil Filler Cap 

10105 


1997-1995 

Pre-Release Fuel Cap. 

10819 


Prizm 

1997-1995 

Pre-Release Keyed Alike Fuel Cap. 

17501 


4-Cyl 1.8 L 




1997-1995 

Pre-Release Lockinq Fuel Cap 

10501 


2002-1998 

OE Equivalent Fuel Cap 

10825 


1997-1995 

Regular Keyed Alike Fuel Cap 

17591 


2002-1998 

Oil Filler Cap. 

10080 


1997-1995 

Regular Locking Fuel Cap. 

10591 


2002-1998 

Regular Keyed Alike Fuel Cap. 

17595 


1996-1995 

OE Type Radiator Cap 

10236 

0 

2002-1998 

Regular Locking Fuel Cap. 

10595 


1995 

Oil Filler Cap 

10072 


2002-1998 

OE Type Radiator Cap. 

10241 

13 

V-8 5.7L 




S10 

1999-1998 

OE Equivalent Fuel Cap 

10836 


2000-1997 

Regular Locking Fuel Cap. 

10506 


1999-1998 

Regular Keyed Alike Fuel Cap. 

17506 


2000-1997 

OE Type Radiator Cap 

10230 

16 

1999-1998 

Regular Locking Fuel Cap. 

10506 


4-Cyl 2.2 L 




1999-1996 

Oil Filler Cap 

10114 


2003-1996 

OE Equivalent Fuel Cap 

10836 


1999-1995 

OE Type Radiator Cap. 

10230 

16 

2003-1996 

Regular Keyed Alike Fuel Cap 

17506 


1999-1995 

Safety Release Radiator Cap 

10330 

16 

2003-1996 

Regular Locking Fuel Cap 

10506 
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Caps for Passenger Cars and LightTmcks (1995 and Newer) 


Application 


Chevrolet - Continued 


Part 

Number 


PSI 


Part 

Number 


PSI 


S10-Continued 

4-Cyl 2.2 L 

- Continued 



2003-1995 

OE Type Radiator Cap. 

10230 

16 

2003-1995 

Safety Release Radiator Cap. 

10330 

16 

1997-1995 

Oil Filler Cap 

10128 


1995 

OE Equivalent Fuel Cap 

10817 


1995 

Pre-Release Fuel Cap 

10819 


1995 

Pre-Release Keyed Alike Fuel Cap 

17501 


1995 

Pre-Release Locking Fuel Cap 

10501 


1995 

Regular Keyed Alike Fuel Cap. 

17591 


1995 

Regular Locking Fuel Cap 

10591 


4-Cyl 2.2 L 

FLEX 



2002-2000 

OE Equivalent Fuel Cap. 

10836 


2002-2000 

Regular Keyed Alike Fuel Cap 

17506 


2002-2000 

Regular Locking Fuel Cap. 

10506 


2002-2000 

OE Type Radiator Cap. 

10230 

16 

2002-2000 

Safety Release Radiator Cap 

10330 

16 

V-6 4.3 L 

2004-1996 

OE Equivalent Fuel Cap 

10836 


2004-1996 

Regular Keyed Alike Fuel Cap 

17506 


2004-1996 

Regular Locking Fuel Cap 

10506 


2004-1995 

Oil Filler Cap. 

10099 


2004-1995 

OE Type Radiator Cap. 

10230 

16 

2004-1995 

Safety Release Radiator Cap. 

10330 

16 

1995 

OE Equivalent Fuel Cap. 

10817 


1995 

Pre-Release Fuel Cap. 

10819 


1995 

Pre-Release Keyed Alike Fuel Cap. 

17501 


1995 

Pre-Release Locking Fuel Cap. 

10501 


1995 

Regular Keyed Alike Fuel Cap 

17591 


1995 

Regular Locking Fuel Cap. 

10591 


Silverado 

V-8 5.7 L 

1996 

OE Equivalent Fuel Cap. 

10817 


1996 

Pre-Release Fuel Cap. 

10819 


1996 

Pre-Release Keyed Alike Fuel Cap. 

17501 


1996 

Pre-Release Locking Fuel Cap. 

10501 


1996 

Regular Keyed Alike Fuel Cap. 

17591 


1996 

Regular Locking Fuel Cap ,, 

10591 


Silverado 1500 

V-6 4.3 L 

2017-2016 

OE Equivalent Fuel Cap. 

10834 


2014-2012 

OE Equivalent Fuel Cap. 

10834 


2014-2012 

Regular Keyed Alike Fuel Cap 

17504 


2014-2012 

Regular Locking Fuel Cap 

10504 


2013-2011 

OE Type Radiator Cap. 

10271 

20 

2013-1999 

Oil Filler Cap. 

10099 


2011 

OE Equivalent Fuel Cap; W/O Threaded Filler Neck 

10841 


2011 

OE Equivalent Fuel Cap; W/ Threaded Filler Neck 

10834 


2011 

Regular Keyed Alike Fuel Cap; W/O Threaded Filler 

Neck. 

17511 


2011 

Regular Keyed Alike Fuel Cap; W/Threaded Filler Neck. 

17504 


2011 

Regular Locking Fuel Cap; W/O Threaded Filler Neck.... 

10511 


2011 

Regular Locking Fuel Cap; W/ Threaded Filler Neck. 

10504 


2010-2005 

OE Equivalent Fuel Cap. 

10841 


2010-2005 

Regular Keyed Alike Fuel Cap 

17511 


2010-2005 

Regular Locking Fuel Cap. 

10511 


2010-1999 

OE Type Radiator Cap 

10248 

15 

2004 

OE Equivalent Fuel Cap; W/O Threaded Filler Neck 

10841 


2004 

OE Equivalent Fuel Cap; W/ Threaded Filler Neck. 

10834 


2004 

Regular Keyed Alike Fuel Cap; W/O Threaded Filler 

Neck. 

17511 



Application 


Chevrolet - Continued 


Silverado 1500 - Continued 

V-6 4.3 L - Continued 

2004 Regular Keyed Alike Fuel Cap; W/Threaded Filler Neck. 17504 

2004 Regular Locking Fuel Cap; W/O Threaded Filler Neck 10511 

2004 Regular Locking Fuel Cap; W/Threaded Filler Neck 10504 

2003-1999 OE Equivalent Fuel Cap. 10834 

2003-1999 Regular Keyed Alike Fuel Cap. 17504 

2003-1999 Regular Locking Fuel Cap. 10504 

V-6 4.3 L FLEX 

2015-2014 OE Equivalent Fuel Cap 10834 

2015-2014 Regular Keyed Alike Fuel Cap 17504 

2015-2014 Regular Locking Fuel Cap 10504 

2014 Flex Fuel Keyed Alike Fuel Cap. 17504Y 

2014 Flex Fuel Regular Fuel Cap. 10834Y 

2014 Flex Fuel Regular Locking Fuel Cap. 10504Y 

V-8 4.8 L 

2013 OE Type Radiator Cap. 10271 20 

2009-2005 OE Equivalent Fuel Cap. 10841 

2009-2005 Regular Keyed Alike Fuel Cap. 17511 

2009-2005 Regular Locking Fuel Cap. 10511 

2009-1999 Oil Filler Cap. 10099 

2009-1999 OE Type Radiator Cap. 10248 15 

2004 OE Equivalent Fuel Cap; W/O Threaded Filler Neck. 10841 

2004 OE Equivalent Fuel Cap; W/ Threaded Filler Neck. 10834 

2004 Regular Keyed Alike Fuel Cap; W/O Threaded Filler 17511 

Neck. 

2004 Regular Keyed Alike Fuel Cap; W/Threaded Filler Neck. 17504 

2004 Regular Locking Fuel Cap; W/O Threaded Filler Neck.... 10511 

2004 Regular Locking Fuel Cap; W/Threaded Filler Neck 10504 

2003-1999 OE Equivalent Fuel Cap 10834 

2003-1999 Regular Keyed Alike Fuel Cap 17504 

2003-1999 Regular Locking Fuel Cap 10504 

V-8 4.8 L FLEX 

2013-2012 OE Equivalent Fuel Cap 10834 

2013-2012 Regular Keyed Alike Fuel Cap 17504 

2013-2012 Regular Locking Fuel Cap 10504 

2013-2010 Oil Filler Cap 10099 

2012-2011 OE Type Radiator Cap 10271 20 

2012 Flex Fuel Keyed Alike Fuel Cap; Yellow 17504Y 

2012 Flex Fuel Regular Fuel Cap; Yellow 10834Y 

2012 Flex Fuel Regular Locking Fuel Cap; Yellow. 10504Y 

2011 Flex Fuel Keyed Alike Fuel Cap; W/O Threaded Filler 17511Y 

Neck; Yellow. 

2011 Flex Fuel Keyed Alike Fuel Cap; W/Threaded Filler 17504Y 

Neck. 

2011 Flex Fuel Regular Fuel Cap; W/O Threaded Filler Neck; 10841Y 

Yellow 

2011 Flex Fuel Regular Fuel Cap; W/Threaded Filler Neck 10834Y 

2011 Flex Fuel Regular Locking Fuel Cap; W/O Threaded 10511Y 

Filler Neck; Yellow. 

2011 Flex Fuel Regular Locking Fuel Cap; W/Threaded Filler 10504Y 

Neck. 

2011 OE Equivalent Fuel Cap; W/O Threaded Filler Neck. 10841 

2011 OE Equivalent Fuel Cap; W/Threaded Filler Neck. 10834 

2011 Regular Keyed Alike Fuel Cap; W/O Threaded Filler 17511 

Neck. 

2011 Regular Keyed Alike Fuel Cap; W/Threaded Filler Neck. 17504 

2011 Regular Locking Fuel Cap; W/O Threaded Filler Neck.... 10511 

2011 Regular Locking Fuel Cap; W/ Threaded Filler Neck..... 10504 

2010 Flex Fuel Keyed Alike Fuel Cap; Yellow. 17511Y 

2010 Flex Fuel Regular Fuel Cap; Yellow 10841Y 

2010 Flex Fuel Regular Locking Fuel Cap; Yellow 10511Y 

2010 OE Equivalent Fuel Cap 10841 
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Caps for Passenger Cars and LightTrucks (1995 and Newer) 


Application 


Part 

Number 


PSI 


Application 


Part 

Number PSI 


Chevrolet - Continued 


Chevrolet - Continued 


Silverado 1500 - Continued 

V-8 4.8 L FLEX-Continued 

2010 Regular Keyed Alike Fuel Cap 17511 

2010 Regular Locking Fuel Cap 10511 

2010 OE Type Radiator Cap 10248 15 

V-8 5.3 L 

2017-2015 OE Equivalent Fuel Cap 10834 

2015 Regular Keyed Alike Fuel Cap 17504 

2015 Regular Locking Fuel Cap 10504 

2009-2005 OE Equivalent Fuel Cap. 10841 

2009-2005 Regular Keyed Alike Fuel Cap. 17511 

2009-2005 Regular Locking Fuel Cap 10511 

2009-1999 Oil Filler Cap 10099 

2009- 1999 OE Type Radiator Cap. 10248 15 

2004 OE Equivalent Fuel Cap; W/O Threaded Filler Neck. 10841 

2004 OE Equivalent Fuel Cap; W/ Threaded Filler Neck. 10834 

2004 Regular Keyed Alike Fuel Cap; W/O Threaded Filler 17511 

Neck. 

2004 Regular Keyed Alike Fuel Cap; W/Threaded Filler Neck. 17504 

2004 Regular Locking Fuel Cap; W/O Threaded Filler Neck.... 10511 

2004 Regular Locking Fuel Cap; W/Threaded Filler Neck. 10504 

2003-1999 OE Equivalent Fuel Cap. 10834 

2003-1999 Regular Keyed Alike Fuel Cap 17504 

2003-1999 Regular Locking Fuel Cap 10504 

V-8 5.3 L ELECTRIC/GAS 

2006-2004 OE Equivalent Fuel Cap. 10841 

2006-2004 Oil Filler Cap. 10099 

2006-2004 Regular Keyed Alike Fuel Cap. 17511 

2006-2004 Regular Locking Fuel Cap 10511 

2006-2004 OE Type Radiator Cap 10248 15 

V-8 5.3 L FLEX 

2015-2012 OE Equivalent Fuel Cap 10834 

2015-2012 Regular Keyed Alike Fuel Cap 17504 

2015-2012 Regular Locking Fuel Cap 10504 

2014 Flex Fuel Keyed Alike Fuel Cap 17504Y 

2014 Flex Fuel Regular Fuel Cap 10834Y 

2014 Flex Fuel Regular Locking Fuel Cap 10504Y 

2013-2011 OE Type Radiator Cap 10271 20 

2013-2002 Oil Filler Cap 10099 

2012 Flex Fuel Keyed Alike Fuel Cap; Yellow. 17504Y 

2012 Flex Fuel Regular Fuel Cap; Yellow 10834Y 

2012 Flex Fuel Regular Locking Fuel Cap; Yellow. 10504Y 

2011 Flex Fuel Keyed Alike Fuel Cap; W/O Threaded Filler 17511Y 

Neck; Yellow. 

2011 Flex Fuel Keyed Alike Fuel Cap; W/Threaded Filler 17504Y 

Neck. 

2011 Flex Fuel Regular Fuel Cap; W/O Threaded Filler Neck; 10841Y 

Yellow 

2011 Flex Fuel Regular Fuel Cap; W/Threaded Filler Neck 10834Y 

2011 Flex Fuel Regular Locking Fuel Cap; W/O Threaded 10511Y 

Filler Neck; Yellow. 

2011 Flex Fuel Regular Locking Fuel Cap; W/Threaded Filler 10504Y 

Neck. 

2011 OE Equivalent Fuel Cap; W/O Threaded Filler Neck. 10841 

2011 OE Equivalent Fuel Cap; W/Threaded Filler Neck. 10834 

2011 Regular Keyed Alike Fuel Cap; W/O Threaded Filler 17511 

Neck. 

2011 Regular Keyed Alike Fuel Cap; W/Threaded Filler Neck. 17504 

2011 Regular Locking Fuel Cap; W/O Threaded Filler Neck 10511 

2011 Regular Locking Fuel Cap; W/Threaded Filler Neck 10504 

2010- 2005 OE Equivalent Fuel Cap. 10841 

2010-2005 Regular Keyed Alike Fuel Cap. 17511 

2010-2005 Regular Locking Fuel Cap 10511 


Silverado 1500 - Continued 

V-8 5.3 L FLEX-Continued 

2010-2002 OE Type Radiator Cap 10248 15 

2010 Flex Fuel Keyed Alike Fuel Cap; Yellow 17511Y 

2010 Flex Fuel Regular Fuel Cap; Yellow 10841Y 

2010 Flex Fuel Regular Locking Fuel Cap; Yellow 10511Y 

2008-2005 Flex Fuel Keyed Alike Fuel Cap; Yellow 17511Y 

2008-2005 Flex Fuel Regular Fuel Cap; Yellow 10841Y 

2008- 2005 Flex Fuel Regular Locking Fuel Cap; Yellow. 10511Y 

2004 Flex Fuel Keyed Alike Fuel Cap; W/O Threaded Filler 17511Y 

Neck; Yellow. 

2004 Flex Fuel Keyed Alike Fuel Cap; W/Threaded Filler 17504Y 

Neck; Yellow. 

2004 Flex Fuel Regular Fuel Cap; W/O Threaded Filler Neck; 10841Y 

Yellow. 

2004 Flex Fuel Regular Fuel Cap; W/Threaded Filler Neck; 10834Y 

Yellow 

2004 Flex Fuel Regular Locking Fuel Cap; W/O Threaded 10511Y 

Filler Neck; Yellow. 

2004 Flex Fuel Regular Locking Fuel Cap; W/Threaded Filler 10504Y 

Neck; Yellow. 

2004 OE Equivalent Fuel Cap; W/O Threaded Filler Neck. 10841 

2004 OE Equivalent Fuel Cap; W/Threaded Filler Neck. 10834 

2004 Regular Keyed Alike Fuel Cap; W/O Threaded Filler 17511 

Neck. 

2004 Regular Keyed Alike Fuel Cap; W/Threaded Filler Neck. 17504 

2004 Regular Locking Fuel Cap; W/O Threaded Filler Neck.... 10511 

2004 Regular Locking Fuel Cap; W/ Threaded Filler Neck 10504 

2003-2002 Flex Fuel Keyed Alike Fuel Cap; Yellow 17504Y 

2003-2002 Flex Fuel Regular Fuel Cap; Yellow 10834Y 

2003-2002 Flex Fuel Regular Locking Fuel Cap; Yellow 10504Y 

2003-2002 OE Equivalent Fuel Cap 10834 

2003-2002 Regular Keyed Alike Fuel Cap 17504 

2003-2002 Regular Locking Fuel Cap 10504 

V-8 6.0 L 

2013 OE Type Radiator Cap. 10271 20 

2011 Oil Filler Cap. 10099 

2011 OE Type Radiator Cap. 10271 20 

2009- 2003 Oil Filler Cap. 10099 

2009-2003 OE Type Radiator Cap. 10248 15 

2009 OE Equivalent Fuel Cap; W/O Threaded Filler Neck. 10841 

2009 OE Equivalent Fuel Cap; W/ Threaded Filler Neck. 10834 

2009 Regular Keyed Alike Fuel Cap; W/O Threaded Filler 17511 

Neck. 

2009 Regular Keyed Alike Fuel Cap; W/Threaded Filler Neck. 17504 

2009 Regular Locking Fuel Cap; W/O Threaded Filler Neck... 10511 

2009 Regular Locking Fuel Cap; W/Threaded Filler Neck. 10504 

2008 OE Equivalent Fuel Cap. 10841 

2008 Regular Keyed Alike Fuel Cap. 17511 

2008 Regular Locking Fuel Cap 10511 

2007-2004 OE Equivalent Fuel Cap; W/O Threaded Filler Neck. 10841 

2007-2004 OE Equivalent Fuel Cap; W/Threaded Filler Neck 10834 

2007-2004 Regular Keyed Alike Fuel Cap; W/O Threaded Filler 17511 

Neck 

2007-2004 Regular Keyed Alike Fuel Cap; W/Threaded Filler Neck 17504 

2007-2004 Regular Locking Fuel Cap; W/O Threaded Filler Neck 10511 

2007-2004 Regular Locking Fuel Cap; W/ Threaded Filler Neck 10504 

2003 OE Equivalent Fuel Cap 10834 

2003 Regular Keyed Alike Fuel Cap. 17504 

2003 Regular Locking Fuel Cap 10504 

V-8 6.0 L ELECTRIC/FLEX 

2013-2012 Oil Filler Cap. 10099 

2013 OE Equivalent Fuel Cap. 10834 
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Caps for Passenger Cars and LightTmcks (1995 and Newer) 


Part 

Application Number PSI 

Part 

Application Number PSI 

Chevrolet - Continued 

Chevrolet - Continued 

| Silverado 1500 - Continued 

| Silverado 1500 - Continued 1 


V-8 6.2 L FLEX-Continued 


V-8 6.0 L ELECTRIC/FLEX - Continued 

2013 Regular Keyed Alike Fuel Cap 17504 

2013 Regular Locking Fuel Cap 10504 

2012 OE Equivalent Fuel Cap 10841 

2012 Regular Keyed Alike Fuel Cap 17511 

2012 Regular Locking Fuel Cap. 10511 

2012 OE Type Radiator Cap 10271 20 

2011 Flex Fuel Keyed Alike Fuel Cap; W/O Threaded Filler 17511Y 

Neck; Yellow. 

2011 Flex Fuel Keyed Alike Fuel Cap; W/Threaded Filler 17504Y 

Neck. 

2011 Flex Fuel Regular Fuel Cap; W/O Threaded Filler Neck; 10841Y 

Yellow. 

2011 Flex Fuel Regular Fuel Cap; W/Threaded Filler Neck . 10834Y 

2011 Flex Fuel Regular Locking Fuel Cap; W/O Threaded 10511Y 

Filler Neck; Yellow 

2011 Flex Fuel Regular Locking Fuel Cap; W/Threaded Filler 10504Y 

Neck. 

2011 OE Equivalent Fuel Cap; W/O Threaded Filler Neck. 10841 

2011 OE Equivalent Fuel Cap; W/Threaded Filler Neck. 10834 

2011 Regular Keyed Alike Fuel Cap; W/O Threaded Filler 17511 

Neck. 

2011 Regular Keyed Alike Fuel Cap; W/Threaded Filler Neck 17504 

2011 Regular Locking Fuel Cap; W/O Threaded Filler Neck.... 10511 

2011 Regular Locking Fuel Cap; W/Threaded Filler Neck. 10504 

2010 OE Equivalent Fuel Cap. 10841 

2010 Oil Filler Cap. 10099 

2010 Regular Keyed Alike Fuel Cap. 17511 

2010 Regular Locking Fuel Cap. 10511 

2010 OE Type Radiator Cap 10248 15 

V-8 6.0 L ELECTRIC/GAS 

2009 OE Equivalent Fuel Cap. 10841 

2009 Oil Filler Cap. 10099 

2009 Regular Keyed Alike Fuel Cap. 17511 

2009 Regular Locking Fuel Cap 10511 

2009 OE Type Radiator Cap 10248 15 

V-8 6.2 L 

2017-2014 OE Equivalent Fuel Cap 10834 

2015-2014 Regular Keyed Alike Fuel Cap 17504 

2015-2014 Regular Locking Fuel Cap 10504 

2013 OE Type Radiator Cap 10271 20 

V-8 6.2 L FLEX 

2013-2012 OE Equivalent Fuel Cap 10834 

2013-2012 Regular Keyed Alike Fuel Cap 17504 

2013-2012 Regular Locking Fuel Cap 10504 

2013-2009 Oil Filler Cap. 10099 

2012-2011 OE Type Radiator Cap 10271 20 

2012 Flex Fuel Keyed Alike Fuel Cap; Yellow. 17504Y 

2012 Flex Fuel Regular Fuel Cap; Yellow. 10834Y 

2012 Flex Fuel Regular Locking Fuel Cap; Yellow. 10504Y 

2011 Flex Fuel Keyed Alike Fuel Cap; W/O Threaded Filler 17511Y 

Neck; Yellow. 

2011 Flex Fuel Keyed Alike Fuel Cap; W/Threaded Filler 17504Y 

Neck. 

2011 Flex Fuel Regular Fuel Cap; W/O Threaded Filler Neck; 10841Y 

Yellow 

2011 Flex Fuel Regular Fuel Cap; W/Threaded Filler Neck 10834Y 

2011 Flex Fuel Regular Locking Fuel Cap; W/O Threaded 10511Y 

Filler Neck; Yellow. 

2011 Flex Fuel Regular Locking Fuel Cap; W/Threaded Filler 10504Y 

Neck. 

2011 OE Equivalent Fuel Cap; W/O Threaded Filler Neck. 10841 

2011 OE Equivalent Fuel Cap; W/Threaded Filler Neck. 10834 


2011 Regular Keyed Alike Fuel Cap; W/O Threaded Filler 17511 

Neck. 

2011 Regular Keyed Alike Fuel Cap; W/Threaded Filler Neck 17504 

2011 Regular Locking Fuel Cap; W/O Threaded Filler Neck... 10511 

2011 Regular Locking Fuel Cap; W/Threaded Filler Neck. 10504 

2010-2009 Flex Fuel Keyed Alike Fuel Cap; Yellow. 17511Y 

2010-2009 Flex Fuel Regular Fuel Cap; Yellow. 10841Y 

2010-2009 Flex Fuel Regular Locking Fuel Cap; Yellow 10511Y 

2010-2009 OE Equivalent Fuel Cap. 10841 

2010-2009 Regular Keyed Alike Fuel Cap. 17511 

2010-2009 Regular Locking Fuel Cap 10511 

2010-2009 OE Type Radiator Cap. 10248 15 

Silverado 1500 Classic 

V-6 4.3 L 

2007 OE Equivalent Fuel Cap. 10841 

2007 Oil Filler Cap. 10099 

2007 Regular Keyed Alike Fuel Cap. 17511 

2007 Regular Locking Fuel Cap. 10511 

2007 OE Type Radiator Cap. 10248 15 

V-8 4.8 L 

2007 OE Equivalent Fuel Cap. 10841 

2007 Oil Filler Cap. 10099 

2007 Regular Keyed Alike Fuel Cap. 17511 

2007 Regular Locking Fuel Cap. 10511 

2007 OE Type Radiator Cap. 10248 15 

V-8 5.3 L ELECTRIC/GAS 

2007 OE Equivalent Fuel Cap. 10841 

2007 Oil Filler Cap. 10099 

2007 Regular Keyed Alike Fuel Cap. 17511 

2007 Regular Locking Fuel Cap. 10511 

2007 OE Type Radiator Cap. 10248 15 

V-8 6.0 L 

2007 OE Equivalent Fuel Cap. 10841 

2007 Oil Filler Cap. 10099 

2007 Regular Keyed Alike Fuel Cap. 17511 

2007 Regular Locking Fuel Cap. 10511 

2007 OE Type Radiator Cap 10248 15 

Silverado 1500 HD 

V-8 6.0 L 

2006-2005 OE Equivalent Fuel Cap; W/O Threaded Filler Neck. 10841 

2006-2005 OE Equivalent Fuel Cap; W/ Threaded Filler Neck 10834 

2006-2005 Oil Filler Cap 10099 

2006-2005 Regular Keyed Alike Fuel Cap; W/O Threaded Filler 17511 

Neck. 

2006-2005 Regular Keyed Alike Fuel Cap; W/Threaded Filler Neck 17504 

2006-2005 Regular Locking Fuel Cap; W/O Threaded Filler Neck. .. 10511 

2006-2005 Regular Locking Fuel Cap; W/ Threaded Filler Neck. 10504 

2006-2005 OE Type Radiator Cap. 10248 15 

2003-2001 OE Equivalent Fuel Cap. 10834 

2003-2001 Oil Filler Cap. 10099 

2003-2001 Regular Keyed Alike Fuel Cap. 17504 

2003-2001 Regular Locking Fuel Cap. 10504 

2003-2001 OE Type Radiator Cap. 10248 15 

Silverado 1500 HD Classic 

V-8 6.0 L 

2007 OE Equivalent Fuel Cap; W/O Threaded Filler Neck. 10841 

2007 OE Equivalent Fuel Cap; W/ Threaded Filler Neck 10834 

2007 Oil Filler Cap. 10099 
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Caps for Passenger Cars and LightTrucks (1995 and Newer) 


Application 


Part 

Number 


PSI 


Application 


Part 

Number PSI 


Chevrolet - Continued 


Chevrolet - Continued 


Silverado 1500 HD Classic - Continued 

Silverado 2500 - Continued 

V-8 6.0L- 

Continued 



V-8 6.0 L 

Continued 



2007 

Regular Keyed Alike Fuel Cap; W/O Threaded Filler 

17511 


2003-1999 

Regular Locking Fuel Cap. 

10504 



Neck. 



V-8 6.0 L BI-FUEL 



2007 

Regular Keyed Alike Fuel Cap; W/Threaded Filler Neck. 

17504 


2002 

OE Equivalent Fuel Cap 

10834 


2007 

Regular Locking Fuel Cap; W/O Threaded Filler Neck 

10511 


2002 

Oil Filler Cap. 

10099 


2007 

Regular Locking Fuel Cap; W/ Threaded Filler Neck 

10504 


2002 

Regular Keyed Alike Fuel Cap 

17504 


2007 

OE Type Radiator Cap 

10248 

15 

2002 


10504 

10248 


Silverado 2500 

2002 

OE Type Radiator Cap. 

15 

V-84.8L 




V-8 6.0 L CNG 



2013-2012 

OE Equivalent Fuel Cap 

10834 


2002 

OE Equivalent Fuel Cap 

10834 


2013-2012 

Regular Keyed Alike Fuel Cap. 

17504 


2002 

Oil Filler Cap 

10099 


2013-2012 

Regular Locking Fuel Cap. 

10504 


2002 

Regular Keyed Alike Fuel Cap 

17504 


2013-2011 

Oil Filler Cap 

10099 


2002 

Regular Locking Fuel Cap. 

10504 


2012-2011 

OE Type Radiator Cap 

10271 

20 

2002 


10248 

15 






2011 

OE Equivalent Fuel Cap; W/O Threaded Filler Neck. 

10841 


Silverado 2500 HD 

2011 

OE Equivalent Fuel Cap; W/ Threaded Filler Neck. 

10834 


V-8 6.0 L 




2011 

Regular Keyed Alike Fuel Cap; W/O Threaded Filler 

Neck. 

17511 


2017-2016 

2015-2001 

OE Equivalent Fuel Cap 

Oil Filler Cap. 

10834 

10099 


2011 

Regular Keyed Alike Fuel Cap; W/Threaded Filler Neck. 

17504 






2014-2013 

OE Equivalent Fuel Cap 

10834 


2011 

Regular Locking Fuel Cap; W/O Threaded Filler Neck.... 

10511 


2014-2013 


Regular Keyed Alike Fuel Cap 

17504 

2011 

Regular Locking Fuel Cap; W/ Threaded Filler Neck. 

10504 




V-8 5.3 L 



2014-2013 

Regular Locking Fuel Cap 

10504 


2014-2012 

OE Equivalent Fuel Cap. 

10834 


2014-2011 

OE Type Radiator Cap 

10271 

20 

2014-2012 

Regular Keyed Alike Fuel Cap 

17504 


2012-2009 

OE Equivalent Fuel Cap; W/O Threaded Filler Neck 

10841 


2014-2012 

Regular Locking Fuel Cap. 

10504 


2012-2009 

OE Equivalent Fuel Cap; W/ Threaded Filler Neck. 

10834 


2013-2011 

Oil Filler Cap 

10099 


2012-2009 

Regular Keyed Alike Fuel Cap; W/O Threaded Filler 

Neck. 

17511 


2013-2011 

OE Type Radiator Cap 

10271 

20 

2012-2009 

Regular Locking Fuel Cap; W/O Threaded Filler Neck 

10511 


2011 

OE Equivalent Fuel Cap; W/O Threaded Filler Neck 

10841 


2012-2009 

Regular Locking Fuel Cap; W/ Threaded Filler Neck 

10504 


2011 

OE Equivalent Fuel Cap; W/ Threaded Filler Neck 

10834 


2012 

Regular Keyed Alike Fuel Cap; W/Threaded Filler 

17504 


2011 

Regular Keyed Alike Fuel Cap; W/O Threaded Filler 

17511 



Neck; As required. 




Neck. 



2011-2009 

Regular Keyed Alike Fuel Cap; W/Threaded Filler Neck. 

17504 


2011 

Regular Keyed Alike Fuel Cap; W/Threaded Filler Neck, 

17504 


2010-2001 

OE Type Radiator Cap. 

10248 

15 

2011 

Regular Locking Fuel Cap; W/O Threaded Filler Neck.... 

10511 


2008 

OE Equivalent Fuel Cap 

10841 


2011 

Regular Locking Fuel Cap; W/ Threaded Filler Neck.. 

10504 


2008 

Regular Keyed Alike Fuel Cap. 

17511 


2009-2005 

OE Equivalent Fuel Cap 

10841 


2008 

Regular Locking Fuel Cap. 

10511 


2009-2005 

Regular Keyed Alike Fuel Cap 

17511 


2007-2004 

OE Equivalent Fuel Cap; W/O Threaded Filler Neck. 

10841 


2009-2005 

Regular Locking Fuel Cap. 

10511 


2007-2004 

OE Equivalent Fuel Cap; W/ Threaded Filler Neck 

10834 


2009-1999 

Oil Filler Cap. 

10099 


2007-2004 

Regular Keyed Alike Fuel Cap; W/O Threaded Filler 

17511 


2009-1999 

OE Type Radiator Cap 

10248 

15 


Neck.. .. 



2004 

OE Equivalent Fuel Cap; W/O Threaded Filler Neck. 

10841 

2007-2004 

Regular Keyed Alike Fuel Cap; W/Threaded Filler Neck. 

17504 


2004 

OE Equivalent Fuel Cap; W/ Threaded Filler Neck. 

10834 


2007-2004 

Regular Locking Fuel Cap; W/O Threaded Filler Neck. .. 

10511 


2004 

Regular Keyed Alike Fuel Cap; W/O Threaded Filler 

17511 


2007-2004 

Regular Locking Fuel Cap; W/ Threaded Filler Neck. 

10504 



Neck. 



2003-2001 

OE Equivalent Fuel Cap. 

10834 


2004 

Regular Keyed Alike Fuel Cap; W/Threaded Filler Neck. 

17504 


2003-2001 

Regular Keyed Alike Fuel Cap. 

17504 


2004 

Regular Locking Fuel Cap; W/O Threaded Filler Neck 

10511 


2003-2001 

Regular Locking Fuel Cap. 

10504 


2004 

Regular Locking Fuel Cap; W/ Threaded Filler Neck. 

10504 


V-8 6.0 L BI-FUEL 



2003-1999 

OE Equivalent Fuel Cap 

10834 


2002 

OE Equivalent Fuel Cap. 

10834 


2003-1999 

Regular Keyed Alike Fuel Cap. 

17504 


2002 

Oil Filler Cap. 

10099 


2003-1999 

Regular Locking Fuel Cap. 

10504 


2002 

Regular Keyed Alike Fuel Cap. 

17504 


V-8 6.0 L 




2002 

Regular Locking Fuel Cap. 

10504 


2004-1999 

Oil Filler Cap 

10099 


2002 

OE Type Radiator Cap. 

10248 

15 

2004-1999 

OE Type Radiator Cap 

10248 

15 

V-8 6.0 L CNG 



2004 

OE Equivalent Fuel Cap; W/O Threaded Filler Neck 

10841 


2015-2013 

OE Equivalent Fuel Cap. 

10834 


2004 

OE Equivalent Fuel Cap; W/ Threaded Filler Neck 

10834 


2015-2013 

Regular Keyed Alike Fuel Cap. 

17504 


2004 

Regular Keyed Alike Fuel Cap; W/O Threaded Filler 

Neck. 

17511 


2015-2013 

2013 

Regular Locking Fuel Cap. 

Oil Filler Cap. 

10504 

10099 


2004 

Regular Keyed Alike Fuel Cap; W/Threaded Filler Neck. 

17504 



2004 



2005-2004 

OE Equivalent Fuel Cap; W/O Threaded Filler Neck. 

10841 


Regular Locking Fuel Cap; W/O Threaded Filler Neck.... 

10511 


2005-2004 



OE Equivalent Fuel Cap; W/ Threaded Filler Neck 

10834 

2004 

Regular Locking Fuel Cap; W/ Threaded Filler Neck. 

10504 




2003-1999 

10834 


2005-2004 

Regular Keyed Alike Fuel Cap; W/O Threaded Filler 

17511 


OE Equivalent Fuel Cap. 



Neck. 



2003-1999 

Regular Keyed Alike Fuel Cap. 

17504 


2005-2004 

Regular Keyed Alike Fuel Cap; W/Threaded Filler Neck. 

17504 
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Caps for Passenger Cars and LightTmcks (1995 and Newer) 


Part 

Number 


Application 


Chevrolet - Continued 


Silverado 2500 HD - Continued 

V-8 6.0 L CNG - Continued 

2005-2004 Regular Locking Fuel Cap; W/O Threaded Filler Neck 10511 

2005-2004 Regular Locking Fuel Cap; W/ Threaded Filler Neck. 10504 

2005-2002 Oil Filler Cap 10099 

2005-2002 OE Type Radiator Cap 10248 

2003-2002 OE Equivalent Fuel Cap. 10834 

2003-2002 Regular Keyed Alike Fuel Cap. 17504 

2003-2002 Regular Locking Fuel Cap. 10504 

V-8 6.0 L FLEX 

2015-2013 OE Equivalent Fuel Cap. 10834 

2015-2013 Regular Keyed Alike Fuel Cap 17504 

2015- 2013 Regular Locking Fuel Cap 10504 

2014 Flex Fuel Keyed Alike Fuel Cap 17504Y 

2014 Flex Fuel Regular Fuel Cap. 10834Y 

2014 Flex Fuel Regular Locking Fuel Cap. 10504Y 

2013- 2010 Oil Filler Cap. 10099 

2012- 2011 OE Type Radiator Cap. 10271 

2012 Flex Fuel Keyed Alike Fuel Cap; W/Threaded Filler 17504Y 

Neck; Yellow. 

2012 Flex Fuel Regular Fuel Cap; W/Threaded Filler Neck; 10834Y 

Yellow 

2012 Flex Fuel Regular Locking Fuel Cap; W/Threaded Filler 10504Y 

Neck; Yellow 

2012 OE Equivalent Fuel Cap; W/O Threaded Filler Neck 10841 

2012 OE Equivalent Fuel Cap; W/Threaded Filler Neck. 10834 

2012 Regular Keyed Alike Fuel Cap; W/O Threaded Filler 17511 

Neck. 

2012 Regular Keyed Alike Fuel Cap; W/Threaded Filler 17504 

Neck; As required. 

2012 Regular Locking Fuel Cap; W/O Threaded Filler Neck.... 10511 

2012 Regular Locking Fuel Cap; W/Threaded Filler Neck. 10504 

2011-2010 Flex Fuel Keyed Alike Fuel Cap; Yellow. 17511Y 

2011-2010 Flex Fuel Regular Fuel Cap; Yellow. 10841Y 

2011- 2010 Flex Fuel Regular Locking Fuel Cap; Yellow. 10511Y 

2010 OE Equivalent Fuel Cap. 10841 

2010 Regular Keyed Alike Fuel Cap. 17511 

2010 Regular Locking Fuel Cap 10511 

2010 OE Type Radiator Cap 10248 

V-8 6.6 L 

2017-2016 Regular Keyed Alike Fuel Cap 17591 

2017-2016 Regular Locking Fuel Cap 10591 

2017 OE Type Radiator Cap; Side 10271 

2016- 2013 OE Type Radiator Cap 10271 

2015-2014 Oil Filler Cap 10099 

V-8 6.6 L DIESEL 

2017- 2015 OE Equivalent Fuel Cap 10830 

2015 Diesel Only Fuel Cap. 10830D 

2015 Diesel Only Locking Fuel Cap. 10591D 

2015 Regular Diesel Only Keyed Alike Fuel Cap. 17591D 

2014- 2013 OE Equivalent Fuel Cap. 10817 

2014-2003 Regular Keyed Alike Fuel Cap. 17591 

2014-2003 Regular Locking Fuel Cap. 10591 

2013- 2001 Oil Filler Cap. 10099 

2012- 2011 Diesel Only Pre-Release Fuel Cap; Green. 10819D 

2012-2011 Diesel Only Pre-Release Locking Fuel Cap; Green. 10501D 

2012-2011 Pre-Release Diesel Only Keyed Alike Fuel Cap; Green. 17501D 

2012-2011 Pre-Release Fuel Cap. 10819 

2012-2011 Pre-Release Keyed Alike Fuel Cap. 17501 

2012-2011 Pre-Release Locking Fuel Cap. 10501 

2012-2003 Diesel Only Fuel Cap; Green. 10830D 

2012-2003 Diesel Only Locking Fuel Cap; Green. 10591D 


PSI 


15 


20 


15 


20 

20 


Application 


Part 

Number 

PSI 

Chevrolet - Continued 

| Silverado 2500 HD - Continued 1 

V-8 6.6 L DIESEL-Continued 



2012-2003 

OE Equivalent Fuel Cap. 

10830 


2012-2003 

Regular Diesel Only Keyed Alike Fuel Cap; Green 

17591D 


2012 

OE Type Radiator Cap. 

10271 

20 

2011 

OE Type Radiator/Coolant Recovery Tank Cap. 

10269 

18.5 

2010-2001 

OE Type Radiator Cap. 

10248 

15 

2002 

Diesel Only Fuel Cap; W/O Stripped Chassis; Green 

10830D 

2002 

Diesel Only Locking Fuel Cap; W/O Stripped Chassis; 
Green. 

10591D 


2002 

OE Equivalent Fuel Cap; W/O Stripped Chassis 

10830 


2002 

Regular Diesel Only Keyed Alike Fuel Cap; W/O 

Stripped Chassis; Green. 

17591D 


2002 

Regular Keyed Alike Fuel Cap; W/O Stripped Chassis.... 

17591 


2002 

Regular Locking Fuel Cap; W/O Stripped Chassis. 

10591 


2001 

Diesel Only Fuel Cap; Green. 

10830D 


2001 

Diesel Only Locking Fuel Cap; Green. 

10591D 


2001 

OE Equivalent Fuel Cap. 

10830 


2001 

Regular Diesel Only Keyed Alike Fuel Cap; Green . 

17591D 


2001 

Regular Keyed Alike Fuel Cap 

17591 


2001 

Regular Locking Fuel Cap. 

10591 


V-8 8.1 L 

2006-2004 

OE Equivalent Fuel Cap; W/O Threaded Filler Neck. 

10841 


2006-2004 

OE Equivalent Fuel Cap; W/ Threaded Filler Neck. 

10834 


2006-2004 

Regular Keyed Alike Fuel Cap; W/O Threaded Filler 

Neck. 

17511 


2006-2004 

Regular Keyed Alike Fuel Cap; W/Threaded Filler Neck 

17504 


2006-2004 

Regular Locking Fuel Cap; W/O Threaded Filler Neck 

10511 


2006-2004 

Regular Locking Fuel Cap; W/ Threaded Filler Neck 

10504 


2006-2003 

Oil Filler Cap. 

10099 


2006-2001 

OE Type Radiator Cap 

10248 

15 

2003-2001 

OE Equivalent Fuel Cap. 

10834 


2003-2001 

Regular Keyed Alike Fuel Cap 

17504 


2003-2001 

Regular Locking Fuel Cap. 

10504 


2002-2001 

Oil Filler Cap. 

10114 


Silverado 2500 HD Classic i 

V-8 6.0 L 

2007 

OE Equivalent Fuel Cap. 

10841 


2007 

Oil Filler Cap. 

10099 


2007 

Regular Keyed Alike Fuel Cap. 

17511 


2007 

Regular Locking Fuel Cap. 

10511 


2007 

OE Type Radiator Cap. 

10248 

15 

V-8 6.6 L 


2007 

Oil Filler Cap. 

10099 


2007 

OE TvDe Radiator CaD 

10248 

15 

V-8 6.6 L DIESEL 

2007 

Diesel Only Fuel Cap. 

10830D 


2007 

Diesel Only Locking Fuel Cap. 

10591D 


2007 

OE Equivalent Fuel Cap. 

10830 


2007 

Regular Diesel Only Keyed Alike Fuel Cap. 

17591D 


2007 

Regular Keyed Alike Fuel Cap. 

17591 


2007 

Regular Locking Fuel Cap. 

10591 


V-8 8.1 L 

2007 

OE Equivalent Fuel Cap; W/O Threaded Filler Neck. 

10841 


2007 

OE Equivalent Fuel Cap; W/ Threaded Filler Neck. 

10834 


2007 

Oil Filler Cap. 

10099 


2007 

Regular Keyed Alike Fuel Cap; W/O Threaded Filler 

Neck. 

17511 


2007 

Regular Keyed Alike Fuel Cap; W/Threaded Filler Neck. 

17504 


2007 

Regular Locking Fuel Cap; W/O Threaded Filler Neck. .. 

10511 


2007 

Regular Locking Fuel Cap; W/ Threaded Filler Neck. 

10504 


2007 

OE Type Radiator Cap 

10248 

15 
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Caps for Passenger Cars and LightTrucks (1995 and Newer) 


Part 

Number 


Application 


Chevrolet - Continued 


Silverado 3500 

V-8 6.0 L 

2013-2011 Oil Filler Cap 10099 

2013 OE Equivalent Fuel Cap 10834 

2013 Regular Keyed Alike Fuel Cap. 17504 

2013 Regular Locking Fuel Cap 10504 

2012-2011 OE Equivalent Fuel Cap; W/O Threaded Filler Neck. 10841 

2012-2011 OE Equivalent Fuel Cap; W/ Threaded Filler Neck 10834 

2012-2011 Regular Keyed Alike Fuel Cap; W/O Threaded Filler 17511 

Neck. 

2012-2011 Regular Locking Fuel Cap; W/O Threaded Filler Neck.... 10511 

2012-2011 Regular Locking Fuel Cap; W/Threaded Filler Neck. 10504 

2012-2011 OE Type Radiator Cap. 10271 

2012 Regular Keyed Alike Fuel Cap; W/Threaded Filler 17504 

Neck; As required 

2011 Regular Keyed Alike Fuel Cap; W/Threaded Filler Neck. 17504 

2006-2004 OE Equivalent Fuel Cap; W/O Threaded Filler Neck. 10841 

2006-2004 OE Equivalent Fuel Cap; W/Threaded Filler Neck 10834 

2006-2004 Regular Keyed Alike Fuel Cap; W/O Threaded Filler 17511 

Neck. 

2006-2004 Regular Keyed Alike Fuel Cap; W/Threaded Filler Neck. 17504 

2006-2004 Regular Locking Fuel Cap; W/O Threaded Filler Neck 10511 

2006-2004 Regular Locking Fuel Cap; W/Threaded Filler Neck 10504 

2006-2001 Oil Filler Cap. 10099 

2006-2001 OE Type Radiator Cap. 10248 

2003-2001 OE Equivalent Fuel Cap. 10834 

2003-2001 Regular Keyed Alike Fuel Cap. 17504 

2003-2001 Regular Locking Fuel Cap. 10504 

V-8 6.0 L CNG 

2005-2004 OE Equivalent Fuel Cap; W/O Threaded Filler Neck. 10841 

2005-2004 OE Equivalent Fuel Cap; W/Threaded Filler Neck. 10834 

2005-2004 Regular Keyed Alike Fuel Cap; W/O Threaded Filler 17511 

Neck. 

2005-2004 Regular Keyed Alike Fuel Cap; W/Threaded Filler Neck. 17504 

2005-2004 Regular Locking Fuel Cap; W/O Threaded Filler Neck.... 10511 

2005-2004 Regular Locking Fuel Cap; W/Threaded Filler Neck. 10504 

2005-2003 Oil Filler Cap 10099 

2005- 2003 OE Type Radiator Cap. 10248 

2003 OE Equivalent Fuel Cap. 10834 

2003 Regular Keyed Alike Fuel Cap 17504 

2003 Regular Locking Fuel Cap 10504 

V-8 6.6 L DIESEL 

2006- 2003 Diesel Only Fuel Cap; Green. 10830D 

2006-2003 Diesel Only Locking Fuel Cap; Green. 10591D 

2006-2003 OE Equivalent Fuel Cap. 10830 

2006-2003 Regular Diesel Only Keyed Alike Fuel Cap; Green 17591D 

2006-2003 Regular Keyed Alike Fuel Cap 17591 

2006-2003 Regular Locking Fuel Cap 10591 

2006-2001 Oil Filler Cap. 10099 

2006-2001 OE Type Radiator Cap 10248 

2002 Diesel Only Fuel Cap; W/O Stripped Chassis; Green. 10830D 

2002 Diesel Only Locking Fuel Cap; W/O Stripped Chassis; 10591D 

Green. 

2002 OE Equivalent Fuel Cap; W/O Stripped Chassis. 10830 

2002 Regular Diesel Only Keyed Alike Fuel Cap; W/O 17591D 

Stripped Chassis; Green. 

2002 Regular Keyed Alike Fuel Cap; W/O Stripped Chassis.. 17591 

2002 Regular Locking Fuel Cap; W/O Stripped Chassis. 10591 

2001 Diesel Only Fuel Cap; Green 10830D 

2001 Diesel Only Locking Fuel Cap; Green. 10591D 

2001 OE Equivalent Fuel Cap. 10830 

2001 Regular Diesel Only Keyed Alike Fuel Cap; Green 17591D 


RSI 


Application 


Chevrolet - Continued 


Part 

Number 


PSI 


20 


15 


15 


15 


Silverado 3500 - Continued 

V-8 6.6 L DIESEL -Continued 



2001 

Regular Keyed Alike Fuel Cap. 

17591 


2001 

Regular Locking Fuel Cap. 

10591 


V-8 8.1 L 

2006-2004 

OE Equivalent Fuel Cap; W/O Threaded Filler Neck. 

10841 


2006-2004 

OE Equivalent Fuel Cap; W/ Threaded Filler Neck 

10834 


2006-2004 

Regular Keyed Alike Fuel Cap; W/O Threaded Filler 

Neck. 

17511 


2006-2004 

Regular Keyed Alike Fuel Cap; W/Threaded Filler Neck. 

17504 


2006-2004 

Regular Locking Fuel Cap; W/O Threaded Filler Neck. .. 

10511 


2006-2004 

Regular Locking Fuel Cap; W/ Threaded Filler Neck 

10504 


2006-2003 

Oil Filler Cap 

10099 


2006-2001 

OE Type Radiator Cap. 

10248 

15 

2003-2001 

OE Equivalent Fuel Cap 

10834 


2003-2001 

Regular Keyed Alike Fuel Cap. 

17504 


2003-2001 

Regular Locking Fuel Cap. 

10504 


2002-2001 

Oil Filler Cap. 

10114 


Silverado 3500 Classic 

V-8 6.0 L 

2007 

OE Equivalent Fuel Cap; W/O Threaded Filler Neck. 

10841 


2007 

OE Equivalent Fuel Cap; W/ Threaded Filler Neck. 

10834 


2007 

Oil Filler Cap. 

10099 


2007 

Regular Keyed Alike Fuel Cap; W/O Threaded Filler 

Neck. 

17511 


2007 

Regular Keyed Alike Fuel Cap; W/Threaded Filler Neck 

17504 


2007 

Regular Locking Fuel Cap; W/O Threaded Filler Neck 

10511 


2007 

Regular Locking Fuel Cap; W/ Threaded Filler Neck 

10504 


2007 

OE Type Radiator Cap. 

10248 

15 

V-8 6.6 L DIESEL 



2007 

Diesel Only Fuel Cap; Green. 

10830D 


2007 

Diesel Only Locking Fuel Cap; Green. 

10591D 


2007 

OE Equivalent Fuel Cap 

10830 


2007 

Oil Filler Cap. 

10099 


2007 

Regular Diesel Only Keyed Alike Fuel Cap; Green. 

17591D 


2007 

Regular Keyed Alike Fuel Cap 

17591 


2007 

Regular Locking Fuel Cap. 

10591 


2007 

OE Type Radiator Cap 

10248 

15 

V-8 8.1 L 

2007 

OE Equivalent Fuel Cap; W/O Threaded Filler Neck 

10841 


2007 

OE Equivalent Fuel Cap; W/ Threaded Filler Neck 

10834 


2007 

Oil Filler Cap. 

10099 


2007 

Regular Keyed Alike Fuel Cap; W/O Threaded Filler 

Neck. 

17511 


2007 

Regular Keyed Alike Fuel Cap; W/Threaded Filler Neck. 

17504 


2007 

Regular Locking Fuel Cap; W/O Threaded Filler Neck.... 

10511 


2007 

Regular Locking Fuel Cap; W/ Threaded Filler Neck. 

10504 


2007 

OE Type Radiator Cap. 

10248 

15 

Silverado 3500 HD 

V-8 6.0 L 

2017-2016 

OE Equivalent Fuel Cap. 

10834 


2015-2007 

Oil Filler Cap. 

10099 


2014-2013 

OE Equivalent Fuel Cap. 

10834 


2014-2013 

Regular Keyed Alike Fuel Cap. 

17504 


2014-2013 

Regular Locking Fuel Cap. 

10504 


2014-2011 

OE Type Radiator Cap. 

10271 

20 

2012-2009 

OE Equivalent Fuel Cap; W/O Threaded Filler Neck. 

10841 


2012-2009 

OE Equivalent Fuel Cap; W/ Threaded Filler Neck 

10834 


2012-2009 

Regular Keyed Alike Fuel Cap; W/O Threaded Filler 

Neck. 

17511 


2012-2009 

Regular Locking Fuel Cap; W/O Threaded Filler Neck 

10511 
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Caps for Passenger Cars and LightTmcks (1995 and Newer) 


Application 

Part 

Number 

PSI 

Application 


Part 

Number 

PSI 

Chevrolet - Continued 



Chevrolet - Continued 



Silverado 3500 HD - Continued 

Silverado 3500 HD - Continued | 

V-8 6.0L- 

Continued 



V-8 6.6 L DIESEL-Continued 



2012-2009 

Regular Locking Fuel Cap; W/ Threaded Filler Neck.. 

10504 


2014-2013 

OE Equivalent Fuel Cap. 

10817 


2012 

Regular Keyed Alike Fuel Cap; W/Threaded Filler 

17504 


2014-2013 

Regular Keyed Alike Fuel Cap. 

17591 



Neck; As required. 



2014-2013 

Regular Locking Fuel Cap. 

10591 


2011-2009 

Regular Keyed Alike Fuel Cap; W/Threaded Filler Neck. 

17504 


2013-2007 

Oil Filler Cap 

10099 


2010-2007 

OE Type Radiator Cap. 

10248 

15 

2012-2011 

Diesel Only Fuel Cap; Green; As required. 

10830D 


2008 

OE Equivalent Fuel Cap. 

10841 


2012-2011 

Diesel Only Locking Fuel Cap; Green; As required 

10591D 


2008 

Regular Keyed Alike Fuel Cap 

17511 


2012-2011 

Diesel Only Pre-Release Fuel Cap; Green; As required.. 

10819D 


2008 

Regular Locking Fuel Cap 

10511 


2012-2011 

Diesel Only Pre-Release Locking Fuel Cap; Green; As 

10501D 


2007 

OE Equivalent Fuel Cap; W/O Threaded Filler Neck 

10841 



required. 



2007 

OE Equivalent Fuel Cap; W/ Threaded Filler Neck 

10834 


2012-2011 

OE Equivalent Fuel Cap; As required 

10830 


2007 

Regular Keyed Alike Fuel Cap; W/O Threaded Filler 

17511 


2012-2011 

Pre-Release Diesel Only Keyed Alike Fuel Cap; Green; 

17501D 



Neck. 




As required. 



2007 

Regular Keyed Alike Fuel Cap; W/Threaded Filler Neck. 

17504 


2012-2011 

Pre-Release Fuel Cap; As required 

10819 


2007 

Regular Locking Fuel Cap; W/O Threaded Filler Neck 

10511 


2012-2011 

Pre-Release Keyed Alike Fuel Cap; As required. 

17501 


2007 

Regular Locking Fuel Cap; W/ Threaded Filler Neck . 

10504 


2012-2011 

Pre-Release Locking Fuel Cap; As required. 

10501 


V-8 6.0 L CNG 



2012-2011 

Regular Diesel Only Keyed Alike Fuel Cap; Green; As 

17591D 


2015 

OE Equivalent Fuel Cap. 

10834 



required. 



2015 

Regular Keyed Alike Fuel Cap. 

17504 


2012-2011 

Regular Keyed Alike Fuel Cap; As required. 

17591 


2015 

Regular Locking Fuel Cap. 

10504 


2012-2011 

Regular Locking Fuel Cap; As required. 

10591 


V-8 6.0 L FLEX 



2012 

OE Type Radiator Cap. 

10271 

20 

2015-2013 

OE Equivalent Fuel Cap. 

10834 


2011 

OE Type Radiator/Coolant Recovery Tank Cap 

10269 

18.5 

2015-2013 

Regular Keyed Alike Fuel Cap 

17504 


2010-2007 

Diesel Only Fuel Cap; Green 

10830D 


2015-2013 

Regular Locking Fuel Cap. 

10504 


2010-2007 

Diesel Only Locking Fuel Cap; Green. 

10591D 


2014 

Flex Fuel Keyed Alike Fuel Cap. 

17504Y 


2010-2007 

OE Equivalent Fuel Cap. 

10830 


2014 

Flex Fuel Regular Fuel Cap 

10834Y 


2010-2007 

Regular Diesel Only Keyed Alike Fuel Cap; Green 

17591D 


2014 


10504Y 


2010-2007 

Regular Keyed Alike Fuel Cap. 

17591 


2013-2010 

Oil Filler Cap 

10099 


2010-2007 

Regular Locking Fuel Cap. 

10591 


2012-2011 

OE Type Radiator Cap. 

10271 

20 

2010-2007 

OE Type Radiator Cap. 

10248 

15 

2012 

Flex Fuel Keyed Alike Fuel Cap; W/Threaded Filler 

17504Y 


Sonic 


Neck; Yellow. 



4-Cyl 1.4 L 




2012 

Flex Fuel Regular Fuel Cap; W/Threaded Filler Neck; 

10834Y 


2017-2012 

OE Equivalent Fuel Cap. 

10834 






2017-2012 

OE Type Radiator Cap 

10271 

20 

2012 

Flex Fuel Regular Locking Fuel Cap; W/Threaded Filler 

10504Y 







Neck; Yellow. 



2015-2012 

Regular Keyed Alike Fuel Cap. 

17504 


2012 

OE Equivalent Fuel Cap; W/O Threaded Filler Neck. 

10841 


2015-2012 

Regular Locking Fuel Cap. 

10504 


2012 

OE Equivalent Fuel Cap; W/ Threaded Filler Neck. 

10834 


2012 

Oil Filler Cap. 

10140 


2012 

Regular Keyed Alike Fuel Cap; W/O Threaded Filler 

17511 


4-Cyl 1.6 L 





Neck. 



2012 

OE Equivalent Fuel Cap. 

10834 


2012 

Regular Keyed Alike Fuel Cap; W/Threaded Filler 

Neck; As required. 

17504 


2012 

Regular Keyed Alike Fuel Cap. 

17504 






2012 

Regular Locking Fuel Cap. 

10504 


2012 

Regular Locking Fuel Cap; W/O Threaded Filler Neck 

10511 






2012 

Regular Locking Fuel Cap; W/ Threaded Filler Neck 

10504 


4-Cyl 1.8 L 

2017-2013 

OE Equivalent Fuel Cap. 

10834 


2011-2010 


17511Y 










2017-2013 

OE Type Radiator Cap. 

10271 

20 

2011-2010 

Flex Fuel Reqular Fuel Cap; Yellow 

10841Y 










2015-2013 

Regular Keyed Alike Fuel Cap. 

17504 


2011-2010 

Flex Fuel Regular Locking Fuel Cap; Yellow 

10511Y 


2015-2013 

Regular Locking Fuel Cap. 

10504 


2010 

OE Equivalent Fuel Cap. 

10841 


4-Cyl 1.8 L 

FLEX 



2010 

Regular Keyed Alike Fuel Cap 

17511 


2015-2012 

OE Equivalent Fuel Cap. 

10834 


2010 

Regular Locking Fuel Cap. 

10511 


2015-2012 

Regular Keyed Alike Fuel Cap. 

17504 


2010 

OE Type Radiator Cap. 

10248 

15 

2015-2012 

Regular Locking Fuel Cap. 

10504 


V-8 6.6 L 




2012 

Oil Filler Cap . 

10140 


2017-2016 

OE Equivalent Fuel Cap. 

10830 


2012 

OE Type Radiator Cap . 

10271 

20 

2017-2016 

Regular Keyed Alike Fuel Cap. 

17591 






2017-2016 

Regular Locking Fuel Cap. 

10591 


OOnOla 




2017 

OE Type Radiator Cap; Side. 

10271 

20 

V-o O.o L 








2003 

OE Equivalent Fuel Cap. 

10841 


2016-2013 

OE Type Radiator Cap. 

10271 

20 









2003 

Regular Keyed Alike Fuel Cap. 

17511 


2015-2014 

Oil Filler Cap. 

10099 










2003 

Regular Locking Fuel Cap. 

10511 


V-8 R fi D FSF 











2003 

OE Type Radiator Cap. 

10248 

15 

2015 

Diesel Only Fuel Cap 

10830D 






2015 

Diesel Only Locking Fuel Cap. 

10591D 


Spark 1 

2015 

OE Equivalent Fuel Cap. 

10830 


4-Cyl 1.2 L 




2015 

Regular Diesel Only Keyed Alike Fuel Cap. 

17591D 


2015-2013 

OE Equivalent Fuel Cap. 

10834 
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Caps for Passenger Cars and LightTrucks (1995 and Newer) 


Application 


Part 

Number 

PSI 

Application 

Part 

Number 

PSI 

Chevrolet - Continued 



Chevrolet - Continued 



Spark- 

Continued 



Suburban 1500 - Continued 1 

4-Cyl 1.2 L 

- Continued 



V-8 5.3 L - 

Continued 



2015-2013 

Regular Keyed Alike Fuel Cap. 

17504 


2003-2000 

Reaular Lockina Fuel CaD 

10504 


2015-2013 

Regular Locking Fuel Cap. 

10504 


V-8 5.3 L FLEX 



2015-2013 


10271 

20 

2014-2012 

OE Equivalent Fuel Cap 

10834 


4-Cyl 1.4 L 




2014-2012 

Regular Keyed Alike Fuel Cap 

17504 


2017-2016 

OE Equivalent Fuel Cap 

10834 


2014-2012 

Regular Locking Fuel Cap. 

10504 


2017-2016 

OE TvDe Radiator CaD 

10271 

20 

2014 

Flex Fuel Keyed Alike Fuel Cap 

17504Y 


finark FV 



2014 

Flex Fuel Regular Fuel Cap 

10834Y 


2014 


10834 


2014 

Flex Fuel Regular Locking Fuel Cap. 

10504Y 


2014 

Regular Keyed Alike Fuel Cap. 

17504 


2013-2002 

Oil Filler Cap. 

10099 


2014 

Regular Locking Fuel Cap. 

10504 


2012-2011 

OE Type Radiator Cap 

10271 

20 

ss 




2012 

Flex Fuel Keyed Alike Fuel Cap; Yellow 

17504Y 


V-8 6.2 L 




2012 

Flex Fuel Regular Fuel Cap; Yellow 

10834Y 


2017-2014 

OE Equivalent Fuel Cap 

10834 


2012 

Flex Fuel Regular Locking Fuel Cap; Yellow. 

10504Y 


2015-2014 

Oil Filler Cap 

10099 


2011-2005 

Flex Fuel Keyed Alike Fuel Cap; Yellow 

17511Y 


2015-2014 


17504 


2011-2005 

Flex Fuel Regular Fuel Cap; Yellow 

10841Y 


2015-2014 


10504 


2011-2005 

Flex Fuel Regular Locking Fuel Cap; Yellow. 

10511Y 


SSR 




2011-2005 

OE Equivalent Fuel Cap. 

10841 


V-8 5.3 L 

' 

' 


2011-2005 

Regular Keyed Alike Fuel Cap. 

17511 


2004-2003 

OE Equivalent Fuel Cap 

10836 


2011-2005 

Regular Locking Fuel Cap. 

10511 


2004-2003 

Oil Filler Cap 

10099 


2010-2002 

OE Type Radiator Cap. 

10248 

15 

2004-2003 

Regular Keyed Alike Fuel Cap 

17506 


2004 

Flex Fuel Keyed Alike Fuel Cap; W/O Threaded Filler 
Neck; Yellow. 

17511Y 


2004-2003 

Regular Locking Fuel Cap. 

10506 


2004 

Flex Fuel Keyed Alike Fuel Cap; W/Threaded Filler 

17504Y 


2004-2003 

OE Type Radiator Cap. 

10248 

15 





V-8 6.0 L 




2004 

Flex Fuel Regular Fuel Cap; W/O Threaded Filler Neck; 

10841Y 


2006-2005 

OE Equivalent Fuel Cap 

10841 



Yellow 



2006-2005 

Oil Filler Cap. 

10099 


2004 

Flex Fuel Regular Fuel Cap; W/Threaded Filler Neck; 

10834Y 


2006-2005 

Regular Keyed Alike Fuel Cap. 

17511 


2004 

Flex Fuel Regular Locking Fuel Cap; W/O Threaded 

10511Y 


2006-2005 

Regular Locking Fuel Cap. 

10511 



Filler Neck; Yellow. 



2006-2005 

OE Type Radiator Cap. 

10248 

15 

2004 

Flex Fuel Regular Locking Fuel Cap; W/Threaded Filler 

10504Y 


Suburban 




Neck; Yellow. 



V-8 5.3 L 




2004 

OE Equivalent Fuel Cap; W/O Threaded Filler Neck 

10841 


2016-2014 

OE Equivalent Fuel Cap. 

10834 


2004 

OE Equivalent Fuel Cap; W/ Threaded Filler Neck 

10834 


2015-2014 

Regular Keyed Alike Fuel Cap. 

17504 


2004 

Regular Keyed Alike Fuel Cap; W/O Threaded Filler 

17511 


2015-2014 

Regular Locking Fuel Cap. 

10504 


2004 

Regular Keyed Alike Fuel Cap; W/Threaded Filler Neck. 

17504 


V-8 8.8 L 1-LtX 



2004 

Regular Locking Fuel Cap; W/O Threaded Filler Neck.... 

10511 


2015 

OE Equivalent Fuel Cap. 

10834 


2004 

Regular Locking Fuel Cap; W/ Threaded Filler Neck 

10504 


2015 

Regular Keyed Alike Fuel Cap. 

17504 


2003-2002 

Flex Fuel Keyed Alike Fuel Cap; Yellow 

17504Y 


2015 

Regular Locking Fuel Cap. 

10504 


2003-2002 


10834Y 


Suburban 1500 

2003-2002 

Flex Fuel Regular Locking Fuel Cap; Yellow. 

10504Y 


V-8 5.3 L 




2003-2002 

OE Equivalent Fuel Cap 

10834 


2014-2011 

OE Type Radiator Cap. 

10271 

20 

2003-2002 

Regular Keyed Alike Fuel Cap. 

17504 


2014-2000 

Oil Filler Cap. 

10099 


2003-2002 

Regular Locking Fuel Cap .. .. 

10504 


2013-2012 

OE Equivalent Fuel Cap. 

10834 


V-8 5.7 L 




2013-2012 

Regular Keyed Alike Fuel Cap. 

17504 


2002-2000 

OE Type Radiator Cap. 

10248 

15 

2013-2012 

Regular Locking Fuel Cap. 

10504 


2002-1998 

OE Equivalent Fuel Cap. 

10834 


2011-2005 

OE Equivalent Fuel Cap 

10841 


2002-1998 

Regular Keyed Alike Fuel Cap. 

17504 


2011-2005 

Regular Keyed Alike Fuel Cap. 

17511 


2002-1998 

Regular Locking Fuel Cap. 

10504 


2011-2005 

Regular Locking Fuel Cap. 

10511 


1999-1995 

Oil Filler Cap. 

10105 


2010-2000 

OE Type Radiator Cap. 

10248 

15 

1999-1995 

OE Type Radiator Cap. 

10231 

16 

2004 

OE Equivalent Fuel Cap; W/O Threaded Filler Neck 

10841 


1999-1995 

Safety Release Radiator Cap. 

10331 

16 

2004 

OE Equivalent Fuel Cap; W/ Threaded Filler Neck. 

10834 


1997-1995 

OE Equivalent Fuel Cap. 

10817 


2004 

Regular Keyed Alike Fuel Cap; W/O Threaded Filler 

17511 


1997-1995 

Pre-Release Fuel Cap. 

10819 


2004 

Regular Keyed Alike Fuel Cap; W/Threaded Filler Neck. 

17504 


1997-1995 

Pre-Release Keyed Alike Fuel Cap. 

17501 


2004 

Regular Locking Fuel Cap; W/O Threaded Filler Neck.... 

10511 


1997-1995 

Pre-Release Locking Fuel Cap. 

10501 


2004 

Regular Locking Fuel Cap; W/ Threaded Filler Neck. 

10504 


1997-1995 

Regular Keyed Alike Fuel Cap. 

17591 


2003-2000 

OE Equivalent Fuel Cap. 

10834 


1997-1995 

Regular Locking Fuel Cap. 

10591 


2003-2000 

Regular Keyed Alike Fuel Cap. 

17504 


V-8 6.0 L 








2013-2012 

OE Equivalent Fuel Cap 

10834 
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Caps for Passenger Cars and LightTmcks (1995 and Newer) 


Application 

Part 

Number 

PSI 

Application 


Part 

Number 

PSI 

Chevrolet - Continued 



Chevrolet - Continued 



Suburban 1500 - Continued 

Suburban 3500 HD I 

V-8 6.0L- 

Continued 



V-8 6.0 L 




2013-2012 

Regular Keyed Alike Fuel Cap. 

17504 


2017-2016 

OE Equivalent Fuel Cap. 

10834 


2013-2012 

Regular Locking Fuel Cap ,, 

10504 


2017-2016 

Regular Keyed Alike Fuel Cap. 

17504 


2013-2006 

Oil Filler Cap 

10099 


2017-2016 

Regular Locking Fuel Cap. 

10504 


2012-2011 

OE Type Radiator Cap. 

10271 

20 

Tahoe 




2011-2006 

OE Equivalent Fuel Cap 

10841 


V-8 4.8 L 




2011-2006 

Regular Keyed Alike Fuel Cap. 

17511 


2009-2005 

OE Equivalent Fuel Cap. 

10841 


2011-2006 

Regular Locking Fuel Cap 

10511 


2009-2005 

Reqular Keyed Alike Fuel Cap 

17511 


2010-2006 

OE Tvoe Radiator Cap. 

10248 

15 

2009-2005 


10511 


Suburban 2500 



2009-2000 

Oil Filler Cap 

10099 


V-8 6.0L 




2009-2000 

OE Type Radiator Cap 

10248 

15 

2013 

OE Type Radiator Cap 

10271 

20 

2004 

OE Equivalent Fuel Cap; W/O Threaded Filler Neck. 

10841 


2009-2005 

OE Equivalent Fuel Cap. 

10841 


2004 

OE Equivalent Fuel Cap; W/ Threaded Filler Neck 

10834 


2009-2005 

Regular Keyed Alike Fuel Cap 

17511 


2004 

Regular Keyed Alike Fuel Cap; W/O Threaded Filler 

17511 


2009-2005 

Regular Locking Fuel Cap 

10511 



Neck. 



2009-2000 

Oil Filler Cap. 

10099 


2004 

Regular Keyed Alike Fuel Cap; W/Threaded Filler Neck. 

17504 


2009-2000 

OE Type Radiator Cap 

10248 

15 

2004 

Regular Locking Fuel Cap; W/O Threaded Filler Neck ... 

10511 


2004 

OE Equivalent Fuel Cap; W/O Threaded Filler Neck. 

10841 


2004 

Regular Locking Fuel Cap; W/ Threaded Filler Neck. 

10504 


2004 

OE Equivalent Fuel Cap; W/ Threaded Filler Neck. 

10834 


2003-2000 

OE Equivalent Fuel Cap. 

10834 


2004 

Regular Keyed Alike Fuel Cap; W/O Threaded Filler 

17511 


2003-2000 

Regular Keyed Alike Fuel Cap. 

17504 



Neck. 



2003-2000 

Regular Locking Fuel Cap. 

10504 


2004 

Regular Keyed Alike Fuel Cap; W/Threaded Filler Neck. 

17504 


V-8 5.3 L 




2004 

Regular Locking Fuel Cap; W/O Threaded Filler Neck 

10511 


2016-2012 

OE Equivalent Fuel Cap. 

10834 


2004 

Regular Locking Fuel Cap; W/ Threaded Filler Neck 

10504 


2015-2012 

Regular Keyed Alike Fuel Cap. 

17504 


2003-2000 

OE Equivalent Fuel Cap. 

10834 


2015-2012 

Regular Locking Fuel Cap. 

10504 


2003-2000 


17504 


2014-2011 

OE Type Radiator Cap. 

10271 

20 

2003-2000 

Reaular Lockina Fuel CaD 

10504 


2014-2000 

Oil Filler Cap. 

10099 


V-8 6.0 L FLEX 



2011-2005 

OE Equivalent Fuel Cap. 

10841 


2013-2012 

OE Equivalent Fuel Cap . 

10834 


2011-2005 

Regular Keyed Alike Fuel Cap. 

17511 


2013-2012 

Regular Keyed Alike Fuel Cap. 

17504 


2011-2005 

Regular Locking Fuel Cap. 

10511 


2013-2012 

Regular Locking Fuel Cap ,, 

10504 


2010-2000 

OE Type Radiator Cap. 

10248 

15 

2013-2010 

Oil Filler Cap 

10099 


2004 

OE Equivalent Fuel Cap; W/O Threaded Filler Neck. 

10841 


2012-2011 

OE Type Radiator Cap. 

10271 

20 

2004 

OE Equivalent Fuel Cap; W/ Threaded Filler Neck. 

10834 


2012 

Flex Fuel Keyed Alike Fuel Cap; Yellow. 

17504Y 


2004 

Regular Keyed Alike Fuel Cap; W/O Threaded Filler 

17511 


2012 

Flex Fuel Regular Fuel Cap; Yellow 

10834Y 



Neck. 



2012 

Flex Fuel Regular Locking Fuel Cap; Yellow 

10504Y 


2004 

Regular Keyed Alike Fuel Cap; W/Threaded Filler Neck. 

17504 


2011-2010 

Flex Fuel Keyed Alike Fuel Cap; Yellow. 

17511Y 


2004 

Regular Locking Fuel Cap; W/O Threaded Filler Neck.... 

10511 


2011-2010 

Flex Fuel Regular Fuel Cap; Yellow 

10841Y 


2004 

Regular Locking Fuel Cap; W/ Threaded Filler Neck. 

10504 


2011-2010 

Flex Fuel Regular Locking Fuel Cap; Yellow 

10511Y 


2003-2000 

OE Equivalent Fuel Cap. 

10834 


2011-2010 

OE Equivalent Fuel Cap 

10841 


2003-2000 

Regular Keyed Alike Fuel Cap. 

17504 


2011-2010 

Regular Keyed Alike Fuel Cap 

17511 


2003-2000 

Regular Locking Fuel Cap. 

10504 


2011-2010 

Regular Locking Fuel Cap 

10511 


V-8 5.3 L FLEX 



2010 

OE Type Radiator Cap. 

10248 

15 

2015-2012 

OE Equivalent Fuel Cap. 

10834 


V-8 8.1 L 




2015-2012 

Regular Keyed Alike Fuel Cap. 

17504 


2006-2005 

OE Equivalent Fuel Cap. 

10841 


2015-2012 

Regular Locking Fuel Cap. 

10504 


2006-2005 

Regular Keyed Alike Fuel Cap. 

17511 


2014-2013 

Flex Fuel Keyed Alike Fuel Cap. 

17504Y 


2006-2005 

Regular Locking Fuel Cap. 

10511 


2014-2013 

Flex Fuel Regular Fuel Cap. 

10834Y 


2006-2003 

Oil Filler Cap. 

10099 


2014-2013 

Flex Fuel Regular Locking Fuel Cap. 

10504Y 


2006-2001 

OE Type Radiator Cap. 

10248 

15 

2013-2002 

Oil Filler Cap. 

10099 


2004 

OE Equivalent Fuel Cap; W/O Threaded Filler Neck. 

10841 


2012-2011 

OE Type Radiator Cap . 

10271 

20 

2004 

OE Equivalent Fuel Cap; W/ Threaded Filler Neck. 

10834 


2012 

Flex Fuel Keyed Alike Fuel Cap; Yellow 

17504Y 


2004 

Regular Keyed Alike Fuel Cap; W/O Threaded Filler 

17511 


2012 

Flex Fuel Regular Fuel Cap; Yellow. 

10834Y 



Neck 



2012 

Flex Fuel Regular Locking Fuel Cap; Yellow 

10504Y 


2004 

Regular Keyed Alike Fuel Cap; W/Threaded Filler Neck 

17504 


2011-2005 

Flex Fuel Keyed Alike Fuel Cap; Yellow 

17511Y 


2004 

Regular Locking Fuel Cap; W/O Threaded Filler Neck 

10511 


2011-2005 

Flex Fuel Regular Fuel Cap; Yellow. 

10841Y 


2004 

Regular Locking Fuel Cap; W/ Threaded Filler Neck 

10504 


2011-2005 

Flex Fuel Regular Locking Fuel Cap; Yellow. 

10511Y 


2003-2001 

OE Equivalent Fuel Cap 

10834 


2011-2005 

OE Equivalent Fuel Cap. 

10841 


2003-2001 

Regular Keyed Alike Fuel Cap. 

17504 


2011-2005 

Regular Keyed Alike Fuel Cap 

17511 


2003-2001 

Regular Locking Fuel Cap. 

10504 


2011-2005 

Regular Locking Fuel Cap. 

10511 


2002-2001 

Oil Filler Cap 

10114 


2010-2002 

OE Type Radiator Cap 

10248 

15 
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Caps for Passenger Cars and LightTrucks (1995 and Newer) 


Part 

Application Number PSI 

Part 

Application Number PSI 

Chevrolet - Continued 

Chevrolet - Continued 

1 Tahoe - Continued 

1 Tahoe - Continued 1 


V-8 6.2 L - Continued 


V-8 5.3 L FLEX-Continued 

2004 Flex Fuel Keyed Alike Fuel Cap; W/O Threaded Filler 17511Y 

Neck; Yellow. 

2004 Flex Fuel Keyed Alike Fuel Cap; W/Threaded Filler 17504Y 

Neck; Yellow. 

2004 Flex Fuel Regular Fuel Cap; W/O Threaded Filler Neck; 10841Y 

Yellow. 

2004 Flex Fuel Regular Fuel Cap; W/Threaded Filler Neck; 10834Y 

Yellow. 

2004 Flex Fuel Regular Locking Fuel Cap; W/O Threaded 10511Y 

Filler Neck; Yellow 

2004 Flex Fuel Regular Locking Fuel Cap; W/Threaded Filler 10504Y 

Neck; Yellow. 

2004 OE Equivalent Fuel Cap; W/O Threaded Filler Neck. 10841 

2004 OE Equivalent Fuel Cap; W/Threaded Filler Neck. 10834 

2004 Regular Keyed Alike Fuel Cap; W/O Threaded Filler 17511 

Neck. 

2004 Regular Keyed Alike Fuel Cap; W/Threaded Filler Neck. 17504 

2004 Regular Locking Fuel Cap; W/O Threaded Filler Neck.... 10511 

2004 Regular Locking Fuel Cap; W/Threaded Filler Neck 10504 

2003-2002 Flex Fuel Keyed Alike Fuel Cap; Yellow. 17504Y 

2003-2002 Flex Fuel Regular Fuel Cap; Yellow. 10834Y 

2003-2002 Flex Fuel Regular Locking Fuel Cap; Yellow. 10504Y 

2003-2002 OE Equivalent Fuel Cap. 10834 

2003-2002 Regular Keyed Alike Fuel Cap 17504 

2003-2002 Regular Locking Fuel Cap 10504 

V-8 5.7 L 

2000-1998 OE Equivalent Fuel Cap. 10834 

2000-1998 Regular Keyed Alike Fuel Cap. 17504 

2000-1998 Regular Locking Fuel Cap. 10504 

2000-1995 Oil Filler Cap. 10105 

2000-1995 OE Type Radiator Cap 10231 16 

2000-1995 Safety Release Radiator Cap 10331 16 

1997-1995 OE Equivalent Fuel Cap. 10817 

1997-1995 Pre-Release Fuel Cap 10819 

1997-1995 Pre-Release Keyed Alike Fuel Cap 17501 

1997-1995 Pre-Release Locking Fuel Cap. 10501 

1997-1995 Regular Keyed Alike Fuel Cap. 17591 

1997-1995 Regular Locking Fuel Cap. 10591 

V-8 6.0 L 

2013 OE Type Radiator Cap 10271 20 

V-8 6.0 L ELECTRIC/FLEX 

2013-2010 Oil Filler Cap. 10099 

2013 OE Equivalent Fuel Cap. 10834 

2013 Regular Keyed Alike Fuel Cap. 17504 

2013 Regular Locking Fuel Cap. 10504 

2012-2010 OE Equivalent Fuel Cap. 10841 

2012-2010 Regular Keyed Alike Fuel Cap. 17511 

2012-2010 Regular Locking Fuel Cap. 10511 

2012-2010 OE Type Radiator Cap 10271 20 

2011 Flex Fuel Keyed Alike Fuel Cap; Yellow. 17511Y 

2011 Flex Fuel Regular Fuel Cap; Yellow. 10841Y 

2011 Flex Fuel Regular Locking Fuel Cap; Yellow. 10511Y 

V-8 6.0 L ELECTRIC/GAS 

2009-2008 OE Equivalent Fuel Cap. 10841 

2009-2008 Oil Filler Cap. 10099 

2009-2008 Regular Keyed Alike Fuel Cap. 17511 

2009-2008 Regular Locking Fuel Cap. 10511 

2009-2008 OE Type Radiator Cap. 10248 15 

V-8 6.2 L 

2008 OE Equivalent Fuel Cap. 10841 

2008 Oil Filler Cap. 10099 


2008 Regular Keyed Alike Fuel Cap 17511 

2008 Regular Locking Fuel Cap 10511 

2008 OE Type Radiator Cap 10248 15 

V-8 6.2 L FLEX 

2009 OE Equivalent Fuel Cap 10841 

2009 Oil Filler Cap 10099 

2009 Regular Keyed Alike Fuel Cap 17511 

2009 Regular Locking Fuel Cap 10511 

2009 OE Type Radiator Cap 10248 15 

V-8 6.5 L DIESEL 

1999-1998 Oil Filler Cap. 10099 

1999-1995 Diesel Only Fuel Cap; Green. 10830D 

1999-1995 Diesel Only Locking Fuel Cap; Green. 10591D 

1999-1995 OE Equivalent Fuel Cap. 10830 

1999-1995 Regular Diesel Only Keyed Alike Fuel Cap; Green. 17591D 

1999-1995 Regular Keyed Alike Fuel Cap. 17591 

1999-1995 Regular Locking Fuel Cap. 10591 

1999-1995 OE Type Radiator Cap. 10230 16 

1999-1995 Safety Release Radiator Cap. 10330 16 

1997-1995 Diesel Only Pre-Release Fuel Cap; Green. 10819D 

1997-1995 Diesel Only Pre-Release Locking Fuel Cap; Green. 10501D 

1997-1995 Pre-Release Diesel Only Keyed Alike Fuel Cap; Green . 17501D 

1997 Oil Filler Cap; W/Metal Oil Cap. 10066 

1997 Oil Filler Cap; W/O Metal Oil Cap. 10099 

1996-1995 Oil Filler Cap. 10066 

Tracker 

4-Cyl 1.6 L 

2002-1998 OE Equivalent Fuel Cap. 10825 

2002-1998 Oil Filler Cap. 10081 

2002-1998 Regular Keyed Alike Fuel Cap. 17595 

2002-1998 Regular Locking Fuel Cap 10595 

2002- 1998 OE Type Radiator Cap. 10242 16 

4-Cyl 2.0 L 

2003- 1999 OE Equivalent Fuel Cap 10825 

2003-1999 Oil Filler Cap 10081 

2003-1999 Regular Keyed Alike Fuel Cap 17595 

2003-1999 Regular Locking Fuel Cap 10595 

2003- 1999 OE Type Radiator Cap. 10242 16 

V-6 2.5 L 

2004- 2001 OE Equivalent Fuel Cap 10825 

2004-2001 Oil Filler Cap. 10081 

2004-2001 Regular Keyed Alike Fuel Cap. 17595 

2004-2001 Regular Locking Fuel Cap 10595 

2004-2001 OE Type Radiator Cap 10242 16 

Trailblazer 

6-Cyl 4.2 L 

2009-2005 OE Equivalent Fuel Cap 10841 

2009-2005 Regular Keyed Alike Fuel Cap 17511 

2009-2005 Regular Locking Fuel Cap 10511 

2009-2002 Oil Filler Cap. 10099 

2009-2002 OE Type Radiator Cap. 10248 15 

2004-2002 OE Equivalent Fuel Cap. 10836 

2004-2002 Regular Keyed Alike Fuel Cap. 17506 

2004-2002 Regular Locking Fuel Cap. 10506 

V-8 5.3 L 

2008-2006 OE Equivalent Fuel Cap. 10841 

2008-2006 Oil Filler Cap. 10099 

2008-2006 Regular Keyed Alike Fuel Cap. 17511 
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Caps for Passenger Cars and LightTmcks (1995 and Newer) 


Application 

Part 

Number 

PSI 

Application 

Part 

Number 

PSI 

Chevrolet - Continued 



Chevrolet - Continued 



Trailblazer-Continued 

Uplander - Continued ! 

V-8 5.3 L - Continued 



V-6 3.9 L - Continued 



2008-2006 Regular Locking Fuel Cap ,, 

10511 


2009-2006 OE Type Radiator/Coolant Recovery Tank Cap. 

10269 

18.5 

2008-2006 OE Type Radiator Cap. 

10248 

15 

2009 Regular Locking Fuel Cap. 

10511 


V-8 6.0 L 



2008-2006 Regular Locking Fuel Cap. 

10523 


2009-2006 OE Equivalent Fuel Cap 

10841 


V-6 3.9 L FLEX 



2009-2006 Oil Filler Cap 

10099 


2009-2007 OE Equivalent Fuel Cap. 

10841 


2009-2006 Regular Keyed Alike Fuel Cap. 

17511 


2009-2007 Regular Keyed Alike Fuel Cap 

17511 


2009-2006 Regular Locking Fuel Cap 

10511 


2009 Regular Locking Fuel Cap. 

10511 


2009-2006 OE Type Radiator Cap. 

10248 

15 

2008-2007 Oil Filler Cap 

10099 


Trailblazer EXT 



2008-2007 Regular Locking Fuel Cap. 

10523 


6-Cyl 4.2 L 



2008-2007 OE Type Radiator/Coolant Recovery Tank Cap 

10269 

18.5 

2006-2005 OE Equivalent Fuel Cap. 

10841 


Venture j 

2006-2005 Regular Keyed Alike Fuel Cap. 

17511 


V-6 3.4 L 



2006-2005 Regular Locking Fuel Cap 

10511 


2005-1998 OE Equivalent Fuel Cap. 

10836 


2006-2002 Oil Filler Cap 

10099 


2005-1998 Regular Keyed Alike Fuel Cap. 

17506 


2006-2002 OE Type Radiator Cap. 

. 10248 

15 

2005-1998 Regular Locking Fuel Cap. 

10506 


2004-2002 OE Equivalent Fuel Cap 

. 10836 


2005-1997 Oil Filler Cap 

10099 


2004-2002 Regular Keyed Alike Fuel Cap 

. 17506 


2005-1997 OE Type Radiator Cap. 

10231 

16 

2004-2002 Regular Locking Fuel Cap 

. 10506 


2005-1997 Safety Release Radiator Cap. 

10331 

16 

V-8 5.3 L 



1997 OE Equivalent Fuel Cap .. .. 

10817 


2006-2005 OE Equivalent Fuel Cap. 

. 10841 



10819 


2006-2005 Regular Keyed Alike Fuel Cap. 

. 17511 


1997 Pre-Release Keyed Alike Fuel Cap 

17501 


2006-2005 Regular Locking Fuel Cap 

10511 


1997 Pre-Release Lockinq Fuel Cap 

10501 


2006-2003 Oil Filler Cap. 

10099 


1997 Regular Keyed Alike Fuel Cap. 

17591 


2006-2003 OE Type Radiator Cap. 

10248 

15 


10591 


2004-2003 OE Equivalent Fuel Cap. 

. 10836 


Volt 



2004-2003 Regular Keyed Alike Fuel Cap. 

. 17506 


4-Cyl 1.4 L 



2004-2003 Regular Locking Fuel Cap. 

. 10506 


2015-2013 OE Type Radiator Cap. 

10271 

20 

Traverse 



2011 OE Type Radiator Cap. 

10271 

20 

V-6 3.6 L 



4-Cyl 1.4 L ELECTRIC/GAS 



2017-2012 OE Equivalent Fuel Cap. 

10834 


2015 OE Equivalent Fuel Cap. 

10826 


2015-2013 OE Type Radiator Cap. 

10248 

15 

2015 Regular Keyed Alike Fuel Cap. 

17596 


2015-2012 Regular Keyed Alike Fuel Cap. 

17504 


2015 Regular Locking Fuel Cap. 

10596 


2015-2012 Regular Locking Fuel Cap. 

10504 


2014-2013 OE Equivalent Fuel Cap. 

10834 


2015-2012 OE Type Radiator Cap 

10271 

20 

2014-2013 Regular Keyed Alike Fuel Cap. 

17504 


2015-2009 Oil Filler Cap 

10099 


2014-2013 Regular Locking Fuel Cap 

10504 


2011 -2009 OE Equivalent Fuel Cap 

10841 


2012-2011 OE Equivalent Fuel Cap 

10836 


2011 -2009 Regular Keyed Alike Fuel Cap 

17511 


2012-2011 Oil Filler Cap 

10140 


2011 -2009 Regular Locking Fuel Cap 

10511 


2012-2011 Regular Keyed Alike Fuel Cap 

17506 


2011-2009 OE Type Radiator Cap 

10248 

15 

2012-2011 Regular Keyed Alike Fuel Cap 

17522 


Trax 



2012-2011 Regular Locking Fuel Cap 

10522 


4-Cyl 1.4 L 



2012 OE Type Radiator Cap 

10271 

20 

2017-2013 OE Equivalent Fuel Cap 

10834 


4-Cyl 1.5 L 



2017-2013 OE Type Radiator Cap 

10271 

20 

2017-2016 OE Equivalent Fuel Cap. 

10826 


2015-2013 Regular Keyed Alike Fuel Cap 

17504 


Zafira 

2015-2013 Regular Locking Fuel Cap 

10504 


4-Cyl 2.2 L 



Uplander 



2003-2002 OE Equivalent Fuel Cap. 

10817 


V-6 3.5 L 



2003-2002 Pre-Release Fuel Cap 

10819 


2006-2005 OE Equivalent Fuel Cap. 

10841 


2003-2002 Pre-Release Keyed Alike Fuel Cap 

17501 


2006-2005 Oil Filler Cap 

10099 


2003-2002 Pre-Release Locking Fuel Cap 

10501 


2006-2005 Regular Keyed Alike Fuel Cap. 

17511 


2003-2002 Regular Keyed Alike Fuel Cap 

17591 


2006-2005 Regular Locking Fuel Cap 

10523 


2003-2002 Regular Locking Fuel Cap. 

10591 


2006-2005 OE Type Radiator Cap 

10231 

16 

Chrysler 

2006-2005 Safety Release Radiator Cap. 

10331 

16 

200 i 

2005 OE Type Radiator Cap 

10236 

0 

4-Cyl 2.4 L 



V-6 3.9 L 



2015-2011 OE Equivalent Fuel Cap. 

10838 


2009-2006 OE Equivalent Fuel Cap 

. 10841 


2015-2011 Regular Keyed Alike Fuel Cap 

17508 


2009-2006 Oil Filler Cap 

. 10099 


2015-2011 Regular Locking Fuel Cap 

10508 


2009-2006 Regular Keyed Alike Fuel Cap 

17511 


2015-2011 OE Type Radiator Cap 

10230 

16 







55 








































































































Caps for Passenger Cars and LightTmcks (1995 and Newer) 


Application 


Part 

Number 

PSI 

Application 

Part 

Number 

PSI 

Chrysler - Continued 



Chrysler - Continued 



200 - Continued 

300 - Continued t 

4-Cyl 2.4 L 

- Continued 



V-8 5.7 L - 

Continued 



2015 

OE Type Radiator Cap. 

10271 

20 

2015-2005 

Safety Release Radiator Cap. 

10334 

18 

2014-2011 

Oil Filler Cap 

10111 


2012 

Regular Locking Fuel Cap. 

10524 


2014-2011 

Safety Release Radiator Cap 

10330 

16 

2010-2005 

OE Equivalent Fuel Cap 

10838 


V-6 3.6L 




2010-2005 

Regular Keyed Alike Fuel Cap. 

17508 


2015 

OE Type Radiator Cap 

10271 

20 

2010-2005 


10508 


2013-2012 

OE Equivalent Fuel Cap 

10838 


V-8 5.7 L FLEX 



2013-2012 

Oil Filler Cap 

10148 


2012-2011 

Oil Filler Cap. 

10111 


2013-2012 

Regular Keyed Alike Fuel Cap 

17508 


2012 

Regular Locking Fuel Cap 

10524 


2013-2012 

Regular Locking Fuel Cap. 

10508 


2012 

OE Type Radiator Cap. 

10234 

18 

2013-2012 

OE Type Radiator Cap 

10234 

18 

2012 

Safety Release Radiator Cap 

10334 

18 

2013-2012 

Safety Release Radiator Cap 

10334 

18 

V-8 6.1 L 




V-6 3.6 L FLEX 



2010-2005 

OE Equivalent Fuel Cap 

10838 


2015-2011 

OE Equivalent Fuel Cap 

10838 


2010-2005 

Oil Filler Cap. 

10111 


2015-2011 

Regular Keyed Alike Fuel Cap. 

17508 


2010-2005 

Regular Keyed Alike Fuel Cap 

17508 


2015-2011 

Regular Locking Fuel Cap. 

10508 


2010-2005 

Regular Locking Fuel Cap. 

10508 


2015 

Flex Fuel Keyed Alike Fuel Cap 

17508Y 


2010-2005 

OE Type Radiator Cap. 

10234 

18 

2015 

Flex Fuel Regular Fuel Cap 

10838Y 


2010-2005 

Safety Release Radiator Cap 

10334 

18 

2015 

Flex Fuel Regular Locking Fuel Cap 

10508Y 


V-8 6.4 L 




2014-2011 


10234 

18 

2014-2012 

OE Type Radiator Cap. 

10235 

20 

2014-2011 

Safety Release Radiator Cap. 

10334 

18 

2014 

Safety Release Radiator Cap 

10330 

16 

2013-2011 

Flex Fuel Keyed Alike Fuel Cap; Yellow. .. 

17508Y 


2013-2012 

Safety Release Radiator Cap 

10335 

20 

2013-2011 


10838Y 


2012 

Oil Filler Cap 

10148 


2013-2011 

Flex Fuel Regular Locking Fuel Cap; Yellow. 

10508Y 


2012 

Regular Locking Fuel Cap. 

10524 


2013-2011 

Oil Filler Cap. 

10148 


300M 

300 

V-6 3.5 L 




V-6 2.7 L 




2004-2000 

OE Equivalent Fuel Cap. 

10838 


2010-2005 

OE Equivalent Fuel Cap. 

10838 


2004-2000 

Regular Keyed Alike Fuel Cap. 

17508 


2010-2005 

Oil Filler Cap. 

10099 


2004-2000 

Regular Locking Fuel Cap. 

10508 


2010-2005 

Regular Keyed Alike Fuel Cap. 

17508 


2004-1999 

Oil Filler Cap. 

10111 


2010-2005 


10508 


2004-1999 

OE Type Radiator Cap. 

10234 

18 

2010-2005 


10234 

18 

2004-1999 

Safety Release Radiator Cap. 

10334 

18 

2010-2005 

Safety Release Radiator Cap 

10334 

18 

1999 

OE Equivalent Fuel Cap. 

10817 


V-6 3.5 L 




1999 

Pre-Release Fuel Cap. 

10819 


2010-2005 

OE Equivalent Fuel Cap. 

10838 


1999 

Pre-Release Keyed Alike Fuel Cap 

17501 


2010-2005 

Regular Keyed Alike Fuel Cap 

17508 


1999 

Pre-Release Locking Fuel Cap. 

10501 


2010-2005 

Regular Locking Fuel Cap. 

10508 


1999 

Regular Keyed Alike Fuel Cap 

17591 


2010-2005 

OE Type Radiator Cap. 

10234 

18 

1999 

Regular Locking Fuel Cap 

10591 


2010-2005 

Safety Release Radiator Cap 

10334 

18 

Aspen 




2010 

Oil Filler Cap 

10120 


V-8 4.7 L 




2009-2007 

Oil Filler Cap 

10148 


2008-2007 

OE Equivalent Fuel Cap 

10838 


2006-2005 

Oil Filler Cap 

10111 


2008-2007 

Oil Filler Cap . 

10148 


V-6 3.6 L 




2008-2007 

Regular Keyed Alike Fuel Cap. 

17508 


2015-2011 

OE Type Radiator Cap. 

10234 

18 

2008-2007 

Regular Locking Fuel Cap. 

10508 


2015-2011 

Safety Release Radiator Cap 

10334 

18 

2008-2007 


10235 

20 

2014-2013 

Regular Keyed Alike Fuel Cap. 

17508 


2008-2007 

Safety Release Radiator Cap 

10335 

20 

2014-2013 

Regular Locking Fuel Cap. 

10508 


V-8 4.7 L FLEX 



2012-2011 

Oil Filler Cap 

10148 


2009-2007 

Flex Fuel Keyed Alike Fuel Cap; Yellow 

17508Y 


2012 

Regular Lockinq Fuel Cap. 

10524 


2009-2007 

Flex Fuel Reqular Fuel Cap; Yellow 

10838Y 


V-6 3.6 L FLEX 



2009-2007 

Flex Fuel Regular Locking Fuel Cap; Yellow. 

10508Y 


2014-2013 

Regular Keyed Alike Fuel Cap 

17508 


2009-2007 

OE Equivalent Fuel Cap 

10838 


2014-2013 

Regular Locking Fuel Cap. 

10508 


2009-2007 

Oil Filler Cap. 

10148 


2014-2012 

OE Type Radiator Cap 

10234 

18 

2009-2007 


17508 


2014-2012 

Safety Release Radiator Cap 

10334 

18 

2009-2007 

Reqular Lockinq Fuel Cap 

10508 


2012-2011 

Oil Filler Cap 

10148 


2009-2007 


10235 

20 

2012 

Regular Locking Fuel Cap. 

10524 


2009-2007 

Safety Release Radiator Cap 

10335 

20 

V-8 5.7 L 




V-8 5.7 L 




2016-2005 

Oil Filler Cap 

10111 


2009-2007 

OE Equivalent Fuel Cap 

10838 


2015-2005 

OE Type Radiator Cap 

10234 

18 

2009-2007 

Regular Keyed Alike Fuel Cap 

17508 
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Caps for Passenger Cars and LightTmcks (1995 and Newer) 


Application 


Part 

Number 

PSI 

Application 

Part 

Number 

PSI 

Chrysler - Continued 



Chrysler - Continued 



Aspen - 

Continued 



Concorde - Continued 1 

V-8 5.7L- 

Continued 



V-6 2.7 L - 

Continued 



2009-2007 

Regular Locking Fuel Cap ,, 

10508 


2004-1998 

Safety Release Radiator Cap. 

10334 

18 

2009-2007 

OE Type Radiator Cap. 

10235 

20 

1998 

OE Equivalent Fuel Cap. 

10817 


2009-2007 

Safety Release Radiator Cap. 

10335 

20 

1998 

Pre-Release Fuel Cap. 

10819 


2009 

Oil Filler Cap 

10111 


1998 

Pre-Release Keyed Alike Fuel Cap 

17501 


2008-2007 

Oil Filler CaD: Available Until Stock Deoleted 

10145 


1998 

Pre-Release Locking Fuel Cap 

10501 


V-8 5.7 L ELECTRIC/GAS 



1998 

Regular Keyed Alike Fuel Cap. 

17591 


2009 

OE Equivalent Fuel Cap 

10838 


1998 

Regular Locking Fuel Cap. 

10591 


2009 

Oil Filler Cap 

10111 


V-6 3.2 L 




2009 

Regular Keyed Alike Fuel Cap 

17508 


2001-2000 

OE Equivalent Fuel Cap. 

10838 


2009 

Regular Locking Fuel Cap 

10508 


2001-2000 

Regular Keyed Alike Fuel Cap 

17508 


2009 

OE Type Radiator Cap 

10235 

20 

2001-2000 

Regular Locking Fuel Cap. 

10508 


2009 

Safety Release Radiator Cap. 

10335 

20 

2001-1998 

Oil Filler Cap 

. 10111 


Cirrus 




2001-1998 

OE Type Radiator Cap 

10234 

18 

4-Cyl 2.0 L 




2001-1998 

Safety Release Radiator Cap. 

. 10334 

18 

2000 

OE Equivalent Fuel Cap 

10838 


1999-1998 

OE Equivalent Fuel Cap. 

. 10817 


2000 

Oil Filler Cap 

10111 


1999-1998 

Pre-Release Fuel Cap 

10819 


2000 

Regular Keyed Alike Fuel Cap 

17508 


1999-1998 

Pre-Release Keyed Alike Fuel Cap. 

. 17501 


2000 

Regular Locking Fuel Cap 

10508 


1999-1998 

Pre-Release Locking Fuel Cap. 

. 10501 


2000 

OE Type Radiator Cap. 

10231 

16 

1999-1998 

Regular Keyed Alike Fuel Cap. 

. 17591 


2000 

Safety Release Radiator Cap. 

10331 

16 

1999-1998 

Regular Locking Fuel Cap. 

. 10591 


4-Cyl 2.4 L 




V-6 3.3 L 




2000-1999 

Oil Filler Cap 

10111 


1996-1995 

OE Equivalent Fuel Cap. 

. 10817 


2000-1999 


10231 

16 

1996-1995 

Oil Filler Cap. 

10066 


2000-1999 

Safety Release Radiator Cap. 

10331 

16 

1996-1995 

Pre-Release Fuel Cap. 

10819 


2000 


10838 


1996-1995 

Pre-Release Keyed Alike Fuel Cap. 

17501 


2000 


17508 


1996-1995 

Pre-Release Locking Fuel Cap. 

10501 


2000 

Regular Locking Fuel Cap. 

10508 


1996-1995 

Regular Keyed Alike Fuel Cap. 

17591 


1999-1995 

OE Equivalent Fuel Cap. 

10817 


1996-1995 

Regular Locking Fuel Cap. 

10591 


1999-1995 


10819 


1996-1995 

OE Type Radiator Cap. 

10234 

18 

1999-1995 


17501 


1996-1995 

Safetv Release Radiator CaD 

10334 

18 

1999-1995 

Pre-Release Locking Fuel Cap. 

10501 


V-6 3.3 L FLEX 



1999-1995 

Regular Keyed Alike Fuel Cap. 

17591 


1995 

OE Equivalent Fuel Cap. 

10817 


1999-1995 

Regular Locking Fuel Cap. 

10591 


1995 

Oil Filler Cap. 

10066 


1998 


10230 

16 

1995 

Pre-Release Fuel Cap. 

10819 


1998 


10330 

16 

1995 

Pre-Release Keyed Alike Fuel Cap . . 

17501 


1997-1995 

Oil Filler Cap 

10111 


1995 

Pre-Release Locking Fuel Cap 

10501 


1997-1995 


10231 

16 

1995 

Regular Keyed Alike Fuel Cap. 

17591 


1997-1995 

Safety Release Radiator Cap. 

10331 

16 

1995 

Regular Locking Fuel Cap. 

10591 


V-6 2.5 L 




1995 

OE Type Radiator Cap. 

10234 

18 

2000-1995 


10088 


1995 

Safety Release Radiator Cap. 

10334 

18 

2000-1995 

OE Type Radiator Cap 

10231 

16 

V-6 3.5 L 




2000-1995 

Safety Release Radiator Cap 

10331 

16 

2004-2002 

OE Equivalent Fuel Cap. 

10838 


2000 

OE Equivalent Fuel Cap. 

10838 


2004-2002 

Oil Filler Cap. 

10111 


2000 

Regular Keyed Alike Fuel Cap 

17508 


2004-2002 

Regular Keyed Alike Fuel Cap 

17508 


2000 

Regular Locking Fuel Cap 

10508 


2004-2002 

Regular Locking Fuel Cap. 

10508 


1999-1995 

OE Equivalent Fuel Cap. 

10817 


2004-2002 

OE Type Radiator Cap 

10234 

18 

1999-1995 


10819 


2004-2002 

Safety Release Radiator Cap. 

. 10334 

18 

1999-1995 


17501 


1997-1995 

OE Equivalent Fuel Cap. 

. 10817 


1999-1995 


10501 


1997-1995 

Oil Filler Cap. 

. 10111 


1999-1995 


17591 


1997-1995 

Pre-Release Fuel Cap 

10819 


1999-1995 

Regular Locking Fuel Cap. 

10591 


1997-1995 

Pre-Release Keyed Alike Fuel Cap. 

. 17501 


Concorde 



1997-1995 

Pre-Release Locking Fuel Cap. 

. 10501 


V-6 2.7 L 




1997-1995 

Regular Keyed Alike Fuel Cap. 

. 17591 


2004-1999 

OE Equivalent Fuel Cap. 

10838 


1997-1995 

Regular Locking Fuel Cap. 

. 10591 


2004-1999 

Regular Keyed Alike Fuel Cap 

17508 


1997-1995 

OE Type Radiator Cap. 

10234 

18 

2004-1999 

Regular Locking Fuel Cap. 

10508 


1997-1995 

Safety Release Radiator Cap. 

10334 

18 

2004-1998 

Oil Filler Cap. 

10099 






2004-1998 

OE Type Radiator Cap. 

10234 

18 
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Caps for Passenger Cars and LightTrucks (1995 and Newer) 


Application 

Part 

Number 

PSI 

Application 


Part 

Number 

PSI 

Chrysler - Continued 



Chrysler - Continued 



Crossfire 

Intrepid 

- Continued 



V-6 3.2 L 




V-6 3.3 L - 

Continued 



2008-2004 

OE Eauivalent Fuel CaD 

10845 


1997-1995 

Oil Filler Cap . 

10066 


Grand Voyager 



1997-1995 

Pre-Release Fuel Cap. 

10819 


V-6 3.0 L 




1997-1995 

Pre-Release Keyed Alike Fuel Cap. 

17501 


2000 

OE Equivalent Fuel Cap 

10838 


1997-1995 

Pre-Release Locking Fuel Cap. 

10501 


2000 

Oil Filler Cap 

10088 


1997-1995 

Regular Keyed Alike Fuel Cap. 

17591 


2000 

Regular Keyed Alike Fuel Cap 

17508 


1997-1995 

Regular Locking Fuel Cap. 

10591 


2000 


10508 


1997-1995 

OE Type Radiator Cap. 

10234 

18 

2000 

OE Type Radiator Cap 

10231 

16 

1997-1995 

Safetv Release Radiator Cap. 

10334 

18 

2000 

Safety Release Radiator Cap 

10331 

16 

V-6 3.3 L FLEX 



V-6 3.3 L 




1995 

OE Equivalent Fuel Cap 

10817 


2000 

OE Equivalent Fuel Cap 

10838 


1995 

Oil Filler Cap. 

10066 


2000 

Oil Filler Cap 

10111 


1995 

Pre-Release Fuel Cap 

10819 


2000 


17508 


1995 

Pre-Release Keyed Alike Fuel Cap 

17501 


2000 


10508 


1995 

Pre-Release Locking Fuel Cap. 

10501 


2000 

OE Type Radiator Cap. 

10231 

16 

1995 

Regular Keyed Alike Fuel Cap 

. 17591 


2000 

Safetv Release Radiator CaD 

10331 

16 

1995 

Regular Locking Fuel Cap. 

10591 


V-6 3.3 L FLEX 



1995 

OE Type Radiator Cap. 

. 10234 

18 

2000 

Flex Fuel Keyed Alike Fuel Cap; Yellow 

17508Y 


1995 

Safety Release Radiator Cap. 

10334 

18 

2000 

Flex Fuel Regular Fuel Cap; Yellow 

10838Y 


V-6 3.5 L 




2000 

Flex Fuel Regular Locking Fuel Cap; Yellow 

10508Y 


2004-2000 

OE Equivalent Fuel Cap. 

10838 


2000 

OE Equivalent Fuel Cap 

10838 


2004-2000 

Oil Filler Cap. 

. 10111 


2000 

Oil Filler Cap 

10111 


2004-2000 

Regular Keyed Alike Fuel Cap. 

. 17508 


2000 


17508 


2004-2000 

Regular Locking Fuel Cap. 

10508 


2000 


10508 


2004-2000 

OE Type Radiator Cap. 

10234 

18 

2000 


10231 

16 

2004-2000 

Safety Release Radiator Cap. 

10334 

18 

2000 

Safety Release Radiator Cap ... 

10331 

16 

1997-1995 

OE Equivalent Fuel Cap. 

10817 


V-6 3.8 L 




1997-1995 

Oil Filler Cap. 

10111 


2000-1999 

OE Type Radiator Cap. 

10231 

16 

1997-1995 

Pre-Release Fuel Cap. 

10819 


2000-1999 

Safety Release Radiator Cap. 

10331 

16 

1997-1995 

Pre-Release Keyed Alike Fuel Cap 

17501 


Intrepid 




1997-1995 

Pre-Release Locking Fuel Cap. 

10501 


V-6 2.7 L 




1997-1995 

Regular Keyed Alike Fuel Cap 

17591 


2004-2000 


10838 


1997-1995 

Regular Locking Fuel Cap 

10591 


2004-2000 


17508 


1997-1995 

OE Type Radiator Cap. 

10234 

18 

2004-2000 


10508 


1997-1995 

Safety Release Radiator CaD 

10334 

18 

2004-1998 

Oil Filler Cap. 

10099 


LeBaron 



2004-1998 

OE Type Radiator Cap. 

10234 

18 

V-6 3.0 L 




2004-1998 

Safety Release Radiator Cap. 

10334 

18 

1995 

OE Equivalent Fuel Cap 

10817 


1999-1998 

OE Equivalent Fuel Cap. 

10817 


1995 

Oil Filler Cap. 

10088 


1999-1998 

Pre-Release Fuel Cap. 

10819 


1995 

Pre-Release Fuel Cap. 

10819 


1999-1998 

Pre-Release Keyed Alike Fuel Cap. 

17501 


1995 

Pre-Release Keyed Alike Fuel Cap. 

17501 


1999-1998 

Pre-Release Locking Fuel Cap. 

10501 


1995 

Pre-Release Locking Fuel Cap. 

10501 


1999-1998 

Regular Keyed Alike Fuel Cap. 

17591 


1995 

Regular Keyed Alike Fuel Cap. 

17591 


1999-1998 

Regular Locking Fuel Cap. 

10591 


1995 

Regular Locking Fuel Cap. 

. 10591 


V-6 3.2 L 




1995 

OE Type Radiator Cap. 

10231 

16 

2001-2000 

OE Equivalent Fuel Cap 

10838 


1995 

Safety Release Radiator Cap 

. 10331 

16 

2001-2000 

Regular Keyed Alike Fuel Cap 

17508 


LHS 




2001-2000 

Regular Locking Fuel Cap. 

10508 


V-6 3.5 L 




2001-1998 

Oil Filler Cap 

10111 


2001-2000 

OE Equivalent Fuel Cap 

. 10838 


2001-1998 

OE Type Radiator Cap 

10234 

18 

2001-2000 


17508 


2001-1998 

Safety Release Radiator Cap 

10334 

18 

2001-2000 


10508 


1999-1998 

OE Equivalent Fuel Cap 

10817 


2001-1999 

Oil Filler Cap. 

10111 


1999-1998 

Pre-Release Fuel Cap. 

10819 


2001-1999 


10234 

18 

1999-1998 

Pre-Release Keyed Alike Fuel Cap 

17501 


2001-1999 


10334 

18 

1999-1998 

Pre-Release Locking Fuel Cap 

10501 


1999 

OE Equivalent Fuel Cap. 

. 10817 


1999-1998 

Regular Keyed Alike Fuel Cap. 

17591 


1999 

Pre-Release Fuel Cap. 

. 10819 


1999-1998 

Regular Locking Fuel Cap. 

10591 


1999 

Pre-Release Keyed Alike Fuel Cap 

17501 


V-6 3.3 L 




1999 

Pre-Release Locking Fuel Cap. 

10501 


1997-1995 

OE Equivalent Fuel Cap 

10817 


1999 

Regular Keyed Alike Fuel Cap. 

17591 



58 














































































































Caps for Passenger Cars and LightTmcks (1995 and Newer) 


Application 


Part 

Number 

PSI 

Application 


Part 

Number 

PSI 

Chrysler - Continued 



Chrysler - Continued 



LHS - Continued 

Pacifica 

- Continued 



V-6 3.5L- 

Continued 



V-6 4.0 L 




1999 

Regular Locking Fuel Cap ,, 

10591 


2008-2007 

OE Equivalent Fuel Cap. 

10838 


1997-1995 

OE Equivalent Fuel Cap 

10817 


2008-2007 

Oil Filler Cap. 

10148 


1997-1995 

Oil Filler Cap 

10111 


2008-2007 

Regular Keyed Alike Fuel Cap. 

17508 


1997-1995 

Pre-Release Fuel Cap 

10819 


2008-2007 

Regular Locking Fuel Cap. 

10508 


1997-1995 

Pre-Release Keyed Alike Fuel Cap 

17501 


2008-2007 

OE Type Radiator Cap. 

10234 

18 

1997-1995 

Pre-Release Locking Fuel Cap 

10501 


2008-2007 

Safety Release Radiator Cap. 

10334 

18 

1997-1995 

Regular Keyed Alike Fuel Cap 

17591 


Prowler 




1997-1995 

Regular Locking Fuel Cap 

10591 


V-6 3.5 L 




1997-1995 

OE Type Radiator Cap. 

10234 

18 

2002-2001 


10817 


1997-1995 

Safety Release Radiator Cap. 

. 10334 

18 

2002-2001 

Pre-Release Fuel Cap 

10819 


Neon 




2002-2001 

Pre-Release Keyed Alike Fuel Cap 

17501 


4-Cyl 2.0 L 




2002-2001 

Pre-Release Locking Fuel Cap 

10501 


2002-2000 

OE Equivalent Fuel Cap. 

10838 


2002-2001 

Regular Keyed Alike Fuel Cap 

17591 


2002-2000 

Oil Filler Cap. 

. 10111 


2002-2001 

Regular Locking Fuel Cap. 

10591 


2002-2000 

Regular Keyed Alike Fuel Cap 

. 17508 


2002-2001 

OE Type Radiator Cap 

10234 

18 

2002-2000 

Regular Locking Fuel Cap 

10508 


2002-2001 

Safetv Release Radiator Cap. 

10334 

18 

2002-2000 

OE Type Radiator Cap. 

. 10234 

18 

PT Cruiser 



2002-2000 

Safety Release Radiator Cap. 

10334 

18 

4-Cyl 2.4 L 




1997-1995 

OE Equivalent Fuel Cap. 

. 10817 


2010-2007 

OE Type Radiator Cap 

10230 

16 

1997-1995 

Oil Filler Cap. 

. 10111 


2010-2007 

Safety Release Radiator Cap.. .. 

10330 

16 

1997-1995 

Pre-Release Fuel Cap. 

. 10819 


2010-2006 

Oil Filler Cap. 

10111 


1997-1995 

Pre-Release Keyed Alike Fuel Cap. 

17501 


2010-2001 


10838 


1997-1995 

Pre-Release Locking Fuel Cap. 

. 10501 


2010-2001 


17508 


1997-1995 

Regular Keyed Alike Fuel Cap. 

17591 


2010-2001 

Regular Locking Fuel Cap. 

10508 


1997-1995 

Regular Locking Fuel Cap. 

10591 


2009-2003 

OE Type Radiator Cap 

10234 

18 

1997-1995 

OE Type Radiator Cap. 

10230 

16 

2009-2003 


10334 

18 

1997-1995 

Safety Release Radiator Cap. 

10330 

16 

2005-2001 

OE Type Radiator Cap. 

10230 

16 

New Yorker 



2005-2001 

Safety Release Radiator Cap. 

10330 

16 

V-6 3.5 L 




2005 

Oil Filler Cap. 

10099 


1996-1995 

OE Equivalent Fuel Cap. 

10817 


2004-2001 

Oil Filler Cap 

10111 


1996-1995 

Oil Filler Cap. 

10111 


Sebring 1 

1996-1995 

Pre-Release Fuel Cap 

10819 


4-Cyl 2.0 L 




1996-1995 

Pre-Release Keyed Alike Fuel Cap . 

17501 


1999-1997 


10111 


1996-1995 

Pre-Release Locking Fuel Cap 

10501 


1999-1995 


10817 


1996-1995 

Regular Keyed Alike Fuel Cap 

17591 


1999-1995 

Pre-Release Fuel Cap. 

10819 


1996-1995 

Regular Locking Fuel Cap 

10591 


1999-1995 


17501 


1996-1995 

OE Type Radiator Cap 

10234 

18 

1999-1995 


10501 


1996-1995 

Safety Release Radiator Cap. 

10334 

18 

1999-1995 

Regular Keyed Alike Fuel Cap. 

17591 


Pacifica 




1999-1995 

Regular Locking Fuel Cap. 

10591 


V-6 3.5 L 




1999-1995 

OE Type Radiator/Coolant Recovery Tank Cap. 

10233 

16 

2006-2004 

OE Equivalent Fuel Cap 

10838 


1999-1995 

Safety Release Radiator Cap. 

✓10333 

16 

2006-2004 

Oil Filler Cap 

10099 


1996-1995 

Oil Filler Cap. 

10088 


2006-2004 

Regular Keyed Alike Fuel Cap. 

. 17508 


4-Cyl 2.4 L 




2006-2004 

Reqular Lockinq Fuel Cap 

10508 


2010-2009 

OE Type Radiator Cap 

10230 

16 

2006-2004 

OE Type Radiator Cap. 

10234 

18 

2010-2001 

OE Equivalent Fuel Cap. 

10838 


2006-2004 

Safety Release Radiator Cap. 

10334 

18 

2010-2001 

Oil Filler Cap 

10111 


V-6 3.8 L 




2010-2001 

Regular Keyed Alike Fuel Cap 

17508 


2008-2007 

Oil Filler Cap. 

. 10111 


2010-2001 

Regular Locking Fuel Cap. 

10508 


2008-2007 

Regular Keyed Alike Fuel Cap 

. 17508 


2009 

Safety Release Radiator Cap. 

10330 

16 

2008-2007 

Regular Locking Fuel Cap 

10508 


2008-2002 

OE Type Radiator Cap 

10234 

18 

2008-2007 

OE Type Radiator Cap. 

. 10234 

18 

2008-2002 

Safety Release Radiator Cap. 

10334 

18 

2008-2007 

Safety Release Radiator Cap. 

10334 

18 

2005-2003 

Oil Filler Cap. 

10088 


2008-2005 

OE Equivalent Fuel Cap. 

. 10838 


2005-2003 

OE Type Radiator Cap. 

10242 

16 

2005 

Oil Filler Cap. 

. 10111 


2001 

OE Type Radiator Cap. 

10231 

16 

2005 

Regular Keyed Alike Fuel Cap. 

. 17508 


2001 

Safety Release Radiator Cap. 

10331 

16 

2005 

Regular Locking Fuel Cap. 

. 10508 


1998-1997 

Oil Filler Cap. 

10111 


2005 

OE Type Radiator Cap. 

. 10234 

18 

1998-1996 

OE Equivalent Fuel Cap. 

10817 


2005 

Safety Release Radiator Cap. 

10334 

18 

1998-1996 

Pre-Release Fuel Cap. 

10819 











✓Check hood clearance prior to installing this cap 
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Caps for Passenger Cars and LightTrucks (1995 and Newer) 


Application 


Part 

Number 

PSI 

Application 


Part 

Number 

PSI 

Chrysler - Continued 



Chrysler - Continued 



Sebring 

- Continued 



Sebring 

- Continued 



4-Cyl 2.4 L 

- Continued 



V-6 3.0 L 




1998-1996 

Pre-Release Keyed Alike Fuel Cap. 

17501 


2005-2001 

OE Equivalent Fuel Cap 

10838 


1998-1996 

Pre-Release Locking Fuel Cap. 

10501 


2005-2001 

Oil Filler Cap. 

10088 


1998-1996 

Regular Keyed Alike Fuel Cap. 

17591 


2005-2001 

Regular Keyed Alike Fuel Cap 

17508 


1998-1996 

Regular Locking Fuel Cap. 

10591 


2005-2001 

Regular Locking Fuel Cap. 

10508 


1998-1996 

OE Type Radiator Cap 

10231 

16 

2005-2001 

OE Type Radiator Cap. 

10242 

16 

1998-1996 

Safety Release Radiator Cap 

10331 

16 

V-6 3.5 L 




1996 


10088 


2010-2009 

OE Type Radiator Cap 

10234 

18 

V-6 2.5 L 




2010-2009 

Safety Release Radiator Cap 

10334 

18 

2000-1997 

OE Type Radiator Cap 

10230 

16 

2010-2007 

OE Equivalent Fuel Cap 

10838 


2000-1997 

Safety Release Radiator Cap 

10330 

16 

2010-2007 

Regular Keyed Alike Fuel Cap 

17508 


2000-1995 

Oil Filler Cap 

10088 


2010-2007 

Regular Locking Fuel Cap. 

10508 


2000 

OE Equivalent Fuel Cap 

10838 


2010 

Oil Filler Cap. 

10120 


2000 

Regular Keyed Alike Fuel Cap 

17508 


2009-2007 

Oil Filler Cap 

10148 


2000 

Regular Locking Fuel Cap. 

10508 


2008 

OE Type Radiator Cap 

10230 

16 

1999-1995 

OE Equivalent Fuel Cap 

10817 


2008 

Safety Release Radiator Cap 

10330 

16 

1999-1995 

Pre-Release Fuel Cap. 

10819 


2007 

OE Type Radiator Cap 

10234 

18 

1999-1995 

Pre-Release Keyed Alike Fuel Cap. 

17501 


2007 

Safety Release Radiator CaD. 

10334 

18 

1999-1995 

Pre-Release Locking Fuel Cap. 

10501 


Town & Country 



1999-1995 

Regular Keyed Alike Fuel Cap. 

17591 


V-6 3.3 L 




1999-1995 

Regular Locking Fuel Cap. 

10591 


2008-2000 

OE Equivalent Fuel Cap. 

10838 


1998-1995 

OE Type Radiator/Coolant Recovery Tank Cap. 

10227 

13 

2008-2000 

Regular Keyed Alike Fuel Cap. 

17508 


1998-1995 

Safety Release Radiator Cap. 

✓10327 

13 

2008-2000 


10508 


1996 

OE Type Radiator Cap. 

10231 

16 

2008-1999 


10111 


1996 

Safety Release Radiator Cap. 

10331 

16 

2008-1996 


10231 

16 

V-6 2.7 L 




2008-1996 

Safety Release Radiator Cap. 

10331 

16 

2010-2009 

OE Type Radiator Cap. 

10234 

18 

1999 

OE Equivalent Fuel Cap; Nov. 1,1998 & Newer. 

10838 


2010-2001 

OE Equivalent Fuel Cap. 

10838 


1999 

OE Equivalent Fuel Cap; Oct. 31,1998 & Older. 

10817 


2010-2001 

Oil Filler Cap. 

10099 


1999 

Pre-Release Fuel Cap; Oct. 31,1998 & Older. 

10819 


2010-2001 

Regular Keyed Alike Fuel Cap 

17508 


1999 

Pre-Release Keyed Alike Fuel Cap; Oct. 31,1998 & 

17501 


2010-2001 


10508 



Older , 



2009 

Safety Release Radiator Cap 

10334 

18 

1999 

Pre-Release Locking Fuel Cap; Oct. 31,1998 & Older... 

10501 


2008 

OE Type Radiator Cap 

10230 

16 

1999 

Regular Keyed Alike Fuel Cap; Nov. 1,1998 & Newer 

17508 


2008 

Safety Release Radiator Cap 

10330 

16 

1999 

Regular Keyed Alike Fuel Cap; Oct. 31,1998 & Older 

17591 


2007 

OE Type Radiator Cap 

10234 

18 

1999 

Regular Locking Fuel Cap; Nov. 1,1998 & Newer. 

10508 


2007 

Safety Release Radiator Cap 

10334 

18 

1999 

Regular Locking Fuel Cap; Oct. 31,1998 & Older. 

10591 


2006-2002 

OE Type Radiator Cap 

10230 

16 

1998-1996 

OE Equivalent Fuel Cap 

10817 


2006-2002 


10880 

16 

1998-1996 

Oil Filler Cap 

10066 


2001 


10234 

18 

1998-1996 

Pre-Release Fuel Cap. 

10819 


2001 


10334 

18 

1998-1996 

Pre-Release Keyed Alike Fuel Cap. 

17501 


V-6 2.7 L FLEX 


1998-1996 

Pre-Release Locking Fuel Cap. 

10501 


2010-2008 


17508Y 


1998-1996 

Regular Keyed Alike Fuel Cap .. . 

17591 


2010-2008 

Flex Fuel Regular Fuel Cap; Yellow 

10838Y 


1998-1996 

Regular Locking Fuel Cap. 

10591 


2010-2008 

Flex Fuel Regular Locking Fuel Cap; Yellow 

10508Y 


V-6 3.3 L FLEX 



2010-2003 

OE Equivalent Fuel Cap 

10838 


2010-2008 

OE Equivalent Fuel Cap 

10838 


2010-2003 

Oil Filler Cap 

10099 


2010-2008 

Oil Filler Cap. 

10111 


2010-2003 

Regular Keyed Alike Fuel Cap . ... 

17508 


2010-2008 

Regular Keyed Alike Fuel Cap. 

17508 


2010-2003 

Regular Locking Fuel Cap . 

10508 


2010-2008 

Regular Locking Fuel Cap. 

10508 


2000 


10284 

18 

2010-2008 

OE Type Radiator Cap. 

10231 

16 

2009 


10884 

18 

2010-2008 

Safety Release Radiator Cap. 

10331 

16 

2008 


10230 

16 

2009-2008 

Flex Fuel Keyed Alike Fuel Cap; Yellow. 

17508Y 


2008 

Safety Release Radiator Cap. 

10330 

16 

2009-2008 

Flex Fuel Regular Fuel Cap; Yellow. 

10838Y 


2007 

OE Type Radiator Cap. 

10234 

18 

2009-2008 

Flex Fuel Regular Locking Fuel Cap; Yellow. 

10508Y 


2007 


10334 

18 

2003-2000 

Flex Fuel Keyed Alike Fuel Cap; Yellow. 

17508Y 


2006-2004 

Flex Fuel Keyed Alike Fuel Cap; Yellow. 

17508Y 

2003-2000 

Flex Fuel Regular Fuel Cap; Yellow . 

10838Y 


2006-2004 

Flex Fuel Regular Fuel Cap; Yellow. 

10838Y 


2003-2000 

Flex Fuel Regular Locking Fuel Cap; Yellow. 

10508Y 


2006-2004 

Flex Fuel Regular Locking Fuel Cap; Yellow. 

10508Y 


2003-2000 

OE Equivalent Fuel Cap . 

10838 


2006-2003 

OE Type Radiator Cap 

10230 

16 

2003-2000 

Regular Keyed Alike Fuel Cap. 

17508 


2006-2003 

Safety Release Radiator Cap 

10330 

16 

2003-2000 

Regular Locking Fuel Cap. 

10508 



✓Check hood clearance prior to installing this cap 
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Caps for Passenger Cars and LightTrucks (1995 and Newer) 


Application 

Part 

Number 

PSI 

Application 


Part 

Number 

PSI 

Chrysler - Continued 



Chrysler - Continued 



Town & Country - Continued 

Town & Country - Continued I 

V-6 3.3 L FLEX-Continued 



V-6 3.8 L - 

Continued 



2003-1999 

Oil Filler Cap 

10111 


1999 

Pre-Release Keyed Alike Fuel Cap; Oct. 31,1998 & 

17501 


2003-1998 

OE Type Radiator Cap. 

10231 

16 


Older. 



2003-1998 

Safety Release Radiator Cap. 

10331 

16 

1999 

Pre-Release Locking Fuel Cap; Oct. 31,1998 & Older 

10501 


1999 

Flex Fuel Keyed Alike Fuel Cap; Nov. 1,1998 & Newer; 

17508Y 


1999 

Regular Keyed Alike Fuel Cap; Nov. 1,1998 & Newer 

17508 



Yellow. 



1999 

Regular Keyed Alike Fuel Cap; Oct. 31,1998 & Older.... 

17591 


1999 

Flex Fuel Regular Fuel Cap; Nov. 1,1998 & Newer; 

10838Y 


1999 

Regular Locking Fuel Cap; Nov. 1,1998 & Newer 

10508 



Yellow 



1999 

Regular Locking Fuel Cap; Oct. 31,1998 & Older 

10591 


1999 

Flex Fuel Regular Locking Fuel Cap; Nov. 1,1998 & 
Newer; Yellow. 

10508Y 


1998-1995 

OE Equivalent Fuel Cap. 

10817 


1999 

OE Equivalent Fuel Cap; Nov. 1,1998 & Newer. 

10838 


1998-1995 

Oil Filler Cap 

10066 


1999 

OE Equivalent Fuel Cap; Oct. 31,1998 & Older. 

10817 


1998-1995 

Pre-Release Fuel Cap 

10819 


1999 

Pre-Release Fuel Cap; Oct. 31,1998 & Older. 

10819 


1998-1995 

Pre-Release Keyed Alike Fuel Cap. 

17501 


1999 

Pre-Release Keyed Alike Fuel Cap; Oct. 31,1998 & 

17501 


1998-1995 

Pre-Release Locking Fuel Cap. 

10501 



Older 



1998-1995 


17591 


1999 

Pre-Release Locking Fuel Cap; Oct. 31,1998 & Older 

10501 


1998-1995 

Regular Locking Fuel Cap. 

10591 


1999 

Regular Keyed Alike Fuel Cap; Nov. 1,1998 & Newer 

17508 


V-6 4.0 L 




1999 

Regular Keyed Alike Fuel Cap; Oct. 31,1998 & Older 

17591 


2010-2008 

OE Equivalent Fuel Cap. 

10838 


1999 

Regular Locking Fuel Cap; Nov. 1,1998 & Newer 

10508 


2010-2008 

Oil Filler Cap. 

10148 


1999 

Regular Locking Fuel Cap; Oct. 31,1998 & Older 

10591 


2010-2008 

Regular Keyed Alike Fuel Cap. 

17508 


1998 

OE Equivalent Fuel Cap. 

10817 


2010-2008 

Regular Locking Fuel Cap. 

10508 


1998 

Oil Filler Cap 

10066 


2010-2008 

OE Type Radiator Cap. 

10231 

16 

1998 

Pre-Release Fuel Cap 

10819 


2010-2008 

Safetv Release Radiator CaD. 

10331 

16 

1998 

Pre-Release Keyed Alike Fuel Cap 

17501 


Voyager 



1998 

Pre-Release Locking Fuel Cap 

10501 


4-Cyl 2.4 L 




1998 

Regular Keyed Alike Fuel Cap 

17591 


2003-2000 

OE Equivalent Fuel Cap. 

10838 


1998 

Regular Locking Fuel Cap 

10591 


2003-2000 

Oil Filler Cap. 

10111 


V-6 3.6 L 




2003-2000 

Regular Keyed Alike Fuel Cap. 

17508 


2016-2013 

OE Type Radiator Cap. 

10230 

16 

2003-2000 


10508 


2016-2011 

OE Equivalent Fuel Cap 

10838 


2003-2000 

OE Type Radiator Cap 

10231 

16 

2015-2011 

Regular Keyed Alike Fuel Cap. 

17508 


2003-2000 


10331 

16 

2015-2011 

Regular Locking Fuel Cap. 

10508 


V-6 3.0 L 




2014-2013 

Safety Release Radiator Cap. 

10330 

16 

2000 

OE Equivalent Fuel Cap. 

10838 


2013 

Oil Filler Cap. 

10111 


2000 

Oil Filler Cap 

10088 


2012-2011 

Oil Filler Cap. 

10148 


2000 

Regular Keyed Alike Fuel Cap. 

17508 


2012-2011 

OE Type Radiator Cap. 

10231 

16 

2000 

Regular Locking Fuel Cap. 

10508 


2012-2011 

Safetv Release Radiator CaD 

10331 

16 

2000 

OE Type Radiator Cap 

10231 

16 

V-6 3.6 L FLEX 



2000 

Safety Release Radiator Cap. 

10331 

16 

2015-2011 

OE Equivalent Fuel Cap. 

10838 


V-6 3.3 L 




2015-2011 

Regular Keyed Alike Fuel Cap. 

17508 


2007-1999 

OE Type Radiator Cap. 

10231 

16 

2015-2011 

Regular Locking Fuel Cap. 

10508 


2007-1999 

Safety Release Radiator Cap. 

10331 

16 

2014-2013 

OE Type Radiator Cap. 

10230 

16 

2006-2000 

OE Equivalent Fuel Cap. 

10838 


2014-2013 

Safety Release Radiator Cap. 

10330 

16 

2006-2000 

Regular Keyed Alike Fuel Cap. 

17508 


2013-2011 

Flex Fuel Keyed Alike Fuel Cap; Yellow. 

17508Y 


2006-2000 

Regular Locking Fuel Cap. 

10508 


2013-2011 

Flex Fuel Regular Fuel Cap; Yellow 

10838Y 


2003-2000 

Oil Filler Cao. 

10111 


2013-2011 

Flex Fuel Regular Locking Fuel Cap; Yellow 

10508Y 


V-6 3.3 L FLEX 



2013 

Oil Filler Cap 

10111 


2003-2000 

Flex Fuel Keyed Alike Fuel Cap; Yellow 

17508Y 


2012-2011 

Oil Filler Cap 

10148 


2003-2000 

Flex Fuel Regular Fuel Cap; Yellow. 

10838Y 


2012-2011 


10231 

16 

2003-2000 

Flex Fuel Regular Locking Fuel Cap; Yellow. 

10508Y 


2012-2011 


10331 

16 

2003-2000 

OE Equivalent Fuel Cap. 

10838 


V-6 3.8 L 




2003-2000 

Oil Filler Cap 

10111 


2010-2000 

OE Equivalent Fuel Cap. 

10838 


2003-2000 

Regular Keyed Alike Fuel Cap. 

17508 


2010-2000 

Regular Keyed Alike Fuel Cap 

17508 


2003-2000 

Regular Locking Fuel Cap. 

10508 


2010-2000 

Regular Locking Fuel Cap. 

10508 


2003-2000 

OE Type Radiator Cap. 

10231 

16 

2010-1999 

Oil Filler Cap 

10111 


2003-2000 

Safetv Release Radiator Cao. 

10331 

16 

2010-1995 

OE Type Radiator Cap 

10231 

16 

Daewoo 



2010-1995 

Safety Release Radiator Cap. 

10331 

16 

1 annc 




1999 

OF Fni ii\/alpnt FiipI Parv Nn\/ 1 1QQR fL Npla/pe 



Lai lUo 
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IUOOO 


4-Cyl 1.5 L 




1999 

OE Equivalent Fuel Cap; Oct. 31,1998 & Older 

10817 


2002-1999 

OE Type Radiator/Coolant Recovery Tank Cap. 

10261 

20 

1999 

Pre-Release Fuel Cap; Oct. 31,1998 & Older 

10819 
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Caps for Passenger Cars and LightTrucks (1995 and Newer) 



✓Check hood clearance prior to installing this cap 
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Caps for Passenger Cars and LightTmcks (1995 and Newer) 


Application 


Part 

Number 

PSI 

Application 


Part 

Number 

PSI 

Dodqe 

- Continued 



Dodqe 

- Continued 



B1500- 

Continued 



B2500 - 

Continued 



V-6 3.9L- 

Continued 



V-8 5.2 L LPG 



1998-1995 

Safety Release Radiator Cap. 

10331 

16 

1998 

OE Equivalent Fuel Cap. 

10817 


V-8 5.2 L 




1998 

Oil Breather Cap. 

10075 


1998-1995 

OE Equivalent Fuel Cap 

10817 


1998 


10111 


1998-1995 

Oil Breather Cap. 

10075 


1998 


10819 


1998-1995 

Oil Filler Cap. 

10111 


1998 

Pre-Release Keyed Alike Fuel Cap 

17501 


1998-1995 

Pre-Release Fuel Cap 

10819 


1998 

Pre-Release Lockinq Fuel Cap 

10501 


1998-1995 

Pre-Release Keyed Alike Fuel Cap 

17501 


1998 


17591 


1998-1995 

Pre-Release Locking Fuel Cap 

10501 


1998 


10591 


1998-1995 

Regular Keyed Alike Fuel Cap 

17591 


1998 

OE Type Radiator Cap. 

10231 

16 

1998-1995 

Regular Locking Fuel Cap. 

10591 


1998 

Safety Release Radiator Cap. 

. 10331 

16 

1998-1995 

OE Type Radiator Cap 

10231 

16 

V-8 5.9 L 




1998-1995 

Safety Release Radiator Cap 

10331 

16 

1998-1995 

OE Equivalent Fuel Cap. 

10817 


V-8 5.9 L 




1998-1995 

Oil Breather Cap 

10075 


1998 

OE Equivalent Fuel Cap 

10817 


1998-1995 

Oil Filler Cap 

10111 


1998 

Oil Breather Cap. 

. 10075 


1998-1995 

Pre-Release Fuel Cap 

10819 


1998 

Oil Filler Cap 

. 10111 


1998-1995 

Pre-Release Keyed Alike Fuel Cap 

17501 


1998 

Pre-Release Fuel Cap 

. 10819 


1998-1995 

Pre-Release Lockinq Fuel Cap. 

10501 


1998 

Pre-Release Keyed Alike Fuel Cap 

17501 


1998-1995 


17591 


1998 

Pre-Release Locking Fuel Cap 

. 10501 


1998-1995 


10591 


1998 

Regular Keyed Alike Fuel Cap. 

17591 


1998-1995 

OE Type Radiator Cap . 

10231 

16 

1998 

Regular Locking Fuel Cap. 

. 10591 


1998-1995 


10331 

16 

1998 

OE Type Radiator Cap. 

10231 

16 

B3500 




1998 

Safety Release Radiator Cap. 

10331 

16 

V-8 5.2 L 




B2500 




1998-1995 

OE Equivalent Fuel Cap. 

10817 


V-6 3.9 L 




1998-1995 

Oil Breather Cap. 

10075 


1997-1995 

OE Equivalent Fuel Cap. 

. 10817 


1998-1995 

Oil Filler Cap. 

10111 


1997-1995 

Oil Breather Cap. 

. 10075 


1998-1995 


10819 


1997-1995 

Oil Filler Cap. 

10111 


1998-1995 


17501 


1997-1995 

Pre-Release Fuel Cap. 

10819 


1998-1995 

Pre-Release Lockinq Fuel Cap 

10501 


1997-1995 

Pre-Release Keyed Alike Fuel Cap. 

17501 


1998-1995 


17591 


1997-1995 

Pre-Release Locking Fuel Cap. 

10501 


1998-1995 


10591 


1997-1995 

Regular Keyed Alike Fuel Cap. 

17591 


1998-1995 

OE Type Radiator Cap 

10231 

16 

1997-1995 

Regular Locking Fuel Cap. 

10591 


1998-1995 


10331 

16 

1997-1995 

OE Type Radiator Cap. 

10231 

16 

V-8 5.2 L CNG 



1997-1995 

Safety Release Radiator Cap. 

10331 

16 

1997-1995 

OE Equivalent Fuel Cap. 

10817 


V-8 5.2 L 




1997-1995 

Oil Breather Cap. 

10075 


1998-1995 

OE Equivalent Fuel Cap. 

10817 


1997-1995 


10111 


1998-1995 

Oil Breather Cap 

10075 


1997-1995 


10819 


1998-1995 

Oil Filler Cap. 

10111 


1997-1995 

Pre-Release Keyed Alike Fuel Cap 

17501 


1998-1995 

Pre-Release Fuel Cap 

10819 


1997-1995 

Pre-Release Lockinq Fuel Cap 

10501 


1998-1995 

Pre-Release Keyed Alike Fuel Cap 

17501 


1997-1995 


17591 


1998-1995 

Pre-Release Locking Fuel Cap 

10501 


1997-1995 


10591 


1998-1995 

Regular Keyed Alike Fuel Cap 

17591 


1997-1995 


10231 

16 

1998-1995 

Regular Locking Fuel Cap 

10591 


1997-1995 

Safetv Release Radiator CaD 

10331 

16 

1998-1995 

OE Type Radiator Cap 

10231 

16 

V-8 5.2 L LPG 



1998-1995 

Safetv Release Radiator Car) 

. 10331 

16 

1998 

OE Equivalent Fuel Cap. 

10817 


V-8 5.2 L CNG 



1998 

Oil Breather Cap. 

10075 


1996-1995 

OE Equivalent Fuel Cap 

10817 


1998 

Oil Filler Cap 

10111 


1996-1995 

Oil Breather Cap. 

. 10075 


1998 

Pre-Release Fuel Cap 

10819 


1996-1995 

Oil Filler Cap 

. 10111 


1998 

Pre-Release Keyed Alike Fuel Cap 

17501 


1996-1995 

Pre-Release Fuel Cap 

. 10819 


1998 

Pre-Release Lockinq Fuel Cap. 

10501 


1996-1995 

Pre-Release Keyed Alike Fuel Cap 

17501 


1998 


17591 


1996-1995 

Pre-Release Locking Fuel Cap 

. 10501 


1998 


10591 


1996-1995 

Regular Keyed Alike Fuel Cap. 

17591 


1998 


10231 

16 

1996-1995 

Regular Locking Fuel Cap. 

. 10591 


1998 

Safety Release Radiator Cap 

10331 

16 

1996-1995 

OE Type Radiator Cap. 

10231 

16 

V-8 5.9 L 




1996-1995 

Safety Release Radiator Cap. 

10331 

16 

1998-1995 

OE Equivalent Fuel Cap. 

10817 






1998-1995 

Oil Breather Cap. 

10075 
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Caps for Passenger Cars and LightTrucks (1995 and Newer) 


Part 

Application Number 


Dodge - Continued 


B3500 - Continued 

V-8 5.9 L - Continued 

1998-1995 Oil Filler Cap. 10111 

1998-1995 Pre-Release Fuel Cap 10819 

1998-1995 Pre-Release Keyed Alike Fuel Cap 17501 

1998-1995 Pre-Release Locking Fuel Cap. 10501 

1998-1995 Regular Keyed Alike Fuel Cap. 17591 

1998-1995 Regular Locking Fuel Cap. 10591 

1998-1995 OE Type Radiator Cap. 10231 

1998-1995 Safety Release Radiator Cap. 10331 

Caliber 

4-Cyl 1.8 L 

2009-2007 OE Equivalent Fuel Cap. 10838 

2009-2007 Oil Filler Cap. 10111 

2009-2007 Regular Keyed Alike Fuel Cap. 17508 

2009-2007 Regular Locking Fuel Cap. 10508 

2009-2007 OE Type Radiator Cap. 10230 

2009- 2007 Safety Release Radiator Cap. 10330 

4-Cyl 2.0 L 

2012-2007 OE Equivalent Fuel Cap. 10838 

2012-2007 Oil Filler Cap. 10111 

2012-2007 Regular Keyed Alike Fuel Cap. 17508 

2012-2007 Regular Locking Fuel Cap. 10508 

2012 OE Type Radiator Cap. 10230 

2012 Safety Release Radiator Cap. 10330 

2011 OE Type Radiator Cap. 10231 

2010- 2007 OE Type Radiator Cap. 10230 

2010- 2007 Safety Release Radiator Cap. 10330 

4-Cyl 2.4 L 

2011- 2007 OE Equivalent Fuel Cap. 10838 

2011-2007 Oil Filler Cap. 10111 

2011-2007 Regular Keyed Alike Fuel Cap. 17508 

2011-2007 Regular Locking Fuel Cap. 10508 

2011 OE Type Radiator Cap 10231 

2010-2007 OE Type Radiator Cap 10230 

2010-2007 Safety Release Radiator Cap 10330 

Caravan 

1997 OE Type Radiator Cap 10231 

1995 OE Equivalent Fuel Cap. 10817 

1995 Regular Keyed Alike Fuel Cap. 17591 

1995 Regular Locking Fuel Cap. 10591 

1995 OE Type Radiator Cap 10231 

4-Cyl 2.4 L 

2007-2000 OE Equivalent Fuel Cap 10838 

2007-2000 Regular Keyed Alike Fuel Cap. 17508 

2007-2000 Regular Locking Fuel Cap 10508 

2007-1996 Oil Filler Cap 10111 

2007-1996 OE Type Radiator Cap. 10231 

2007-1996 Safety Release Radiator Cap. 10331 

1999 OE Equivalent Fuel Cap; Nov. 1,1998 & Newer 10838 

1999 OE Equivalent Fuel Cap; Oct. 31,1998 & Older 10817 

1999 Pre-Release Fuel Cap; Oct. 31,1998 & Older. 10819 

1999 Pre-Release Keyed Alike Fuel Cap; Oct. 31,1998 & 17501 

Older. 

1999 Pre-Release Locking Fuel Cap; Oct. 31,1998 & Older... 10501 

1999 Regular Keyed Alike Fuel Cap; Nov. 1,1998 & Newer 17508 

1999 Regular Keyed Alike Fuel Cap; Oct. 31,1998 & Older 17591 

1999 Regular Locking Fuel Cap; Nov. 1,1998 & Newer 10508 

1999 Regular Locking Fuel Cap; Oct. 31,1998 & Older 10591 

1998-1996 OE Equivalent Fuel Cap 10817 


Part 

Application Number PSI 


Dodge - Continued 


Caravan - Continued 

4-Cyl 2.4 L - Continued 

1998-1996 Pre-Release Fuel Cap 10819 

1998-1996 Pre-Release Keyed Alike Fuel Cap 17501 

1998-1996 Pre-Release Locking Fuel Cap. 10501 

1998-1996 Regular Keyed Alike Fuel Cap. 17591 

1998-1996 Regular Locking Fuel Cap 10591 

4-Cyl 2.5 L 

1995 OE Equivalent Fuel Cap 10817 

1995 Oil Filler Cap 10111 

1995 Pre-Release Fuel Cap 10819 

1995 Pre-Release Keyed Alike Fuel Cap. 17501 

1995 Pre-Release Locking Fuel Cap. 10501 

1995 Regular Keyed Alike Fuel Cap. 17591 

1995 Regular Locking Fuel Cap. 10591 

1995 OE Type Radiator Cap. 10231 16 

1995 Safety Release Radiator Cap. 10331 16 

V-6 3.0 L 

2000-1995 Oil Filler Cap. 10088 

2000-1995 OE Type Radiator Cap. 10231 16 

2000-1995 Safety Release Radiator Cap. 10331 16 

2000 OE Equivalent Fuel Cap. 10838 

2000 Regular Keyed Alike Fuel Cap. 17508 

2000 Regular Locking Fuel Cap. 10508 

1999 OE Equivalent Fuel Cap; Nov. 1,1998 & Newer. 10838 

1999 OE Equivalent Fuel Cap; Oct. 31,1998 & Older. 10817 

1999 Pre-Release Fuel Cap; Oct. 31,1998 & Older. 10819 

1999 Pre-Release Keyed Alike Fuel Cap; Oct. 31,1998 & 17501 

Older. 

1999 Pre-Release Locking Fuel Cap; Oct. 31,1998 & Older. 10501 

1999 Regular Keyed Alike Fuel Cap; Nov. 1,1998 & Newer 17508 

1999 Regular Keyed Alike Fuel Cap; Oct. 31,1998 & Older 17591 

1999 Regular Locking Fuel Cap; Nov. 1,1998 & Newer 10508 

1999 Regular Locking Fuel Cap; Oct. 31,1998 & Older 10591 

1998-1995 OE Equivalent Fuel Cap. 10817 

1998-1995 Pre-Release Fuel Cap 10819 

1998-1995 Pre-Release Keyed Alike Fuel Cap. 17501 

1998-1995 Pre-Release Locking Fuel Cap. 10501 

1998-1995 Regular Keyed Alike Fuel Cap. 17591 

1998-1995 Regular Locking Fuel Cap. 10591 

V-6 3.3 L 

2007-2000 OE Equivalent Fuel Cap. 10838 

2007-2000 Regular Keyed Alike Fuel Cap. 17508 

2007-2000 Regular Locking Fuel Cap. 10508 

2007-1999 Oil Filler Cap. 10111 

2007-1995 OE Type Radiator Cap. 10231 16 

2007-1995 Safety Release Radiator Cap. 10331 16 

1999 OE Equivalent Fuel Cap; Nov. 1,1998 & Newer. 10838 

1999 OE Equivalent Fuel Cap; Oct. 31,1998 & Older. 10817 

1999 Pre-Release Fuel Cap; Oct. 31,1998 & Older. 10819 

1999 Pre-Release Keyed Alike Fuel Cap; Oct. 31,1998 & 17501 

Older. 

1999 Pre-Release Locking Fuel Cap; Oct. 31,1998 & Older 10501 

1999 Regular Keyed Alike Fuel Cap; Nov. 1,1998 & Newer 17508 

1999 Regular Keyed Alike Fuel Cap; Oct. 31,1998 & Older 17591 

1999 Regular Locking Fuel Cap; Nov. 1,1998 & Newer 10508 

1999 Regular Locking Fuel Cap; Oct. 31,1998 & Older 10591 

1998-1995 OE Equivalent Fuel Cap 10817 

1998-1995 Oil Filler Cap 10066 

1998-1995 Pre-Release Fuel Cap 10819 

1998-1995 Pre-Release Keyed Alike Fuel Cap 17501 


PSI 

■ 

16 

16 

16 

16 

16 

16 

16 

16 

16 

16 

16 

16 

16 

16 

16 

16 
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Caps for Passenger Cars and LightTmcks (1995 and Newer) 


Application 


Part 

Number 

PSI 

Application 


Part 

Number 

PSI 

Dodqe 

- Continued 



Dodqe 

- Continued 



Caravan - Continued 

Caravan - Continued I 

V-6 3.3L- 

Continued 



V-6 3.8 L - 

Continued 



1998-1995 

Pre-Release Locking Fuel Cap. 

10501 


1999-1996 

Safety Release Radiator Cap. 

10331 

16 

1998-1995 

Regular Keyed Alike Fuel Cap. 

17591 


1999 

OE Equivalent Fuel Cap; Nov. 1, 1998 & Newer. 

10838 

1998-1995 

Reaular Lockina Fuel CaD 

10591 


1999 

OE Equivalent Fuel Cap; Oct. 31,1998 & Older. 

10817 


V-6 3.3 LONG 


1999 

Oil Filler Cap. 

10111 


1995 

OE Equivalent Fuel Cap. 

10817 


1999 

Pre-Release Fuel Cap; Oct. 31,1998 & Older. 

10819 


1995 

1995 

1995 

Oil Filler Cap 

Pre-Release Fuel Cap 

Pre-Release Keyed Alike Fuel Cap 

10066 

10819 

17501 


1999 

Pre-Release Keyed Alike Fuel Cap; Oct. 31,1998 & 
Older 

17501 



1999 

Pre-Release Locking Fuel Cap; Oct. 31,1998 & Older 

10501 


1995 

Pre-Release Locking Fuel Cap 

10501 


1999 

Regular Keyed Alike Fuel Cap; Nov. 1,1998 & Newer. 

17508 


1995 

1995 

1995 

Regular Keyed Alike Fuel Cap. 

Regular Locking Fuel Cap. 

OE Type Radiator Cap 

17591 

10591 

10231 

16 

1999 

1999 

1999 

Regular Keyed Alike Fuel Cap; Oct. 31,1998 & Older ... 

Regular Locking Fuel Cap; Nov. 1,1998 & Newer. 

Regular Locking Fuel Cap; Oct. 31,1998 & Older. 

17591 

10508 

10591 


1995 

Safety Release Radiator CaD 

10331 

16 

1998-1996 

OE Equivalent Fuel Cap. 

10817 


V-6 3.3 L FLEX 

2007-2005 OE Equivalent Fuel Cap 

10838 

1998-1996 

1998-1996 

Oil Filler Cap. 

Pre-Release Fuel Cap. 

10066 

10819 


2007-2005 


10111 


1998-1996 

Pre-Release Keyed Alike Fuel Cap. 

17501 


2007-2005 


17508 

10508 


1998-1996 

Pre-Release Locking Fuel Cap. 

10501 


2007-2005 

Regular Locking Fuel Cap 


1998-1996 

Regular Keyed Alike Fuel Cap. 

17591 


2007-2005 

OE Type Radiator Cap. 

10231 

16 

1998-1996 

Regular Locking Fuel Cap. 

10591 


2007-2005 

Safety Release Radiator Cap. 

10331 

16 

Challenger 1 

2007 

Flex Fuel Keyed Alike Fuel Cap; Yellow. 

17508Y 


V-6 3.5 L 




2007 

Flex Fuel Regular Fuel Cap; Yellow. 

10838Y 


2010-2009 

OE Equivalent Fuel Cap. 

10838 


2007 

Flex Fuel Regular Locking Fuel Cap; Yellow. 

10508Y 


2010-2009 

Regular Keyed Alike Fuel Cap . . 

17508 


2005 

Flex Fuel Keyed Alike Fuel Cap; Yellow. 

17508Y 


2010-2009 

Regular Locking Fuel Cap. 

10508 


2005 

2005 

2003-2000 

Flex Fuel Regular Fuel Cap; Yellow. 

10838Y 

10508Y 

17508Y 


2010-2009 

OE Type Radiator Cap . 

10234 

18 


2010-2009 

Safety Release Radiator Cap 

10334 

18 

Flex Fuel Keyed Alike Fuel Cap; Yellow. 


2010 

Oil Filler Cap. 

10111 


2003-2000 

Flex Fuel Regular Fuel Cap; Yellow. 

10838Y 


2009 

Oil Filler Cap 

10148 


2003-2000 

Flex Fuel Regular Locking Fuel Cap; Yellow 

10508Y 


V-6 3.6 L 




2003-2000 

OE Equivalent Fuel Cap. 

10838 


2015-2013 

OE Equivalent Fuel Cap. 

10838 


2003-2000 

2003-2000 


17508 

10508 


2015-2013 

Regular Keyed Alike Fuel Cap. 

17508 


Regular Locking Fuel Cap 


2015-2013 

Regular Locking Fuel Cap. 

10508 


2003-1999 

Oil Filler Cap 

10111 


2015-2013 

OE Type Radiator Cap 

10234 

18 




2003-1998 


10231 

10331 

16 

16 

2015-2013 

Safety Release Radiator Cap. 

10334 

18 

2003-1998 

Safety Release Radiator Cap. 

2013 

Oil Filler Cap. 

10148 


1999 

Flex Fuel Keyed Alike Fuel Cap; Nov. 1,1998 & Newer; 
Yellow. 

17508Y 

V-6 3.6 L FLEX 

2015-2011 OE Eauivalent Fuel CaD 

10838 


1999 

Flex Fuel Regular Fuel Cap; Nov. 1,1998 & Newer; 
Yellow. 

10838Y 


2015-2011 

2015-2011 

2014-2011 

Regular Keyed Alike Fuel Cap 

Regular Locking Fuel Cap. 

OE Type Radiator Cap 

17508 

10508 

10234 


1999 

Flex Fuel Regular Locking Fuel Cap; Nov. 1,1998 & 
Newer; Yellow. 

OE Equivalent Fuel Cap; Nov. 1,1998 & Newer . 

OE Equivalent Fuel Cap; Oct. 31,1998 & Older 
Pre-Release Fuel Cap; Oct. 31,1998 & Older 

Pre-Release Keyed Alike Fuel Cap; Oct. 31,1998 & 

Older 

10508Y 


18 

1999 

1999 

1999 

1999 

10838 

10817 

10819 

17501 


2014-2011 

Safety Release Radiator Cap 

10334 

18 


2013-2012 

Flex Fuel Keyed Alike Fuel Cap; Yellow 

17508Y 


2013-2012 

Flex Fuel Regular Fuel Cap; Yellow. 

10838Y 



2013-2012 

Flex Fuel Regular Locking Fuel Cap; Yellow 

10508Y 



2013-2011 

Oil Filler Cap. 

10148 


1999 

Pre-Release Locking Fuel Cap; Oct. 31,1998 & Older 

10501 


V-8 5.7 L 




1999 

Regular Keyed Alike Fuel Cap; Nov. 1,1998 & Newer 

17508 


2016-2009 

Oil Filler Cap. 

10111 


1999 

Regular Keyed Alike Fuel Cap; Oct. 31,1998 & Older 

17591 


2015-2009 

OE Equivalent Fuel Cap. 

10838 


1999 

Regular Locking Fuel Cap; Nov. 1,1998 & Newer 

10508 


2015-2009 

Regular Keyed Alike Fuel Cap. 

17508 


1999 

Regular Locking Fuel Cap; Oct. 31,1998 & Older 

10591 


2015-2009 

Regular Locking Fuel Cap. 

10508 


1998 

OE Equivalent Fuel Cap 

10817 


2015-2009 

OE Type Radiator Cap. 

10234 

18 

1998 

Oil Filler Cap 

10066 


2015-2009 

Safety Release Radiator Cap. 

10334 

18 

1998 

Pre-Release Fuel Cap 

10819 


V-8 6.1 L 


1998 

Pre-Release Keyed Alike Fuel Cap 

17501 


2010-2008 

OE Equivalent Fuel Cap. 

10838 


1998 

Pre-Release Locking Fuel Cap 

10501 


2010-2008 

Oil Filler Cap. 

10111 


1998 

Regular Keyed Alike Fuel Cap 

17591 


2010-2008 

Regular Keyed Alike Fuel Cap. 

17508 


1998 

Regular Locking Fuel Cap. 

10591 


2010-2008 

Regular Locking Fuel Cap. 

10508 


V-6 3.8 L 

1999-1996 




2010-2008 

OE Type Radiator Cap. 

10234 

18 

OE Type Radiator Cap. 

10231 

16 

2010-2008 

Safety Release Radiator Cap. 

10334 

18 
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Caps for Passenger Cars and LightTrucks (1995 and Newer) 


Application 


Part 

Number 

PSI 

Application 


Part 

Number 

PSI 

Dodqe 

- Continued 



Dodqe 

- Continued 



Challenger - Continued 

Charger - Continued 1 

V-8 6.2 L 




V-8 6.1 L - 

Continued 



2015 

OE Equivalent Fuel Cap 

10838 


2010-2006 

Safety Release Radiator Cap. 

10334 

18 

2015 

Regular Keyed Alike Fuel Cap. 

17508 


V-8 6.4 L 




2015 


10508 


2015-2012 

OE Type Radiator Cap 

10235 

20 

V-8 6.4 L 




2015-2012 

Safety Release Radiator Cap 

10335 

20 

2015-2011 

OE Equivalent Fuel Cap 

10838 


2013-2012 

Regular Locking Fuel Cap. 

10524 


2015-2011 

Regular Keyed Alike Fuel Cap 

17508 


Colt 




2015-2011 

Regular Locking Fuel Cap. 

10508 


4-Cyl 1.5 L 




2015-2011 

OE Type Radiator Cap 

10235 

20 

1995 


10825 


2015-2011 

Safety Release Radiator Cap 

10335 

20 

1995 

Reqular Keyed Alike Fuel Cap 

17595 


2011 

Oil Filler Cap 

10099 


1995 

Regular Locking Fuel Cap. 

10595 


Charger 



1995 

OE Type Radiator Cap. 

10241 

13 

V-6 2.7 L 




Dakota 




2010-2006 

OE Equivalent Fuel Cap 

10838 


4-Cyl 2.5 L 




2010-2006 

Regular Keyed Alike Fuel Cap. 

17508 


2002-2000 

OE Equivalent Fuel Cap 

10838 


2010-2006 

Regular Locking Fuel Cap. 

10508 


2002-2000 

Regular Keyed Alike Fuel Cap 

17508 


2010-2006 

OE Type Radiator Cap. 

10234 

18 

2002-2000 

Reqular Lockinq Fuel Cap 

10508 


2010-2006 

Safety Release Radiator Cap 

. 10334 

18 

2002-1995 

Oil Filler Cap 

10066 


2010 

Oil Filler Cap 

. 10111 


2002 

OE Type Radiator Cap. 

10235 

20 

2009-2006 

Oil Filler Cap 

10099 


2002 

Safety Release Radiator Cap 

10335 

20 

V-6 3.5 L 




2001-2000 

OE Type Radiator Cap. 

10234 

18 

2010-2007 

Oil Filler Cap 

. 10148 


2001-2000 


10334 

18 

2010-2006 

OE Equivalent Fuel Cap 

. 10838 


1999-1995 

OE Equivalent Fuel Cap 

10817 


2010-2006 

Regular Keyed Alike Fuel Cap. 

17508 


1999-1995 

Pre-Release Fuel Cap. 

10819 


2010-2006 

Regular Locking Fuel Cap. 

. 10508 


1999-1995 

Pre-Release Keyed Alike Fuel Cap. 

. 17501 


2010-2006 

OE Type Radiator Cap. 

10234 

18 

1999-1995 


10501 


2010-2006 

Safety Release Radiator Cap. 

. 10334 

18 

1999-1995 

Regular Keyed Alike Fuel Cap. 

. 17591 


2006 

Oil Filler Cap. 

. 10111 


1999-1995 

Regular Locking Fuel Cap. 

. 10591 


V-6 3.6 L 




1999-1995 

OE Type Radiator Cap. 

. 10231 

16 

2015-2011 

OE Type Radiator Cap. 

10234 

18 

1999-1995 


10331 

16 

2015-2011 

Safety Release Radiator Cap. 

10334 

18 

V-6 3.7 L 



2015 

OE Type Radiator Cap. 

10235 

20 

2010-2009 


10234 

18 

2015 

Safety Release Radiator Cap. 

10335 

20 

2010-2008 

Oil Filler Cap. 

10148 


2013-2011 

Oil Filler Cap. 

10148 


2010-2005 

OE Type Radiator Cap. 

10230 

16 

2013-2011 

Regular Locking Fuel Cap. 

10524 


2010-2004 

OE Equivalent Fuel Cap. 

10838 


V-6 3.6 L FLEX 



2010-2004 

Regular Keyed Alike Fuel Cap 

17508 


2014-2011 

OE Type Radiator Cap. 

10234 

18 

2010-2004 

Regular Locking Fuel Cap. 

10508 


2014-2011 

Safety Release Radiator Cap. 

10334 

18 

9908-9095 


10330 

16 

2013-2011 

Oil Filler Cap. 

10148 


2007-2004 

Oil Filler Cap. 

10120 

2013-2011 

Regular Locking Fuel Cap. 

10524 


2004 


10235 

20 

V-8 5.7 L 




2004 

Safety Release Radiator Cap 

10335 

20 

2016-2006 

Oil Filler Cap 

10111 


V-6 3.9 L 




2015-2006 

OE Type Radiator Cap 

10234 

18 

2003-2001 


10235 

20 

2015-2006 

Safety Release Radiator Cap 

10334 

18 

2003-2001 


10335 

20 

2012 

Regular Locking Fuel Cap. 

10524 


2003-2000 

OE Equivalent Fuel Cap 

10838 

2010-2006 

OE Equivalent Fuel Cap 

10838 


2003-2000 

Regular Keyed Alike Fuel Cap 

17508 


2010-2006 

Regular Keyed Alike Fuel Cap 

17508 


2003-2000 

Regular Locking Fuel Cap. 

10508 


2010-2006 

Regular Locking Fuel Cap. 

10508 


2003-1995 

Oil Filler Cap 

10111 


V-8 5.7 L FLEX 



2000 

OE Type Radiator Cap. 

. 10234 

18 

2012-2011 

Oil Filler Cap 

10111 


2000 

Safety Release Radiator Cap. 

. 10334 

18 

2012-2011 

OE Type Radiator Cap. 

10234 

18 

1999-1995 

OE Equivalent Fuel Cap 

10817 


2012-2011 

Safety Release Radiator Cap 

10334 

18 

1999-1995 

Pre-Release Fuel Cap. 

. 10819 


2012 

Regular Locking Fuel Cap. 

10524 


1999-1995 

Pre-Release Keyed Alike Fuel Cap. 

17501 


V-8 6.1 L 




1999-1995 

Pre-Release Locking Fuel Cap. 

. 10501 


2010-2006 

OE Equivalent Fuel Cap 

10838 


1999-1995 

Regular Keyed Alike Fuel Cap. 

17591 


2010-2006 

Oil Filler Cap 

10111 


1999-1995 

Regular Locking Fuel Cap. 

10591 


2010-2006 

Regular Keyed Alike Fuel Cap 

17508 


1999 

OE Type Radiator Cap. 

10230 

16 

2010-2006 

Regular Locking Fuel Cap. 

10508 


1999 

Safety Release Radiator Cap. 

10330 

16 

2010-2006 

OE Type Radiator Cap 

10234 

18 

1998-1995 

OE Type Radiator Cap. 

10231 

16 
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Caps for Passenger Cars and LightTmcks (1995 and Newer) 


Application 

Part 

Number 

PSI 

Application 


Part 

Number 

PSI 

Dodqe 

- Continued 



Dodqe 

- Continued 



Dakota 

- Continued 



Dakota 

Continued 



V-6 3.9L- 

Continued 



V-8 5.9 L - 

Continued 



1998-1995 

Safety Release Radiator Cap. 

10331 

16 

2000 

OE Type Radiator Cap. 

10234 

18 

1997-1995 

Oil Breather Cap. 

10075 


2000 

Safety Release Radiator Cap. 

10334 

18 

V-84.7L 




1999-1998 

OE Equivalent Fuel Cap. 

10817 


2010 

OE Type Radiator Cap. 

10230 

16 

1999-1998 


10819 


2010 

OE Type Radiator Cap 

10234 

18 

1999-1998 


17501 


2008-2005 

OE Type Radiator Cap 

10230 

16 

1999-1998 


10501 


2008-2005 

Safety Release Radiator Cap. 

10330 

16 

1999-1998 


17591 


2008-2000 

OE Equivalent Fuel Cap 

10838 


1999-1998 

Regular Locking Fuel Cap. 

10591 


2008-2000 

Regular Keyed Alike Fuel Cap 

17508 


1999 

OE Type Radiator Cap. 

10230 

16 

2008-2000 

Regular Locking Fuel Cap 

10508 


1999 

Safety Release Radiator Cap. 

10330 

16 

2008 

Oil Filler Cap 

10148 


1998 

OE Type Radiator Cap. 

10231 

16 

2007-2000 

Oil Filler Cap 

10120 


1998 

Safety Release Radiator Cap. 

10331 

16 

2004-2001 

OE Type Radiator Cap 

10235 

20 

Dart 




2004-2001 

Safety Release Radiator Cap 

10335 

20 

4-Cyl 1.4 L 




2000 

OE Type Radiator Cap 

10234 

18 

2016-2013 


10838 


2000 

Safety Release Radiator Cap 

10334 

18 

2016-2013 


10508 


V-8 4.7 L FLEX 



2015-2013 

Regular Keyed Alike Fuel Cap. 

17508 


2010-2008 

OE Equivalent Fuel Cap 

10838 


2015-2013 


10271 

20 

2010-2008 

Oil Filler Cap 

10148 


4-Cyl 2.0 L 



2010-2008 

Regular Keyed Alike Fuel Cap. 

17508 


2016-2013 

OE Equivalent Fuel Cap. 

10838 


2010-2008 

Regular Locking Fuel Cap. 

10508 


2016-2013 

Regular Locking Fuel Cap. 

10508 


2010-2007 

Flex Fuel Keyed Alike Fuel Cap; Yellow. 

17508Y 


2015-2013 

Regular Keyed Alike Fuel Cap. 

17508 


2010-2007 

Flex Fuel Regular Fuel Cap; Yellow. 

10838Y 


2015-2013 

OE Type Radiator Cap. 

10271 

20 

2010-2007 

Flex Fuel Regular Locking Fuel Cap; Yellow. 

10508Y 


4-Cyl 2.4 L 




2009-2007 

OE Type Radiator Cap. 

10230 

16 

2016-2013 


10838 


2009-2007 

Safety Release Radiator Cap. 

10330 

16 

2016-2013 


10508 


2007 

Oil Filler Cap. 

10120 


2015-2013 

Regular Keyed Alike Fuel Cap. 

17508 


V-8 5.2 L 




2015-2013 

OE Type Radiator Cap. 

10271 

20 

1999-1995 

OE Equivalent Fuel Cap. 

10817 


Durango 

1999-1995 

Oil Filler Cap. 

10111 


V-6 3.6 L 




1999-1995 

Pre-Release Fuel Cap. 

10819 


2015-2012 

OE Type Radiator Cap. 

10234 

18 

1999-1995 

Pre-Release Keyed Alike Fuel Cap. 

17501 


2014-2012 


10334 

18 

1999-1995 

Pre-Release Locking Fuel Cap. 

10501 


2013-2012 

OE Equivalent Fuel Cap. 

10838 

1999-1995 

Regular Keyed Alike Fuel Cap. 

17591 


2013-2012 

Regular Keyed Alike Fuel Cap. 

17508 


1999-1995 

Regular Locking Fuel Cap 

10591 


2013-2012 

Regular Locking Fuel Cap. 

10508 


1999 

OE Type Radiator Cap. 

10230 

16 

2013 

Oil Filler Cap. 

10111 


1999 

Safety Release Radiator Cap. 

10330 

16 

2012 

Oil Filler Cap. 

10148 


1998-1995 

OE Type Radiator Cap. 

10231 

16 

V-6 3.6 L FLEX 



1998-1995 

Safety Release Radiator Cap. 

10331 

16 

2014-2011 


10234 

18 

1997-1995 

Oil Breather Cap. 

10075 


2014-2011 


10334 

18 

V-8 5.2 L CNG 



2013-2011 

Flex Fuel Keyed Alike Fuel Cap; Yellow 

17508Y 


1996-1995 

OE Equivalent Fuel Cap 

10817 


2013-2011 

Flex Fuel Regular Fuel Cap; Yellow. 

10838Y 


1996-1995 

Oil Breather Cap. 

10075 


2013-2011 

Flex Fuel Regular Locking Fuel Cap; Yellow 

10508Y 


1996-1995 

Oil Filler Cap 

10111 


2013-2011 

OE Equivalent Fuel Cap. 

10838 


1996-1995 

Pre-Release Fuel Cap 

10819 


2013-2011 

Regular Keyed Alike Fuel Cap. 

17508 


1996-1995 

Pre-Release Keyed Alike Fuel Cap 

17501 


2013-2011 

Regular Locking Fuel Cap. 

10508 


1996-1995 

Pre-Release Locking Fuel Cap 

10501 


2013 

Oil Filler Cap. 

10111 


1996-1995 

Regular Keyed Alike Fuel Cap 

17591 


2012-2011 

Oil Filler Cap. 

10148 


1996-1995 

Regular Locking Fuel Cap 

10591 


V-6 3.7 L 




1996-1995 

OE Type Radiator Cap. 

10231 

16 

2009-2004 

OE Equivalent Fuel Cap. 

10838 


1996-1995 

Safety Release Radiator Cap. 

10331 

16 

2009-2004 

Regular Keyed Alike Fuel Cap 

17508 


V-8 5.9 L 




2009-2004 

Regular Locking Fuel Cap. 

10508 


2003-2001 

OE Type Radiator Cap. 

10235 

20 

2009-2004 


10235 

20 

2003-2001 

Safety Release Radiator Cap. 

10335 

20 

2009-2004 


10335 

20 

2003-2000 

OE Equivalent Fuel Cap. 

10838 


2009 

Oil Filler Cap 

10148 

2003-2000 

Regular Keyed Alike Fuel Cap. 

17508 


2008-2004 

Oil Filler Cap 

10120 


2003-2000 

Regular Locking Fuel Cap. 

10508 


V-6 3.9 L 




2003-1998 

Oil Filler Cap. 

10111 


1999-1998 

OE Equivalent Fuel Cap .. .. 

10817 
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Caps for Passenger Cars and LightTrucks (1995 and Newer) 


Application 

Part 

Number 

PSI 

Application 


Part 

Number 

PSI 

Dodqe 

- Continued 



Dodqe 

- Continued 



Durango - Continued 

Durango - Continued | 

V-6 3.9L- 

Continued 



V-8 5.7 L - 

Continued 



1999-1998 

Oil Filler Cap,, 

10111 


2009-2004 

Regular Keyed Alike Fuel Cap. 

17508 


1999-1998 

Pre-Release Fuel Cap. 

10819 


2009-2004 

Regular Locking Fuel Cap. 

10508 


1999-1998 

Pre-Release Keyed Alike Fuel Cap. 

17501 


2009-2004 

OE Type Radiator Cap. 

10235 

20 

1999-1998 

Pre-Release Locking Fuel Cap. 

10501 


2009-2004 

Safety Release Radiator Cap. 

10335 

20 

1999-1998 

Regular Keyed Alike Fuel Cap. 

17591 


2009 

Oil Filler Cap. 

10111 


1999-1998 

Regular Locking Fuel Cap. 

10591 


2008-2004 

Oil Filler Cap; Available Until Stock Depleted 

10145 


1999 

OE Type Radiator Cap 

10230 

16 

V-8 5.7 L ELECTRIC/GAS 



1999 

Safety Release Radiator Cap 

10330 

16 

2009 

OE Equivalent Fuel Cap 

10838 


1998 


10231 

16 

2009 

Regular Keyed Alike Fuel Cap 

17508 


1998 

Safety Release Radiator Cap 

10331 

16 

2009 

Regular Locking Fuel Cap. 

10508 


V-84.7L 




2009 

OE Type Radiator Cap. 

10235 

20 

2008-2001 

OE Type Radiator Cap 

10235 

20 

2009 

Safety Release Radiator Cap 

10335 

20 

2008-2001 

Safety Release Radiator Cap 

10335 

20 

V-8 5.9 L 




2008-2000 

OE Equivalent Fuel Cap 

10838 


2003-2001 

OE Type Radiator Cap 

10235 

20 

2008-2000 

Oil Filler Cap 

10120 


2003-2001 

Safety Release Radiator Cap. 

10335 

20 

2008-2000 

Regular Keyed Alike Fuel Cap 

17508 


2003-2000 

OE Equivalent Fuel Cap 

10838 


2008-2000 


10508 


2003-2000 

Regular Keyed Alike Fuel Cap. 

17508 


2000 


10234 

18 

2003-2000 

Regular Locking Fuel Cap. 

10508 


2000 

Safetv Release Radiator Can 

10334 

18 

2003-1998 

Oil Filler Cap 

10111 


V-8 4.7 L FLEX 



2000 

OE Type Radiator Cap. 

10234 

18 

2009-2006 

Flex Fuel Keyed Alike Fuel Cap; Yellow. 

17508Y 


2000 

Safety Release Radiator Cap. 

10334 

18 

2009-2006 

Flex Fuel Regular Fuel Cap; Yellow. 

10838Y 


1999-1998 

OE Equivalent Fuel Cap. 

10817 


2009-2006 

Flex Fuel Regular Locking Fuel Cap; Yellow. 

10508Y 


1999-1998 

Pre-Release Fuel Cap. 

10819 


2009-2006 

OE Equivalent Fuel Cap. 

10838 


1999-1998 

Pre-Release Keyed Alike Fuel Cap. 

17501 


2009-2006 

Regular Keyed Alike Fuel Cap 

17508 


1999-1998 

Pre-Release Locking Fuel Cap. 

10501 


2009-2006 

Regular Locking Fuel Cap. 

10508 


1999-1998 

Regular Keyed Alike Fuel Cap. 

17591 


2009-2006 

OE Type Radiator Cap 

10235 

20 

1999-1998 

Regular Locking Fuel Cap. 

10591 


2009-2006 

Safety Release Radiator Cap . 

10335 

20 

1999 

OE Type Radiator Cap. 

10230 

16 

2009 

Oil Filler Cap. 

10148 


1999 

Safety Release Radiator Cap. 

10330 

16 

2008-2006 

Oil Filler Cap ......... 

10120 


1998 

OE Type Radiator Cap. 

10231 

16 

V-8 5.2 L 




1998 

Safety Release Radiator Cap. 

10331 

16 

2000-1998 

Oil Filler Cap. 

10111 


Grand Caravan 



2000 

OE Equivalent Fuel Cap. 

10838 


4-Cyl 2.4 L 




2000 

Regular Keyed Alike Fuel Cap. 

17508 


1997-1996 

OE Equivalent Fuel Cap. 

10817 


2000 

Regular Locking Fuel Cap. 

10508 


1997-1996 

Oil Filler Cap. 

10111 


2000 

OE Type Radiator Cap. 

10234 

18 

1997-1996 

Pre-Release Fuel Cap. 

10819 


2000 

Safety Release Radiator Cap 

10334 

18 

1997-1996 


17501 


1999-1998 

OE Equivalent Fuel Cap 

10817 


1997-1996 

Pre-Release Locking Fuel Cap. 

10501 


1999-1998 

Pre-Release Fuel Cap. 

10819 


1997-1996 

Regular Keyed Alike Fuel Cap 

17591 


1999-1998 

Pre-Release Keyed Alike Fuel Cap. 

17501 


1997-1996 

Regular Locking Fuel Cap. 

10591 


1999-1998 

Pre-Release Locking Fuel Cap. 

10501 


1997-1996 


10231 

16 

1999-1998 

Regular Keyed Alike Fuel Cap. 

17591 


1997-1996 

Safety Release Radiator Cap. 

10331 

16 

1999-1998 

Regular Locking Fuel Cap. 

10591 


V-6 3.0 L 




1999 

OE Type Radiator Cap. 

10230 

16 

2000-1995 

Oil Filler Cap 

10088 


1999 

Safety Release Radiator Cap 

10330 

16 

2000-1995 

OE Type Radiator Cap. 

10231 

16 

1998 

OE Type Radiator Cap. 

10231 

16 

2000-1995 

Safety Release Radiator Cap 

10331 

16 

1998 

Safety Release Radiator Cap 

10331 

16 

2000 

OE Equivalent Fuel Cap 

10838 


V-8 5.7 L 




2000 

Regular Keyed Alike Fuel Cap 

17508 


2017 

OE Type Radiator Cap 

10234 

18 

2000 


10508 


2015-2012 

OE Type Radiator Cap 

10234 

18 

1999 

OE Equivalent Fuel Cap; Nov. 1,1998 & Newer 

10838 


2015-2011 

Oil Filler Cap. 

10111 


1999 

OE Equivalent Fuel Cap; Oct. 31,1998 & Older. 

10817 


2014-2012 

Safety Release Radiator Cap. 

10334 

18 

1999 


10819 


2013-2011 

OE Equivalent Fuel Cap. 

10838 


1999 

Pre-Release Keyed Alike Fuel Cap; Oct. 31,1998 & 

17501 


2013-2011 

Regular Keyed Alike Fuel Cap. 

17508 



Older. 



2013-2011 

Regular Locking Fuel Cap. 

10508 


1999 

Pre-Release Locking Fuel Cap; Oct. 31,1998 & Older 

10501 


2011 

OE Type Radiator Cap. 

10230 

16 

1999 

Regular Keyed Alike Fuel Cap; Nov. 1,1998 & Newer 

17508 


2011 

Safety Release Radiator Cap. 

10330 

16 

1999 

Regular Keyed Alike Fuel Cap; Oct. 31,1998 & Older 

17591 


2009-2004 

OE Equivalent Fuel Cap. 

10838 


1999 

Regular Locking Fuel Cap; Nov. 1,1998 & Newer 

10508 






1999 

Regular Locking Fuel Cap; Oct. 31,1998 & Older 

10591 
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Caps for Passenger Cars and LightTmcks (1995 and Newer) 


Application 


Part 

Number 

PSI 

Application 


Part 

Number 

PSI 

Dodqe 

- Continued 



Dodge 

- Continued 



Grand Caravan - Continued 

Grand Caravan - Continued f 

V-6 3.0L- 

Continued 



V-6 3.3 L FLEX-Continued 



1998-1995 

OE Equivalent Fuel Cap ., 

10817 


2003-2000 

OE Equivalent Fuel Cap. 

10838 


1998-1995 

Pre-Release Fuel Cap ,, 

10819 


2003-2000 

Regular Keyed Alike Fuel Cap. 

17508 


1998-1995 

Pre-Release Keyed Alike Fuel Cap 

17501 


2003-2000 

Regular Locking Fuel Cap. 

10508 


1998-1995 

Pre-Release Locking Fuel Cap 

10501 


2003-1999 

Oil Filler Cap. 

10111 


1998-1995 

Regular Keyed Alike Fuel Cap 

17591 


2003-1998 

OE Type Radiator Cap. 

10231 

16 

1998-1995 

Regular Locking Fuel Cap 

10591 


2003-1998 

Safety Release Radiator Cap. 

10331 

16 

V-6 3.3L 




1999 

Flex Fuel Keyed Alike Fuel Cap; Nov. 1,1998 & Newer; 

17508Y 


2008-2000 

OE Equivalent Fuel Cap 

10838 



Yellow 



2008-2000 

Regular Keyed Alike Fuel Cap 

17508 


1999 

Flex Fuel Regular Fuel Cap; Nov. 1,1998 & Newer; 

10838Y 


2008-2000 

Regular Locking Fuel Cap 

10508 


1999 

Flex Fuel Regular Locking Fuel Cap; Nov. 1,1998 & 

10508Y 


2008-1999 

Oil Filler Cap 

10111 



Newer; Yellow. 



2008-1995 

OE Type Radiator Cap. 

10231 

16 

1999 


10838 


2008-1995 

Safety Release Radiator Cap 

10331 

16 

1999 


10817 


1999 

OE Equivalent Fuel Cap; Nov. 1,1998 & Newer 

10838 


1999 

Pre-Release Fuel Cap; Oct. 31,1998 & Older. ... 

10819 


1999 

OE Equivalent Fuel Cap; Oct. 31,1998 & Older 

10817 


1999 

Pre-Release Keyed Alike Fuel Cap; Oct. 31,1998 & 

17501 


1999 

Pre-Release Fuel Cap; Oct. 31,1998 & Older 

10819 



Older 



1999 

Pre-Release Keyed Alike Fuel Cap; Oct. 31,1998 & 

17501 


1999 

Pre-Release Locking Fuel Cap; Oct. 31,1998 & Older 

10501 



Older. 



1999 

Regular Keyed Alike Fuel Cap; Nov. 1,1998 & Newer 

17508 


1999 

Pre-Release Locking Fuel Cap; Oct. 31,1998 & Older 

10501 


1999 

Regular Keyed Alike Fuel Cap; Oct. 31,1998 & Older 

17591 


1999 

Regular Keyed Alike Fuel Cap; Nov. 1,1998 & Newer 

17508 


1999 

Regular Locking Fuel Cap; Nov. 1,1998 & Newer. 

10508 


1999 

Regular Keyed Alike Fuel Cap; Oct. 31,1998 & Older 

17591 


1999 

Regular Locking Fuel Cap; Oct. 31,1998 & Older 

10591 


1999 

Regular Locking Fuel Cap; Nov. 1,1998 & Newer .. . 

10508 


1998 

OE Equivalent Fuel Cap. 

10817 


1999 

Regular Locking Fuel Cap; Oct. 31,1998 & Older. 

10591 


1998 

Oil Filler Cap 

10066 


1998-1995 

OE Equivalent Fuel Cap 

10817 


1998 

Pre-Release Fuel Cap 

10819 


1998-1995 

Oil Filler Cap. 

10066 


1998 

Pre-Release Keyed Alike Fuel Cap 

17501 


1998-1995 

Pre-Release Fuel Cap 

10819 


1998 

Pre-Release Lockinq Fuel Cap. 

10501 


1998-1995 

Pre-Release Keyed Alike Fuel Cap . 

17501 


1998 


17591 


1998-1995 

Pre-Release Locking Fuel Cap 

10501 


1998 


10591 


1998-1995 

Regular Keyed Alike Fuel Cap 

17591 


V-6 3.6 L 




1998-1995 

Reaular Lockina Fuel CaD 

10591 


2017-2013 

OE Type Radiator Cap. 

10230 

16 

V-6 3.3 LONG 



2016-2011 

OE Equivalent Fuel Cap. 

10838 


1996 

OE Equivalent Fuel Cap 

10817 


2015-2011 

Regular Keyed Alike Fuel Cap. 

17508 


1996 

Oil Filler Cap 

10066 


2015-2011 

Regular Locking Fuel Cap. 

10508 


1996 

Pre-Release Fuel Cap 

10819 


2014-2013 

Safety Release Radiator Cap 

10330 

16 

1996 

Pre-Release Keyed Alike Fuel Cap 

17501 


2013-2011 


10148 


1996 

Pre-Release Locking Fuel Cap 

10501 


2012-2011 

OE Type Radiator Cap 

10231 

16 

1996 

Regular Keyed Alike Fuel Cap 

17591 


2012-2011 

Safetv Release Radiator CaD 

10331 

16 

1996 

Regular Locking Fuel Cap 

10591 


V-6 3.6 L FLEX 



1996 

OE Type Radiator Cap. 

10231 

16 

2015-2011 

OE Equivalent Fuel Cap. 

10838 


1996 

Safety Release Radiator Cap 

10331 

16 

2015-2011 

Regular Keyed Alike Fuel Cap. 

17508 


V-6 3.3 L FLEX 



2015-2011 

Regular Locking Fuel Cap. 

10508 


2010-2009 

Flex Fuel Keyed Alike Fuel Cap. 

17508Y 


2014-2013 


10230 

16 

2010-2009 

Flex Fuel Regular Fuel Cap 

10838Y 


2014-2013 


10330 

16 

2010-2009 

Flex Fuel Regular Locking Fuel Cap. 

10508Y 


2013-2011 

Flex Fuel Keyed Alike Fuel Cap; Yellow 

17508Y 


2010-2005 

OE Equivalent Fuel Cap. 

10838 


2013-2011 


10838Y 


2010-2005 

Oil Filler Cap. 

10111 


2013-2011 

Flex Fuel Regular Locking Fuel Cap; Yellow 

10508Y 


2010-2005 

Regular Keyed Alike Fuel Cap. 

17508 


2013-2011 

Oil Filler Cap 

10148 


2010-2005 

Regular Locking Fuel Cap. 

10508 


2012-2011 


10231 

16 

2010-2005 

OE Type Radiator Cap. 

10231 

16 

2012-2011 


10331 

16 

2010-2005 

Safety Release Radiator Cap. 

10331 

16 

V-6 3.8 L 




2008-2007 

Flex Fuel Keyed Alike Fuel Cap; Yellow. 

17508Y 


2010-2000 

OE Equivalent Fuel Cap. 

10838 


2008-2007 

Flex Fuel Regular Fuel Cap; Yellow. 

10838Y 


2010-2000 

Regular Keyed Alike Fuel Cap 

17508 


2008-2007 

Flex Fuel Regular Locking Fuel Cap; Yellow. 

10508Y 


2010-2000 

Regular Locking Fuel Cap. 

10508 


2005 

Flex Fuel Keyed Alike Fuel Cap; Yellow. 

17508Y 


2010-1999 

Oil Filler Cap. 

10111 


2005 

Flex Fuel Regular Fuel Cap; Yellow. 

10838Y 


2010-1995 

OE Type Radiator Cap 

10231 

16 

2005 

Flex Fuel Regular Locking Fuel Cap; Yellow. 

10508Y 


2010-1995 

Safety Release Radiator Cap 

10331 

16 

2003-2000 

Flex Fuel Keyed Alike Fuel Cap; Yellow. 

17508Y 


1999 

OE Equivalent Fuel Cap; Nov. 1,1998 & Newer 

10838 


2003-2000 

Flex Fuel Regular Fuel Cap; Yellow 

10838Y 


1999 

OE Equivalent Fuel Cap; Oct. 31,1998 & Older 

10817 


2003-2000 

Flex Fuel Regular Locking Fuel Cap; Yellow 

10508Y 


1999 

Pre-Release Fuel Cap; Oct. 31,1998 & Older 

10819 
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Caps for Passenger Cars and LightTrucks (1995 and Newer) 


Application 


Part 

Number 

PSI 

Application 


Part 

Number 

PSI 

Dodqe 

- Continued 



Dodqe 

- Continued 



Grand Caravan - Continued 

Intrepid 

- Continued 



V-6 3.8L- 

Continued 



V-6 3.3 L FLEX 



1999 

Pre-Release Keyed Alike Fuel Cap; Oct. 31,1998 & 

17501 


1995 

OE Equivalent Fuel Cap 

10817 



Older 



1995 

Oil Filler Cap. 

10066 


1999 

Pre-Release Locking Fuel Cap; Oct. 31,1998 & Older 

10501 


1995 

Pre-Release Fuel Cap. 

10819 


1999 

Regular Keyed Alike Fuel Cap; Nov. 1,1998 & Newer.... 

17508 


1995 

Pre-Release Keyed Alike Fuel Cap. 

17501 


1999 

Regular Keyed Alike Fuel Cap; Oct. 31,1998 & Older 

17591 


1995 

Pre-Release Locking Fuel Cap. 

10501 


1999 

Regular Locking Fuel Cap; Nov. 1,1998 & Newer 

10508 


1995 

Regular Keyed Alike Fuel Cap 

17591 


1999 

Regular Locking Fuel Cap; Oct. 31,1998 & Older 

10591 


1995 

Regular Locking Fuel Cap. 

10591 


1998-1996 

Oil Filler Cap 

10066 


1995 

OE Type Radiator Cap 

. 10234 

18 

1998-1995 

OE Equivalent Fuel Cap 

10817 


1995 

Safety Release Radiator Cap. 

. 10334 

18 

1998-1995 

Pre-Release Fuel Cap. 

10819 


V-6 3.5 L 




1998-1995 

Pre-Release Keyed Alike Fuel Cap. 

17501 


2004-2000 

OE Equivalent Fuel Cap 

10838 


1998-1995 

Pre-Release Locking Fuel Cap. 

10501 


2004-2000 

Oil Filler Cap. 

10111 


1998-1995 

Regular Keyed Alike Fuel Cap. 

17591 


2004-2000 

Regular Keyed Alike Fuel Cap 

17508 


1998-1995 

Regular Locking Fuel Cap. 

10591 


2004-2000 

Regular Locking Fuel Cap 

10508 


1995 

Oil Filler Cap. 

10111 


2004-2000 

OE Type Radiator Cap 

10234 

18 

V-64.0L 




2004-2000 

Safety Release Radiator Cap 

10334 

18 

2010-2008 

OE Equivalent Fuel Cap. 

10838 


1997-1995 

OE Equivalent Fuel Cap. 

10817 


2010-2008 

Oil Filler Cap. 

10148 


1997-1995 

Oil Filler Cap. 

. 10111 


2010-2008 

Regular Keyed Alike Fuel Cap. 

17508 


1997-1995 

Pre-Release Fuel Cap. 

. 10819 


2010-2008 

Regular Locking Fuel Cap. 

10508 


1997-1995 

Pre-Release Keyed Alike Fuel Cap. 

17501 


2010-2008 

OE Type Radiator Cap 

10231 

16 

1997-1995 

Pre-Release Locking Fuel Cap. 

10501 


2010-2008 

Safety Release Radiator Cap . 

10331 

16 

1997-1995 

Regular Keyed Alike Fuel Cap. 

. 17591 


Intrepid 




1997-1995 

Regular Locking Fuel Cap. 

10591 


V-6 2.7 L 




1997-1995 

OE Type Radiator Cap. 

. 10234 

18 

2004-2000 

OE Equivalent Fuel Cap. 

10838 


1997-1995 

Safety Release Radiator Cap. 

10334 

18 

2004-2000 

Regular Keyed Alike Fuel Cap. 

17508 


.Innrnm/ 



2004-2000 










4-Cyl 2.4 L 




2004-1998 

Oil Filler Cap. 

10099 


2017-2011 

OE Type Radiator Cap 

10234 

18 

2004-1998 

OE Type Radiator Cap. 

10234 

18 

2017-2009 

OE Equivalent Fuel Cap. 

10838 


2004-1998 

Safety Release Radiator Cap 

10334 

18 

2017-2009 

Regular Locking Fuel Cap. 

10508 


1999-1998 

OE Equivalent Fuel Cap 

10817 


2016-2009 

Oil Filler Cap. 

10111 


1999-1998 

Pre-Release Fuel Cap. 

10819 


2015-2009 

Regular Keyed Alike Fuel Cap 

17508 


1999-1998 

Pre-Release Keyed Alike Fuel Cap. 

17501 


2014-2011 

Safety Release Radiator Cap 

10334 

18 

1999-1998 

Pre-Release Locking Fuel Cap. 

10501 


2010 

OE Type Radiator Cap 

10230 

16 

1999-1998 

Regular Keyed Alike Fuel Cap. 

17591 


2010 

Safety Release Radiator Cap 

10330 

16 

1999-1998 

Regular Locking Fuel Cap. 

10591 


2009 

OE Type Radiator Cap. 

10234 

18 

V-6 3.2 L 




2009 

Safety Release Radiator Cap 

10334 

18 

2000-1998 

Oil Filler Cap 

10111 


V-6 3.5 L 




2000-1998 

OE Type Radiator Cap 

10234 

18 

2010-2009 

OE Equivalent Fuel Cap 

10838 


2000-1998 

Safety Release Radiator Cap 

10334 

18 

2010-2009 

Oil Filler Cap 

10148 


2000 

OE Equivalent Fuel Cap 

10838 


2010-2009 

Regular Keyed Alike Fuel Cap 

17508 


2000 

Regular Keyed Alike Fuel Cap 

17508 


2010-2009 

Regular Locking Fuel Cap. 

10508 


2000 

Regular Locking Fuel Cap. 

10508 


2010 

OE Type Radiator Cap. 

10230 

16 

1999-1998 

OE Equivalent Fuel Cap 

10817 


2010 

Safety Release Radiator Cap. 

. 10330 

16 

1999-1998 

Pre-Release Fuel Cap. 

10819 


2009 

OE Type Radiator Cap. 

10234 

18 

1999-1998 

Pre-Release Keyed Alike Fuel Cap. 

17501 


2009 

Safety Release Radiator Cap 

. 10334 

18 

1999-1998 

Pre-Release Locking Fuel Cap. 

10501 


V-6 3.6 L 




1999-1998 

Regular Keyed Alike Fuel Cap. 

17591 


2017-2016 

OE Equivalent Fuel Cap 

. 10838 


1999-1998 

Regular Locking Fuel Cap. 

10591 


2017-2016 

Regular Locking Fuel Cap 

. 10508 


V-6 3.3 L 




2017-2011 

OE Type Radiator Cap. 

. 10234 

18 

1997-1995 

OE Equivalent Fuel Cap. 

10817 


2017-2011 

Safety Release Radiator Cap. 

10334 

18 

1997-1995 

Oil Filler Cap. 

10066 


2014-2011 

OE Equivalent Fuel Cap. 

. 10838 


1997-1995 

Pre-Release Fuel Cap. 

10819 


2014-2011 

Regular Keyed Alike Fuel Cap. 

. 17508 


1997-1995 

Pre-Release Keyed Alike Fuel Cap. 

17501 


2014-2011 

Regular Locking Fuel Cap. 

. 10508 


1997-1995 

Pre-Release Locking Fuel Cap. 

10501 


2012-2011 

Oil Filler Cap. 

. 10148 


1997-1995 

Regular Keyed Alike Fuel Cap. 

17591 


V-6 3.6 L FLEX 



1997-1995 

Regular Locking Fuel Cap. 

10591 


2015-2011 

OE Equivalent Fuel Cap. 

10838 


1997-1995 

OE Type Radiator Cap 

10234 

18 

2015-2011 

Regular Keyed Alike Fuel Cap. 

17508 


1997-1995 

Safety Release Radiator Cap 

10334 

18 
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Caps for Passenger Cars and LightTmcks (1995 and Newer) 


Application 


Part 

Number 

PSI 

Application 


Part 

Number 

PSI 

Dodqe 

- Continued 



Dodge 

- Continued 



Journey - Continued 

Neon - Continued i 

V-6 3.6 L FLEX-Continued 



4-Cyl 2.0 L 

- Continued 



2015-2011 

Regular Locking Fuel Cap ,, 

10508 


1999 

Regular Keyed Alike Fuel Cap; Jan. 1 & Newer. 

17508 


2015 

Flex Fuel Keyed Alike Fuel Cap. 

17508Y 


1999 

Regular Locking Fuel Cap; Dec. 31,1998 & Older. 

10591 


2015 

Flex Fuel Regular Fuel Cap 

10838Y 


1999 

Regular Locking Fuel Cap; Jan. 1 & Newer. 

10508 


2015 

Flex Fuel Regular Locking Fuel Cap. 

10508Y 


1998-1995 

OE Equivalent Fuel Cap. 

10817 


2014-2011 

OE Type Radiator Cap. 

10234 

18 

1998-1995 

Pre-Release Fuel Cap. 

10819 


2014-2011 

Safety Release Radiator Cap. 

10334 

18 

1998-1995 

Pre-Release Keyed Alike Fuel Cap 

17501 


2013-2011 

Flex Fuel Keyed Alike Fuel Cap; Yellow. 

17508Y 


1998-1995 

Pre-Release Locking Fuel Cap 

10501 


2013-2011 

Flex Fuel Regular Fuel Cap; Yellow 

10838Y 


1998-1995 

Regular Keyed Alike Fuel Cap. 

17591 


2013-2011 

Flex Fuel Regular Locking Fuel Cap; Yellow 

10508Y 


1998-1995 

Regular Locking Fuel Cap. 

10591 


2012-2011 

Oil Filler Cap 

10148 


1997 

Oil Filler Cap; W/O Threaded Filler Neck. 

10088 


Magnum 



1997 

Oil Filler Cap; W/Threaded Filler Neck 

10111 


V-6 2.7 L 




1996-1995 

Oil Filler Cap. 

10111 


2008-2006 

Oil Filler Cap. 

10099 


4-Cyl 2.4 L 




2008-2005 


10838 


2005-2003 

OE Equivalent Fuel Cap. 

10838 


2008-2005 


17508 


2005-2003 

Oil Filler Cap. 

10111 


2008-2005 

Reqular Lockinq Fuel Cap 

10508 


2005-2003 

Regular Keyed Alike Fuel Cap 

17508 


2008-2005 

OE Type Radiator Cap. 

10234 

18 

2005-2003 

Regular Locking Fuel Cap. 

10508 


2008-2005 


10334 

18 

2005-2003 

OE Type Radiator Cap. 

10234 

18 

2005 

Oil Filler Cap. 

10111 


2005-2003 

Safety Release Radiator Cap. 

10334 

18 

V-6 3.5 L 




Nitro 

2008-2007 

Oil Filler Cap. 

10148 


V-6 3.7 L 




2008-2005 

OE Equivalent Fuel Cap. 

10838 


2011-2009 

Oil Filler Cap. 

10148 


2008-2005 

Regular Keyed Alike Fuel Cap. 

17508 


2011-2007 

OE Equivalent Fuel Cap. 

10838 


2008-2005 

Regular Locking Fuel Cap. 

10508 


2011-2007 

Regular Keyed Alike Fuel Cap. 

17508 


2008-2005 

OE Type Radiator Cap. 

10234 

18 

2011-2007 

Regular Locking Fuel Cap. 

10508 


2008-2005 

Safety Release Radiator Cap. 

10334 

18 

2011 

OE Type Radiator Cap. 

10230 

16 

2006-2005 

Oil Filler Cap. 

10111 


2011 

Safety Release Radiator Cap. 

10330 

16 

V-8 5.7 L 




2010-2007 

OE Type Radiator Cap . 

10234 

18 

2008-2005 

OE Equivalent Fuel Cap. 

10838 


2010-2007 


10334 

18 

2008-2005 

Oil Filler Cap. 

10111 


2008-2007 

Oil Filler Cap. 

10120 


2008-2005 

Regular Keyed Alike Fuel Cap. 

17508 


V-6 4.0 L 




2008-2005 

Regular Locking Fuel Cap. 

10508 


2011-2007 

OE Equivalent Fuel Cap. 

10838 


2008-2005 

OE Type Radiator Cap. 

10234 

18 

2011-2007 

Oil Filler Cap. 

10148 


2008-2005 

Safety Release Radiator Cap. 

10334 

18 

2011-2007 

Regular Keyed Alike Fuel Cap. 

17508 


V-8 6.1 L 




2011-2007 

Regular Locking Fuel Cap. 

10508 


2008-2006 

OE Equivalent Fuel Cap. 

10838 


2011-2007 

OE Type Radiator Cap 

10234 

18 

2008-2006 

Oil Filler Cap. 

10111 


2010-2007 


10334 

18 

2008-2006 

Regular Keyed Alike Fuel Cap 

17508 


Ram 1500 



2008-2006 

Regular Locking Fuel Cap 

10508 


V-6 3.7 L 




2008-2006 

OE Type Radiator Cap 

10234 

18 

2010-2008 

Oil Filler Cap. 

10148 


2008-2006 

Safety Release Radiator Cap 

10334 

18 

2010-2002 

OE Equivalent Fuel Cap. 

10838 


Neon 




2010-2002 

Regular Keyed Alike Fuel Cap 

17508 


4-Cyl 2.0 L 




2010-2002 

Regular Locking Fuel Cap. 

10508 


2005-2000 

OE Equivalent Fuel Cap 

10838 


2010-2002 

OE Type Radiator Cap 

10230 

16 

2005-2000 

Regular Keyed Alike Fuel Cap. 

17508 


2010-2002 


10330 

16 

2005-2000 

Regular Locking Fuel Cap 

10508 


2007 

Oil Filler Cap; Early. 

10120 


2005-1998 

Oil Filler Cap 

10111 


2007 

Oil Filler Cap; Late. 

10148 


2005 

OE Type Radiator Cap. 

10234 

18 

2006-2003 

Oil Filler Cap. 

10120 


2005 

Safety Release Radiator Cap. 

10334 

18 

2002 

Oil Filler Cap 

10111 


2004-1995 

OE Type Radiator Cap. 

10230 

16 

V-6 3.9 L 




2004-1995 

Safety Release Radiator Cap. 

10330 

16 

2001-2000 

OE Equivalent Fuel Cap. 

10838 


1999 

OE Equivalent Fuel Cap; Dec. 31,1998 & Older 

10817 


2001-2000 

Regular Keyed Alike Fuel Cap. 

17508 


1999 

OE Equivalent Fuel Cap; Jan. 1 & Newer 

10838 


2001-2000 

Regular Locking Fuel Cap .. .. 

10508 


1999 

Pre-Release Fuel Cap; Dec. 31,1998 & Older. 

10819 


2001-1995 

Oil Filler Cap. 

10111 


1999 

Pre-Release Keyed Alike Fuel Cap; Dec. 31,1998 & 

17501 


2001 

OE Type Radiator Cap. 

10230 

16 


Older. 



2001 

Safety Release Radiator Cap. 

10330 

16 

1999 

Pre-Release Locking Fuel Cap; Dec. 31,1998 & Older.. 

10501 


2000 

OE Type Radiator Cap. 

10231 

16 

1999 

Regular Keyed Alike Fuel Cap; Dec. 31,1998 & Older... 

17591 


2000 

Safety Release Radiator Cap. 

10331 

16 
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Caps for Passenger Cars and LightTrucks (1995 and Newer) 


Application 

Part 

Number 

PSI 

Application 


Part 

Number 

PSI 

Dodqe 

- Continued 



Dodge 

- Continued 



Ram 1500 - Continued 

Ram 1500-Continued | 

V-6 3.9L- 

Continued 



V-8 5.2 L CNG - Continued 



1999-1995 

OE Equivalent Fuel Cap 

10817 


1997-1995 

Pre-Release Keyed Alike Fuel Cap. 

17501 


1999-1995 

Pre-Release Fuel Cap. 

10819 


1997-1995 

Pre-Release Locking Fuel Cap. 

10501 


1999-1995 

Pre-Release Keyed Alike Fuel Cap. 

17501 


1997-1995 

Regular Keyed Alike Fuel Cap. 

17591 


1999-1995 

Pre-Release Locking Fuel Cap. 

10501 


1997-1995 

Regular Locking Fuel Cap. 

10591 


1999-1995 

Regular Keyed Alike Fuel Cap. 

17591 


1997-1995 

OE Type Radiator Cap. 

10231 

16 

1999-1995 

Regular Locking Fuel Cap. 

10591 


1997-1995 

Safety Release Radiator Cap. 

10331 

16 

1999 

OE Type Radiator Cap 

10230 

16 

V-8 5.7 L 




1999 

Safety Release Radiator Cap 

10330 

16 

2010-2009 

Oil Filler Cap. 

10111 


1998-1995 

OE Type Radiator Cap. 

10231 

16 

2010-2003 

OE Equivalent Fuel Cap 

10838 


1998-1995 

Safety Release Radiator Cap 

10331 

16 

2010-2003 

Regular Keyed Alike Fuel Cap 

17508 


1997-1995 

Oil Breather Cap 

10075 


2010-2003 

Regular Locking Fuel Cap. 

10508 


V-84.7L 




2010-2003 

OE Type Radiator Cap 

10230 

16 

2009-2008 

Oil Filler Cap 

10148 


2010-2003 

Safety Release Radiator Cap 

10330 

16 

2009-2002 

OE Equivalent Fuel Cap 

10838 


2008-2003 

Oil Filler Cap; Available Until Stock Depleted 

10145 


2009-2002 

Regular Keyed Alike Fuel Cap 

17508 


V-8 5.9 L 




2009-2002 

Regular Locking Fuel Cap. 

10508 


2003-2000 

OE Equivalent Fuel Cap 

10838 


2009-2002 

OE Type Radiator Cap. 

10230 

16 

2003-2000 

Regular Keyed Alike Fuel Cap. 

17508 


2009-2002 

Safety Release Radiator Cap. 

10330 

16 

2003-2000 

Regular Locking Fuel Cap. 

10508 


2007-2002 


10120 


2003-1999 

OE Type Radiator Cap. 

10230 

16 

V-8 4.7 L FLEX 



2003-1999 

Safety Release Radiator Cap. 

10330 

16 

2010-2009 

Flex Fuel Keyed Alike Fuel Cap; Yellow. 

17508Y 


2003-1995 

Oil Filler Cap. 

10111 


2010-2009 

Flex Fuel Regular Fuel Cap; Yellow. 

10838Y 


1999-1995 

OE Equivalent Fuel Cap. 

10817 


2010-2009 

Flex Fuel Regular Locking Fuel Cap; Yellow. 

10508Y 


1999-1995 

Pre-Release Fuel Cap. 

10819 


2010-2008 

Oil Filler Cap. 

10148 


1999-1995 

Pre-Release Keyed Alike Fuel Cap. 

17501 


2010-2004 

OE Equivalent Fuel Cap. 

10838 


1999-1995 

Pre-Release Locking Fuel Cap. 

10501 


2010-2004 

Regular Keyed Alike Fuel Cap. 

17508 


1999-1995 

Regular Keyed Alike Fuel Cap. 

17591 


2010-2004 

Regular Locking Fuel Cap. 

10508 


1999-1995 

Regular Locking Fuel Cap. 

10591 


2010-2004 

OE Type Radiator Cap 

10230 

16 

1998-1995 

OE Type Radiator Cap. 

10231 

16 

2010-2004 

Safety Release Radiator Cap . 

10330 

16 

1998-1995 

Safety Release Radiator Cap. 

10331 

16 

2007-2004 

Oil Filler Cap 

10120 


1997-1995 

Oil Breather Cap. 

10075 


2007 

Flex Fuel Keyed Alike Fuel Cap; Yellow 

17508Y 


V-10 8.3L 




2007 

Flex Fuel Regular Fuel Cap; Yellow 

10838Y 


2006-2004 

OE Equivalent Fuel Cap. 

10838 


2007 

Flex Fuel Regular Locking Fuel Cap; Yellow 

10508Y 


2006-2004 

Oil Filler Cap. 

10111 


V-8 5.2 L 




2006-2004 

Regular Keyed Alike Fuel Cap. 

17508 


2001-2000 

OE Equivalent Fuel Cap 

10838 


2006-2004 

Regular Locking Fuel Cap. 

10508 


2001-2000 

Regular Keyed Alike Fuel Cap. 

17508 


2006-2004 

OE Type Radiator Cap. . . 

10230 

16 

2001-2000 

Regular Locking Fuel Cap. 

10508 


2006-2004 

Safetv Release Radiator CaD 

10330 

16 

2001-1995 

Oil Filler Cap 

10111 


Ram 1500 Van 



2001 

OE Type Radiator Cap. 

10230 

16 

V-6 3.9 L 




2001 

Safety Release Radiator Cap 

10330 

16 

2003-2000 


10838 


2000 

OE Type Radiator Cap 

10231 

16 

2003-2000 

Reqular Keyed Alike Fuel Cap 

17508 


2000 

Safety Release Radiator Cap 

10331 

16 

2003-2000 


10508 


1999-1995 

OE Equivalent Fuel Cap 

10817 


2003-1999 


10111 


1999-1995 

Pre-Release Fuel Cap. 

10819 


2003 


10231 

16 

1999-1995 

Pre-Release Keyed Alike Fuel Cap. 

17501 


2003 


10331 

16 

1999-1995 

Pre-Release Locking Fuel Cap 

10501 


2003 

OE Type Radiator Cap; W/H.D. Cool. 

10234 

18 

1999-1995 

Regular Keyed Alike Fuel Cap. . 

17591 


2003 


10334 

18 

1999-1995 

Regular Locking Fuel Cap. 

10591 


2002 

OE Type Radiator Cap. 

10234 

18 

1999 

OE Type Radiator Cap. 

10230 

16 

2002 

Safety Release Radiator Cap 

10334 

18 

1999 

Safety Release Radiator Cap. 

10330 

16 

2001-1999 

OE Type Radiator Cap. 

10231 

16 

1998-1995 

OE Type Radiator Cap. 

10231 

16 

2001-1999 


10331 

16 

1998-1995 

Safety Release Radiator Cap. 

10331 

16 

1999 


10817 


1997-1995 

Oil Breather CaD. 

10075 


1999 


10819 


V-8 5.2 L CNG 



1999 

Pre-Release Keyed Alike Fuel Cap. 

17501 


1997-1995 

OE Equivalent Fuel Cap. 

10817 


1999 

Pre-Release Locking Fuel Cap. 

10501 


1997-1995 

Oil Breather Cap. 

10075 


1999 

Regular Keyed Alike Fuel Cap. 

17591 


1997-1995 

Oil Filler Cap. 

10111 


1999 

Regular Locking Fuel Cap. 

10591 


1997-1995 

Pre-Release Fuel Cap. 

10819 


1997 

OE Equivalent Fuel Cap. 

10817 
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Caps for Passenger Cars and LightTmcks (1995 and Newer) 


Application 


Part 

Number 

PSI 

Application 


Part 

Number 

PSI 

Dodqe 

- Continued 



Dodge 

- Continued 



Ram 1500 Van - Continued 

Ram 2500 - Continued I 

V-6 3.9L- 

Continued 



6-Cyl 5.9 L DIESEL - Continued 



1997 

Oil Breather Cap. 

10075 


2008-1995 

OE Type Radiator Cap. 

10230 

16 

1997 

Oil Filler Cap ,, 

10111 


2008-1995 

Safety Release Radiator Cap. 

10330 

16 

1997 

Pre-Release Fuel Cap 

10819 


1999-1995 

Diesel Only Fuel Cap; Green 

10830D 


1997 

Pre-Release Keyed Alike Fuel Cap 

17501 


1999-1995 

Diesel Only Locking Fuel Cap; Green. 

10591D 


1997 

Pre-Release Locking Fuel Cap 

10501 


1999-1995 

Diesel Only Pre-Release Fuel Cap; Green 

10819D 


1997 

Regular Keyed Alike Fuel Cap. 

17591 


1999-1995 

Diesel Only Pre-Release Locking Fuel Cap; Green. 

10501D 


1997 

Regular Locking Fuel Cap 

10591 


1999-1995 

OE Equivalent Fuel Cap. 

10817 


1997 

OE Type Radiator Cap. 

. 10231 

16 

1999-1995 

Oil Filler Cap. 

10136 


1997 

Safety Release Radiator Cap. 

. 10331 

16 

1999-1995 

Pre-Release Diesel Only Keyed Alike Fuel Cap; Green . 

17501D 


V-8 5.2 L 




1999-1995 

Pre-Release Fuel Cap. 

10819 


2003-2000 

OE Equivalent Fuel Cap. 

10838 


1999-1995 

Pre-Release Keyed Alike Fuel Cap 

17501 


2003-2000 

Regular Keyed Alike Fuel Cap 

17508 


1999-1995 

Pre-Release Locking Fuel Cap 

10501 


2003-2000 

Regular Locking Fuel Cap. 

10508 


1999-1995 


17591D 


2003-1999 

OE Type Radiator Cap 

10234 

18 

1999-1995 

Regular Keyed Alike Fuel Cap ... . 

17591 


2003-1999 

Safety Release Radiator Cap 

. 10334 

18 

1999-1995 


10591 


2003-1998 

Oil Filler Cap 

10111 


1998 


10111 


1999-1998 

OE Equivalent Fuel Cap. 

10817 


6-Cyl 6.7 L DIESEL 



1999-1998 

Pre-Release Fuel Cap. 

10819 


2010-2007 

Diesel Only Fuel Cap; Green. 

10838D 


1999-1998 

Pre-Release Keyed Alike Fuel Cap. 

17501 


2010-2007 

Diesel Only Locking Fuel Cap; Green. 

10508D 


1999-1998 

Pre-Release Locking Fuel Cap. 

10501 


2010-2007 

OE Equivalent Fuel Cap. 

10838 


1999-1998 

Regular Keyed Alike Fuel Cap. 

. 17591 


2010-2007 

Oil Filler Cap. 

10111 


1999-1998 

Regular Locking Fuel Cap. 

. 10591 


2010-2007 

Regular Keyed Alike Fuel Cap. 

17508 


1998 

Oil Breather Cap. 

. 10075 


2010-2007 

Regular Locking Fuel Cap. 

10508 


1998 

OE Type Radiator Cap. 

. 10231 

16 

2010-2007 

OE Type Radiator Cap. 

10230 

16 

1998 

Safety Release Radiator Cap. 

10331 

16 

2010-2007 

Safety Release Radiator Cap. 

10330 

16 

1996-1995 

OE Equivalent Fuel Cap. 

10817 


V-8 5.2 L 




1996-1995 


10075 


1996-1995 

OE Equivalent Fuel Cap. 

10817 


1996-1995 


10111 


1996-1995 

Oil Breather Cap. 

10075 


1996-1995 


10819 


1996-1995 

Oil Filler Cap. 

10111 


1996-1995 


17501 


1996-1995 

Pre-Release Fuel Cap. 

10819 


1996-1995 

Pre-Release Lockinq Fuel Cap 

10501 


1996-1995 

Pre-Release Keyed Alike Fuel Cap 

17501 


1996-1995 


17591 


1996-1995 

Pre-Release Locking Fuel Cap 

10501 


1996-1995 


10591 


1996-1995 

Regular Keyed Alike Fuel Cap 

17591 


1996-1995 


10231 

16 

1996-1995 

Regular Locking Fuel Cap. 

10591 


1996-1995 


10331 

16 

1996-1995 

OE Type Radiator Cap 

10231 

16 

V-8 5.9 L 




1996-1995 

Safety Release Radiator Cap 

10331 

16 

2003-2000 

OE Equivalent Fuel Cap. 

10838 


V-8 5.2 L CNG 



2003-2000 

Reqular Keyed Alike Fuel Cap 

17508 


1996-1995 

OE Equivalent Fuel Cap. 

10817 


2003-2000 


10508 


1996-1995 

Oil Breather Cap. 

10075 


2003-1999 

Oil Filler Cap. 

10111 


1996-1995 

Oil Filler Cap. 

10111 


2003-1999 

OE Type Radiator Cap 

10234 

18 

1996-1995 

Pre-Release Fuel Cap. 

10819 


2003-1999 

Safety Release Radiator Cap 

10334 

18 

1996-1995 

Pre-Release Keyed Alike Fuel Cap 

17501 


1999 

OE Equivalent Fuel Cap. 

10817 


1996-1995 

Pre-Release Locking Fuel Cap. 

10501 


1999 

Pre-Release Fuel Cap 

10819 


1996-1995 

Regular Keyed Alike Fuel Cap. 

17591 


1999 

Pre-Release Keyed Alike Fuel Cap 

17501 


1996-1995 

Regular Locking Fuel Cap. 

10591 


1999 

Pre-Release Lockinq Fuel Cap. 

10501 


1996-1995 

OE Type Radiator Cap. 

10231 

16 

1999 


17591 


1996-1995 

Safety Release Radiator Cap 

10331 

16 

1999 

Regular Locking Fuel Cap. 

10591 


V-8 5.7 L 




Ram 2500 



2010-2009 

Oil Filler Cap. 

10111 


6-Cyl 5.9 L DIESEL 



2010-2003 

OE Equivalent Fuel Cap. 

10838 


2009-2000 

Diesel Only Fuel Cap; Green. 

. 10838D 


2010-2003 

Regular Keyed Alike Fuel Cap. 

17508 


2009-2000 

Diesel Only Locking Fuel Cap; Green. 

. 10508D 


2010-2003 

Regular Locking Fuel Cap. 

10508 


2009-2000 

OE Equivalent Fuel Cap. 

10838 


2010-2003 

OE Type Radiator Cap. 

10230 

16 

2009-2000 

Oil Filler Cap. 

10111 


2010-2003 

Safety Release Radiator Cap. 

10330 

16 

2009-2000 

Regular Keyed Alike Fuel Cap. 

17508 


2008-2003 

Oil Filler Cap; Available Until Stock Depleted. 

10145 


2009-2000 

Regular Locking Fuel Cap. 

10508 


V-8 5.9 L 




2009 

OE Type Radiator Cap 

10234 

18 

2002-2000 

OE Equivalent Fuel Cap. 

10838 


2009 

Safety Release Radiator Cap 

10334 

18 

2002-2000 

Regular Keyed Alike Fuel Cap. 

17508 
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Caps for Passenger Cars and LightTrucks (1995 and Newer) 


Application 


Part 

Number 

PSI 

Application 


Part 

Number 

PSI 

Dodqe 

- Continued 



Dodge 

- Continued 



Ram 2500 - Continued 

Ram 2500 Van - Continued 1 

V-8 5.9L- 

Continued 



V-8 5.2 L CNG - Continued 



2002-2000 

Regular Locking Fuel Cap. 

10508 


2003-1999 

OE Type Radiator Cap. 

10234 

18 

2002-1999 

OE Type Radiator Cap. 

10230 

16 

2003-1999 

Safety Release Radiator Cap. 

10334 

18 

2002-1999 

Safety Release Radiator Cap 

10330 

16 

1999 

OE Equivalent Fuel Cap 

10817 


2002-1995 

Oil Filler Cap 

10111 


1999 

Pre-Release Fuel Cap. 

10819 


1999-1995 

OE Equivalent Fuel Cap 

10817 


1999 

Pre-Release Keyed Alike Fuel Cap. 

17501 


1999-1995 

Pre-Release Fuel Cap. 

10819 


1999 

Pre-Release Locking Fuel Cap. 

10501 


1999-1995 

Pre-Release Keyed Alike Fuel Cap. 

17501 


1999 

Regular Keyed Alike Fuel Cap. 

17591 


1999-1995 

Pre-Release Locking Fuel Cap 

. 10501 


1999 

Regular Locking Fuel Cap. 

10591 


1999-1995 

Regular Keyed Alike Fuel Cap. 

. 17591 


V-8 5.2 L LPG 



1999-1995 

Regular Locking Fuel Cap. 

. 10591 


2000-1999 

Oil Filler Cap. 

10111 


1998-1995 


10231 

16 

2000-1999 

OE Type Radiator Cap 

10234 

18 

1998-1995 

Safety Release Radiator Cap 

10331 

16 

2000-1999 

Safety Release Radiator Cap 

10334 

18 

1997-1995 

Oil Breather Cap 

10075 


2000 

OE Equivalent Fuel Cap 

10838 


V-10 8.0L 




2000 

Regular Keyed Alike Fuel Cap 

17508 


2003-2000 

OE Equivalent Fuel Cap 

. 10838 


2000 

Regular Locking Fuel Cap. 

10508 


2003-2000 

Regular Keyed Alike Fuel Cap 

17508 


1999 

OE Equivalent Fuel Cap 

10817 


2003-2000 

Regular Locking Fuel Cap. 

10508 


1999 

Pre-Release Fuel Cap. 

10819 


2003-1999 

OE Type Radiator Cap. 

10230 

16 

1999 

Pre-Release Keyed Alike Fuel Cap. 

17501 


2003-1999 

Safety Release Radiator Cap. 

. 10330 

16 

1999 

Pre-Release Locking Fuel Cap. 

10501 


2003-1995 

Oil Filler Cap. 

. 10111 


1999 

Regular Keyed Alike Fuel Cap. 

17591 


1999-1995 

OE Equivalent Fuel Cap. 

. 10817 


1999 

Regular Locking Fuel Cap. 

10591 


1999-1995 

Pre-Release Fuel Cap. 

10819 


V-8 5.9 L 




1999-1995 


17501 


2003-2000 

OE Equivalent Fuel Cap. 

10838 


1999-1995 


10501 


2003-2000 

Regular Keyed Alike Fuel Cap. 

17508 


1999-1995 

Regular Keyed Alike Fuel Cap. 

17591 


2003-2000 

Regular Locking Fuel Cap. 

10508 


1999-1995 

Regular Locking Fuel Cap. 

10591 


2003-1999 

Oil Filler Cap. 

10111 


1998-1995 


10231 

16 

2003-1999 

OE Type Radiator Cap. 

10234 

18 

1998-1995 


10331 

16 

2003-1999 

Safety Release Radiator Cap. 

10334 

18 

1997-1995 


10075 


1999 

OE Equivalent Fuel Cap. 

10817 


Ram 2500 Van 



1999 

Pre-Release Fuel Cap. 

10819 


V-6 3.9 L 




1999 

Pre-Release Keyed Alike Fuel Cap 

17501 


2001 


10838 


1999 

Pre-Release Locking Fuel Cap. 

10501 


2001 

Oil Filler Cap 

10111 


1999 

Regular Keyed Alike Fuel Cap 

17591 


2001 

Regular Keyed Alike Fuel Cap 

17508 


1999 

Regular Locking Fuel Cap 

10591 


2001 

Regular Locking Fuel Cap. 

10508 


Ram 3500 



2001 

OE Type Radiator Cap 

10231 

16 

6-Cyl 5.9 L 

DIESEL 



2001 

Safety Release Radiator Cap 

10331 

16 

2007-2000 

Diesel Only Fuel Cap; Green. 

10838D 


V-8 5.2 L 




2007-2000 

Diesel Only Locking Fuel Cap; Green. 

10508D 


2003-2000 

OE Equivalent Fuel Cap 

10838 


2007-2000 

OE Equivalent Fuel Cap 

10838 


2003-2000 

Regular Keyed Alike Fuel Cap. 

17508 


2007-2000 

Oil Filler Cap 

10111 


2003-2000 

Regular Locking Fuel Cap. 

10508 


2007-2000 

Regular Keyed Alike Fuel Cap 

17508 


2003-1999 

OE Type Radiator Cap. 

. 10234 

18 

2007-2000 

Regular Locking Fuel Cap. 

10508 


2003-1999 

Safety Release Radiator Cap 

. 10334 

18 

2007-1995 

OE Type Radiator Cap. 

10230 

16 

2003-1996 

Oil Filler Cap 

. 10111 


2007-1995 

Safety Release Radiator Cap 

10330 

16 

1999-1996 

OE Equivalent Fuel Cap 

. 10817 


1999-1995 

Diesel Only Fuel Cap; Green. 

10830D 


1999-1996 

Pre-Release Fuel Cap .. 

10819 


1999-1995 

Diesel Only Locking Fuel Cap; Green.. .. 

10591D 


1999-1996 

Pre-Release Keyed Alike Fuel Cap. 

. 17501 


1999-1995 

Diesel Only Pre-Release Fuel Cap; Green. 

10819D 


1999-1996 

Pre-Release Locking Fuel Cap. 

. 10501 


1999-1995 

Diesel Only Pre-Release Locking Fuel Cap; Green. 

10501D 


1999-1996 

Regular Keyed Alike Fuel Cap. 

17591 


1999-1995 

OE Equivalent Fuel Cap. 

10817 


1999-1996 

Regular Locking Fuel Cap. 

. 10591 


1999-1995 

Oil Filler Cap. 

10136 


1998-1996 

Oil Breather Cap. 

10075 


1999-1995 

Pre-Release Diesel Only Keyed Alike Fuel Cap; Green . 

17501D 


1998-1996 

OE Type Radiator Cap. 

10231 

16 

1999-1995 

Pre-Release Fuel Cap. 

10819 


1998-1996 

Safetv Release Radiator CaD 

10331 

16 

1999-1995 

Pre-Release Keyed Alike Fuel Cap. 

17501 


V-8 5.2 L CNG 



1999-1995 

Pre-Release Locking Fuel Cap. 

10501 


2003-2000 

OE Equivalent Fuel Cap. 

10838 


1999-1995 

Regular Diesel Only Keyed Alike Fuel Cap; Green. 

17591D 


2003-2000 

Regular Keyed Alike Fuel Cap. 

17508 


1999-1995 

Regular Keyed Alike Fuel Cap . 

17591 


2003-2000 

Regular Locking Fuel Cap. 

10508 


1999-1995 

Regular Locking Fuel Cap. 

10591 


2003-1999 

Oil Filler Cap. 

10111 


1998 

Oil Filler Cap. 

10111 
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Caps for Passenger Cars and LightTmcks (1995 and Newer) 


Application 


Part 

Number 

PSI 

Application 


Part 

Number 

PSI 

Dodqe 

- Continued 



Dodge 

- Continued 



Ram 3500 - Continued 

Ram 3500 Van - Continued 1 

6-Cyl 6.7 L DIESEL 



V-8 5.2 L - 

Continued 



2010-2007 

Diesel Only Fuel Cap; Green. 

10838D 


1999 

Pre-Release Keyed Alike Fuel Cap . 

17501 


2010-2007 

Diesel Only Locking Fuel Cap; Green. 

10508D 


1999 

Pre-Release Locking Fuel Cap 

10501 


2010-2007 

OE Equivalent Fuel Cap 

10838 


1999 

Regular Keyed Alike Fuel Cap. 

17591 


2010-2007 

Oil Filler Cap 

10111 


1999 

Regular Locking Fuel Cap. 

10591 


2010-2007 

Regular Keyed Alike Fuel Cap 

17508 


1996 

OE Equivalent Fuel Cap. 

10817 


2010-2007 

Regular Locking Fuel Cap 

10508 


1996 

Oil Breather Cap. 

10075 


2010-2007 

OE Type Radiator Cap. 

10230 

16 

1996 

Oil Filler Cap. 

10111 


2010-2007 

Safety Release Radiator Cap. 

10330 

16 

1996 

Pre-Release Fuel Cap. 

10819 


V-8 5.7L 




1996 

Pre-Release Keyed Alike Fuel Cap 

. 17501 


2009-2003 

OE Equivalent Fuel Cap. 

10838 


1996 

Pre-Release Locking Fuel Cap 

10501 


2009-2003 

Regular Keyed Alike Fuel Cap. 

17508 


1996 

Regular Keyed Alike Fuel Cap. 

17591 


2009-2003 

Regular Locking Fuel Cap. 

10508 


1996 

Regular Locking Fuel Cap. 

. 10591 


2009-2003 

OE Type Radiator Cap 

10230 

16 

1996 

OE Type Radiator Cap... 

10231 

16 

2009-2003 

Safety Release Radiator Cap 

10330 

16 

1996 

Safetv Release Radiator CaD 

10331 

16 

2009 

Oil Filler Cap. 

10111 


V-8 5.2 L CNG 



2008-2003 

Oil Filler Cap; Available Until Stock Depleted 

10145 


2003-2000 

OE Equivalent Fuel Cap. 

10838 


V-8 5.9 L 




2003-2000 

Regular Keyed Alike Fuel Cap. 

17508 


2002-2000 

OE Equivalent Fuel Cap 

10838 


2003-2000 


10508 


2002-2000 

Regular Keyed Alike Fuel Cap 

17508 


2003-1999 


10111 


2002-2000 

Regular Locking Fuel Cap. 

10508 


2003-1999 


10234 

18 

2002-1999 

OE Type Radiator Cap. 

10230 

16 

2003-1999 


10334 

18 

2002-1999 

Safety Release Radiator Cap. 

10330 

16 

1999 


10817 


2002-1995 

Oil Filler Cap. 

10111 


1999 

Pre-Release Fuel Cap. 

10819 


1999-1995 

OE Equivalent Fuel Cap. 

10817 


1999 

Pre-Release Keyed Alike Fuel Cap . .. 

17501 


1999-1995 

Pre-Release Fuel Cap. 

10819 


1999 

Pre-Release Lockinq Fuel Cap 

10501 


1999-1995 

Pre-Release Keyed Alike Fuel Cap. 

17501 


1999 


17591 


1999-1995 

Pre-Release Locking Fuel Cap. 

10501 


1999 


10591 


1999-1995 

Regular Keyed Alike Fuel Cap 

17591 


V-8 5.2 L LPG 



1999-1995 

Regular Locking Fuel Cap. 

10591 


2000-1999 

Oil Filler Cap. 

10111 


1998-1995 

OE Type Radiator Cap . 

10231 

16 

2000-1999 

OE Type Radiator Cap . 

10234 

18 

1998-1995 

Safety Release Radiator Cap. 

10331 

16 

2000-1999 

Safety Release Radiator Cap. 

10334 

18 

1997-1995 

Oil Breather Cap. 

10075 


2000 

OE Equivalent Fuel Cap. 

10838 


V-10 8.0L 




2000 

Regular Keyed Alike Fuel Cap 

17508 


2003-2000 

OE Equivalent Fuel Cap .. 

10838 


2000 

Regular Locking Fuel Cap. 

10508 


2003-2000 

Regular Keyed Alike Fuel Cap 

17508 


1999 


10817 


2003-2000 

Regular Locking Fuel Cap ,, 

10508 


1999 


10819 


2003-1999 

OE Type Radiator Cap. 

10230 

16 

1999 


17501 


2003-1999 

Safety Release Radiator Cap. 

10330 

16 

1999 

Pre-Release Lockinq Fuel Cap 

10501 


2003-1995 

Oil Filler Cap 

10111 


1999 

Regular Keyed Alike Fuel Cap 

17591 


1999-1995 

OE Equivalent Fuel Cap 

10817 


1999 

Regular Locking Fuel Cap. 

10591 


1999-1995 

Pre-Release Fuel Cap 

10819 


V-8 5.9 L 




1999-1995 

Pre-Release Keyed Alike Fuel Cap 

17501 


2003-2000 

OE Equivalent Fuel Cap. 

10838 


1999-1995 

Pre-Release Locking Fuel Cap 

10501 


2003-2000 

Regular Keyed Alike Fuel Cap. 

. 17508 


1999-1995 

Regular Keyed Alike Fuel Cap. 

17591 


2003-2000 

Regular Locking Fuel Cap. 

. 10508 


1999-1995 

Regular Locking Fuel Cap 

10591 


2003-1999 

Oil Filler Cap. 

10111 


1998-1995 

OE Type Radiator Cap. 

10231 

16 

2003-1999 

OE Type Radiator Cap. 

10234 

18 

1998-1995 

Safety Release Radiator Cap. 

10331 

16 

2003-1999 

Safety Release Radiator Cap 

10334 

18 

1997-1995 

Oil Breather CaD 

10075 


1999 

OE Equivalent Fuel Cap. 

10817 


Ram 3500 Van 



1999 

Pre-Release Fuel Cap. 

10819 


V-8 5.2 L 




1999 

Pre-Release Keyed Alike Fuel Cap. 

17501 


2003-2000 


10838 


1999 

Pre-Release Locking Fuel Cap. 

10501 


2003-2000 

Reqular Keyed Alike Fuel Cap. 

17508 


1999 

Regular Keyed Alike Fuel Cap. 

. 17591 


2003-2000 

Regular Locking Fuel Cap. 

10508 


1999 

Regular Locking Fuel Cap. 

10591 


2003-1999 

Oil Filler Cap. 

10111 


1997 

OE Equivalent Fuel Cap. 

10817 


2003-1999 

OE Type Radiator Cap 

10234 

18 

1997 

Oil Breather Cap. 

10075 


2003-1999 

Safety Release Radiator Cap 

10334 

18 

1997 

Oil Filler Cap. 

10111 


1999 

OE Equivalent Fuel Cap. 

10817 


1997 

Pre-Release Fuel Cap . 

10819 


1999 

Pre-Release Fuel Cap 

10819 


1997 

Pre-Release Keyed Alike Fuel Cap 

17501 
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Caps for Passenger Cars and LightTrucks (1995 and Newer) 


Application 

Part 

Number 

PSI 

Application 


Part 

Number 

PSI 

Dodqe - Continued 



Dodge 

- Continued 



Ram 3500 Van - Continued 

Sprinter 3500 - Continued I 

V-8 5.9 L - Continued 



V-6 3.5 L 




1997 Pre-Release Locking Fuel Cap . 

10501 


2008-2007 

Oil Filler Cap . 

10130 


1997 Regular Keyed Alike Fuel Cap. 

17591 


2008-2007 

OE Type Radiator Cap. . . 

10252 

15 

1997 Regular Locking Fuel Cap 

10591 


2008 

OE Equivalent Fuel Cap 

10845 


1997 OE Type Radiator Cap 

10231 

16 

Stealth 




1997 Safety Release Radiator Cap 

10331 

16 

V-6 3.0 L 




Spirit 



1996-1995 

OE Equivalent Fuel Cap 

10817 


4-Cyl 2.5 L 



1996-1995 

Oil Filler Cap. 

10088 


1995 OE Equivalent Fuel Cap 

10817 


1996-1995 

Pre-Release Fuel Cap 

10819 


1995 Oil Filler Cap 

10111 


1996-1995 

Pre-Release Keyed Alike Fuel Cap 

17501 


1995 Pre-Release Fuel Cap 

10819 


1996-1995 

Pre-Release Locking Fuel Cap. 

10501 


1995 Pre-Release Keyed Alike Fuel Cap 

17501 


1996-1995 

Regular Keyed Alike Fuel Cap 

17591 


1995 Pre-Release Locking Fuel Cap 

10501 


1996-1995 

Regular Locking Fuel Cap 

10591 


1995 Regular Keyed Alike Fuel Cap 

17591 


1996-1995 

OE Type Radiator/Coolant Recovery Tank Cap 

10227 

13 

1995 Regular Locking Fuel Cap 

. 10591 


1996-1995 

Safety Release Radiator Cap 

✓10327 

13 

1995 OE Type Radiator Cap 

10231 

16 

Stratus 




1995 Safety Release Radiator Cap 

10331 

16 

4-Cyl 2.0 L 




V-6 3.0 L 



2000-1997 

Oil Filler Cap 

10111 


1995 OE Equivalent Fuel Cap 

. 10817 


2000-1995 


10231 

16 

1995 Oil Filler Cap 

10088 


2000-1995 


10331 

16 

1995 Pre-Release Fuel Cap. 

10819 


2000 

OE Equivalent Fuel Cap. 

10838 


1995 Pre-Release Keyed Alike Fuel Cap. 

17501 


2000 

Regular Keyed Alike Fuel Cap. 

17508 


1995 Pre-Release Locking Fuel Cap. 

10501 


2000 

Regular Locking Fuel Cap. 

10508 


1995 Regular Keyed Alike Fuel Cap. 

17591 


1999-1995 

OE Equivalent Fuel Cap. 

10817 


1995 Regular Locking Fuel Cap. 

10591 


1999-1995 

Pre-Release Fuel Cap. 

10819 


1995 OE Type Radiator Cap. 

10231 

16 

1999-1995 


17501 


1995 Safety Release Radiator Cap. 

10331 

16 

1999-1995 

Pre-Release Locking Fuel Cap. 

10501 


Sprinter 2500 



1999-1995 

Regular Keyed Alike Fuel Cap. 

17591 


5-Cyl 2.7 L 



1999-1995 

Regular Locking Fuel Cap 

10591 


2006 OE Type Radiator Cap. 

10234 

18 

1996 


10088 


5-Cyl 2.7 L DIESEL 



1995 

Oil Filler Cap. 

10111 


2006-2003 OE Equivalent Fuel Cap. 

10843 


4-Cyl 24 L 




2006 OE Type Radiator Cap. 

10252 

15 

2006-2004 


10234 

18 

2005-2003 OE Type Radiator Cap 

10234 

18 

2006-2004 


10334 

18 

2005-2003 Safety Release Radiator Cap. 

10334 

18 

2006-1999 


10838 


V-6 3.0 L 



2006-1999 

Regular Keyed Alike Fuel Cap 

17508 


2007 Oil Filler Cap. 

10130 


2006-1999 

Regular Locking Fuel Cap. 

10508 


V-6 3.0 L DIESEL 



2006-1995 

Oil Filler Cap. 

10111 


2009-2008 Oil Filler Cap 

10130 


2005-2002 

OE Type Radiator Cap. 

10242 

16 

2009-2007 OE Equivalent Fuel Cap. 

10845 


2005-2001 

Oil Filler Cap. 

10088 


2009-2007 OE Type Radiator Cap. 

10252 

15 

2003-1995 


10231 

16 

V-6 3.5 L 



2003-1995 

Safety Release Radiator Cap. 

10331 

16 

2008-2007 Oil Filler Cap. 

10130 


2001 

OE Type Radiator Cap. 

10241 

13 

2008-2007 OE Type Radiator Cap. 

10252 

15 

1998-1995 

OE Equivalent Fuel Cap 

10817 


2008 OE Equivalent Fuel Cap. 

10845 


1998-1995 

Pre-Release Fuel Cap. 

10819 


Sprinter 3500 

1998-1995 

Pre-Release Keyed Alike Fuel Cap. 

17501 


5-Cyl 2.7 L 



1998-1995 

Pre-Release Locking Fuel Cap. 

10501 


2006 OE Type Radiator Cap. 

10234 

18 

1998-1995 


175Q1 


5-Cyl 2.7 L DIESEL 



1998-1995 

Regular Locking Fuel Cap .. .. 

10591 


2006-2003 OE Equivalent Fuel Cap. 

10843 


V-6 2.5 L 




2006 OE Type Radiator Cap. 

10252 

15 

2000-1999 


10838 


2005-2003 OE Type Radiator Cap. 

10234 

18 

2000-1999 

Regular Keyed Alike Fuel Cap. 

17508 


2005-2003 Safety Release Radiator Cap. 

10334 

18 

2000-1999 

Regular Locking Fuel Cap. 

10508 


V-6 3.0 L 



2000-1995 

OE Type Radiator Cap. 

10231 

16 

2007 Oil Filler Cap 

10130 


2000-1995 

Safety Release Radiator Cap. 

10331 

16 

V-6 3.0 L DIESEL 



2000 

Oil Filler Cap. 

10111 


2009-2008 Oil Filler Cap 

10130 


1999-1995 

Oil Filler Cap. 

10088 


2009-2007 OE Equivalent Fuel Cap, 

10845 


1998-1995 

OE Equivalent Fuel Cap. 

10817 


2009-2007 OE Type Radiator Cap. 

10252 

15 

1998-1995 

Pre-Release Fuel Cap. 

10819 



✓Check hood clearance prior to installing this cap 
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Caps for Passenger Cars and LightTrucks (1995 and Newer) 


Application 

Part 

Number PSI 

Application 

Part 

Number PSI 

Dodge - Continued 


Dodge - Continued 


1 Stratus - Continued 

1 Viper - Continued 


V-6 2.5 L - Continued 

1998-1995 Pre-Release Keyed Alike Fuel Cap 


17501 


V-10 8.4 L - Continued 

2016-2015 Safety Release Radiator Cap 
2010-2008 OE Equivalent Fuel Cap 


10335 

10838 


20 


1998-1995 Pre-Release Locking Fuel Cap. 10501 

1998-1995 Regular Keyed Alike Fuel Cap 17591 

1998-1995 Regular Locking Fuel Cap 10591 

V-6 2.7 L 

2006-2001 OE Equivalent Fuel Cap 10838 

2006-2001 Oil Filler Cap 10099 

2006-2001 Regular Keyed Alike Fuel Cap. 17508 

2006-2001 Regular Locking Fuel Cap 10508 

2006-2001 OE Type Radiator Cap. 10230 16 

2006-2001 Safety Release Radiator Cap. 10330 16 

V-6 2.7 L FLEX 

2006-2004 Flex Fuel Keyed Alike Fuel Cap; Yellow. 17508Y 

2006-2004 Flex Fuel Regular Fuel Cap; Yellow. 10838Y 

2006-2004 Flex Fuel Regular Locking Fuel Cap; Yellow. 10508Y 

2006-2003 OE Equivalent Fuel Cap. 10838 

2006-2003 Oil Filler Cap. 10099 

2006-2003 Regular Keyed Alike Fuel Cap. 17508 

2006-2003 Regular Locking Fuel Cap. 10508 

2006-2003 OE Type Radiator Cap. 10230 16 

2006-2003 Safety Release Radiator Cap. 10330 16 

V-6 3.0 L 

2005-2001 OE Equivalent Fuel Cap. 10838 

2005-2001 Oil Filler Cap. 10088 

2005-2001 Regular Keyed Alike Fuel Cap. 17508 

2005-2001 Regular Locking Fuel Cap. 10508 

2005-2001 OE Type Radiator Cap 10242 16 

SX2.0 

4-Cyl 2.0 L 

2005-2003 OE Equivalent Fuel Cap. 10838 

2005-2003 Oil Filler Cap. 10111 

2005-2003 Regular Keyed Alike Fuel Cap 17508 

2005- 2003 Regular Locking Fuel Cap 10508 

2005 OE Type Radiator Cap 10234 18 

2005 Safety Release Radiator Cap 10334 18 

2004-2003 OE Type Radiator Cap 10230 16 

2004-2003 Safety Release Radiator Cap 10330 16 

Viper 

V-10 8.0 L 

2002-1997 OE Type Radiator Cap 10234 18 

2002-1997 Safety Release Radiator Cap 10334 18 

2002-1995 OE Equivalent Fuel Cap 10817 

2002-1995 Oil Filler Cap. 10111 

2002-1995 Pre-Release Fuel Cap 10819 

2002-1995 Pre-Release Keyed Alike Fuel Cap 17501 

2002-1995 Regular Keyed Alike Fuel Cap. 17591 

2002-1995 Regular Locking Fuel Cap. 10591 

1996-1995 OE Type Radiator Cap. 10231 16 

1996-1995 Safety Release Radiator Cap. 10331 16 

V-10 8.3 L 

2006- 2003 OE Equivalent Fuel Cap. 10838 

2006-2003 Oil Filler Cap. 10111 

2006-2003 Regular Keyed Alike Fuel Cap. 17508 

2006-2003 Regular Locking Fuel Cap. 10508 

2006-2003 OE Type Radiator Cap 10234 18 

2006-2003 Safety Release Radiator Cap. 10334 18 

V-10 8.4 L 

2016-2015 OE Type Radiator Cap. 10235 20 


2010-2008 Oil Filler Cap 10111 

2010-2008 Regular Keyed Alike Fuel Cap. 17508 

2010-2008 Regular Locking Fuel Cap. 10508 

2010-2008 OE Type Radiator Cap 10235 20 

2010-2008 Safety Release Radiator Cap. 10335 20 


Eagle 


Summit 

4-Cyl 1.5 L 


1996-1995 OE Equivalent Fuel Cap. 10825 

1996-1995 Oil Filler Cap. 10088 

1996-1995 Regular Keyed Alike Fuel Cap. 17595 

1996-1995 Regular Locking Fuel Cap. 10595 

1996-1995 OE Type Radiator Cap. 10241 13 

4-Cyl 1.8 L 

1996-1995 OE Equivalent Fuel Cap. 10825 

1996-1995 Oil Filler Cap. 10088 

1996-1995 Regular Keyed Alike Fuel Cap. 17595 

1996-1995 Regular Locking Fuel Cap. 10595 

1996-1995 OE Type Radiator Cap. 10241 13 

4-Cyl 2.4 L 

1996-1995 OE Equivalent Fuel Cap. 10825 

1996-1995 Oil Filler Cap. 10088 

1996-1995 Regular Keyed Alike Fuel Cap. 17595 

1996-1995 Regular Locking Fuel Cap. 10595 

1996- 1995 OE Type Radiator Cap. 10241 13 

Talon 

4-Cyl 2.0 L 

1998-1995 OE Equivalent Fuel Cap 10817 

1998-1995 Oil Filler Cap 10088 

1998-1995 Pre-Release Fuel Cap 10819 

1998-1995 Pre-Release Keyed Alike Fuel Cap 17501 

1998-1995 Pre-Release Locking Fuel Cap 10501 

1998-1995 Regular Keyed Alike Fuel Cap 17591 

1998-1995 Regular Locking Fuel Cap 10591 

1998-1995 OE Type Radiator/Coolant Recovery Tank Cap 10227 13 

1998-1995 Safety Release Radiator Cap ✓10327 13 

1998-1995 OE Type Radiator/Coolant Recovery Tank Cap 10233 16 

1998-1995 Safety Release Radiator Cap. ✓lOSSS 16 

1998 Oil Filler Cap. 10111 

1996 Oil Filler Cap. 10111 

Vision 

V-6 3.3 L 

1997- 1995 OE Equivalent Fuel Cap. 10817 

1997-1995 Oil Filler Cap. 10066 

1997-1995 Pre-Release Fuel Cap 10819 

1997-1995 Pre-Release Keyed Alike Fuel Cap 17501 

1997-1995 Pre-Release Locking Fuel Cap. 10501 

1997-1995 Regular Keyed Alike Fuel Cap. 17591 

1997-1995 Regular Locking Fuel Cap 10591 

1997-1995 OE Type Radiator Cap. 10234 18 

1997-1995 Safety Release Radiator Cap. 10334 18 

V-6 3.5 L 

1997-1995 OE Equivalent Fuel Cap. 10817 

1997-1995 Oil Filler Cap. 10111 

1997-1995 Pre-Release Fuel Cap. 10819 

1997-1995 Pre-Release Keyed Alike Fuel Cap 17501 


✓Check hood clearance prior to installing this cap 
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Caps for Passenger Cars and LightTrucks (1995 and Newer) 


Application 


Eagle - Continued 


Part 

Number 


PSI 


Vision - 

Continued 



V-6 3.5L- 

Continued 



1997-1995 

Pre-Release Locking Fuel Cap. 

10501 


1997-1995 

Regular Keyed Alike Fuel Cap. 

17591 


1997-1995 

Regular Locking Fuel Cap. 

10591 


1997-1995 

OE Type Radiator Cap 

10234 

18 

1997-1995 

Safety Release Radiator Cap 

10334 

18 

Fiat 

500 1 

4-Cyl 1.4 L 




2016-2012 

OE Equivalent Fuel Cap 

10838 


2016-2012 

Regular Locking Fuel Cap. 

10508 


2015-2012 

Regular Keyed Alike Fuel Cap. 

17508 


500L ! 

4-Cyl 1.4 L 




2014 

OE Equivalent Fuel Cap 

10838 


2014 

Regular Keyed Alike Fuel Cap ... 

17508 


2014 

Regular Locking Fuel Cap. 

10508 






Ford 

Aerostar 1 

V-6 3.0 L 




1997-1995 

Oil Filler Cap. 

10081 


1997-1995 

Pre-Release Fuel Cap. 

10819 


1997-1995 

Pre-Release Keyed Alike Fuel Cap. 

17501 


1997-1995 

Pre-Release Locking Fuel Cap. 

10501 


1997-1995 

OE Type Radiator Cap. 

10230 

16 

1997-1995 

Safety Release Radiator Cap. 

10330 

16 

V-6 4.0 L 




1997-1995 

Oil Filler Cap. 

10081 


1997-1995 

Pre-Release Fuel Cap. 

10819 


1997-1995 

Pre-Release Keyed Alike Fuel Cap. 

17501 


1997-1995 

Pre-Release Locking Fuel Cap. 

10501 


1997-1995 

OE Type Radiator Cap 

10230 

16 

1997-1995 

Safety Release Radiator Cap 

10330 

16 

Aspire j 

4-Cyl 1.3 L 




1997-1995 

OE Equivalent Fuel Cap. 

10817 


1997-1995 

Oil Filler Cap. 

10082 


1997-1995 

Pre-Release Fuel Cap. 

10819 


1997-1995 

Pre-Release Keyed Alike Fuel Cap. 

17501 


1997-1995 

Pre-Release Locking Fuel Cap. 

10501 


1997-1995 

Regular Keyed Alike Fuel Cap. 

17591 


1997-1995 

Regular Locking Fuel Cap. 

10591 


1997-1995 

OE Type Radiator/Coolant Recovery Tank Cap 

10227 

13 

1997-1995 

Safety Release Radiator Cap 

✓10327 

13 

Bronco f 

V-8 5.0L 




1996-1995 

Oil Filler Cap 

10081 


1996-1995 

Pre-Release Fuel Cap. 

10819 


1996-1995 

Pre-Release Keyed Alike Fuel Cap. 

17501 


1996-1995 

Pre-Release Locking Fuel Cap. 

10501 


1996-1995 

OE Type Radiator Cap 

10229 

13 

1996-1995 

Safety Release Radiator Cap 

10329 

13 

V-8 5.8 L 




1996-1995 

Oil Filler Cap 

10081 


1996-1995 

Pre-Release Fuel Cap .. 

10819 


1996-1995 

Pre-Release Keyed Alike Fuel Cap. 

17501 


1996-1995 

Pre-Release Locking Fuel Cap. 

10501 


1996-1995 

OE Type Radiator Cap. 

10229 

13 


Application 


Ford - Continued 


Part 

Number 


PSI 


Bronco ■ 

- Continued 



V-8 5.8 L - 

Continued 



1996-1995 

Safety Release Radiator Cap. 

10329 

13 

Club Wagon j 

V-8 5.4 L 




1998-1997 

OE Equivalent Fuel Cap 

10832 


1998-1997 

Oil Filler Cap. 

10081 


1998-1997 

Regular Keyed Alike Fuel Cap 

17502 


1998-1997 

Regular Locking Fuel Cap 

10502 


1998-1997 

OE Type Radiator Cap. 

10238 

16 

V-8 5.8 L 




1996-1995 

Oil Filler Cap. 

10081 


1996-1995 

Pre-Release Fuel Cap. 

10819 


1996-1995 

Pre-Release Keyed Alike Fuel Cap. 

17501 


1996-1995 

Pre-Release Locking Fuel Cap. 

10501 


1996-1995 

OE Type Radiator Cap 

. 10229 

13 

1996-1995 

Safety Release Radiator Cap. 

10329 

13 

C-Max i 

4-Cyl 2.0 L 




2017-2015 

OE Type Radiator Cap. 

10262 

21 

2016-2013 

Oil Filler Cap. 

10144 


4-Cyl 2.0 L ELECTRIC/GAS 



2014-2013 

OE Type Radiator Cap 

. 10262 

21 

Contour i 

4-Cyl 2.0 L 




2000-1998 

OE Equivalent Fuel Cap 

. 10837 


2000-1998 

Regular Keyed Alike Fuel Cap 

. 17507 


2000-1998 

Regular Locking Fuel Cap 

. 10507 


2000-1998 

OE Type Radiator Cap. 

. 10251 

17 

2000-1995 

Oil Filler Cap. 

. 10101 


1997-1995 

Pre-Release Fuel Cap. 

10819 


1997-1995 

Pre-Release Keyed Alike Fuel Cap. 

17501 


1997-1995 

Pre-Release Locking Fuel Cap. 

10501 


1997-1995 

OE Type Radiator Cap. 

. 10250 

18 

4-Cvl 2 0 L BI-FUEL 



2000-1998 

OE Equivalent Fuel Cap. 

. 10837 


2000-1998 

Regular Keyed Alike Fuel Cap. 

. 17507 


2000-1998 

Regular Locking Fuel Cap. 

10507 


2000-1998 

OE Type Radiator Cap. 

1C251 

17 

2000-1996 

Oil Filler Cap. 

10101 


1997-1996 

Pre-Release Fuel Cap 

10819 


1997-1996 

Pre-Release Keyed Alike Fuel Cap 

17501 


1997-1996 

Pre-Release Locking Fuel Cap. 

10501 


1997-1996 

OE Type Radiator Cap. 

10250 

18 

V-6 2.5 L 




2000-1998 

OE Equivalent Fuel Cap 

10837 


2000-1998 

Regular Keyed Alike Fuel Cap. 

17507 


2000-1998 

Regular Locking Fuel Cap. 

10507 


2000-1998 

OE Type Radiator Cap. 

10251 

17 

2000-1995 

Oil Filler Cap. 

10081 


1997-1995 

Pre-Release Fuel Cap. 

10819 


1997-1995 

Pre-Release Keyed Alike Fuel Cap. 

17501 


1997-1995 

Pre-Release Locking Fuel Cap. 

10501 


1997-1995 

OE Type Radiator Cap. 

. 10250 

18 

Crown Victoria 

V-8 4.6 L 




2011 

OE Equivalent Fuel Cap 

10840 


2011 

Oil Filler Cap. 

10117 


2011 

Regular Keyed Alike Fuel Cap 

. 17510 


2011 

Regular Locking Fuel Cap. 

. 10510 



✓Check hood clearance prior to installing this cap 
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Caps for Passenger Cars and LightTmcks (1995 and Newer) 


Application 

Part 

Number 

PSI 

Application 

Part 

Number 

PSI 

Ford - 

Continued 



Ford- 

Continued 



Crown Victoria - Continued 

E-150- 

Continued 



V-84.6L- 

Continued 



V-8 4.6 L FLEX-Continued 



2011 

OE Type Radiator Cap. 

10238 

16 

2014-2009 

Regular Locking Fuel Cap. 

10510 


2008-2005 

OE Equivalent Fuel Cap ,, 

10840 


2014-2009 

OE Type Radiator Cap. 

10238 

16 

2008-2005 

Regular Keyed Alike Fuel Cap 

17510 


V-8 5.4 L 




2008-2005 

Reqular Lockinq Fuel Cap 

10510 


2008-2004 

OE Equivalent Fuel Cap. 

10840 


2008-2003 

Oil Filler Cap 

10117 


2008-2004 

Oil Filler Cap. 

10117 


2008-1995 


10238 

16 

2008-2004 

Regular Keyed Alike Fuel Cap 

17510 


2004-1996 

OE Equivalent Fuel Cap 

10832 


2008-2004 

Regular Locking Fuel Cap. 

10510 


2004-1996 


17502 


2008-2003 

OE Type Radiator Cap 

10238 

16 

2004-1996 

Regular Locking Fuel Cap 

10502 


2003 

OE Equivalent Fuel Cap; W/O Stripped Chassis 

10832 


2002-1995 

Oil Filler Cap 

10081 


2003 

Oil Filler Cap 

10081 


1995 

Pre-Release Fuel Cap 

10819 


2003 

Regular Keyed Alike Fuel Cap; W/O Stripped Chassis.... 

17502 


1995 

Pre-Release Keyed Alike Fuel Cap 

17501 


2003 

Regular Locking Fuel Cap; W/O Stripped Chassis 

10502 


1995 

Pre-Release Locking Fuel Cap 

10501 


V-8 5.4 L CNG 



V-8 4.6 LONG 



2014-2010 

OE Equivalent Fuel Cap. 

10840 


2005-2003 

Oil Filler Cap 

10117 


2014-2010 

Oil Filler Cap. 

10117 


2005-1996 

OE Type Radiator Cap. 

10238 

16 

2014-2010 

Regular Keyed Alike Fuel Cap. 

17510 


2005 


10840 


2014-2010 

Regular Locking Fuel Cap. 

10510 


2005 


17510 


2014-2010 

OE Type Radiator Cap 

10238 

16 

2005 

Regular Locking Fuel Cap. 

10510 


V-8 5.4 L FLEX 



2004-1996 

OE Equivalent Fuel Cap. 

10832 


2014-2009 

Flex Fuel Keyed Alike Fuel Cap; Yellow 

17510Y 


2004-1996 


17502 


2014-2009 

Flex Fuel Regular Fuel Cap; Yellow. 

10840Y 


2004-1996 

Regular Locking Fuel Cap. 

10502 


2014-2009 

Flex Fuel Regular Locking Fuel Cap; Yellow 

10510Y 


2002-1996 

Oil Filler Cap. 

10081 


2014-2009 

OE Equivalent Fuel Cap. 

10840 


V-8 4.6 L FLEX 



2014-2009 

Oil Filler Cap. 

10117 


2011-2006 

Flex Fuel Keyed Alike Fuel Cap; Yellow. 

17510Y 


2014-2009 

Regular Keyed Alike Fuel Cap. 

17510 


2011-2006 

Flex Fuel Regular Fuel Cap; Yellow. 

10840Y 


2014-2009 

Regular Locking Fuel Cap. 

10510 


2011-2006 


10510Y 


2014-2009 

OE Tvoe Radiator Cao. 

10238 

16 

2011-2006 

OE Equivalent Fuel Cap. 

10840 


V-8 5.4 L LPG 



2011-2006 

Oil Filler Cap. 

10117 


2014-2010 

OE Equivalent Fuel Cap. 

10840 


2011-2006 

Regular Keyed Alike Fuel Cap 

17510 


2014-2010 

Oil Filler Cap. 

10117 


2011-2006 

Regular Locking Fuel Cap. 

10510 


2014-2010 

Regular Keyed Alike Fuel Cap. 

17510 


2011-2006 

OE Type Radiator Cap 

10238 

16 

2014-2010 

Regular Locking Fuel Cap. 

10510 


E-150 

2014-2010 

OE Type Radiator Cap. 

10238 

16 

V-64.2L 




E-150 Club Wagon 



2003 

OE Equivalent Fuel Cap 

10832 


V-6 4.2 L 




2003 

Oil Filler Cap 

10081 


2003 

OE Equivalent Fuel Cap. 

10832 


2003 

Regular Keyed Alike Fuel Cap. 

17502 


2003 

Oil Filler Cap. 

10081 


2003 

Regular Locking Fuel Cap 

10502 


2003 

Regular Keyed Alike Fuel Cap. 

17502 


2003 

OE Type Radiator Cap. 

10238 

16 

2003 

Regular Locking Fuel Cap. 

10502 


V-8 4.6 L 




2003 

OE Type Radiator Cap. 

10238 

16 

2008-2004 

OE Equivalent Fuel Cap. 

10840 


V-8 4.6 L 




2008-2004 

Regular Keyed Alike Fuel Cap 

17510 


2005-2004 

OE Equivalent Fuel Cap. 

10840 


2008-2004 


10510 


2005-2004 

Regular Keyed Alike Fuel Cap 

17510 


2008-2003 

OE Type Radiator Cap 

10238 

16 

2005-2004 

Regular Locking Fuel Cap. 

10510 


2008 

Oil Filler Cap. 

10117 


2005-2003 

Oil Filler Cap. 

10081 


2007 


10081 


2005-2003 

OE Type Radiator Cap 

10238 

16 

2006 

Oil Filler Cap. 

10117 


2003 

OE Equivalent Fuel Cap. 

10832 


2005-2003 

Oil Filler Cap. 

10081 


2003 

Regular Keyed Alike Fuel Cap 

17502 


2003 

OE Equivalent Fuel Cap. 

10832 


2003 

Regular Locking Fuel Cap. 

10502 


2003 

Regular Keyed Alike Fuel Cap 

17502 


V-8 5.4 L 




2003 

Regular Locking Fuel Cap. 

10502 


2005-2004 

OE Equivalent Fuel Cap. 

10840 


V-8 4.6 L FLEX 



2005-2004 

Oil Filler Cap. 

10117 


2014-2009 

Flex Fuel Keyed Alike Fuel Cap; Yellow. 

17510Y 


2005-2004 

Regular Keyed Alike Fuel Cap. 

17510 


2014-2009 

Flex Fuel Regular Fuel Cap; Yellow. 

10840Y 


2005-2004 

Regular Locking Fuel Cap. 

10510 


2014-2009 

Flfix Fuel Regular Looking Fuel Cap; Yellow 

10510Y 


2005-2003 

OE Type Radiator Cap 

10238 

16 

2014-2009 

OE Equivalent Fuel Cap. 

10840 


2003 

OE Equivalent Fuel Cap; W/O Stripped Chassis. 

10832 


2014-2009 

Oil Filler Cap. 

10117 


2003 

Oil Filler Cap. 

10081 


2014-2009 

Regular Keyed Alike Fuel Cap. 

17510 


2003 

Regular Keyed Alike Fuel Cap; W/O Stripped Chassis.... 

17502 
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Caps for Passenger Cars and LightTrucks (1995 and Newer) 


Application 

Part 

Number 

PSI 

Application 

Part 

Number 

PSI 

Ford - 

Continued 



Ford- 

Continued 



E-150 Club Wagon - Continued 

E-150 Econoline-Continued | 

V-8 5.4L- 

Continued 



V-8 5.4 L BI-FUEL - Continued 



2003 

Regular Locking Fuel Cap; W/O Stripped Chassis . 

10502 


1998 

Regular Locking Fuel Cap. 

10502 


E-150 Econoline 



1998 

OE Type Radiator Cap, 

10238 

16 

6-Cyl 4.9 L 




V-8 5.8 L 




1996-1995 

Oil Filler Cap 

10081 


1996-1995 

Oil Filler Cap. 

10081 


1996-1995 

Pre-Release Fuel Cap 

10819 


1996-1995 

Pre-Release Fuel Cap 

10819 


1996-1995 


17501 


1996-1995 

Pre-Release Keyed Alike Fuel Cap. 

17501 


1996-1995 


10501 


1996-1995 

Pre-Release Locking Fuel Cap. 

10501 


1996-1995 


10229 

13 

1996-1995 

OE Type Radiator Cap 

10229 

13 

1996-1995 

Safety Release Radiator Cap 

10329 

13 

1996-1995 

Safety Release Radiator Cap 

10329 

13 

V-64.2L 




E-150 Econoline Club Wagon 



2002-1998 

OE Type Radiator Cap. 

10238 

16 

6-Cyl 4.9 L 




2002-1997 

OE Equivalent Fuel Cap 

10832 


1996-1995 

Oil Filler Cap. 

10081 


2002-1997 

Oil Filler Cap 

10081 


1996-1995 

Pre-Release Fuel Cap 

10819 


2002-1997 

Regular Keyed Alike Fuel Cap. 

17502 


1996-1995 

Pre-Release Keyed Alike Fuel Cap. 

17501 


2002-1997 

Regular Locking Fuel Cap ..... 

10502 


1996-1995 

Pre-Release Locking Fuel Cap. 

10501 


1997 

OE Type Radiator Cap. 

10229 

13 

1996-1995 

OE Type Radiator Cap 

10229 

13 

1997 

Safety Release Radiator Cap 

10329 

13 

1996-1995 

Safety Release Radiator Cap. 

10329 

13 

1997 

OE Type Radiator Cap; 16 LB CAP. 

10238 

16 

V-6 4.2 L 




V-84.6L 




2002-1998 

OE Type Radiator Cap 

10238 

16 

2002-1998 

OE Type Radiator Cap 

10238 

16 

2002-1997 

OE Equivalent Fuel Cap 

10832 


2002-1997 

OE Equivalent Fuel Cap 

10832 


2002-1997 

Oil Filler Cap. 

10081 


2002-1997 

Oil Filler Cap 

10081 


2002-1997 

Regular Keyed Alike Fuel Cap 

17502 


2002-1997 

Regular Keyed Alike Fuel Cap. 

17502 


2002-1997 

Regular Locking Fuel Cap. 

10502 


2002-1997 

Regular Locking Fuel Cap. 

10502 


1997 

OE Type Radiator Cap. 

10229 

13 

1997 

OE Type Radiator Cap. 

10229 

13 

1997 

Safety Release Radiator Cap. 

10329 

13 

1997 

Safety Release Radiator Cap. 

10329 

13 

1997 

OE Type Radiator Cap; 16 LB CAP. 

10238 

16 

1997 

OE Type Radiator Cap; 16 LB CAP. 

10238 

16 

V-8 4.6 L 




V-8 5.0 L 




2002-1998 

OE Type Radiator Cap. 

10238 

16 

1996-1995 

Oil Filler Cap. 

10081 


2002-1997 

OE Equivalent Fuel Cap. 

10832 


1996-1995 

Pre-Release Fuel Cap. 

10819 


2002-1997 

Oil Filler Cap. 

10081 


1996-1995 

Pre-Release Keyed Alike Fuel Cap. 

17501 


2002-1997 

Regular Keyed Alike Fuel Cap 

17502 


1996-1995 

Pre-Release Locking Fuel Cap. 

10501 


2002-1997 

Regular Locking Fuel Cap. 

10502 


1996-1995 

OE Type Radiator Cap 

10229 

13 

1997 

OE Type Radiator Cap. 

10229 

13 

1996-1995 

Safety Release Radiator Cap . 

10329 

13 

1997 

Safety Release Radiator Cap. 

10329 

13 

V-8 5.4 L 




1997 

OE Type Radiator Cap; 16 LB CAP. 

10238 

16 

2008-2007 

OE Equivalent Fuel Cap. 

10840 


V-8 5.0 L 




2008-2007 

Oil Filler Cap. 

10117 


1996-1995 

Oil Filler Cap. 

10081 


2008-2007 

Regular Keyed Alike Fuel Cap. 

17510 


1996-1995 

Pre-Release Fuel Cap. 

10819 


2008-2007 

Regular Locking Fuel Cap. 

10510 


1996-1995 

Pre-Release Keyed Alike Fuel Cap. 

17501 


2008-2007 

OE Type Radiator Cap. 

10238 

16 

1996-1995 

Pre-Release Locking Fuel Cap. 

10501 


2002-1997 

Oil Filler Cap,, 

10081 


1996-1995 

OE Type Radiator Cap. , . 

10229 

13 

2002-1997 

OE Type Radiator Cap. 

10238 

16 

1996-1995 

Safety Release Radiator Cap. 

10329 

13 

2002 

OE Equivalent Fuel Cap; W/O Stripped Chassis 

10832 


V-8 5.4 L 




2002 

Regular Keyed Alike Fuel Cap; W/O Stripped Chassis 

17502 


2002-1997 

Oil Filler Cap. 

10081 


2002 


10502 


2002-1997 

OE Type Radiator Cap 

10238 

16 

2001-2000 

OE Equivalent Fuel Cap; W/O Threaded Filler Neck 

10832 


2002 

OE Equivalent Fuel Cap; W/O Stripped Chassis 

10832 


2001-2000 

OE Equivalent Fuel Cap; W/Threaded Filler Neck 

10833 


2002 

Regular Keyed Alike Fuel Cap; W/O Stripped Chassis 

17502 


2001-2000 

Regular Keyed Alike Fuel Cap; W/O Threaded Filler 

17502 


2002 

Regular Locking Fuel Cap; W/O Stripped Chassis 

10502 



Neck. 



2001-2000 

OE Equivalent Fuel Cap; W/O Threaded Filler Neck 

10832 


2001-2000 

Regular Keyed Alike Fuel Cap; W/Threaded Filler Neck, 

17503 


2001-2000 

OE Equivalent Fuel Cap; W/Threaded Filler Neck 

10833 


2001-2000 

Regular Locking Fuel Cap; W/O Threaded Filler Neck 

10502 


2001-2000 

Regular Keyed Alike Fuel Cap; W/O Threaded Filler 

17502 


2001-2000 

Regular Locking Fuel Cap; W/Threaded Filler Neck. 

10503 



Neck 



1999-1997 

OE Equivalent Fuel Cap. 

10832 


2001-2000 

Regular Keyed Alike Fuel Cap; W/Threaded Filler Neck. 

17503 


1999-1997 

Regular Keyed Alike Fuel Cap. 

17502 


2001-2000 

Regular Locking Fuel Cap; W/O Threaded Filler Neck.... 

10502 


1999-1997 

Regular Locking Fuel Cap. 

10502 


2001-2000 

Regular Locking Fuel Cap; W/Threaded Filler Neck. 

10503 


V-8 5.4 L BI-FUEL 



1999-1997 

OE Equivalent Fuel Cap. 

10832 


1998 

OE Equivalent Fuel Cap. 

10832 


1999-1997 

Regular Keyed Alike Fuel Cap. 

17502 


1998 

Oil Filler Cap. 

10081 


1999-1997 

Regular Locking Fuel Cap. 

10502 


1998 

Regular Keyed Alike Fuel Cap. 

17502 
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Caps for Passenger Cars and LightTmcks (1995 and Newer) 


Application 

Part 

Number 

PSI 

Application 

Part 

Number 

PSI 

Ford - 

Continued 



Ford- 

Continued 



E-150 Econoline Club Wagon - Continued 

E-250- 

Continued 



V-8 5.4 L 

31-FUEL 



V-8 5.4 L 

CNG - Continued 



1998 

OE Equivalent Fuel Cap .. 

10832 


2005-2004 

Regular Keyed Alike Fuel Cap. 

17510 


1998 

Oil Filler Cap ,, 

10081 


2005-2004 

Regular Locking Fuel Cap. 

10510 


1998 

Regular Keyed Alike Fuel Cap 

17502 


2005-2003 

OE Type Radiator Cap. 

10238 

16 

1998 

Regular Locking Fuel Cap 

10502 


2003 

OE Equivalent Fuel Cap; W/O Stripped Chassis. 

10832 


1998 

OE Type Radiator Cap. 

10238 

16 

2003 

Oil Filler Cap. 

10081 


V-8 5.8 L 




2003 

Regular Keyed Alike Fuel Cap; W/O Stripped Chassis... 

17502 


1996-1995 

Oil Filler Cap. 

10081 


2003 

Regular Locking Fuel Cap; W/O Stripped Chassis. 

10502 


1996-1995 

Pre-Release Fuel Cap 

10819 


V-8 5.4 L 

FLEX 



1996-1995 

Pre-Release Keyed Alike Fuel Cap 

17501 


2014-2009 

Flex Fuel Keyed Alike Fuel Cap; Yellow 

17510Y 


1996-1995 

Pre-Release Locking Fuel Cap 

10501 


2014-2009 

Flex Fuel Regular Fuel Cap; Yellow. 

10840Y 


1996-1995 

OE Type Radiator Cap 

10229 

13 

2014-2009 

Flex Fuel Regular Locking Fuel Cap; Yellow 

10510Y 


1996-1995 

Safety Release Radiator Cap. 

10329 

13 

2014-2009 

OE Equivalent Fuel Cap. 

10840 


E-250 




2014-2009 

Oil Filler Cap. 

10117 


V-64.2L 




2014-2009 

Regular Keyed Alike Fuel Cap. 

17510 


2003 

OE Equivalent Fuel Cap 

10832 


2014-2009 

Regular Locking Fuel Cap. 

10510 


2003 

Oil Filler Cap 

10081 


2014-2009 

OE Type Radiator Cap 

10238 

16 

2003 

Regular Keyed Alike Fuel Cap 

17502 


V-8 5.4 L 

LPG 



2003 

Reqular Lockinq Fuel Cap 

10502 


2014-2010 

OE Equivalent Fuel Cap. 

10840 


2003 


10238 

16 

2014-2010 

Oil Filler Cap. 

10117 


V-8 4.6 L 




2014-2010 

Regular Keyed Alike Fuel Cap. 

17510 


2008-2004 

OE Equivalent Fuel Cap. 

10840 


2014-2010 

Regular Locking Fuel Cap. 

10510 


2008-2004 

Regular Keyed Alike Fuel Cap 

17510 


2014-2010 

OE Type Radiator Cap. 

10238 

16 

2008-2004 

Regular Locking Fuel Cap. 

10510 


E-250 Econoline 



2008-2003 

OE Type Radiator Cap. 

10238 

16 

6-Cyl 4.9 L 



2008 

Oil Filler Cap. 

10117 


1996-1995 

Oil Filler Cap. 

10081 


2007 

Oil Filler Cap. 

10081 


1996-1995 

Pre-Release Fuel Cap. 

10819 


2006 

Oil Filler Cap. 

10117 


1996-1995 

Pre-Release Keyed Alike Fuel Cap. 

17501 


2005-2003 

Oil Filler Cap. 

10081 


1996-1995 

Pre-Release Locking Fuel Cap. 

10501 


2003 

OE Equivalent Fuel Cap. 

10832 


1996-1995 

OE Type Radiator Cap. 

10229 

13 

2003 

Regular Keyed Alike Fuel Cap. 

17502 


1996-1995 

Safety Release Radiator Cap. 

10329 

13 

2003 

Regular Locking Fuel Cap. 

10502 


6-Cyl 4.9 

BI-FUEL 



V-8 4.6 L FLEX 



1996-1995 

Oil Filler Cap. 

10081 


2014-2009 

Flex Fuel Keyed Alike Fuel Cap; Yellow. 

17510Y 


1996-1995 

Pre-Release Fuel Cap 

10819 


2014-2009 

Flex Fuel Regular Fuel Cap; Yellow. 

10840Y 


1996-1995 

Pre-Release Keyed Alike Fuel Cap 

17501 


2014-2009 

Flex Fuel Regular Locking Fuel Cap; Yellow 

10510Y 


1996-1995 

Pre-Release Locking Fuel Cap ... 

10501 


2014-2009 

OE Equivalent Fuel Cap. 

10840 


1996-1995 

OE Type Radiator Cap. 

10229 

13 

2014-2009 

Oil Filler Cap. 

10117 


1996-1995 

Safety Release Radiator Cap 

10329 

13 

2014-2009 

Regular Keyed Alike Fuel Cap 

17510 


V-6 4.2 L 




2014-2009 


10510 


2002-1998 

OE Type Radiator Cap. 

10238 

16 

2014-2009 

OE Type Radiator Cap 

10238 

16 

2002-1997 

OE Equivalent Fuel Cap. 

10832 


V-8 5.4 L 




2002-1997 

Oil Filler Cap. 

10081 


2008-2004 

OE Equivalent Fuel Cap 

10840 


2002-1997 

Regular Keyed Alike Fuel Cap. 

17502 


2008-2004 

Oil Filler Cap 

10117 


2002-1997 

Regular Locking Fuel Cap. 

10502 


2008-2004 

Regular Keyed Alike Fuel Cap. 

17510 


1997 

OE Type Radiator Cap. 

10229 

13 

2008-2004 

Regular Locking Fuel Cap 

10510 


1997 

Safety Release Radiator Cap. 

10329 

13 

2008-2003 

OE Type Radiator Cap. 

10238 

16 

1997 

OE Type Radiator Cap; 16 LB CAP. 

10238 

16 

2003 

OE Equivalent Fuel Cap; W/O Stripped Chassis 

10832 


V-8 5.4 L 




2003 

Oil Filler Cap 

10081 


2002-1997 

Oil Filler Cap 

10081 


2003 

Regular Keyed Alike Fuel Cap; W/O Stripped Chassis.... 

17502 


2002-1997 

OE Type Radiator Cap 

10238 

16 

2003 

Regular Locking Fuel Cap; W/O Stripped Chassis 

10502 


2002 

OE Equivalent Fuel Cap; W/O Stripped Chassis 

10832 


V-8 5.4 L CNG 



2002 

Regular Keyed Alike Fuel Cap; W/O Stripped Chassis.... 

17502 


2014-2010 

OE Equivalent Fuel Cap. 

10840 


2002 

Regular Locking Fuel Cap; W/O Stripped Chassis 

10502 


2014-2010 

Oil Filler Cap 

10117 


2001-2000 

OE Equivalent Fuel Cap; W/O Threaded Filler Neck. 

10832 


2014-2010 

Regular Keyed Alike Fuel Cap 

17510 


2001-2000 

OE Equivalent Fuel Cap; W/Threaded Filler Neck 

10833 


2014-2010 

Regular Locking Fuel Cap. 

10510 


2001-2000 

Regular Keyed Alike Fuel Cap; W/O Threaded Filler 

17502 


2014-2010 

OE Type Radiator Cap. 

10238 

16 


Neck. 



2005-2004 

OE Equivalent Fuel Cap. 

10840 


2001-2000 

Regular Keyed Alike Fuel Cap; W/Threaded Filler Neck. 

17503 


2005-2004 

Oil Filler Cap. 

10117 


2001-2000 

Regular Locking Fuel Cap; W/O Threaded Filler Neck.... 

10502 






2001-2000 

Regular Locking Fuel Cap; W/Threaded Filler Neck. 

10503 



81 











































































































Caps for Passenger Cars and LightTrucks (1995 and Newer) 


Part 

Application Number PSI 

Part 

Application Number PSI 

Ford - Continued 

Ford - Continued 

1E-250 Econoline - Continued 

1 E-350 Club Wagon - Continued 1 


V-8 5.4 L - Continued 

1999-1997 OE Equivalent Fuel Cap. 10832 

1999-1997 Regular Keyed Alike Fuel Cap 17502 

1999-1997 Regular Locking Fuel Cap 10502 

V-8 5.4 L BI-FUEL 

1999-1998 OE Equivalent Fuel Cap 10832 

1999-1998 Oil Filler Cap 10081 

1999-1998 Regular Keyed Alike Fuel Cap 17502 

1999-1998 Regular Locking Fuel Cap 10502 

1999-1998 OE Type Radiator Cap 10238 16 

1999 Flex Fuel Keyed Alike Fuel Cap; Yellow. 17502Y 

1999 Flex Fuel Regular Fuel Cap; Yellow. 10832Y 

1999 Flex Fuel Regular Locking Fuel Cap; Yellow. 10502Y 

V-8 5.4 L CNG 

2002-1997 Oil Filler Cap. 10081 

2002-1997 OE Type Radiator Cap 10238 16 

2002 OE Equivalent Fuel Cap; W/O Stripped Chassis. 10832 

2002 Regular Keyed Alike Fuel Cap; W/O Stripped Chassis.. 17502 

2002 Regular Locking Fuel Cap; W/O Stripped Chassis. 10502 

2001-2000 OE Equivalent Fuel Cap; W/O Threaded Filler Neck. 10832 

2001-2000 OE Equivalent Fuel Cap; W/Threaded Filler Neck. 10833 

2001-2000 Regular Keyed Alike Fuel Cap; W/O Threaded Filler 17502 

Neck. 

2001-2000 Regular Keyed Alike Fuel Cap; W/Threaded Filler Neck. 17503 

2001-2000 Regular Locking Fuel Cap; W/O Threaded Filler Neck.... 10502 

2001-2000 Regular Locking Fuel Cap; W/Threaded Filler Neck 10503 

1999-1997 OE Equivalent Fuel Cap. 10832 

1999-1997 Regular Keyed Alike Fuel Cap. 17502 

1999-1997 Regular Locking Fuel Cap 10502 

V-8 5.8 L 

1996-1995 Oil Filler Cap 10081 

1996-1995 Pre-Release Fuel Cap 10819 

1996-1995 Pre-Release Keyed Alike Fuel Cap 17501 

1996-1995 Pre-Release Locking Fuel Cap 10501 


1996-1995 OE Type Radiator Cap 10229 13 

1996-1995 Safety Release Radiator Cap 10329 13 


E-350 Club Wagon 

V-8 5.4 L 

2005-2004 OE Equivalent Fuel Cap. 10840 

2005-2004 Oil Filler Cap. 10117 

2005-2004 Regular Keyed Alike Fuel Cap. 17510 

2005-2004 Regular Locking Fuel Cap. 10510 

2005-2003 OE Type Radiator Cap. 10238 16 

2003 OE Equivalent Fuel Cap; W/O Stripped Chassis. 10832 

2003 Oil Filler Cap. 10081 

2003 Regular Keyed Alike Fuel Cap; W/O Stripped Chassis.. 17502 

2003 Regular Locking Fuel Cap; W/O Stripped Chassis. 10502 

V-8 5.4 L CNG 

2005-2004 OE Equivalent Fuel Cap. 10840 

2005-2004 Oil Filler Cap. 10117 

2005-2004 Regular Keyed Alike Fuel Cap. 17510 

2005-2004 Regular Locking Fuel Cap. 10510 

2005-2003 OE Type Radiator Cap 10238 16 

2003 OE Equivalent Fuel Cap; W/O Stripped Chassis. 10832 

2003 Oil Filler Cap. 10081 

2003 Regular Keyed Alike Fuel Cap; W/O Stripped Chassis... 17502 

2003 Regular Locking Fuel Cap; W/O Stripped Chassis. 10502 

V-8 6.0 L DIESEL 

2005-2004 Diesel Only Fuel Cap; Green. 10840D 

2005-2004 Diesel Only Keyed Alike Fuel Cap; Green. 17510D 


V-8 6.0 L DIESEL-Continued 

2005-2004 Diesel Only Locking Fuel Cap; Green 10510D 

2005-2004 OE Equivalent Fuel Cap 10840 

2005-2004 Oil Filler Cap. 10081 

2005-2004 Regular Keyed Alike Fuel Cap. 17510 

2005-2004 Regular Locking Fuel Cap 10510 

2005-2004 OE Type Radiator Cap 10238 16 

V-8 7.3 L DIESEL 

2003 Diesel Only Fuel Cap; W/O Threaded Filler Neck; 10832D 

Green. 

2003 Diesel Only Fuel Cap; W/Threaded Filler Neck; Green... 10830D 

2003 Diesel Only Keyed Alike Fuel Cap; W/O Threaded Filler 17502D 

Neck; Green. 

2003 Diesel Only Locking Fuel Cap; W/O Threaded Filler 10502D 

Neck; Green. 

2003 Diesel Only Locking Fuel Cap; W/Threaded Filler Neck; 10591D 

Green. 

2003 Diesel Only Pre-Release Fuel Cap; W/Threaded Filler 10819D 

Neck; Green. 

2003 Diesel Only Pre-Release Locking Fuel Cap; 10501D 

W/Threaded Filler Neck; Green. 

2003 OE Equivalent Fuel Cap; W/O Threaded Filler Neck. 10832 

2003 OE Equivalent Fuel Cap; W/Threaded Filler Neck. 10817 

2003 Oil Filler Cap. 10081 

2003 Pre-Release Diesel Only Keyed Alike Fuel Cap; 17501D 

W/Threaded Filler Neck; Green. 

2003 Pre-Release Fuel Cap; W/Threaded Filler Neck. 10819 

2003 Pre-Release Keyed Alike Fuel Cap; W/Threaded Filler 17501 

Neck 

2003 Pre-Release Locking Fuel Cap; W/Threaded Filler Neck 10501 

2003 Regular Diesel Only Keyed Alike Fuel Cap; 17591D 

W/Threaded Filler Neck; Green. 

2003 Regular Keyed Alike Fuel Cap; W/O Threaded Filler 17502 

Neck. 

2003 Regular Keyed Alike Fuel Cap; W/Threaded Filler Neck. 17591 

2003 Regular Locking Fuel Cap; W/O Threaded Filler Neck.... 10502 

2003 Regular Locking Fuel Cap; W/Threaded Filler Neck. 10591 

2003 OE Type Radiator Cap. 10238 16 

V-10 6.8L 

2005 OE Equivalent Fuel Cap. 10840 

2005 Oil Filler Cap. 10117 

2005 Regular Keyed Alike Fuel Cap. 17510 

2005 Regular Locking Fuel Cap. 10510 

2005 OE Type Radiator Cap. 10238 16 

2003 OE Equivalent Fuel Cap; W/O Stripped Chassis. 10832 

2003 Oil Filler Cap. 10081 

2003 Regular Keyed Alike Fuel Cap; W/O Stripped Chassis. 17502 

2003 Regular Locking Fuel Cap; W/O Stripped Chassis 10502 

2003 OE Type Radiator Cap 10238 16 

E-350 Econoline 

6-Cyl 4.9 L 

1996-1995 Oil Filler Cap. 10081 

1996-1995 Pre-Release Fuel Cap 10819 

1996-1995 Pre-Release Keyed Alike Fuel Cap 17501 

1996-1995 Pre-Release Locking Fuel Cap. 10501 

1996-1995 OE Type Radiator Cap. 10229 13 

1996-1995 Safety Release Radiator Cap 10329 13 

V-8 5.4 L 

2008-2007 OE Equivalent Fuel Cap 10840 

2008-2007 Oil Filler Cap 10117 

2008-2007 Regular Keyed Alike Fuel Cap 17510 

2008-2007 Regular Locking Fuel Cap 10510 

2008-2007 OE Type Radiator Cap. 10238 16 
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Caps for Passenger Cars and LightTmcks (1995 and Newer) 


Application 

Part 

Number 

PSI 

Application 


Part 

Number 

PSI 

Ford - 

Continued 



Ford- 

Continued 



E-350 Econoline - Continued 

E-350 Econoline - Continued 1 

V-8 5.4L- 

Continued 



V-8 7.3 L DIESEL-Continued 



2000-1997 

Oil Filler Cap. 

10081 


1998-1995 

OE Type Radiator Cap. 

10238 

16 

2000-1997 

OE Type Radiator Cap. 

10238 

16 

1996-1995 

Diesel Only Fuel Cap; Green 

10830D 


2000 

OE Equivalent Fuel Cap; W/O Threaded Filler Neck. 

10832 


1996-1995 

Diesel Only Locking Fuel Cap; Green 

10591D 


2000 

Pre-Release Fuel Cap; W/Threaded Filler Neck 

10819 


1996-1995 

Diesel Only Pre-Release Fuel Cap; Green 

10819D 


2000 

Pre-Release Keyed Alike Fuel Cap; W/Threaded Filler 

17501 


1996-1995 

Diesel Only Pre-Release Locking Fuel Cap; Green. 

10501D 



Neck 



1996-1995 

OE Equivalent Fuel Cap. 

10817 


2000 

Pre-Release Locking Fuel Cap; W/Threaded Filler Neck 

10501 


1996-1995 

Pre-Release Diesel Only Keyed Alike Fuel Cap; Green.. 

17501D 


2000 

Regular Keyed Alike Fuel Cap; W/O Threaded Filler 

17502 


1996-1995 

Pre-Release Fuel Cap. 

10819 


2000 

Regular Locking Fuel Cap; W/O Threaded Filler Neck.... 

10502 


1996-1995 

Pre-Release Keyed Alike Fuel Cap 

17501 


1999-1997 

OE Equivalent Fuel Cap. 

10832 


1996-1995 

Pre-Release Locking Fuel Cap 

10501 


1999-1997 

Regular Keyed Alike Fuel Cap. 

17502 


1996-1995 

Regular Diesel Only Keyed Alike Fuel Cap; Green. 

17591D 


1999-1997 

Regular Locking Fuel Cap. 

10502 


1996-1995 

Regular Keyed Alike Fuel Cap 

17591 


V-8 5.4 L BI-FUEL 



1996-1995 

Regular Locking Fuel Cap .. .. 

10591 


1998 

OE Equivalent Fuel Cap. 

10832 


V-8 7.5 L 




1998 

Oil Filler Cap. 

10081 


1996-1995 

Oil Breather Cap; W/O Oil Filler Tube 

10071 


1998 

Regular Keyed Alike Fuel Cap. 

17502 


1996-1995 

Oil Filler Cap; W/Oil Filler Tube 

10100 


1998 

Regular Locking Fuel Cap. 

10502 


1996-1995 

Pre-Release Fuel Cap. 

10819 


1998 

OE Type Radiator Cap. 

10238 

16 

1996-1995 

Pre-Release Keyed Alike Fuel Cap. 

17501 


V-8 5.4 L CNG 



1996-1995 

Pre-Release Locking Fuel Cap. 

10501 


1998-1997 

OE Equivalent Fuel Cap. 

10832 


1996-1995 

OE Type Radiator Cap. 

10229 

13 

1998-1997 

Oil Filler Cap. 

10081 


1996-1995 

Safety Release Radiator Cap. 

10329 

13 

1998-1997 

Regular Keyed Alike Fuel Cap 

17502 


V-10 6.8L 




1998-1997 

Regular Locking Fuel Cap. 

10502 


1998-1997 

OE Equivalent Fuel Cap. 

10832 


1998-1997 

OE Type Radiator Cap . 

10238 

16 

1998-1997 

Oil Filler Cap. 

10081 


V-8 5.8 L 




1998-1997 

Regular Keyed Alike Fuel Cap. 

17502 


1996-1995 

Oil Filler Cap. 

10081 


1998-1997 

Regular Locking Fuel Cap. 

10502 






1998 

OE Type Radiator Cap. 

10238 

16 





1997 

OE Type Radiator Cap. 

10229 

13 

iqqfi.iqqc; 


10501 


1997 

Safety Release Radiator Cap. 

10329 

13 

1996-1995 

OE Type Radiator Cap. 

10229 

13 

1997 

OE Type Radiator Cap; 16 LB CAP. 

10238 

16 

1996-1995 

Safety Release Radiator Cap. 

10329 

13 

E-350 Econoline Club Wagon I 

V-8 7.3 L DIESEL 



6-Cyl 4.9 L 




1998-1997 

Diesel Only Fuel Cap; W/O Threaded Filler Neck; 

10832D 


1996-1995 

Oil Filler Cap. 

10081 



Green. 



1996-1995 

Pre-Release Fuel Cap.. 

10819 


1998-1997 

Diesel Only Fuel Cap; W/Threaded Filler Neck; Green.. 

10830D 


1996-1995 

Pre-Release Keyed Alike Fuel Cap . 

17501 


1998-1997 

Diesel Only Keyed Alike Fuel Cap; W/O Threaded Filler 
Neck; Green. 

17502D 


1996-1995 

Pre-Release Locking Fuel Cap 

10501 






1996-1995 


10229 

13 

1998-1997 

Diesel Only Locking Fuel Cap; W/O Threaded Filler 

10502D 










1996-1995 

Safety Release Radiator Cap. 

10329 

13 

1998-1997 

Diesel Only Locking Fuel Cap; W/Threaded Filler Neck; 

10591D 


6-Cyl 4.9 L BI-FUEL 




Green. 



1996 

Oil Filler Cap 

10081 


1998-1997 

Diesel Only Pre-Release Fuel Cap; W/Threaded Filler 

10819D 


1996 

Pre-Release Fuel Cap 

10819 



Neck; Green 











1996 

Pre-Release Keyed Alike Fuel Cap 

17501 


1998-1997 

Diesel Only Pre-Release Locking Fuel Cap; 

10501D 










1996 

Pre-Release Locking Fuel Cap 

10501 


1998-1997 

OE Equivalent Fuel Cap; W/O Threaded Filler Neck 

10832 


1996 

OE Type Radiator Cap 

10229 

13 

1998-1997 

OE Equivalent Fuel Cap; W/Threaded Filler Neck 

10817 


1996 

Safety Release Radiator Cap 

10329 

13 

1998-1997 

Pre-Release Diesel Only Keyed Alike Fuel Cap; 

17501D 


V-8 5.4 L 





W/Threaded Filler Neck; Green. 



2002-1997 


10081 


1998-1997 

Pre-Release Fuel Cap; W/Threaded Filler Neck. 

10819 


2002-1997 

OE Type Radiator Cap.. . 

10238 

16 

1998-1997 

Pre-Release Keyed Alike Fuel Cap; W/Threaded Filler 

17501 


2002 

OE Equivalent Fuel Cap; W/O Stripped Chassis. 

10832 






2002 

Regular Keyed Alike Fuel Cap; W/O Stripped Chassis 

17502 


1998-1997 

Pre-Release Lockinq Fuel Cap; W/Threaded Filler Neck 

10501 










2002 

Regular Locking Fuel Cap; W/O Stripped Chassis. 

10502 


1998-1997 

Regular Diesel Only Keyed Alike Fuel Cap; 

17591D 


2001 

OE Equivalent Fuel Cap. 

10832 


1998-1997 

Regular Keyed Alike Fuel Cap; W/O Threaded Filler 

17502 


2001 

Regular Keyed Alike Fuel Cap 

17502 



Neck 



2001 

Regular Locking Fuel Cap. 

10502 


1998-1997 

Regular Keyed Alike Fuel Cap; W/Threaded Filler Neck. 

17591 


2000 

OE Equivalent Fuel Cap; W/O Threaded Filler Neck. 

10832 


1998-1997 

Regular Locking Fuel Cap; W/O Threaded Filler Neck.... 

10502 


2000 

Pre-Release Fuel Cap; W/Threaded Filler Neck. 

10819 


1998-1997 

Regular Locking Fuel Cap; W/Threaded Filler Neck 

10591 


2000 

Pre-Release Keyed Alike Fuel Cap; W/Threaded Filler 

17501 


1998-1995 

Oil Filler Cap. 

10081 



Neck. 







2000 

Pre-Release Locking Fuel Cap; W/Threaded Filler Neck 

10501 
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Caps for Passenger Cars and LightTrucks (1995 and Newer) 


Part 

Application Number PSI 

Part 

Application Number PSI 

Ford - Continued 

Ford - Continued 

1E-350 Econoline Club Wagon - Continued 

1 E-350 Econoline Club Wagon - Continued 1 


V-8 5.4 L - Continued 

2000 Regular Keyed Alike Fuel Cap; W/O Threaded Filler 17502 

Neck 


2000 Regular Locking Fuel Cap; W/O Threaded Filler Neck 10502 

1999-1997 OE Equivalent Fuel Cap. 10832 

1999-1997 Regular Keyed Alike Fuel Cap 17502 

1999-1997 Regular Locking Fuel Cap. 10502 

V-8 5.4 L BI-FUEL 

1999-1998 OE Equivalent Fuel Cap. 10832 

1999-1998 Oil Filler Cap. 10081 

1999-1998 Regular Keyed Alike Fuel Cap. 17502 

1999-1998 Regular Locking Fuel Cap. 10502 

1999-1998 OE Type Radiator Cap 10238 16 

V-8 5.4 L CNG 

2002-1997 Oil Filler Cap. 10081 

2002-1997 OE Type Radiator Cap. 10238 16 

2002 OE Equivalent Fuel Cap; W/O Stripped Chassis. 10832 

2002 Regular Keyed Alike Fuel Cap; W/O Stripped Chassis.. 17502 

2002 Regular Locking Fuel Cap; W/O Stripped Chassis. 10502 

2001 OE Equivalent Fuel Cap. 10832 

2001 Regular Keyed Alike Fuel Cap. 17502 

2001 Regular Locking Fuel Cap. 10502 

2000 OE Equivalent Fuel Cap; W/O Threaded Filler Neck. 10832 

2000 Pre-Release Fuel Cap; W/Threaded Filler Neck. 10819 

2000 Pre-Release Keyed Alike Fuel Cap; W/Threaded Filler 17501 

Neck. 

2000 Pre-Release Locking Fuel Cap; W/Threaded Filler Neck 10501 

2000 Regular Keyed Alike Fuel Cap; W/O Threaded Filler 17502 

Neck. 

2000 Regular Locking Fuel Cap; W/O Threaded Filler Neck.... 10502 

1999-1997 OE Equivalent Fuel Cap. 10832 

1999-1997 Regular Keyed Alike Fuel Cap. 17502 

1999-1997 Regular Locking Fuel Cap. 10502 

V-8 5.8 L 

1996-1995 Oil Filler Cap. 10081 

1996-1995 Pre-Release Fuel Cap. 10819 

1996-1995 Pre-Release Keyed Alike Fuel Cap. 17501 

1996-1995 Pre-Release Locking Fuel Cap. 10501 

1996-1995 OE Type Radiator Cap. 10229 13 

1996-1995 Safety Release Radiator Cap. 10329 13 

V-8 7.3 L DIESEL 

2002-1995 Oil Filler Cap. 10081 

2002-1995 OE Type Radiator Cap. 10238 16 

2002 Diesel Only Fuel Cap; W/O Stripped Chassis; Green. 10832D 

2002 Diesel Only Keyed Alike Fuel Cap; W/O Stripped 17502D 

Chassis; Green. 

2002 Diesel Only Locking Fuel Cap; W/O Stripped Chassis; 10502D 

Green 

2002 OE Equivalent Fuel Cap; W/O Stripped Chassis 10832 

2002 Regular Keyed Alike Fuel Cap; W/O Stripped Chassis 17502 

2002 Regular Locking Fuel Cap; W/O Stripped Chassis 10502 

2001-2000 Diesel Only Fuel Cap; W/Threaded Filler Neck; Green 10830D 

2001 -2000 Diesel Only Locking Fuel Cap; W/Threaded Filler Neck; 10591D 

Green. 

2001-2000 OE Equivalent Fuel Cap; W/Threaded Filler Neck. 10817 

2001-2000 Regular Diesel Only Keyed Alike Fuel Cap; 17591D 

W/Threaded Filler Neck; Green. 

2001-2000 Regular Keyed Alike Fuel Cap; W/Threaded Filler Neck. 17591 

2001-2000 Regular Locking Fuel Cap; W/Threaded Filler Neck. 10591 

2001-1997 Diesel Only Fuel Cap; W/O Threaded Filler Neck; 10832D 

Green 


V-8 7.3 L DIESEL-Continued 

2001-1997 Diesel Only Keyed Alike Fuel Cap; W/O Threaded Filler 17502D 
Neck; Green. 

2001-1997 Diesel Only Locking Fuel Cap; W/O Threaded Filler 10502D 

Neck; Green. 

2001-1997 Diesel Only Pre-Release Fuel Cap; W/Threaded Filler 10819D 

Neck; Green. 

2001-1997 Diesel Only Pre-Release Locking Fuel Cap; 10501D 

W/Threaded Filler Neck; Green. 

2001-1997 OE Equivalent Fuel Cap; W/O Threaded Filler Neck. 10832 

2001-1997 Pre-Release Diesel Only Keyed Alike Fuel Cap; 17501D 

W/Threaded Filler Neck; Green 

2001-1997 Pre-Release Fuel Cap; W/Threaded Filler Neck. 10819 

2001-1997 Pre-Release Keyed Alike Fuel Cap; W/Threaded Filler 17501 

Neck. 

2001-1997 Pre-Release Locking Fuel Cap; W/Threaded Filler Neck 10501 

2001-1997 Regular Keyed Alike Fuel Cap; W/O Threaded Filler 17502 

Neck. 

2001- 1997 Regular Locking Fuel Cap; W/O Threaded Filler Neck.... 10502 

1998-1997 Diesel Only Fuel Cap; W/Threaded Filler Neck; Green... 10830D 

1998-1997 Diesel Only Locking Fuel Cap; W/Threaded Filler Neck; 10591D 

Green. 

1998-1997 OE Equivalent Fuel Cap; W/Threaded Filler Neck 10817 

1998-1997 Regular Diesel Only Keyed Alike Fuel Cap; 17591D 

W/Threaded Filler Neck; Green 

1998-1997 Regular Keyed Alike Fuel Cap; W/Threaded Filler Neck 17591 

1998-1997 Regular Locking Fuel Cap; W/Threaded Filler Neck. 10591 

1996-1995 Diesel Only Fuel Cap; Green 10830D 

1996-1995 Diesel Only Locking Fuel Cap; Green 10591D 

1996-1995 Diesel Only Pre-Release Fuel Cap; Green. 10819D 

1996-1995 Diesel Only Pre-Release Locking Fuel Cap; Green. 10501D 

1996-1995 OE Equivalent Fuel Cap. 10817 

1996-1995 Pre-Release Diesel Only Keyed Alike Fuel Cap; Green . 17501D 

1996-1995 Pre-Release Fuel Cap. 10819 

1996-1995 Pre-Release Keyed Alike Fuel Cap 17501 

1996-1995 Pre-Release Locking Fuel Cap. 10501 

1996-1995 Regular Diesel Only Keyed Alike Fuel Cap; Green. 17591D 

1996-1995 Regular Keyed Alike Fuel Cap. 17591 

1996-1995 Regular Locking Fuel Cap 10591 

V-8 7.5 L 

1996-1995 Oil Breather Cap; W/O Oil Filler Tube. 10071 

1996-1995 Oil Filler Cap; W/Oil Filler Tube. 10100 

1996-1995 Pre-Release Fuel Cap. 10819 

1996-1995 Pre-Release Keyed Alike Fuel Cap 17501 

1996-1995 Pre-Release Locking Fuel Cap. 10501 

1996-1995 OE Type Radiator Cap. 10229 13 

1996-1995 Safety Release Radiator Cap 10329 13 

V-10 6.8L 

2002- 1998 OE Type Radiator Cap. 10238 16 

2002-1997 Oil Filler Cap. 10081 

2002 OE Equivalent Fuel Cap; W/O Stripped Chassis 10832 

2002 Regular Keyed Alike Fuel Cap; W/O Stripped Chassis.... 17502 

2002 Regular Locking Fuel Cap; W/O Stripped Chassis 10502 

2001 OE Equivalent Fuel Cap; W/O Threaded Fuel Cap 10832 

2001 OE Equivalent Fuel Cap; W/Threaded Fuel Cap 10833 

2001 Regular Keyed Alike Fuel Cap; W/O Threaded Fuel 17502 

Cap. 

2001 Regular Keyed Alike Fuel Cap; W/Threaded Fuel Cap.... 17503 

2001 Regular Locking Fuel Cap; W/O Threaded Fuel Cap. 10502 

2001 Regular Locking Fuel Cap; W/Threaded Fuel Cap. 10503 

2000 Pre-Release Fuel Cap. 10819 

2000 Pre-Release Keyed Alike Fuel Cap 17501 

2000 Pre-Release Locking Fuel Cap. 10501 
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Caps for Passenger Cars and LightTmcks (1995 and Newer) 


Application 

Part 

Number 

PSI 

Ford - 

Continued 



E-350 Econoline Club Wagon - Continued 

V-10 6.8L 

- Continued 



1999-1997 

OE Equivalent Fuel Cap .. 

10832 


1999-1997 

Regular Keyed Alike Fuel Cap 

17502 


1999-1997 

Regular Locking Fuel Cap 

10502 


1997 

OE Type Radiator Cap. 

10229 

13 

1997 

Safety Release Radiator Cap. 

10329 

13 

1997 

OE Type Radiator Cap; 16 LB CAP. 

10238 

16 

E-350 Super Duty j 

V-8 5.4 L 

2016 

OE Type Radiator Cap 

10238 

16 

2015 

Oil Filler Cap. 

10117 

2008-2004 

OE Equivalent Fuel Cap. 

10840 


2008-2004 

Oil Filler Cap 

10117 


2008-2004 

Regular Keyed Alike Fuel Cap 

17510 


2008-2004 

Regular Locking Fuel Cap 

10510 


2008-1999 

OE Type Radiator Cap 

10238 

16 

2003-2002 

OE Equivalent Fuel Cap; W/O Stripped Chassis 

10832 

2003-2002 

Regular Keyed Alike Fuel Cap; W/O Stripped Chassis.... 

17502 


2003-2002 

Regular Locking Fuel Cap; W/O Stripped Chassis. 

10502 


2003-1999 

Oil Filler Cap. 

10081 


2001 

OE Equivalent Fuel Cap. 

10832 


2001 

Regular Keyed Alike Fuel Cap. 

17502 


2001 

Regular Locking Fuel Cap. 

10502 


2000 

OE Equivalent Fuel Cap; W/O Threaded Filler Neck. 

10832 


2000 

Pre-Release Fuel Cap; W/Threaded Filler Neck. 

10819 


2000 

Pre-Release Keyed Alike Fuel Cap; W/Threaded Filler 
Neck 

17501 


2000 

Pre-Release Locking Fuel Cap; W/Threaded Filler Neck 

10501 


2000 

Regular Keyed Alike Fuel Cap; W/O Threaded Filler 

Neck. 

17502 


2000 

Regular Locking Fuel Cap; W/O Threaded Filler Neck 

10502 


1999 

OE Equivalent Fuel Cap 

10832 


1999 

Regular Keyed Alike Fuel Cap. 

17502 


1999 

Regular Locking Fuel Cap 

10502 


V-8 5.4 L BI-FUEL 



1999 

OE Equivalent Fuel Cap. 

10832 


1999 

Oil Filler Cap 

10081 


1999 

Regular Keyed Alike Fuel Cap. 

17502 


1999 

Regular Locking Fuel Cap 

10502 


1999 

OE TvDe Radiator CaD. 

10238 

16 

V-8 5.4 L CNG 

2016-2010 

OE Equivalent Fuel Cap 

10840 


2016 

Flex Fuel Regular Fuel Cap. 

10840Y 


2015-2010 

Regular Keyed Alike Fuel Cap. 

17510 


2015-2010 

Regular Locking Fuel Cap. 

10510 


2015-2010 

OE Type Radiator Cap. 

10238 

16 

2014-2010 

Oil Filler Cap. 

10117 

2005-2004 

OE Equivalent Fuel Cap. 

10840 


2005-2004 

Oil Filler Cap. 

10117 


2005-2004 

Regular Keyed Alike Fuel Cap 

17510 


2005-2004 

Regular Locking Fuel Cap. 

10510 


2005-1999 

OE Type Radiator Cap. 

10238 

16 

2003-2002 

OE Equivalent Fuel Cap; W/O Stripped Chassis. 

10832 

2003-2002 

Regular Keyed Alike Fuel Cap; W/O Stripped Chassis 

17502 


2003-2002 

Regular Locking Fuel Cap; W/O Stripped Chassis . . 

10502 


2003-1999 

Oil Filler Cap 

10081 


2001 

OE Equivalent Fuel Cap. 

10832 


2001 

Regular Keyed Alike Fuel Cap 

17502 


2001 

Regular Locking Fuel Cap. 

10502 


2000 

OE Equivalent Fuel Cap; W/O Threaded Filler Neck 

10832 



Part 

Number 


PSI 


Application 


Ford - Continued 


E-350 Super Duty - Continued 

V-8 5.4 L CNG - Continued 

2000 Pre-Release Fuel Cap; W/Threaded Filler Neck. 10819 

2000 Pre-Release Keyed Alike Fuel Cap; W/Threaded Filler 17501 

Neck. 

2000 Pre-Release Locking Fuel Cap; W/Threaded Filler Neck 10501 

2000 Regular Keyed Alike Fuel Cap; W/O Threaded Filler 17502 

Neck. 

2000 Regular Locking Fuel Cap; W/O Threaded Filler Neck.... 10502 

1999 OE Equivalent Fuel Cap. 10832 

1999 Regular Keyed Alike Fuel Cap. 17502 

1999 Regular Locking Fuel Cap. 10502 

V-8 5.4 L FLEX 

2016-2015 Flex Fuel Regular Fuel Cap. 10840Y 

2016-2009 OE Equivalent Fuel Cap. 10840 

2015-2009 Regular Keyed Alike Fuel Cap. 17510 

2015-2009 Regular Locking Fuel Cap. 10510 

2015- 2009 OE Type Radiator Cap. 10238 16 

2015 Flex Fuel Keyed Alike Fuel Cap. 17510Y 

2015 Flex Fuel Regular Locking Fuel Cap 10510Y 

2014-2009 Flex Fuel Keyed Alike Fuel Cap; Yellow. 17510Y 

2014-2009 Flex Fuel Regular Fuel Cap; Yellow. 10840Y 

2014-2009 Flex Fuel Regular Locking Fuel Cap; Yellow 10510Y 

2014- 2009 Oil Filler Cap. 10117 

V-8 5.4 L LPG 

2016- 2010 OE Equivalent Fuel Cap 10840 

2016 Flex Fuel Regular Fuel Cap 10840Y 

2015- 2010 Regular Keyed Alike Fuel Cap 17510 

2015-2010 Regular Locking Fuel Cap 10510 

2015-2010 OE Type Radiator Cap 10238 16 

2014-2010 Oil Filler Cap 10117 

V-8 6.0 L DIESEL 

2010-2007 Oil Filler Cap. 10117 

2010-2006 OE Type Radiator/Coolant Recovery Tank/Coolant 10267 20 

Water Outlet Cap; For Intercooler. 

2010-2004 Diesel Only Fuel Cap; Green. 10840D 

2010-2004 Diesel Only Keyed Alike Fuel Cap; Green. 17510D 

2010-2004 Diesel Only Locking Fuel Cap; Green. 10510D 

2010-2004 OE Equivalent Fuel Cap. 10840 

2010-2004 Regular Keyed Alike Fuel Cap. 17510 

2010-2004 Regular Locking Fuel Cap 10510 

2010-2004 OE Type Radiator Cap. 10238 16 

2006-2004 Oil Filler Cap. 10081 

V-8 6.2 L 

2017 Flex Fuel Regular Fuel Cap. 10840Y 

2017 OE Equivalent Fuel Cap. 10840 

2017 OE Type Radiator Cap. 10238 16 

V-8 7.3 L DIESEL 

2003-1999 Oil Filler Cap. 10081 

2003-1999 OE Type Radiator Cap. 10238 16 

2003 Diesel Only Fuel Cap; W/O Threaded Filler Neck; 10832D 

Green 

2003 Diesel Only Fuel Cap; W/Threaded Filler Neck; Green 10830D 

2003 Diesel Only Keyed Alike Fuel Cap; W/O Threaded Filler 17502D 

Neck; Green. 

2003 Diesel Only Locking Fuel Cap; W/O Threaded Filler 10502D 

Neck; Green. 

2003 Diesel Only Locking Fuel Cap; W/Threaded Filler Neck; 10591D 

Green. 

2003 Diesel Only Pre-Release Fuel Cap; W/Threaded Filler 10819D 

Neck; Green. 

2003 Diesel Only Pre-Release Locking Fuel Cap; 10501D 

W/Threaded Filler Neck; Green 
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Caps for Passenger Cars and LightTrucks (1995 and Newer) 


Part 

Number 


Application 


Ford - Continued 


E-350 Super Duty - Continued 

V-8 7.3 L DIESEL - Continued 

2003 OE Equivalent Fuel Cap; W/O Threaded Filler Neck. 10832 

2003 OE Equivalent Fuel Cap; W/Threaded Filler Neck 10817 

2003 Pre-Release Diesel Only Keyed Alike Fuel Cap; 17501D 

W/Threaded Filler Neck; Green. 

2003 Pre-Release Fuel Cap; W/Threaded Filler Neck. 10819 

2003 Pre-Release Keyed Alike Fuel Cap; W/Threaded Filler 17501 

Neck. 

2003 Pre-Release Locking Fuel Cap; W/Threaded Filler Neck 10501 

2003 Regular Diesel Only Keyed Alike Fuel Cap; 17591D 

W/Threaded Filler Neck; Green. 

2003 Regular Keyed Alike Fuel Cap; W/O Threaded Filler 17502 

Neck. 

2003 Regular Keyed Alike Fuel Cap; W/Threaded Filler Neck. 17591 

2003 Regular Locking Fuel Cap; W/O Threaded Filler Neck 10502 

2003 Regular Locking Fuel Cap; W/Threaded Filler Neck 10591 

2002 Diesel Only Fuel Cap; W/O Stripped Chassis; Green 10832D 

2002 Diesel Only Keyed Alike Fuel Cap; W/O Stripped 17502D 

Chassis; Green. 

2002 Diesel Only Locking Fuel Cap; W/O Stripped Chassis; 10502D 

Green. 

2002 OE Equivalent Fuel Cap; W/O Stripped Chassis. 10832 

2002 Regular Keyed Alike Fuel Cap; W/O Stripped Chassis.. 17502 

2002 Regular Locking Fuel Cap; W/O Stripped Chassis. 10502 

2001-2000 Diesel Only Fuel Cap; W/Threaded Filler Neck; Green. 10830D 

2001-2000 Diesel Only Locking Fuel Cap; W/Threaded Filler Neck; 10591D 

Green. 

2001-2000 OE Equivalent Fuel Cap; W/Threaded Filler Neck 10817 

2001-2000 Regular Diesel Only Keyed Alike Fuel Cap; 17591D 

W/Threaded Filler Neck; Green. 

2001-2000 Regular Keyed Alike Fuel Cap; W/Threaded Filler Neck. 17591 

2001-2000 Regular Locking Fuel Cap; W/Threaded Filler Neck 10591 

2001-1999 Diesel Only Fuel Cap; W/O Threaded Filler Neck; 10832D 

Green. 

2001-1999 Diesel Only Keyed Alike Fuel Cap; W/O Threaded Filler 17502D 

Neck; Green. 

2001-1999 Diesel Only Locking Fuel Cap; W/O Threaded Filler 10502D 

Neck; Green. 

2001-1999 Diesel Only Pre-Release Fuel Cap; W/Threaded Filler 10819D 

Neck; Green 

2001-1999 Diesel Only Pre-Release Locking Fuel Cap; 10501D 

W/Threaded Filler Neck; Green. 

2001-1999 OE Equivalent Fuel Cap; W/O Threaded Filler Neck. 10832 

2001 -1999 Pre-Release Diesel Only Keyed Alike Fuel Cap; 17501D 

W/Threaded Filler Neck; Green. 

2001-1999 Pre-Release Fuel Cap; W/Threaded Filler Neck. 10819 

2001-1999 Pre-Release Keyed Alike Fuel Cap; W/Threaded Filler 17501 

Neck. 

2001-1999 Pre-Release Locking Fuel Cap; W/Threaded Filler Neck 10501 

2001-1999 Regular Keyed Alike Fuel Cap; W/O Threaded Filler 17502 

Neck. 

2001-1999 Regular Locking Fuel Cap; W/O Threaded Filler Neck 10502 

V-10 6.8L 

2017-2004 OE Equivalent Fuel Cap 10840 

2017-1999 OE Type Radiator Cap 10238 

2016-2009 Oil Filler Cap 10117 

2015-2004 Regular Keyed Alike Fuel Cap 17510 

2015-2004 Regular Locking Fuel Cap 10510 

2008 Oil Filler Cap; W/O Threaded Filler Neck 10117 

2008 Oil Filler Cap; W/Threaded Filler Neck 10081 

2007 Oil Filler Cap. 10081 

2006-2004 Oil Filler Cap 10117 

2003-2002 OE Equivalent Fuel Cap; W/O Stripped Chassis. 10832 

2003-2002 Regular Keyed Alike Fuel Cap; W/O Stripped Chassis.. 17502 

2003-2002 Regular Locking Fuel Cap; W/O Stripped Chassis 10502 


RSI 


Application 

Part 

Number 

PSI 

Ford- 

Continued 



1 E-350 Super Duty - Continued 

V-10 6.8L 

- Continued 



2003-1999 

Oil Filler Cap. 

10081 


2001 

OE Equivalent Fuel Cap; W/O Threaded Fuel Cap 

10832 


2001 

OE Equivalent Fuel Cap; W/Threaded Fuel Cap 

10833 


2001 

Regular Keyed Alike Fuel Cap; W/O Threaded Fuel 

17502 



Cap 



2001 

Regular Keyed Alike Fuel Cap; W/Threaded Fuel Cap.... 

17503 


2001 

Regular Locking Fuel Cap; W/O Threaded Fuel Cap 

10502 


2001 

Regular Locking Fuel Cap; W/Threaded Fuel Cap 

10503 


2000 

Pre-Release Fuel Cap 

10819 


2000 

Pre-Release Keyed Alike Fuel Cap 

17501 


2000 

Pre-Release Locking Fuel Cap. 

10501 


1999 

OE Equivalent Fuel Cap. 

10832 


1999 

Regular Keyed Alike Fuel Cap. 

17502 


1999 

Regular Locking Fuel Cap. 

10502 


V-10 6.8 LCNG 



2016-2010 

OE Equivalent Fuel Cap. 

10840 


2015-2010 

Regular Keyed Alike Fuel Cap. 

17510 


2015-2010 

Regular Locking Fuel Cap. 

10510 


2014-2010 

Oil Filler Cap. 

10117 


2014-2010 

OE Type Radiator Cap. 

10238 

16 

V-10 6.8 LLPG 



2016-2010 

OE Equivalent Fuel Cap. 

10840 


2015-2010 

Regular Keyed Alike Fuel Cap. 

17510 


2015-2010 

Regular Locking Fuel Cap. 

10510 


2014-2010 

Oil Filler Cap. 

10117 


2014-2010 

OE Type Radiator Cap. 

10238 

16 

Econoline ! 

V-6 4.2 L 




2003 

OE Equivalent Fuel Cap 

10832 


2003 

Oil Filler Cap. 

10081 


2003 

Regular Keyed Alike Fuel Cap 

17502 


2003 

Regular Locking Fuel Cap 

10502 


2003 

OE Type Radiator Cap. 

10238 

16 

V-8 4.6 L 




2006-2004 

OE Equivalent Fuel Cap 

10840 


2006-2004 

Regular Keyed Alike Fuel Cap 

17510 


2006-2004 

Regular Locking Fuel Cap. 

10510 


2006-2004 

OE Type Radiator Cap. 

10238 

16 

2006 

Oil Filler Cap 

10117 


2005-2004 

Oil Filler Cap 

10081 


V-8 5.4 L 




2006-2004 

OE Equivalent Fuel Cap 

10840 


2006-2004 

Oil Filler Cap. 

10117 


2006-2004 

Regular Keyed Alike Fuel Cap 

17510 


2006-2004 

Regular Locking Fuel Cap 

10510 


2006-1999 

OE Type Radiator Cap 

10238 

16 

2003-2002 

OE Equivalent Fuel Cap; W/O Stripped Chassis 

10832 


2003-2002 

Regular Keyed Alike Fuel Cap; W/O Stripped Chassis.... 

17502 


2003-2002 

Regular Locking Fuel Cap; W/O Stripped Chassis 

10502 


2003-1999 

Oil Filler Cap. 

10081 


2001-2000 

OE Equivalent Fuel Cap; W/O Threaded Filler Neck. 

10832 


2001-2000 

OE Equivalent Fuel Cap; W/Threaded Filler Neck. 

10833 


2001-2000 

Regular Keyed Alike Fuel Cap; W/O Threaded Filler 

17502 



Neck. 



2001-2000 

Regular Keyed Alike Fuel Cap; W/Threaded Filler Neck 

17503 


2001-2000 

Regular Locking Fuel Cap; W/O Threaded Filler Neck 

10502 


2001-2000 

Regular Locking Fuel Cap; W/Threaded Filler Neck 

10503 


1999 

OE Equivalent Fuel Cap 

10832 


1999 

Regular Keyed Alike Fuel Cap 

17502 
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Caps for Passenger Cars and LightTmcks (1995 and Newer) 



Part 


Part 

Application 

Number PSI 

Application 

Number PSI 

Ford - Continued 


Ford - Continued 


1 Econoline - Continued 

1 Escape - Continued 


V-8 5.4 L - Continued 

1999 Regular Locking Fuel Cap. 10502 

Econoline Van 

V-8 4.6 L 

2014-2010 OE Equivalent Fuel Cap 10840 

2014-2010 Oil Filler Cap 10117 

2014-2010 Regular Keyed Alike Fuel Cap. 17510 

2014-2010 Regular Locking Fuel Cap 10510 

2014-2010 OE Type Radiator Cap 10238 16 

Econoline Wagon 

V-8 4.6 L 

2014-2010 OE Equivalent Fuel Cap. 10840 

2014-2010 Oil Filler Cap. 10117 

2014-2010 Regular Keyed Alike Fuel Cap. 17510 

2014-2010 Regular Locking Fuel Cap. 10510 

2014-2010 OE Type Radiator Cap 10238 16 

V-8 5.4 L 

2014-2010 OE Equivalent Fuel Cap. 10840 

2014-2010 Oil Filler Cap. 10117 

2014-2010 Regular Keyed Alike Fuel Cap. 17510 

2014-2010 Regular Locking Fuel Cap. 10510 

2014- 2010 OE Type Radiator Cap. 10238 16 

EcoSport 

4-Cyl 2.0 L 

2012-2010 OE Equivalent Fuel Cap. 10830 

2012-2010 Oil Filler Cap. 10144 

2012-2010 Regular Keyed Alike Fuel Cap. 17591 

2012-2010 Regular Locking Fuel Cap. 10591 

2012- 2010 OE Type Radiator/Coolant Recovery Tank Cap. 10261 20 

2008-2004 OE Equivalent Fuel Cap. 10830 

2008-2004 Oil Filler Cap. 10144 

2008-2004 Regular Keyed Alike Fuel Cap 17591 

2008-2004 Regular Locking Fuel Cap 10591 

2008-2004 OE Type Radiator/Coolant Recovery Tank Cap 10261 20 

Edge 

4-Cyl 2.0 L 

2015- 2012 Regular Locking Fuel Cap. 10524 

2015- 2012 OE Type Radiator Cap 10238 16 

2013- 2012 Oil Filler Cap. 10144 

V-6 2.7 L 

2015 Regular Locking Fuel Cap 10524 

2015 OE Type Radiator Cap 10238 16 

V-6 3.5 L 

2016- 2007 Oil Filler Cap 10117 

2015- 2007 OE Type Radiator Cap 10238 16 

2014- 2011 Regular Locking Fuel Cap 10524 

2010-2007 OE Equivalent Fuel Cap 10840 

2010-2007 Regular Keyed Alike Fuel Cap 17510 

2010-2007 Regular Locking Fuel Cap 10510 

V-6 3.7 L 

2014-2011 Oil Filler Cap 10117 

2014-2011 Regular Locking Fuel Cap 10524 

2014-2011 OE Type Radiator Cap 10238 16 

Escape 

4-Cyl 1.6 L 

2016- 2013 Oil Filler Cap. 10144 

2013 Regular Locking Fuel Cap. 10524 

2013 OE Type Radiator Cap 10262 21 


4-Cyl 2.0 L 

2013 Oil Filler Cap. 10144 

2013 Regular Locking Fuel Cap 10524 

2013 OE Type Radiator Cap 10262 21 

2004-2001 OE Equivalent Fuel Cap. 10832 

2004-2001 Regular Keyed Alike Fuel Cap. 17502 

2004-2001 Regular Locking Fuel Cap 10502 

2004-2001 OE Type Radiator Cap. 10251 17 

2004 Oil Filler Cap. 10144 

2003- 2001 Oil Filler Cap. 10101 

4-Cyl 2.3 L 

2008-2005 OE Equivalent Fuel Cap 10840 

2008-2005 Oil Filler Cap. 10144 

2008-2005 Regular Keyed Alike Fuel Cap. 17510 

2008-2005 Regular Locking Fuel Cap. 10510 

2008-2005 OE Type Radiator Cap. 10251 17 

4-Cyl 2.3 L ELECTRIC/GAS 

2008-2005 OE Equivalent Fuel Cap. 10840 

2008-2005 Oil Filler Cap. 10144 

2008-2005 Regular Keyed Alike Fuel Cap. 17510 

2008-2005 Regular Locking Fuel Cap. 10510 

2008-2005 OE Type Radiator Cap. 10251 17 

4-Cyl 2.5 L 

2016-2011 Oil Filler Cap. 10144 

2013-2009 Regular Locking Fuel Cap 10524 

2013 OE Type Radiator Cap. 10262 21 

2012-2009 OE Type Radiator Cap. 10251 17 

2010 Oil Filler Cap. 10117 

2009 Oil Filler Cap. 10144 

4-Cyl 2.5 L ELECTRIC/GAS 

2012 Regular Locking Fuel Cap. 10524 

2011- 2009 OE Type Radiator Cap. 10251 17 

V-6 3.0 L 

2012- 2009 Regular Locking Fuel Cap 10524 

2012-2001 Oil Filler Cap. 10117 

2012-2001 OE Type Radiator Cap. 10251 17 

2008-2005 OE Equivalent Fuel Cap. 10840 

2008-2005 Regular Keyed Alike Fuel Cap. 17510 

2008-2005 Regular Locking Fuel Cap 10510 

2004- 2001 OE Equivalent Fuel Cap. 10832 

2004-2001 Regular Keyed Alike Fuel Cap 17502 

2004-2001 Regular Locking Fuel Cap 10502 

V-6 3.0 L FLEX 

2012-2010 Oil Filler Cap. 10117 

2012-2010 Regular Locking Fuel Cap 10524 

2012-2010 OE Type Radiator Cap 10251 17 

Escort 

4-Cyl 1.8 L 

1996-1995 Oil Filler Cap. 10082 

1996-1995 Pre-Release Fuel Cap 10819 

1996-1995 Pre-Release Keyed Alike Fuel Cap 17501 

1996-1995 Pre-Release Locking Fuel Cap. 10501 

1996-1995 OE Type Radiator/Coolant Recovery Tank Cap. 10227 13 

1996-1995 Safety Release Radiator Cap. ✓10327 13 

4-Cyl 1.9 L 

1996-1995 Oil Filler Cap. 10081 

1996-1995 Pre-Release Fuel Cap 10819 

1996-1995 Pre-Release Keyed Alike Fuel Cap 17501 

1996-1995 Pre-Release Locking Fuel Cap. 10501 


✓Check hood clearance prior to Installing this cap 
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Caps for Passenger Cars and LightTrucks (1995 and Newer) 


Application 


Part 

Number 

PSI 

Ford - 

Continued 



Escort - 

Continued 



4-Cyl 1.9 L 

- Continued 



1996-1995 

OE Type Radiator/Coolant Recovery Tank Cap 

10227 

13 

1996-1995 

Safety Release Radiator Cap 

✓10327 

13 

4-Cyl 2.0 L 


2003-2001 

Oil Filler Cap 

10101 


2003-1998 

OE Equivalent Fuel Cap 

10832 


2003-1998 

Regular Keyed Alike Fuel Cap 

17502 


2003-1998 

Regular Locking Fuel Cap. 

10502 


2003-1997 

OE Type Radiator/Coolant Recovery Tank Cap 

10233 

16 

2003-1997 

Safety Release Radiator Cap 

✓10333 

16 

2001-2000 

Oil Filler Cap 

10117 

1999 

Oil Filler Cap 

10081 


1998 

Oil Filler Cap 

10134 


1997 

Oil Filler Cap 

10081 


1997 

Pre-Release Fuel Cap. 

10819 


1997 

Pre-Release Keyed Alike Fuel Cap 

17501 


1997 

Pre-Release Locking Fuel Cap. 

10501 


Excursion 

V-8 5.4 L 

2005-2000 

OE Equivalent Fuel Cap 

10832 


2005-2000 

Oil Filler Cap. 

10081 


2005-2000 

Regular Keyed Alike Fuel Cap. 

17502 


2005-2000 

Regular Locking Fuel Cap. 

10502 


2005-2000 

OE TvDe Radiator CaD 

10238 

16 

V-8 6.0 L DIESEL 

2005-2003 

Diesel Only Fuel Cap; W/Threaded Filler Neck; Green... 

10830D 


2005-2003 

Diesel Only Locking Fuel Cap; W/Threaded Filler Neck; 
Green. 

10591D 


2005-2003 

Diesel Only Pre-Release Fuel Cap; W/Threaded Filler 
Neck; Green 

10819D 


2005-2003 

Diesel Only Pre-Release Locking Fuel Cap; 

W/Threaded Filler Neck; Green. 

10501D 


2005-2003 

OE Equivalent Fuel Cap; W/Threaded Filler Neck 

10817 


2005-2003 

Oil Filler Cap 

10081 


2005-2003 

Pre-Release Diesel Only Keyed Alike Fuel Cap; 
W/Threaded Filler Neck; Green. 

17501D 


2005-2003 

Pre-Release Fuel Cap; W/Threaded Filler Neck. 

10819 


2005-2003 

Pre-Release Keyed Alike Fuel Cap; W/Threaded Filler 
Neck. 

17501 


2005-2003 

Pre-Release Locking Fuel Cap; W/Threaded Filler Neck 

10501 


2005-2003 

Regular Diesel Only Keyed Alike Fuel Cap; 

W/Threaded Filler Neck; Green. 

17591D 


2005-2003 

Regular Keyed Alike Fuel Cap; W/Threaded Filler Neck 

17591 


2005-2003 

Regular Locking Fuel Cap; W/Threaded Filler Neck 

10591 


2005-2003 

OE TvDe Radiator CaD 

10238 

16 

V-8 7.3 L DIESEL 

2003-2001 

Diesel Only Fuel Cap; W/Threaded Filler Neck; Green... 

10830D 


2003-2001 

Diesel Only Locking Fuel Cap; W/Threaded Filler Neck; 
Green. 

10591D 


2003-2001 

Diesel Only Pre-Release Fuel Cap; W/Threaded Filler 
Neck; Green.. .. 

10819D 


2003-2001 

Diesel Only Pre-Release Locking Fuel Cap; 

W/Threaded Filler Neck; Green. 

10501D 


2003-2001 

OE Equivalent Fuel Cap; W/Threaded Filler Neck. 

10817 


2003-2001 

Pre-Release Diesel Only Keyed Alike Fuel Cap; 
W/Threaded Filler Neck; Green. 

17501D 


2003-2001 

Pre-Release Fuel Cap; W/Threaded Filler Neck 

10819 


2003-2001 

Pre-Release Keyed Alike Fuel Cap; W/Threaded Filler 
Neck. 

17501 


2003-2001 

Pre-Release Locking Fuel Cap; W/Threaded Filler Neck 

10501 


2003-2001 

Regular Diesel Only Keyed Alike Fuel Cap; 

W/Threaded Filler Neck; Green. 

17591D 


2003-2001 

Regular Keyed Alike Fuel Cap; W/Threaded Filler Neck. 

17591 



Application 


Part 

Number 


PSI 


Ford- 

Continued 



| Excursion - Continued 

V-8 7.3 L DIESEL-Continued 



2003-2001 

Regular Locking Fuel Cap; W/Threaded Filler Neck. 

10591 


2003-2000 

Oil Filler Cap. 

10081 


2003-2000 

OE Type Radiator Cap. 

10238 

16 

2002-2001 

Diesel Only Fuel Cap; W/O Threaded Filler Neck; 

Green. 

10832D 


2002-2001 

Diesel Only Keyed Alike Fuel Cap; W/O Threaded Filler 
Neck; Green 

17502D 


2002-2001 

Diesel Only Locking Fuel Cap; W/O Threaded Filler 

Neck; Green. 

10502D 


2002-2001 

OE Equivalent Fuel Cap; W/O Threaded Filler Neck. 

10832 


2002-2001 

Regular Keyed Alike Fuel Cap; W/O Threaded Filler 

Neck. 

17502 


2002-2001 

Regular Locking Fuel Cap; W/O Threaded Filler Neck 

10502 


2000 

Diesel Only Fuel Cap; Green 

10832D 


2000 

Diesel Only Keyed Alike Fuel Cap; Green. 

17502D 


2000 

Diesel Only Locking Fuel Cap; Green. 

10502D 


2000 

OE Equivalent Fuel Cap 

10832 


2000 

Regular Keyed Alike Fuel Cap 

17502 


2000 

Regular Locking Fuel Cap. 

10502 


V-10 6.8L 

2005-2000 

OE Equivalent Fuel Cap 

10832 


2005-2000 

Oil Filler Cap 

10081 


2005-2000 

Regular Keyed Alike Fuel Cap 

17502 


2005-2000 

Regular Locking Fuel Cap. 

10502 


2005-2000 

OE Type Radiator Cap. 

10238 

16 

Expedition 

V-6 3.5 L 

2017-2015 

OE Type Radiator Cap 

10238 

16 

2017 

Regular Locking Fuel Cap 

10524 


2015 

Regular Locking Fuel Cap 

10524 


V-8 4.6 L 

2004-1997 

OE Equivalent Fuel Cap 

10832 


2004-1997 

Regular Keyed Alike Fuel Cap... 

17502 


2004-1997 

Regular Locking Fuel Cap .. .. 

10502 


2004-1997 

OE Type Radiator Cap. 

10238 

16 

2004 

Oil Filler Cap. 

10081 


2003 

Oil Filler Cap. 

10117 


2002-1997 

Oil Filler Cap. 

10081 


V-8 5.4 L 

2014-2010 

Oil Filler Cap. 

10117 


2014-2010 

OE Type Radiator/Coolant Recovery Tank Cap. 

10233 

16 

2014-2010 

Safety Release Radiator Cap. 

10333 

16 

2013-2010 

Regular Locking Fuel Cap. 

10524 


2008-2005 

OE Equivalent Fuel Cap. 

10840 


2008-2005 

Oil Filler Cap. 

10117 


2008-2005 

Regular Keyed Alike Fuel Cap. 

17510 


2008-2005 

Regular Locking Fuel Cap. 

10510 


2008-1997 

OE Type Radiator Cap. 

10238 

16 

2008 

OE Type Radiator/Coolant Recovery Tank Cap 

10233 

16 

2004-1997 

OE Equivalent Fuel Cap 

10832 


2004-1997 

Regular Keyed Alike Fuel Cap 

17502 


2004-1997 

Regular Locking Fuel Cap. 

10502 


2004 

Oil Filler Cap; W/O Threaded Filler Neck 

10117 


2004 

Oil Filler Cap; W/Threaded Filler Neck. 

10081 


2003-1997 

Oil Filler Cap 

10081 


V-8 5.4 L FLEX 



2014-2010 

Safety Release Radiator Cap 

10333 

16 

2014-2009 

Oil Filler Cap. 

10117 


2014-2009 

Regular Locking Fuel Cap. 

10524 


2014-2009 

OE Type Radiator/Coolant Recovery Tank Cap 

10233 

16 


✓Check hood clearance prior to installing this cap 
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Caps for Passenger Cars and LightTmcks (1995 and Newer) 



Part 


Part 

Application 

Number PSI 

Application 

Number PSI 

Ford - Continued 


Ford - Continued 


1 Explorer 

1 Explorer-Continued 


V-6 4.0 L FLEX-Continued 


4-Cyl 2.0 L 

2015-2012 Regular Locking Fuel Cap 10524 

2015- 2012 OE Type Radiator Cap 10238 16 

2013-2012 Oil Filler Cap. 10144 

4-Cyl 2.3 L 

2017-2016 OE Type Radiator Cap 10238 16 

2017 Regular Locking Fuel Cap 10524 

V-6 3.5 L 

2017-2011 OE Type Radiator Cap 10238 16 

2017 Regular Locking Fuel Cap 10524 

2016- 2011 Oil Filler Cap. 10117 

2015-2011 Regular Locking Fuel Cap. 10524 

V-6 4.0 L 

2010-2009 Regular Locking Fuel Cap. 10524 

2010-2006 OE Type Radiator/Coolant Recovery Tank/Coolant 10267 20 

Water Outlet Cap. 

2010-2002 Oil Filler Cap. 10117 

2008-2005 OE Equivalent Fuel Cap. 10840 

2008-2005 Regular Keyed Alike Fuel Cap. 17510 

2008-2005 Regular Locking Fuel Cap. 10510 

2005-2002 OE Type Radiator Cap. 10238 16 

2005 OE Type Radiator/Coolant Recovery Tank/Coolant 10267 20 

Water Outlet Cap; From 19/07/2005. 

2004 OE Equivalent Fuel Cap; For Black Bottom O.E. Cap. 10832 

2004 OE Equivalent Fuel Cap; For White Bottom O.E. Cap 10840 

W/Orange O-Ring Seal 

2004 Regular Keyed Alike Fuel Cap; For Black Bottom O.E. 17502 

Cap. 

2004 Regular Keyed Alike Fuel Cap; For White Bottom O.E. 17510 

Cap W/Orange O-Ring Seal. 

2004 Regular Locking Fuel Cap; For Black Bottom O.E. Cap. 10502 

2004 Regular Locking Fuel Cap; For White Bottom O.E. Cap 10510 

W/Orange O-Ring Seal. 

2003-1997 OE Equivalent Fuel Cap. 10832 

2003-1997 Regular Keyed Alike Fuel Cap 17502 

2003-1997 Regular Locking Fuel Cap. 10502 

2001-1995 OE Type Radiator/Coolant Recovery Tank Cap 10233 16 


2001-1995 Safety Release Radiator Cap ✓10333 16 


2001 Oil FillerCap; Dec. 31,2000 & Older 10101 

2000-1995 Oil Filler Cap 10081 

2000 Oil Filler Cap 10101 

1996 OE Equivalent Fuel Cap 10833 

1996 Regular Keyed Alike Fuel Cap 17503 

1996 Regular Locking Fuel Cap 10503 

1995 Pre-Release Fuel Cap. 10819 

1995 Pre-Release Keyed Alike Fuel Cap 17501 

1995 Pre-Release Locking Fuel Cap. 10501 

V-6 4.0 L FLEX 

2005-2002 Oil FillerCap. 10117 

2005-2002 OE Type Radiator Cap 10238 16 

2005 Flex Fuel Keyed Alike Fuel Cap; Yellow. 17510Y 

2005 Flex Fuel Regular Fuel Cap; Yellow. 10840Y 

2005 Flex Fuel Regular Locking Fuel Cap; Yellow. 10510Y 

2005 OE Equivalent Fuel Cap. 10840 

2005 Regular Keyed Alike Fuel Cap. 17510 

2005 Regular Locking Fuel Cap. 10510 

2004 Flex Fuel Keyed Alike Fuel Cap; For Black Bottom O.E. 17502Y 

Cap; Yellow. 

2004 Flex Fuel Keyed Alike Fuel Cap; For White Bottom O.E. 17510Y 

Cap W/Orange O-Ring Seal; Yellow. 

2004 Flex Fuel Regular Fuel Cap; For Black Bottom O.E. 10832Y 

Cap; Yellow. 


2004 Flex Fuel Regular Fuel Cap; For White Bottom O.E. 10840Y 

Cap W/Orange O-Ring Seal; Yellow 

2004 Flex Fuel Regular Locking Fuel Cap; For Black Bottom 10502Y 

O.E. Cap; Yellow. 

2004 Flex Fuel Regular Locking Fuel Cap; For White Bottom 10510Y 

O.E. Cap W/Orange O-Ring Seal; Yellow. 

2004 OE Equivalent Fuel Cap; For Black Bottom O.E. Cap. 10832 

2004 OE Equivalent Fuel Cap; For White Bottom O.E. Cap 10840 

W/Orange O-Ring Seal. 

2004 Regular Keyed Alike Fuel Cap; For Black Bottom O.E. 17502 

Cap. 

2004 Regular Keyed Alike Fuel Cap; For White Bottom O.E. 17510 

Cap W/Orange O-Ring Seal. 

2004 Regular Locking Fuel Cap; For Black Bottom O.E. Cap.. 10502 

2004 Regular Locking Fuel Cap; For White Bottom O.E. Cap 10510 

W/Orange O-Ring Seal. 

2003-2002 Flex Fuel Keyed Alike Fuel Cap; Yellow. 17502Y 

2003-2002 Flex Fuel Regular Fuel Cap; Yellow. 10832Y 

2003-2002 Flex Fuel Regular Locking Fuel Cap; Yellow 10502Y 

2003-2002 OE Equivalent Fuel Cap. 10832 

2003-2002 Regular Keyed Alike Fuel Cap. 17502 

2003-2002 Regular Locking Fuel Cap. 10502 

V-8 4.6 L 

2010-2009 Regular Locking Fuel Cap. 10524 

2010-2006 OE Type Radiator/Coolant Recovery Tank/Coolant 10267 20 

Water Outlet Cap. 

2010-2003 Oil Filler Cap 10117 

2008-2005 OE Equivalent Fuel Cap 10840 

2008-2005 Regular Keyed Alike Fuel Cap 17510 

2008-2005 Regular Locking Fuel Cap 10510 

2005-2002 OE Type Radiator Cap 10238 16 

2005 OE Type Radiator/Coolant Recovery Tank/Coolant 10267 20 

Water Outlet Cap; From 19/07/2005. 

2004 OE Equivalent Fuel Cap; For Black Bottom O.E. Cap. 10832 

2004 OE Equivalent Fuel Cap; For White Bottom O.E. Cap 10840 

W/Orange O-Ring Seal. 

2004 Regular Keyed Alike Fuel Cap; For Black Bottom O.E. 17502 

Cap. 

2004 Regular Keyed Alike Fuel Cap; For White Bottom O.E. 17510 

Cap W/Orange O-Ring Seal 

2004 Regular Locking Fuel Cap; For Black Bottom O.E. Cap 10502 

2004 Regular Locking Fuel Cap; For White Bottom O.E. Cap 10510 

W/Orange O-Ring Seal 

2003-2002 OE Equivalent Fuel Cap 10832 

2003-2002 Regular Keyed Alike Fuel Cap. 17502 

2003-2002 Regular Locking Fuel Cap. 10502 

2002 Oil Filler Cap. 10081 

V-8 5.0 L 

2001-1999 OE Type Radiator/Coolant Recovery Tank Cap. 10233 16 

2001-1999 Safety Release Radiator Cap. tK10333 16 

2001-1997 OE Equivalent Fuel Cap. 10832 

2001-1997 Regular Keyed Alike Fuel Cap. 17502 

2001-1997 Regular Locking Fuel Cap 10502 

2001-1996 Oil Filler Cap. 10081 

1998 OE Type Radiator Cap. 10229 13 

1998 Safety Release Radiator Cap. 10329 13 

1997-1996 OE Type Radiator/Coolant Recovery Tank Cap. 10233 16 

1997-1996 Safety Release Radiator Cap. ✓10333 16 

1996 OE Equivalent Fuel Cap. 10833 

1996 Regular Keyed Alike Fuel Cap. 17503 

1996 Regular Locking Fuel Cap 10503 


✓Check hood clearance prior to installing this cap 
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Caps for Passenger Cars and LightTrucks (1995 and Newer) 


Application 

Part 

Number PSI 

Application 

Part 

Number PSI 

Ford - Continued 


Ford - Continued 


1 Explorer Sport Trac 

lF-100 Ranger - Continued 


V-64.0L 


2010-2007 

OE Equivalent Fuel Cap 

10840 


2010-2007 

Oil Filler Cap. 

10117 


2010-2007 

Regular Keyed Alike Fuel Cap. 

17510 


2010-2007 

Regular Locking Fuel Cap. 

10510 


2010-2007 

OE Type Radiator/Coolant Recovery Tank/Coolant 

Water Outlet Cap 

10267 

20 

2005-2002 

Oil Filler Cap 

10117 


2005-2001 

OE Type Radiator/Coolant Recovery Tank Cap 

10233 

16 

2005-2001 

Safety Release Radiator Cap 

✓10333 

16 

2005 

OE Equivalent Fuel Cap 

10840 


2005 

Regular Keyed Alike Fuel Cap. 

17510 


2005 

Regular Locking Fuel Cap. 

10510 


2004 

OE Equivalent Fuel Cap; For Black Bottom O.E. Cap. 

10832 


2004 

OE Equivalent Fuel Cap; For White Bottom O.E. Cap 
W/Orange O-Ring Seal . 

10840 


2004 

Regular Keyed Alike Fuel Cap; For Black Bottom O.E. 
Cap. 

17502 


2004 

Regular Keyed Alike Fuel Cap; For White Bottom O.E. 
Cap W/Orange O-Ring Seal 

17510 


2004 

Regular Locking Fuel Cap; For Black Bottom O.E. Cap 

10502 


2004 

Regular Locking Fuel Cap; For White Bottom O.E. Cap 
W/Orange O-Ring Seal 

10510 


2003-2001 

OE Equivalent Fuel Cap 

10832 


2003-2001 

Regular Keyed Alike Fuel Cap. 

17502 


2003-2001 

Regular Locking Fuel Cap. 

10502 


2001 

Oil Filler Cap; Dec. 31, 2000 & Older. 

10101 


V-6 4.0 L FLEX 



2005-2004 

Oil Filler Cap. 

10117 


2005-2004 

OE Type Radiator/Coolant Recovery Tank Cap. 

10233 

16 

2005-2004 

Safety Release Radiator Cap. 

✓10333 

16 

2005 

OE Equivalent Fuel Cap. 

10840 

2005 

Regular Keyed Alike Fuel Cap. 

17510 


2005 

Regular Locking Fuel Cap. 

10510 


2004 

OE Equivalent Fuel Cap; For Black Bottom O.E. Cap.. 

10832 


2004 

OE Equivalent Fuel Cap; For White Bottom O.E. Cap 
W/Orange O-Ring Seal 

10840 


2004 

Regular Keyed Alike Fuel Cap; For Black Bottom O.E. 
Cap. 

17502 


2004 

Regular Keyed Alike Fuel Cap; For White Bottom O.E. 
Cap W/Orange O-Ring Seal. 

17510 


2004 

Regular Locking Fuel Cap; For Black Bottom O.E. Cap. 

10502 


2004 

Regular Locking Fuel Cap; For White Bottom O.E. Cap 
W/Orange O-Ring Seal. 

10510 


V-84.6L 

2010-2007 

OE Equivalent Fuel Cap. 

10840 


2010-2007 

Oil Filler Cap. 

10117 


2010-2007 

Regular Keyed Alike Fuel Cap. 

17510 


2010-2007 

Regular Locking Fuel Cap. 

10510 


2010-2007 

OE Type Radiator/Coolant Recovery Tank/Coolant 

Water Outlet Cap. 

10267 

20 





F-100 Ranger 

4-Cyl 2.3 L 

2001 

OE Equivalent Fuel Cap 

10832 


2001 

Oil Filler Cap 

10117 


2001 

Regular Keyed Alike Fuel Cap. 

17502 


2001 

Regular Locking Fuel Cap. 

10502 


2001 

OE Type Radiator/Coolant Recovery Tank Cap; Early.... 

10233 

16 

2001 

OE Type Radiator Cap; Late 

10238 

16 

2001 

Safety Release Radiator Cap; Early 

✓10333 

16 

1997-1996 

Oil Filler Cap 

10081 


1997-1996 

Pre-Release Fuel Cap. 

10819 



4-Cyl 2.3 L - Continued 

1997-1996 Pre-Release Keyed Alike Fuel Cap 17501 

1997-1996 Pre-Release Locking Fuel Cap. 10501 

1997-1996 OE Type Radiator Cap 10229 13 

1997- 1996 Safety Release Radiator Cap 10329 13 

4-Cyl 2.5 L 

1998 Oil Filler Cap 10081 

1998 Pre-Release Fuel Cap 10819 

1998 Pre-Release Keyed Alike Fuel Cap 17501 

1998 Pre-Release Locking Fuel Cap 10501 

1998 OE Type Radiator/Coolant Recovery Tank Cap 10233 16 

1998 Safety Release Radiator Cap tK10333 16 

V-6 3.0 L 

2001-1999 OE Equivalent Fuel Cap. 10832 

2001-1999 Regular Keyed Alike Fuel Cap. 17502 

2001-1999 Regular Locking Fuel Cap 10502 

2001-1997 OE Type Radiator/Coolant Recovery Tank Cap. 10233 16 

2001-1997 Safety Release Radiator Cap. tK10333 16 

2001 Oil Filler Cap. 10117 

2000-1997 Oil Filler Cap. 10081 

1998- 1997 Pre-Release Fuel Cap 10819 

1998-1997 Pre-Release Keyed Alike Fuel Cap. 17501 

1998-1997 Pre-Release Locking Fuel Cap. 10501 

F-150 

6-Cyl 4.9 L 

1996-1995 Oil Filler Cap. 10081 

1996-1995 Pre-Release Fuel Cap. 10819 

1996-1995 Pre-Release Keyed Alike Fuel Cap 17501 

1996-1995 Pre-Release Locking Fuel Cap. 10501 

1996-1995 OE Type Radiator Cap. 10229 13 

1996-1995 Safety Release Radiator Cap. 10329 13 

6-Cyl 4.9 L BI-FUEL 

1996-1995 Oil Filler Cap. 10081 

1996-1995 Pre-Release Fuel Cap 10819 

1996-1995 Pre-Release Keyed Alike Fuel Cap 17501 

1996-1995 Pre-Release Locking Fuel Cap 10501 

1996-1995 OE Type Radiator Cap 10229 13 

1996-1995 Safety Release Radiator Cap 10329 13 

V-6 3.5 L 

2016-2015 Oil Filler Cap 10117 

2014-2011 Regular Locking Fuel Cap 10524 

2014-2011 OE Type Radiator Cap 10238 16 

2013- 2011 Oil Filler Cap. 10117 

V-6 3.7 L 

2014- 2011 Oil Filler Cap 10117 

2014-2011 OE Type Radiator Cap 10238 16 

2013- 2011 Regular Locking Fuel Cap 10524 

V-6 3.7 L CNG 

2014 Oil Filler Cap. 10117 

2014 Regular Locking Fuel Cap. 10524 

2014 OE Type Radiator Cap. 10238 16 

V-6 3.7 L FLEX 

2014- 2011 Oil Filler Cap 10117 

2014-2011 Regular Locking Fuel Cap 10524 

2014-2011 OE Type Radiator Cap. 10238 16 

V-6 3.7 L LPG 

2014 Oil Filler Cap. 10117 

2014 Regular Locking Fuel Cap 10524 

2014 OE Type Radiator Cap. 10238 16 


✓Check hood clearance prior to installing this cap 
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Caps for Passenger Cars and LightTmcks (1995 and Newer) 


Part 

Number PSI 


Ford - Continued Ford - Continued 


Application 


Part 

Number 


PSI 


Application 


F-150-Continued 

V-64.2L 

2008-2005 OE Equivalent Fuel Cap 10840 

2008-2005 Regular Keyed Alike Fuel Cap 17510 

2008-2005 Regular Locking Fuel Cap 10510 

2008-1997 Oil Filler Cap. 10081 

2008-1997 OE Type Radiator Cap 10238 16 

2004 OE Equivalent Fuel Cap; For Black Bottom O.E. Cap 10832 

2004 OE Equivalent Fuel Cap; For White Bottom O.E. Cap 10840 

W/Orange O-Ring Seal. 

2004 Regular Keyed Alike Fuel Cap; For Black Bottom O.E. 17502 

Cap. 

2004 Regular Keyed Alike Fuel Cap; For White Bottom O.E. 17510 

Cap W/Orange O-Ring Seal. 

2004 Regular Locking Fuel Cap; For Black Bottom O.E. Cap 10502 

2004 Regular Locking Fuel Cap; For White Bottom O.E. Cap 10510 

W/Orange O-Ring Seal 

2003-1998 OE Equivalent Fuel Cap 10832 

2003-1998 Regular Keyed Alike Fuel Cap 17502 

2003-1998 Regular Locking Fuel Cap 10502 

1997 OE Equivalent Fuel Cap; W/O Threaded Filler Neck 10832 

1997 OE Equivalent Fuel Cap; W/Threaded Filler Neck. 10833 

1997 Regular Keyed Alike Fuel Cap; W/O Threaded Filler 17502 

Neck. 

1997 Regular Keyed Alike Fuel Cap; W/Threaded Filler Neck 17503 

1997 Regular Locking Fuel Cap; W/O Threaded Filler Neck. 10502 

1997 Regular Locking Fuel Cap; W/Threaded Filler Neck. 10503 

V-84.6L 

2010-2009 Regular Locking Fuel Cap. 10524 

2010-2009 OE Type Radiator/Coolant Recovery Tank Cap. 10233 16 

2010-2004 Oil Filler Cap. 10117 

2010 Safety Release Radiator Cap. 10333 16 

2008-2005 OE Equivalent Fuel Cap. 10840 

2008-2005 Regular Keyed Alike Fuel Cap. 17510 

2008-2005 Regular Locking Fuel Cap. 10510 

2008-1997 OE Type Radiator Cap 10238 16 

2008 OE Type Radiator/Coolant Recovery Tank Cap; From 10233 16 

18/08/2008 

2004 OE Equivalent Fuel Cap; For Black Bottom O.E. Cap 10832 

2004 OE Equivalent Fuel Cap; For White Bottom O.E. Cap 10840 

W/Orange O-Ring Seal. 

2004 Regular Keyed Alike Fuel Cap; For Black Bottom O.E. 17502 

Cap. 

2004 Regular Keyed Alike Fuel Cap; For White Bottom O.E. 17510 

Cap W/Orange O-Ring Seal. 

2004 Regular Locking Fuel Cap; For Black Bottom O.E. Cap. 10502 

2004 Regular Locking Fuel Cap; For White Bottom O.E. Cap 10510 

W/Orange O-Ring Seal 

2003-1998 OE Equivalent Fuel Cap 10832 

2003-1998 Regular Keyed Alike Fuel Cap 17502 

2003-1998 Regular Locking Fuel Cap 10502 

2003-1997 Oil Filler Cap. 10081 

1997 OE Equivalent Fuel Cap; W/O Threaded Filler Neck 10832 

1997 OE Equivalent Fuel Cap; W/Threaded Filler Neck 10833 

1997 Regular Keyed Alike Fuel Cap; W/O Threaded Filler 17502 

Neck. 

1997 Regular Keyed Alike Fuel Cap; W/Threaded Filler Neck 17503 

1997 Regular Locking Fuel Cap; W/O Threaded Filler Neck.... 10502 

1997 Regular Locking Fuel Cap; W/Threaded Filler Neck. 10503 

V-8 5.0 L 

2016-2011 Oil Filler Cap. 10117 

2014-2011 OE Type Radiator Cap. 10238 16 

2013-2011 Regular Locking Fuel Cap. 10524 

1996-1995 Oil Filler Cap. 10081 


F-150 - Continued 

V-8 5.0 L - Continued 

1996-1995 Pre-Release Fuel Cap 10819 

1996-1995 Pre-Release Keyed Alike Fuel Cap 17501 

1996-1995 Pre-Release Locking Fuel Cap 10501 

1996-1995 OE Type Radiator Cap 10229 13 

1996-1995 Safety Release Radiator Cap. 10329 13 

V-8 5.0 L FLEX 

2014-2011 Oil Filler Cap. 10117 

2014-2011 Regular Locking Fuel Cap 10524 

2014-2011 OE Type Radiator Cap. 10238 16 

V-8 5.4 L 

2008-2006 Oil Filler Cap. 10117 

2008-2005 OE Equivalent Fuel Cap. 10840 

2008-2005 Regular Keyed Alike Fuel Cap. 17510 

2008-2005 Regular Locking Fuel Cap 10510 

2008-1997 OE Type Radiator Cap. 10238 16 

2008 OE Type Radiator/Coolant Recovery Tank Cap; From 10233 16 

18/08/2008. 

2005-2003 Oil Filler Cap; W/O Threaded Filler Neck. 10117 

2005-2003 Oil Filler Cap; W/Threaded Filler Neck. 10081 

2004 OE Equivalent Fuel Cap; For Black Bottom O.E. Cap. 10832 

2004 OE Equivalent Fuel Cap; For White Bottom O.E. Cap 10840 

W/Orange O-Ring Seal 

2004 Regular Keyed Alike Fuel Cap; For Black Bottom O.E. 17502 

Cap. 

2004 Regular Keyed Alike Fuel Cap; For White Bottom O.E. 17510 

Cap W/Orange O-Ring Seal. 

2004 Regular Locking Fuel Cap; For Black Bottom O.E. Cap.. 10502 

2004 Regular Locking Fuel Cap; For White Bottom O.E. Cap 10510 

W/Orange O-Ring Seal. 

2003-2002 OE Equivalent Fuel Cap; W/O Threaded Filler Neck. 10832 

2003-2002 Pre-Release Fuel Cap; W/Threaded Filler Neck. 10819 

2003-2002 Pre-Release Keyed Alike Fuel Cap; W/Threaded Filler 17501 

Neck. 

2003-2002 Pre-Release Locking Fuel Cap; W/Threaded Filler Neck 10501 

2003-2002 Regular Keyed Alike Fuel Cap; W/O Threaded Filler 17502 

Neck 

2003-2002 Regular Locking Fuel Cap; W/O Threaded Filler Neck 10502 

2002- 1997 Oil Filler Cap 10081 

2001 OE Equivalent Fuel Cap 10832 

2001 Regular Keyed Alike Fuel Cap. 17502 

2001 Regular Locking Fuel Cap 10502 

2000 OE Equivalent Fuel Cap; W/O Threaded Filler Neck. 10832 

2000 Pre-Release Fuel Cap; W/Threaded Filler Neck. 10819 

2000 Pre-Release Keyed Alike Fuel Cap; W/Threaded Filler 17501 

Neck. 

2000 Pre-Release Locking Fuel Cap; W/Threaded Filler Neck 10501 

2000 Regular Keyed Alike Fuel Cap; W/O Threaded Filler 17502 

Neck. 

2000 Regular Locking Fuel Cap; W/O Threaded Filler Neck.... 10502 

1999-1998 OE Equivalent Fuel Cap. 10832 

1999-1998 Regular Keyed Alike Fuel Cap. 17502 

1999-1998 Regular Locking Fuel Cap 10502 

1997 OE Equivalent Fuel Cap; W/O Threaded Filler Neck 10832 

1997 OE Equivalent Fuel Cap; W/Threaded Filler Neck 10833 

1997 Regular Keyed Alike Fuel Cap; W/O Threaded Filler 17502 

Neck. 

1997 Regular Keyed Alike Fuel Cap; W/Threaded Filler Neck. 17503 

1997 Regular Locking Fuel Cap; W/O Threaded Filler Neck.... 10502 

1997 Regular Locking Fuel Cap; W/Threaded Filler Neck. 10503 

V-8 5.4 L BI-FUEL 

2003- 2002 OE Equivalent Fuel Cap; W/O Threaded Filler Neck. 10832 

2003-2002 Pre-Release Fuel Cap; W/Threaded Filler Neck. 10819 
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Caps for Passenger Cars and LightTrucks (1995 and Newer) 


Application 

Part 

Number 

PSI 

Application 

Part 

Number 

PSI 

Ford - 

Continued 



Ford- 

Continued 



F-150 - 

Continued 



F-150- 

Continued 



V-8 5.4 L BI-FUEL-Continued 



V-8 5.4 L CNG - Continued 



2003-2002 

Pre-Release Keyed Alike Fuel Cap; W/Threaded Filler 

17501 


2000 

Pre-Release Locking Fuel Cap; W/Threaded Filler Neck 

10501 



Neck. 



2000 

Regular Keyed Alike Fuel Cap; W/O Threaded Filler 

17502 


2003-2002 

Pre-Release Locking Fuel Cap; W/Threaded Filler Neck 

10501 



Neck. 



2003-2002 

Regular Keyed Alike Fuel Cap; W/O Threaded Filler 

17502 


2000 

Regular Locking Fuel Cap; W/O Threaded Filler Neck. 

10502 



Neck. 



1998 

OE Equivalent Fuel Cap 

10832 


2003-2002 

Regular Locking Fuel Cap; W/O Threaded Filler Neck.... 

10502 


1998 

Oil Filler Cap. 

10081 


2003-1998 

OE Type Radiator Cap. 

10238 

16 

1998 

Regular Keyed Alike Fuel Cap 

17502 


2003 

Oil Filler Cap; W/O Threaded Filler Neck. 

10117 


1998 

Regular Locking Fuel Cap. 

10502 


2003 

Oil Filler Cap; W/Threaded Filler Neck. 

10081 


1998 

OE Type Radiator Cap 

10238 

16 

2002-1998 

Oil Filler Cap. 

10081 


V-8 5.4 L FLEX 



2002 

Flex Fuel Keyed Alike Fuel Cap; W/O Threaded Filler 
Neck; Yellow. 

17502Y 


2010-2009 

Regular Locking Fuel Cap. 

10524 


2002 

Flex Fuel Regular Fuel Cap; W/O Threaded Filler Neck; 

10832Y 


2010-2009 

OE Type Radiator/Coolant Recovery Tank Cap 

10233 

16 


Yellow 



2010-2006 

Oil Filler Cap 

10117 


2002 

Flex Fuel Regular Locking Fuel Cap; W/O Threaded 

10502Y 


2010 

Safety Release Radiator Cap. 

10333 

16 


Filler Neck; Yellow 



2008-2006 

OE Equivalent Fuel Cap. 

10840 


2001 

Flex Fuel Keyed Alike Fuel Cap; Yellow 

17502Y 


2008-2006 

Regular Keyed Alike Fuel Cap. 

17510 


2001 

Flex Fuel Regular Fuel Cap; Yellow 

10832Y 


2008-2006 

Regular Locking Fuel Cap. 

10510 


2001 

Flex Fuel Regular Locking Fuel Cap; Yellow 

10502Y 


2008-2006 

OE Type Radiator Cap. 

10238 

16 

2001 

OE Equivalent Fuel Cap 

10832 


V-8 5.8 L 




2001 

Regular Keyed Alike Fuel Cap . 

17502 


1996-1995 

Oil Filler Cap. 

10081 


2001 

Regular Locking Fuel Cap. 

10502 


1996-1995 

Pre-Release Fuel Cap. 

10819 


2000 

Flex Fuel Keyed Alike Fuel Cap; W/O Threaded Filler 
Neck; Yellow. 

17502Y 


1996-1995 

Pre-Release Keyed Alike Fuel Cap. 

17501 






1996-1995 


10501 


2000 

Flex Fuel Regular Fuel Cap; W/O Threaded Filler Neck; 

10832Y 










1996-1995 

OE Type Radiator Cap. 

10229 

13 

2000 

Flex Fuel Regular Locking Fuel Cap; W/O Threaded 

10502Y 


1996-1995 

Safety Release Radiator Cap. 

10329 

13 


Filler Neck; Yellow 



V-8 6.2 L 




2000 

OE Equivalent Fuel Cap; W/O Threaded Filler Neck 

10832 


2014-2012 

OE Type Radiator/Coolant Recovery Tank/Coolant 

10267 

20 

2000 

Pre-Release Fuel Cap; W/Threaded Filler Neck. 

10819 



Water Outlet Cap. 



2000 

Pre-Release Keyed Alike Fuel Cap; W/Threaded Filler 

17501 


2014-2010 

Oil Filler Cap 

10117 



Neck. 



2014-2010 

Regular Locking Fuel Cap. 

10524 


2000 

Pre-Release Locking Fuel Cap; W/Threaded Filler Neck 

10501 


2011-2010 

OE Type Radiator/Coolant Recovery Tank Cap 

10233 

16 

2000 

Regular Keyed Alike Fuel Cap; W/O Threaded Filler 

17502 


2011 

Safety Release Radiator Cap 

10333 

16 





2010 

Safety Release Radiator Cap. 

✓10333 

16 

2000 

Regular Locking Fuel Cap; W/O Threaded Filler Neck.... 

10502 






1999-1998 


10832 


F-150 Hentage 



1999-1998 

Regular Keyed Alike Fuel Cap. 

17502 


V-6 4.2 L 








2004 

OE Equivalent Fuel Cap; For Black Bottom O.E. Cap 

10832 


1999-1998 

Regular Locking Fuel Cap. 

10502 










2004 

OE Equivalent Fuel Cap; For White Bottom O.E. Cap 

10840 


1999 

Flex Fuel Keyed Alike Fuel Cap; Yellow. 

17502Y 






1999 

Flex Fuel Regular Fuel Cap; Yellow 

10832Y 


2004 

Oil Filler Cap 

10081 


1999 

Flex Fuel Regular Locking Fuel Cap; Yellow 

10502Y 


2004 

Regular Keyed Alike Fuel Cap; For Black Bottom O.E. 

17502 


V-8 5.4 L CNG 




Cap. 



2003-2002 

OE Equivalent Fuel Cap; W/O Threaded Filler Neck.. 

10832 


2004 

Regular Keyed Alike Fuel Cap; For White Bottom O.E. 

17510 


2003-2002 

Pre-Release Fuel Cap; W/Threaded Filler Neck. 

10819 



Cap W/Orange O-Ring Seal. 



2003-2002 

Pre-Release Keyed Alike Fuel Cap; W/Threaded Filler 

17501 


2004 

Regular Locking Fuel Cap; For Black Bottom O.E. Cap 

10502 



Neck. 



2004 

Regular Locking Fuel Cap; For White Bottom O.E. Cap 

10510 


2003-2002 

Pre-Release Locking Fuel Cap; W/Threaded Filler Neck 

10501 



W/Orange O-Ring Seal 



2003-2002 

Regular Keyed Alike Fuel Cap; W/O Threaded Filler 

17502 


2004 

OE Type Radiator Cap. 

10238 

16 


Neck. 



V-8 4.6 L 




2003-2002 

Regular Locking Fuel Cap; W/O Threaded Filler Neck.... 

10502 


2004 

OE Equivalent Fuel Cap; For Black Bottom O.E. Cap 

10832 


2003-2000 

OE Type Radiator Cap. 

10238 

16 

2004 

OE Equivalent Fuel Cap; For White Bottom O.E. Cap 

10840 


2003 

Oil Filler Cap; W/O Threaded Filler Neck 

10117 



W/Orange O-Ring Seal 







2004 

Oil Filler Cap 

10117 


2003 

Oil Filler Cap; W/Threaded Filler Neck 

10081 










2004 

Regular Keyed Alike Fuel Cap; For Black Bottom O.E. 

17502 


2002-2000 

Oil Filler Cap. 

10081 



Cap. 



2001 

OE Equivalent Fuel Cap. 

10832 


2004 

Regular Keyed Alike Fuel Cap; For White Bottom O.E. 

17510 


2001 


17502 



Cap W/Orange O-Ring Seal. 



2001 

Regular Locking Fuel Cap. 

10502 


2004 

Regular Locking Fuel Cap; For Black Bottom O.E. Cap. 

10502 


2000 

OE Equivalent Fuel Cap; W/O Threaded Filler Neck. 

10832 


2004 

Regular Locking Fuel Cap; For White Bottom O.E. Cap 

10510 







W/Orange O-Ring Seal. 



2000 

Pre-Release Fuel Cap; W/Threaded Filler Neck. 

10819 










2004 

OE Type Radiator Cap 

10238 

16 

2000 

Pre-Release Keyed Alike Fuel Cap; W/Threaded Filler 

17501 







Neck. 



V-8 5.4 L 








2004 

OE Equivalent Fuel Cap; For Black Bottom O.E. Cap 

10832 



✓Check hood clearance prior to installing this cap 
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Caps for Passenger Cars and LightTmcks (1995 and Newer) 


Application 


Ford - Continued 


Part 

Number 


PSI 


F-150 Heritage - Continued 

V-8 5.4 L- 

Continued 



2004 

OE Equivalent Fuel Cap; For White Bottom O.E. Cap 
W/Orange O-Ring Seal. 

10840 


2004 

Oil Filler Cap; W/O Threaded Filler Neck 

10117 


2004 

Oil Filler Cap; W/Threaded Filler Neck. 

10081 


2004 

Regular Keyed Alike Fuel Cap; For Black Bottom O.E. 

Cap 

17502 


2004 

Regular Keyed Alike Fuel Cap; For White Bottom O.E. 

Cap W/Orange O-Ring Seal. 

17510 


2004 

Regular Locking Fuel Cap; For Black Bottom O.E. Cap. 

10502 


2004 

Regular Locking Fuel Cap; For White Bottom O.E. Cap 
W/Orange O-Ring Seal. 

10510 


2004 

OE Type Radiator Cap 

10238 

16 

V-8 5.4 L BI-FUEL 



2004 

OE Equivalent Fuel Cap; For Black Bottom O.E. Cap . 

10832 


2004 

OE Equivalent Fuel Cap; For White Bottom O.E. Cap 
W/Orange O-Ring Seal. 

10840 


2004 

Oil Filler Cap; W/O Threaded Filler Neck. 

10117 


2004 

Oil Filler Cap; W/Threaded Filler Neck. 

10081 


2004 

Regular Keyed Alike Fuel Cap; For Black Bottom O.E. 

Cap. 

17502 


2004 

Regular Keyed Alike Fuel Cap; For White Bottom O.E. 

Cap W/Orange O-Ring Seal. 

17510 


2004 

Regular Locking Fuel Cap; For Black Bottom O.E. Cap. 

10502 


2004 

Regular Locking Fuel Cap; For White Bottom O.E. Cap 
W/Orange O-Ring Seal. 

10510 


2004 

OE Type Radiator Cap . 

10238 

16 

V-8 5.4 L CNG 



2004 

OE Equivalent Fuel Cap; For Black Bottom O.E. Cap . 

10832 


2004 

OE Equivalent Fuel Cap; For White Bottom O.E. Cap 
W/Orange O-Ring Seal. 

10840 


2004 

Oil Filler Cap; W/O Threaded Filler Neck 

10117 


2004 

Oil Filler Cap; W/Threaded Filler Neck. 

10081 


2004 

Regular Keyed Alike Fuel Cap; For Black Bottom O.E. 

Cap 

17502 


2004 

Regular Keyed Alike Fuel Cap; For White Bottom O.E. 

Cap W/Orange O-Ring Seal. 

17510 


2004 

Regular Locking Fuel Cap; For Black Bottom O.E. Cap. 

10502 


2004 

Regular Locking Fuel Cap; For White Bottom O.E. Cap 
W/Orange O-Ring Seal. 

10510 


2004 

OE Type Radiator Cap 

10238 

16 

F-250 

6-Cyl 4.9 L 

1996-1995 

Oil Filler Cap. 

10081 


1996-1995 

Pre-Release Fuel Cap. 

10819 


1996-1995 

Pre-Release Keyed Alike Fuel Cap. 

17501 


1996-1995 

Pre-Release Locking Fuel Cap. 

10501 


1996-1995 

OE Type Radiator Cap. 

10229 

13 

1996-1995 

Safety Release Radiator Cap. 

10329 

13 

6-Cyl 4.9 L BI-FUEL 



1996-1995 

Oil Filler Cap. 

10081 


1996-1995 

Pre-Release Fuel Cap 

10819 


1996-1995 

Pre-Release Keyed Alike Fuel Cap 

17501 


1996-1995 

Pre-Release Locking Fuel Cap 

10501 


1996-1995 

OE Type Radiator Cap 

10229 

13 

1996-1995 

Safety Release Radiator Cap 

10329 

13 

V-8 4.6 L 

2009-2004 

Oil Filler Cap 

10117 


2009 

Regular Locking Fuel Cap 

10524 


2009 

OE Type Radiator/Coolant Recovery Tank Cap 

10233 

16 

2008-2005 

OE Equivalent Fuel Cap 

10840 


2008-2005 

Regular Keyed Alike Fuel Cap 

17510 


2008-2005 

Regular Locking Fuel Cap 

10510 



Application 


Ford - Continued 


F-250 - Continued 

V-8 4.6 L - Continued 

2008-1997 OE Type Radiator Cap 

2004 OE Equivalent Fuel Cap; For Black Bottom O.E. Cap 

2004 OE Equivalent Fuel Cap; For White Bottom O.E. Cap 

W/Orange O-Ring Seal. 

2004 Regular Keyed Alike Fuel Cap; For Black Bottom O.E. 

Cap. 

Regular Keyed Alike Fuel Cap; For White Bottom O.E. 
Cap W/Orange O-Ring Seal. 

Regular Locking Fuel Cap; For Black Bottom O.E. Cap.. 

Regular Locking Fuel Cap; For White Bottom O.E. Cap 
W/Orange O-Ring Seal 

OE Equivalent Fuel Cap 
Regular Keyed Alike Fuel Cap 
Regular Locking Fuel Cap 
Oil Filler Cap 

OE Equivalent Fuel Cap; W/O Threaded Filler Neck 
OE Equivalent Fuel Cap; W/Threaded Filler Neck 

Regular Keyed Alike Fuel Cap; W/O Threaded Filler 
Neck. 

Regular Keyed Alike Fuel Cap; W/Threaded Filler Neck. 
Regular Locking Fuel Cap; W/O Threaded Filler Neck.... 
Regular Locking Fuel Cap; W/Threaded Filler Neck. 

Oil Filler Cap. 

Pre-Release Fuel Cap. 

Pre-Release Keyed Alike Fuel Cap. 

Pre-Release Locking Fuel Cap. 

OE Type Radiator Cap. 

Safety Release Radiator Cap. 

Oil Filler Cap. 

Pre-Release Fuel Cap. 

Pre-Release Keyed Alike Fuel Cap 

Pre-Release Locking Fuel Cap. 

OE Type Radiator Cap. 

Safety Release Radiator Cap 

Oil Filler Cap. 

OE Type Radiator Cap. 

OE Equivalent Fuel Cap. 

Regular Keyed Alike Fuel Cap. 

Regular Locking Fuel Cap 
OE Equivalent Fuel Cap; W/O Threaded Filler Neck 
Pre-Release Fuel Cap; W/Threaded Filler Neck. 

Pre-Release Keyed Alike Fuel Cap; W/Threaded Filler 
Neck. 

Pre-Release Locking Fuel Cap; W/Threaded Filler Neck 

Regular Keyed Alike Fuel Cap; W/O Threaded Filler 
Neck. 

Regular Locking Fuel Cap; W/O Threaded Filler Neck.... 

Regular Keyed Alike Fuel Cap. 

OE Equivalent Fuel Cap. 

Regular Locking Fuel Cap. 

OE Equivalent Fuel Cap; W/Threaded Filler Neck. 

Regular Keyed Alike Fuel Cap; W/O Threaded Filler 
Neck. 

Regular Keyed Alike Fuel Cap; W/Threaded Filler Neck. 
Regular Locking Fuel Cap; W/Threaded Filler Neck. 

BI-FUEL 

OE Equivalent Fuel Cap 
Oil Filler Cap 


Part 

Number 


PSI 


2004 

2004 

2004 

2003-1998 

2003-1998 

2003-1998 

2003-1997 

1997 

1997 

1997 

1997 

1997 

1997 

V-84.9L 

1995 

1995 

1995 

1995 

1995 

1995 

V-8 5.0 L 

1996-1995 

1996-1995 

1996-1995 

1996-1995 

1996-1995 

1996-1995 

V-8 5.4 L 

2001-1997 

2001-1997 

2001 

2001 

2001 

2000 

2000 

2000 

2000 

2000 

2000 

1999-1998 

1999-1997 

1999-1997 

1997 

1997 

1997 

1997 

V-8 5.4 L 

1999-1998 

1999-1998 


10238 16 

10832 

10840 

17502 

17510 

10502 

10510 

10832 

17502 

10502 

10081 

10832 

10833 

17502 

17503 

10502 

10503 

10081 

10819 

17501 

10501 

10229 13 

10329 13 

10081 

10819 

17501 

10501 

10229 13 

10329 13 


10081 

10238 

10832 

17502 

10502 

10832 

10819 

17501 

10501 

17502 

10502 
17502 

10832 

10502 

10833 

17502 

17503 

10503 

10832 

10081 


16 
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Caps for Passenger Cars and LightTrucks (1995 and Newer) 


Part 

Number 


Application 


Ford - Continued 


F-250 - Continued 

V-8 5.4 L BI-FUEL - Continued 

1999-1998 Regular Keyed Alike Fuel Cap 17502 

1999-1998 Regular Locking Fuel Cap 10502 

1999-1998 OE Type Radiator Cap 10238 

1999 Flex Fuel Keyed Alike Fuel Cap; Yellow. 17502Y 

1999 Flex Fuel Regular Fuel Cap; Yellow. 10832Y 

1999 Flex Fuel Regular Locking Fuel Cap; Yellow. 10502Y 

V-8 5.4 L CNG 

1999-1998 OE Equivalent Fuel Cap. 10832 

1999-1998 Regular Keyed Alike Fuel Cap 17502 

1999-1998 Regular Locking Fuel Cap 10502 

1999-1997 Oil Filler Cap. 10081 

1999-1997 OE Type Radiator Cap. 10238 

1997 OE Equivalent Fuel Cap; W/O Threaded Filler Neck. 10832 

1997 OE Equivalent Fuel Cap; W/Threaded Filler Neck. 10833 

1997 Regular Keyed Alike Fuel Cap; W/O Threaded Filler 17502 

Neck. 

1997 Regular Keyed Alike Fuel Cap; W/Threaded Filler Neck. 17503 

1997 Regular Locking Fuel Cap; W/O Threaded Filler Neck.... 10502 

1997 Regular Locking Fuel Cap; W/Threaded Filler Neck 10503 

V-8 5.8 L 

1997-1995 Oil Filler Cap. 10081 

1997-1995 Pre-Release Keyed Alike Fuel Cap. 17501 

1997-1995 OE Type Radiator Cap. 10229 

1997-1995 Safety Release Radiator Cap. 10329 

1997 OE Equivalent Fuel Cap; W/O Threaded Filler Neck. 10832 

1997 Pre-Release Fuel Cap; W/Threaded Filler Neck 10819 

1997 Pre-Release Locking Fuel Cap; W/ Threaded Filler 10501 

Neck. 

1997 Regular Keyed Alike Fuel Cap. 17502 

1997 Regular Locking Fuel Cap; W/O Threaded Filler Neck 10502 

1996-1995 Pre-Release Fuel Cap 10819 

1996-1995 Pre-Release Locking Fuel Cap. 10501 

V-8 7.3 L DIESEL 

1996-1995 Diesel Only Fuel Cap; Green. 10830D 

1996-1995 Diesel Only Locking Fuel Cap; Green. 10591D 

1996-1995 Diesel Only Pre-Release Fuel Cap; Green. 10819D 

1996-1995 Diesel Only Pre-Release Locking Fuel Cap; Green. 10501D 

1996-1995 OE Equivalent Fuel Cap. 10817 

1996-1995 Oil Filler Cap. 10081 

1996-1995 Pre-Release Diesel Only Keyed Alike Fuel Cap; Green. 17501D 

1996-1995 Pre-Release Fuel Cap. 10819 

1996-1995 Pre-Release Keyed Alike Fuel Cap. 17501 

1996-1995 Pre-Release Locking Fuel Cap. 10501 

1996-1995 Regular Diesel Only Keyed Alike Fuel Cap; Green. 17591D 

1996-1995 Regular Keyed Alike Fuel Cap. 17591 

1996-1995 Regular Locking Fuel Cap. 10591 

1996-1995 OE Type Radiator Cap. 10238 

V-8 7.5 L 

1996-1995 Oil Breather Cap; W/O Oil Filler Tube. 10071 

1996-1995 Oil Filler Cap; W/Oil Filler Tube. 10081 

1996-1995 OE Type Radiator Cap. 10229 

1996-1995 Safety Release Radiator Cap. 10329 

1996 Pre-Release Fuel Cap. 10819 

1996 Pre-Release Keyed Alike Fuel Cap 17501 

1996 Pre-Release Locking Fuel Cap 10501 

1995 Pre-Release Fuel Cap; F53 Stripped Chassis. 10821 

1995 Pre-Release Fuel Cap; W/O Stripped Chassis 10819 

1995 Pre-Release Keyed Alike Fuel Cap; W/O Stripped 17501 

Chassis. 


PSI 


Application 


Ford - Continued 


Part 

Number 


PSI 


13 

13 


13 

13 


F-250- 

Continued 



V-8 7.5 L 

Continued 



1995 

Pre-Release Locking Fuel Cap; W/O Stripped Chassis... 

10501 


F-250 HD 

V-8 5.8 L 

1997 

OE Equivalent Fuel Cap; W/O Threaded Filler Neck. . 

10832 


1997 

Oil Filler Cap. 

10081 


1997 

Pre-Release Fuel Cap; W/ Threaded Filler Neck 

10819 


1997 

Pre-Release Keyed Alike Fuel Cap 

17501 


1997 

Pre-Release Locking Fuel Cap; W/ Threaded Filler 

Neck. 

10501 


1997 

Regular Keyed Alike Fuel Cap. 

17502 


1997 

Regular Locking Fuel Cap; W/O Threaded Filler Neck.... 

10502 


1997 

OE Type Radiator Cap 

10229 

13 

V-8 7.3 L DIESEL 



1997 

Diesel Only Fuel Cap; Green 

10830D 


1997 

Diesel Only Locking Fuel Cap; Green 

10591D 


1997 

Diesel Only Pre-Release Fuel Cap; Green. 

10819D 


1997 

Diesel Only Pre-Release Locking Fuel Cap; Green. 

10501D 


1997 

OE Equivalent Fuel Cap. 

10817 


1997 

Oil Filler Cap. 

10081 


1997 

Pre-Release Diesel Only Keyed Alike Fuel Cap; Green . 

17501D 


1997 

Pre-Release Fuel Cap. 

10819 


1997 

Pre-Release Keyed Alike Fuel Cap. 

17501 


1997 

Pre-Release Locking Fuel Cap. 

10501 


1997 

Regular Diesel Only Keyed Alike Fuel Cap; Green. 

17591D 


1997 

Regular Keyed Alike Fuel Cap. 

17591 


1997 

Regular Locking Fuel Cap. 

10591 


1997 

OE Type Radiator Cap. 

10238 

16 

V-8 7.5 L 

1997 

Oil Breather Cap; W/O Oil Filler Tube 

10071 


1997 

Oil Filler Cap; W/Oil Filler Tube 

10081 


1997 

Pre-Release Fuel Cap 

10819 


1997 

Pre-Release Keyed Alike Fuel Cap 

17501 


1997 

Pre-Release Locking Fuel Cap. 

10501 


1997 

OE Type Radiator Cap. 

10229 

13 

1997 

Safety Release Radiator Cap 

10329 

13 

F-250 Super Duty 

V-8 5.4 L 

2010-2005 

OE Equivalent Fuel Cap 

10840 


2010-2005 

Oil Filler Cap 

10117 


2010-2005 

Regular Keyed Alike Fuel Cap. 

17510 


2010-2005 

Regular Locking Fuel Cap. 

10510 


2010-1999 

OE Type Radiator Cap. 

10238 

16 

2004-1999 

OE Equivalent Fuel Cap; W/O Threaded Filler Neck 

10832 


2004-1999 

Oil Filler Cap 

10081 


2004-1999 

Pre-Release Fuel Cap; W/Threaded Filler Neck. 

10819 


2004-1999 

Pre-Release Keyed Alike Fuel Cap; W/Threaded Filler 
Neck. 

17501 


2004-1999 

Pre-Release Locking Fuel Cap; W/Threaded Filler Neck 

10501 


2004-1999 

Regular Keyed Alike Fuel Cap; W/O Threaded Filler 

Neck. 

17502 


2004-1999 

Regular Locking Fuel Cap; W/O Threaded Filler Neck 

10502 


V-8 6.0 L DIESEL 



2007-2006 

Diesel Only Fuel Cap; Green. 

10830D 


2007-2006 

Diesel Only Locking Fuel Cap; Green. 

10591D 


2007-2006 

Diesel Only Pre-Release Fuel Cap; Green. 

10819D 


2007-2006 

Diesel Only Pre-Release Locking Fuel Cap; Green 

10501D 


2007-2006 

OE Equivalent Fuel Cap 

10817 


2007-2006 

Pre-Release Diesel Only Keyed Alike Fuel Cap; Green 

17501D 


2007-2006 

Pre-Release Fuel Cap. 

10819 
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Caps for Passenger Cars and LightTmcks (1995 and Newer) 


Part 

Number PSI 


Ford - Continued Ford - Continued 


Application 


Part 

Number 


PSI 


Application 


F-250 Super Duty - Continued 

V-8 6.0 L DIESEL - Continued 

2007-2006 Pre-Release Keyed Alike Fuel Cap 17501 

2007-2006 Pre-Release Locking Fuel Cap. 10501 

2007-2006 Regular Diesel Only Keyed Alike Fuel Cap; Green 17591D 

2007-2006 Regular Keyed Alike Fuel Cap 17591 

2007-2006 Regular Locking Fuel Cap. 10591 

2007-2003 Oil Filler Cap. 10081 

2007-2003 OE Type Radiator Cap. 10238 16 

2005-2003 Diesel Only Fuel Cap; W/O Threaded Filler Neck; 10832D 

Green. 

2005-2003 Diesel Only Fuel Cap; W/Threaded Filler Neck; Green 10830D 

2005-2003 Diesel Only Keyed Alike Fuel Cap; W/O Threaded Filler 17502D 

Neck; Green. 

2005-2003 Diesel Only Locking Fuel Cap; W/O Threaded Filler 10502D 

Neck; Green. 

2005-2003 Diesel Only Locking Fuel Cap; W/Threaded Filler Neck; 10591D 

Green 

2005-2003 Diesel Only Pre-Release Fuel Cap; W/Threaded Filler 10819D 

Neck; Green. 

2005-2003 Diesel Only Pre-Release Locking Fuel Cap; 10501D 

W/Threaded Filler Neck; Green. 

2005-2003 OE Equivalent Fuel Cap; W/O Threaded Filler Neck. 10832 

2005-2003 OE Equivalent Fuel Cap; W/Threaded Filler Neck. 10817 

2005-2003 Pre-Release Diesel Only Keyed Alike Fuel Cap; 17501D 

W/Threaded Filler Neck; Green. 

2005-2003 Pre-Release Fuel Cap; W/Threaded Filler Neck 10819 

2005-2003 Pre-Release Keyed Alike Fuel Cap; W/Threaded Filler 17501 

Neck. 

2005-2003 Pre-Release Locking Fuel Cap; W/Threaded Filler Neck 10501 

2005-2003 Regular Diesel Only Keyed Alike Fuel Cap; 17591D 

W/Threaded Filler Neck; Green. 

2005-2003 Regular Keyed Alike Fuel Cap; W/O Threaded Filler 17502 

Neck. 

2005-2003 Regular Keyed Alike Fuel Cap; W/Threaded Filler Neck 17591 

2005-2003 Regular Locking Fuel Cap; W/O Threaded Filler Neck.... 10502 

2005-2003 Regular Locking Fuel Cap; W/Threaded Filler Neck. 10591 

V-8 6.2 L 

2016-2015 Oil Filler Cap. 10117 

2016-2015 OE Type Radiator Cap. 10238 16 

V-8 6.2 L FLEX 

2016-2015 Flex Fuel Regular Fuel Cap. 10840Y 

2016 OE Equivalent Fuel Cap. 10840 

2015 Flex Fuel Keyed Alike Fuel Cap. 17510Y 

2015 Flex Fuel Regular Locking Fuel Cap. 10510Y 

2014-2011 Flex Fuel Keyed Alike Fuel Cap; Yellow. 17510Y 

2014-2011 Flex Fuel Regular Fuel Cap; Yellow. 10840Y 

2014-2011 Flex Fuel Regular Locking Fuel Cap; Yellow 10510Y 

2014-2011 OE Equivalent Fuel Cap. 10840 

2014-2011 Oil Filler Cap 10117 

2014-2011 Regular Keyed Alike Fuel Cap 17510 

2014-2011 Regular Locking Fuel Cap 10510 

2014-2011 OE Type Radiator Cap 10238 16 

V-8 6.4 L DIESEL 

2010-2009 Diesel Only Fuel Cap; Green 10840D 

2010-2009 Diesel Only Keyed Alike Fuel Cap; Green. 17510D 

2010-2009 Diesel Only Locking Fuel Cap; Green 10510D 

2010-2009 OE Equivalent Fuel Cap 10840 

2010-2009 Regular Keyed Alike Fuel Cap. 17510 

2010-2009 Regular Locking Fuel Cap. 10510 

2010-2009 OE Type Radiator/Coolant Recovery Tank/Coolant 10267 20 

Water Outlet Cap. 

2010-2008 Oil Filler Cap. 10081 

2010-2008 OE Type Radiator Cap. 10238 16 


F-250 Super Duty - Continued 

V-8 6.4 L DIESEL-Continued 

2008 Diesel Only Fuel Cap; W/O Threaded Filler Neck; 10840D 

Green. 

2008 Diesel Only Fuel Cap; W/Threaded Filler Neck; Green 10830D 

2008 Diesel Only Keyed Alike Fuel Cap; W/O Threaded Filler 17510D 

Neck; Green. 

2008 Diesel Only Locking Fuel Cap; W/O Threaded Filler 10510D 

Neck; Green. 

2008 Diesel Only Locking Fuel Cap; W/Threaded Filler Neck; 10591D 

Green 

2008 Diesel Only Pre-Release Fuel Cap; W/Threaded Filler 10819D 

Neck; Green 

2008 Diesel Only Pre-Release Locking Fuel Cap; 10501D 

W/Threaded Filler Neck; Green. 

2008 OE Equivalent Fuel Cap; W/O Threaded Filler Neck. 10840 

2008 OE Equivalent Fuel Cap; W/Threaded Filler Neck. 10817 

2008 Pre-Release Diesel Only Keyed Alike Fuel Cap; 17501D 

W/Threaded Filler Neck; Green. 

2008 Pre-Release Fuel Cap; W/Threaded Filler Neck. 10819 

2008 Pre-Release Keyed Alike Fuel Cap; W/Threaded Filler 17501 

Neck. 

2008 Pre-Release Locking Fuel Cap; W/Threaded Filler Neck 10501 

2008 Regular Diesel Only Keyed Alike Fuel Cap; 17591D 

W/Threaded Filler Neck; Green 

2008 Regular Keyed Alike Fuel Cap; W/O Threaded Filler 17510 

Neck. 

2008 Regular Keyed Alike Fuel Cap; W/Threaded Filler Neck. 17591 

2008 Regular Locking Fuel Cap; W/O Threaded Filler Neck.... 10510 

2008 Regular Locking Fuel Cap; W/Threaded Filler Neck. 10591 

V-8 6.7 L 

2016-2015 Oil Filler Cap. 10117 

2015 OE Type Radiator Cap; Front Radiator. 10238 16 

V-8 6.7 L DIESEL 

2016-2011 OE Equivalent Fuel Cap. 10840 

2015-2014 Diesel Only Fuel Cap. 10840D 

2015-2014 Diesel Only Keyed Alike Fuel Cap. 17510D 

2015-2014 Diesel Only Locking Fuel Cap. 10510D 

2015-2011 Regular Keyed Alike Fuel Cap. 17510 

2015-2011 Regular Locking Fuel Cap 10510 

2014-2011 Oil Filler Cap. 10117 

2014-2011 OE Type Radiator Cap; For Intercooler. 10268 5 

2014-2011 OE Type Radiator Cap. 10238 16 

2013-2011 Diesel Only Fuel Cap; Green. 10840D 

2013-2011 Diesel Only Keyed Alike Fuel Cap; Green. 17510D 

2013-2011 Diesel Only Locking Fuel Cap; Green 10510D 

V-8 7.3 L DIESEL 

2003-1999 Diesel Only Fuel Cap; W/O Threaded Filler Neck; 10832D 

Green 

2003-1999 Diesel Only Fuel Cap; W/Threaded Filler Neck; Green 10830D 

2003-1999 Diesel Only Keyed Alike Fuel Cap; W/O Threaded Filler 17502D 

Neck; Green. 

2003-1999 Diesel Only Locking Fuel Cap; W/O Threaded Filler 10502D 

Neck; Green. 

2003-1999 Diesel Only Locking Fuel Cap; W/Threaded Filler Neck; 10591D 

Green. 

2003-1999 Diesel Only Pre-Release Fuel Cap; W/Threaded Filler 10819D 

Neck; Green. 

2003-1999 Diesel Only Pre-Release Locking Fuel Cap; 10501D 

W/Threaded Filler Neck; Green 

2003-1999 OE Equivalent Fuel Cap; W/O Threaded Filler Neck. 10832 

2003-1999 OE Equivalent Fuel Cap; W/Threaded Filler Neck 10817 

2003-1999 Oil Filler Cap 10081 

2003-1999 Pre-Release Diesel Only Keyed Alike Fuel Cap; 17501D 

W/Threaded Filler Neck; Green. 

2003-1999 Pre-Release Fuel Cap; W/Threaded Filler Neck. 10819 
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Caps for Passenger Cars and LightTrucks (1995 and Newer) 


Part 

Application Number PSI 

Part 

Application Number PSI 

Ford - Continued 

Ford - Continued 

1F-250 Super Duty - Continued 

1 F-350- Continued 1 


V-8 5.4 L - Continued 


V-8 7.3 L DIESEL - Continued 

2003-1999 Pre-Release Keyed Alike Fuel Cap; W/Threaded Filler 17501 
Neck. 

2003-1999 Pre-Release Locking Fuel Cap; W/Threaded Filler Neck 10501 

2003-1999 Regular Diesel Only Keyed Alike Fuel Cap; 17591D 

W/Threaded Filler Neck; Green. 

2003-1999 Regular Keyed Alike Fuel Cap; W/O Threaded Filler 17502 

Neck. 

2003-1999 Regular Keyed Alike Fuel Cap; W/Threaded Filler Neck. 17591 

2003-1999 Regular Locking Fuel Cap; W/O Threaded Filler Neck.... 10502 

2003-1999 Regular Locking Fuel Cap; W/Threaded Filler Neck. 10591 

2003- 1999 OE Type Radiator Cap. 10238 16 

V-10 6.8L 

2010-2009 Oil Filler Cap 10117 

2010-2005 OE Equivalent Fuel Cap. 10840 

2010-2005 Regular Keyed Alike Fuel Cap. 17510 

2010-2005 Regular Locking Fuel Cap 10510 

2010-1999 OE Type Radiator Cap 10238 16 

2008 Oil Filler Cap; W/O Threaded Filler Neck 10117 

2008 Oil Filler Cap; W/Threaded Filler Neck 10081 

2007- 2005 Oil Filler Cap 10117 

2004- 1999 OE Equivalent Fuel Cap; W/O Threaded Filler Neck 10832 

2004-1999 Oil Filler Cap 10081 

2004-1999 Pre-Release Fuel Cap; W/Threaded Filler Neck 10819 

2004-1999 Pre-Release Keyed Alike Fuel Cap; W/Threaded Filler 17501 

Neck. 

2004-1999 Pre-Release Locking Fuel Cap; W/Threaded Filler Neck 10501 

2004-1999 Regular Keyed Alike Fuel Cap; W/O Threaded Filler 17502 

Neck. 

2004- 1999 Regular Locking Fuel Cap; W/O Threaded Filler Neck.... 10502 

F-350 

6-Cyl 4.9 L 

1996-1995 Oil Filler Cap. 10081 

1996-1995 Pre-Release Fuel Cap. 10819 

1996-1995 Pre-Release Keyed Alike Fuel Cap. 17501 

1996-1995 Pre-Release Locking Fuel Cap. 10501 

1996-1995 OE Type Radiator Cap. 10229 13 

1996-1995 Safety Release Radiator Cap 10329 13 

V-8 5.0 L 

1996-1995 Oil Filler Cap 10081 

1996-1995 Pre-Release Fuel Cap 10819 

1996-1995 Pre-Release Keyed Alike Fuel Cap 17501 

1996-1995 Pre-Release Locking Fuel Cap. 10501 

1996-1995 OE Type Radiator Cap 10229 13 

1996-1995 Safety Release Radiator Cap 10329 13 

V-8 5.4 L 

2009-2006 Oil Filler Cap 10117 

2009 Regular Locking Fuel Cap 10524 

2009 OE Type Radiator/Coolant Recovery Tank Cap 10233 16 

2008- 2005 OE Equivalent Fuel Cap 10840 

2008-2005 Regular Keyed Alike Fuel Cap 17510 

2008-2005 Regular Locking Fuel Cap 10510 

2008-1999 OE Type Radiator Cap 10238 16 

2005- 2003 Oil Filler Cap; W/O Threaded Filler Neck 10117 

2005-2003 Oil Filler Cap; W/Threaded Filler Neck. 10081 

2004 OE Equivalent Fuel Cap; For Black Bottom O.E. Cap 10832 

2004 OE Equivalent Fuel Cap; For White Bottom O.E. Cap 10840 

W/Orange O-Ring Seal. 

2004 Regular Keyed Alike Fuel Cap; For Black Bottom O.E. 17502 

Cap. 

2004 Regular Keyed Alike Fuel Cap; For White Bottom O.E. 17510 

Cap W/Orange O-Ring Seal 


2004 Regular Locking Fuel Cap; For Black Bottom O.E. Cap, 10502 

2004 Regular Locking Fuel Cap; For White Bottom O.E. Cap 10510 

W/Orange O-Ring Seal 

2003-2002 OE Equivalent Fuel Cap; W/O Threaded Filler Neck. 10832 

2003-2002 Pre-Release Fuel Cap; W/Threaded Filler Neck. 10819 

2003-2002 Pre-Release Keyed Alike Fuel Cap; W/Threaded Filler 17501 

Neck. 

2003-2002 Pre-Release Locking Fuel Cap; W/Threaded Filler Neck 10501 

2003-2002 Regular Keyed Alike Fuel Cap; W/O Threaded Filler 17502 

Neck. 

2003-2002 Regular Locking Fuel Cap; W/O Threaded Filler Neck. .. 10502 

2002-1999 Oil Filler Cap. 10081 

2001 OE Equivalent Fuel Cap. 10832 

2001 Regular Keyed Alike Fuel Cap 17502 

2001 Regular Locking Fuel Cap 10502 

2000 OE Equivalent Fuel Cap; W/O Threaded Filler Neck. 10832 

2000 Pre-Release Fuel Cap; W/Threaded Filler Neck. 10819 

2000 Pre-Release Keyed Alike Fuel Cap; W/Threaded Filler 17501 

Neck. 

2000 Pre-Release Locking Fuel Cap; W/Threaded Filler Neck 10501 

2000 Regular Keyed Alike Fuel Cap; W/O Threaded Filler 17502 

Neck. 

2000 Regular Locking Fuel Cap; W/O Threaded Filler Neck.... 10502 

1999 OE Equivalent Fuel Cap. 10832 

1999 Regular Keyed Alike Fuel Cap. 17502 

1999 Regular Locking Fuel Cap. 10502 

V-8 5.8 L 

1997-1995 Oil Filler Cap. 10081 

1997-1995 Pre-Release Fuel Cap. 10819 

1997-1995 Pre-Release Keyed Alike Fuel Cap 17501 

1997-1995 Pre-Release Locking Fuel Cap. 10501 

1997-1995 OE Type Radiator Cap. 10229 13 

1997-1995 Safety Release Radiator Cap. 10329 13 

V-8 6.2 L 

2014-2013 OE Equivalent Fuel Cap. 10840 

2014-2013 Regular Keyed Alike Fuel Cap. 17510 

2014-2013 Regular Locking Fuel Cap 10510 

2014-2013 OE Type Radiator Cap 10238 16 

2014-2011 Oil Filler Cap 10117 

2012 Regular Locking Fuel Cap 10524 

2012 OE Type Radiator/Coolant Recovery Tank/Coolant 10267 20 

Water Outlet Cap. 

2011 OE Equivalent Fuel Cap. 10840 

2011 Regular Keyed Alike Fuel Cap. 17510 

2011 Regular Locking Fuel Cap 10510 

2011 OE Type Radiator Cap. 10238 16 

V-8 7.3 L DIESEL 

1997-1995 Diesel Only Fuel Cap; Green 10830D 

1997-1995 Diesel Only Locking Fuel Cap; Green 10591D 

1997-1995 Diesel Only Pre-Release Fuel Cap; Green. 10819D 

1997-1995 Diesel Only Pre-Release Locking Fuel Cap; Green. 10501D 

1997-1995 OE Equivalent Fuel Cap. 10817 

1997-1995 Oil Filler Cap. 10081 

1997-1995 Pre-Release Diesel Only Keyed Alike Fuel Cap; Green . 17501D 

1997-1995 Pre-Release Fuel Cap 10819 

1997-1995 Pre-Release Keyed Alike Fuel Cap 17501 

1997-1995 Pre-Release Locking Fuel Cap. 10501 

1997-1995 Regular Diesel Only Keyed Alike Fuel Cap; Green. 17591D 

1997-1995 Regular Keyed Alike Fuel Cap. 17591 

1997-1995 Regular Locking Fuel Cap 10591 
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Caps for Passenger Cars and LightTmcks (1995 and Newer) 


Part 

Application Number PSI 

Part 

Application Number PSI 

Ford - Continued 

Ford - Continued 

1 F-350-Continued 

1 F-350 Super Duty - Continued [ 


V-8 6.0 L DIESEL-Continued 

2005-2003 Pre-Release Diesel Only Keyed Alike Fuel Cap; 17501D 

W/Threaded Filler Neck; Green 


V-8 7.3 L DIESEL - Continued 

1997-1995 OE Type Radiator Cap 10238 16 

V-8 7.5 L 

1997-1996 Pre-Release Fuel Cap 10819 

1997-1996 Pre-Release Keyed Alike Fuel Cap 17501 

1997-1996 Pre-Release Locking Fuel Cap. 10501 

1997-1995 Oil Breather Cap; W/O Oil Filler Tube 10071 

1997-1995 Oil Filler Cap; W/Oil Filler Tube 10081 

1997-1995 OE Type Radiator Cap 10229 13 

1997-1995 Safety Release Radiator Cap. 10329 13 

1995 Pre-Release Fuel Cap; F53 Stripped Chassis. 10821 

1995 Pre-Release Fuel Cap; W/O Stripped Chassis. 10819 

1995 Pre-Release Keyed Alike Fuel Cap; W/O Stripped 17501 

Chassis. 

1995 Pre-Release Locking Fuel Cap; W/O Stripped Chassis. 10501 

F-350 Super Duty 

V-8 5.4 L 

2010-2005 OE Equivalent Fuel Cap. 10840 

2010-2005 Oil Filler Cap. 10117 

2010-2005 Regular Keyed Alike Fuel Cap. 17510 

2010-2005 Regular Locking Fuel Cap. 10510 

2010-1999 OE Type Radiator Cap. 10238 16 

2004-1999 OE Equivalent Fuel Cap; W/O Threaded Filler Neck. 10832 

2004-1999 Oil Filler Cap. 10081 

2004-1999 Pre-Release Fuel Cap; W/Threaded Filler Neck. 10819 

2004-1999 Pre-Release Keyed Alike Fuel Cap; W/Threaded Filler 17501 

Neck 

2004-1999 Pre-Release Locking Fuel Cap; W/Threaded Filler Neck 10501 

2004-1999 Regular Keyed Alike Fuel Cap; W/O Threaded Filler 17502 

Neck. 

2004- 1999 Regular Locking Fuel Cap; W/O Threaded Filler Neck.... 10502 

V-8 6.0 L DIESEL 

2007-2006 Diesel Only Fuel Cap; Green. 10830D 

2007-2006 Diesel Only Locking Fuel Cap; Green. 10591D 

2007-2006 Diesel Only Pre-Release Fuel Cap; Green. 10819D 

2007-2006 Diesel Only Pre-Release Locking Fuel Cap; Green. 10501D 

2007-2006 OE Equivalent Fuel Cap. 10817 

2007-2006 Pre-Release Diesel Only Keyed Alike Fuel Cap; Green. 17501D 

2007-2006 Pre-Release Fuel Cap. 10819 

2007-2006 Pre-Release Keyed Alike Fuel Cap. 17501 

2007-2006 Pre-Release Locking Fuel Cap. 10501 

2007-2006 Regular Diesel Only Keyed Alike Fuel Cap; Green. 17591D 

2007-2006 Regular Keyed Alike Fuel Cap. 17591 

2007-2006 Regular Locking Fuel Cap. 10591 

2007-2003 Oil Filler Cap. 10081 

2007-2003 OE Type Radiator Cap. 10238 16 

2005- 2003 Diesel Only Fuel Cap; W/O Threaded Filler Neck; 10832D 

Green 

2005-2003 Diesel Only Fuel Cap; W/Threaded Filler Neck; Green 10830D 

2005-2003 Diesel Only Keyed Alike Fuel Cap; W/O Threaded Filler 17502D 

Neck; Green. 

2005-2003 Diesel Only Locking Fuel Cap; W/O Threaded Filler 10502D 

Neck; Green. 

2005-2003 Diesel Only Locking Fuel Cap; W/Threaded Filler Neck; 10591D 

Green. 

2005-2003 Diesel Only Pre-Release Fuel Cap; W/Threaded Filler 10819D 

Neck; Green. 

2005-2003 Diesel Only Pre-Release Locking Fuel Cap; 10501D 

W/Threaded Filler Neck; Green 

2005-2003 OE Equivalent Fuel Cap; W/O Threaded Filler Neck 10832 

2005-2003 OE Equivalent Fuel Cap; W/Threaded Filler Neck 10817 


2005-2003 Pre-Release Fuel Cap; W/Threaded Filler Neck. 10819 

2005-2003 Pre-Release Keyed Alike Fuel Cap; W/Threaded Filler 17501 

Neck. 

2005-2003 Pre-Release Locking Fuel Cap; W/Threaded Filler Neck 10501 

2005-2003 Regular Diesel Only Keyed Alike Fuel Cap; 17591D 

W/Threaded Filler Neck; Green. 

2005-2003 Regular Keyed Alike Fuel Cap; W/O Threaded Filler 17502 

Neck. 

2005-2003 Regular Keyed Alike Fuel Cap; W/Threaded Filler Neck 17591 

2005-2003 Regular Locking Fuel Cap; W/O Threaded Filler Neck 10502 

2005-2003 Regular Locking Fuel Cap; W/Threaded Filler Neck 10591 

V-8 6.2 L 

2016-2015 Oil Filler Cap. 10117 

2016-2015 OE Type Radiator Cap 10238 16 

V-8 6.2 L FLEX 

2016-2015 Flex Fuel Regular Fuel Cap 10840Y 

2016 OE Equivalent Fuel Cap 10840 

2015 Flex Fuel Keyed Alike Fuel Cap. 17510Y 

2015 Flex Fuel Regular Locking Fuel Cap 10510Y 

2014-2011 Flex Fuel Keyed Alike Fuel Cap; Yellow. 17510Y 

2014-2011 Flex Fuel Regular Fuel Cap; Yellow 10840Y 

2014-2011 Flex Fuel Regular Locking Fuel Cap; Yellow 10510Y 

2014-2011 OE Equivalent Fuel Cap 10840 

2014-2011 Oil Filler Cap. 10117 

2014-2011 Regular Keyed Alike Fuel Cap. 17510 

2014-2011 Regular Locking Fuel Cap. 10510 

2014-2011 OE Type Radiator Cap. 10238 16 

V-8 6.4 L DIESEL 

2010-2009 Diesel Only Fuel Cap; Green. 10840D 

2010-2009 Diesel Only Keyed Alike Fuel Cap; Green. 17510D 

2010-2009 Diesel Only Locking Fuel Cap; Green. 10510D 

2010-2009 OE Equivalent Fuel Cap. 10840 

2010-2009 Regular Keyed Alike Fuel Cap. 17510 

2010-2009 Regular Locking Fuel Cap. 10510 

2010-2009 OE Type Radiator/Coolant Recovery Tank/Coolant 10267 20 

Water Outlet Cap. 

2010-2008 Oil Filler Cap. 10081 

2010-2008 OE Type Radiator Cap 10238 16 

2008 Diesel Only Fuel Cap; W/O Threaded Filler Neck; 10840D 

Green 

2008 Diesel Only Fuel Cap; W/Threaded Filler Neck; Green 10830D 

2008 Diesel Only Keyed Alike Fuel Cap; W/O Threaded Filler 17510D 

Neck; Green. 

2008 Diesel Only Locking Fuel Cap; W/O Threaded Filler 10510D 

Neck; Green. 

2008 Diesel Only Locking Fuel Cap; W/Threaded Filler Neck; 10591D 

Green. 

2008 Diesel Only Pre-Release Fuel Cap; W/Threaded Filler 10819D 

Neck; Green. 

2008 Diesel Only Pre-Release Locking Fuel Cap; 10501D 

W/Threaded Filler Neck; Green 

2008 OE Equivalent Fuel Cap; W/O Threaded Filler Neck 10840 

2008 OE Equivalent Fuel Cap; W/Threaded Filler Neck 10817 

2008 Pre-Release Diesel Only Keyed Alike Fuel Cap; 17501D 

W/Threaded Filler Neck; Green. 

2008 Pre-Release Fuel Cap; W/Threaded Filler Neck. 10819 

2008 Pre-Release Keyed Alike Fuel Cap; W/Threaded Filler 17501 

Neck. 

2008 Pre-Release Locking Fuel Cap; W/Threaded Filler Neck 10501 

2008 Regular Diesel Only Keyed Alike Fuel Cap; 17591D 

W/Threaded Filler Neck; Green 
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Caps for Passenger Cars and LightTrucks (1995 and Newer) 


Part 

Application Number PSI 

Part 

Application Number PSI 

Ford - Continued 

Ford - Continued 

1F-350 Super Duty - Continued 

1 F-350 Super Duty - Continued 1 


V-8 6.4 L DIESEL - Continued 

2008 Regular Keyed Alike Fuel Cap; W/O Threaded Filler 17510 

Neck 


2008 Regular Keyed Alike Fuel Cap; W/Threaded Filler Neck. 17591 

2008 Regular Locking Fuel Cap; W/O Threaded Filler Neck.... 10510 

2008 Regular Locking Fuel Cap; W/Threaded Filler Neck 10591 

V-8 6.7 L 

2016-2015 Oil Filler Cap. 10117 

2015 OE Type Radiator Cap; Front Radiator. 10238 16 

V-8 6.7 L DIESEL 

2016-2011 OE Equivalent Fuel Cap. 10840 

2015-2014 Diesel Only Fuel Cap. 10840D 

2015-2014 Diesel Only Keyed Alike Fuel Cap. 17510D 

2015-2014 Diesel Only Locking Fuel Cap. 10510D 

2015-2011 Regular Keyed Alike Fuel Cap 17510 

2015-2011 Regular Locking Fuel Cap. 10510 

2014-2011 Oil Filler Cap. 10117 

2014-2011 OE Type Radiator Cap; For Intercooler. 10268 5 

2014-2011 OE Type Radiator Cap 10238 16 

2013-2011 Diesel Only Fuel Cap; Green. 10840D 

2013-2011 Diesel Only Keyed Alike Fuel Cap; Green. 17510D 

2013-2011 Diesel Only Locking Fuel Cap; Green. 10510D 

V-8 7.3 L DIESEL 

2003-1999 Diesel Only Fuel Cap; W/O Threaded Filler Neck; 10832D 

Green. 

2003-1999 Diesel Only Fuel Cap; W/Threaded Filler Neck; Green... 10830D 

2003-1999 Diesel Only Keyed Alike Fuel Cap; W/O Threaded Filler 17502D 

Neck; Green 

2003-1999 Diesel Only Locking Fuel Cap; W/O Threaded Filler 10502D 

Neck; Green. 

2003-1999 Diesel Only Locking Fuel Cap; W/Threaded Filler Neck; 10591D 

Green. 

2003-1999 Diesel Only Pre-Release Fuel Cap; W/Threaded Filler 10819D 

Neck; Green. 

2003-1999 Diesel Only Pre-Release Locking Fuel Cap; 10501D 

W/Threaded Filler Neck; Green 

2003-1999 OE Equivalent Fuel Cap; W/O Threaded Filler Neck. 10832 

2003-1999 OE Equivalent Fuel Cap; W/Threaded Filler Neck 10817 

2003-1999 Oil Filler Cap 10081 

2003-1999 Pre-Release Diesel Only Keyed Alike Fuel Cap; 17501D 

W/Threaded Filler Neck; Green. 

2003-1999 Pre-Release Fuel Cap; W/Threaded Filler Neck. 10819 

2003-1999 Pre-Release Keyed Alike Fuel Cap; W/Threaded Filler 17501 

Neck. 

2003-1999 Pre-Release Locking Fuel Cap; W/Threaded Filler Neck 10501 

2003-1999 Regular Diesel Only Keyed Alike Fuel Cap; 17591D 

W/Threaded Filler Neck; Green. 

2003-1999 Regular Keyed Alike Fuel Cap; W/O Threaded Filler 17502 

Neck. 

2003-1999 Regular Keyed Alike Fuel Cap; W/Threaded Filler Neck. 17591 

2003-1999 Regular Locking Fuel Cap; W/O Threaded Filler Neck 10502 

2003-1999 Regular Locking Fuel Cap; W/Threaded Filler Neck 10591 

2003- 1999 OE Type Radiator Cap 10238 16 

V-10 6.8L 

2010-2009 Oil Filler Cap 10117 

2010-2005 OE Equivalent Fuel Cap. 10840 

2010-2005 Regular Keyed Alike Fuel Cap. 17510 

2010-2005 Regular Locking Fuel Cap. 10510 

2010-1999 OE Type Radiator Cap 10238 16 

2008 Oil Filler Cap; W/O Threaded Filler Neck. 10117 

2008 Oil Filler Cap; W/Threaded Filler Neck. 10081 

2007-2005 Oil Filler Cap. 10117 

2004- 1999 OE Equivalent Fuel Cap; W/O Threaded Filler Neck. 10832 


V-10 6.8 L - Continued 

2004-1999 Oil Filler Cap 10081 

2004-1999 Pre-Release Fuel Cap; W/Threaded Filler Neck. 10819 

2004-1999 Pre-Release Keyed Alike Fuel Cap; W/Threaded Filler 17501 

Neck. 

2004-1999 Pre-Release Locking Fuel Cap; W/Threaded Filler Neck 10501 

2004-1999 Regular Keyed Alike Fuel Cap; W/O Threaded Filler 17502 

Neck. 

2004- 1999 Regular Locking Fuel Cap; W/O Threaded Filler Neck.... 10502 

Fiesta 

3- Cyl 1.0 L 

2017-2014 OE Type Radiator Cap. 10262 21 

2017 Regular Locking Fuel Cap 10524 

2016-2014 Oil Filler Cap. 10144 

2015- 2014 Regular Locking Fuel Cap. 10524 

4- Cyl 1.6 L 

2017 Regular Locking Fuel Cap. 10524 

2016- 2011 Oil Filler Cap. 10144 

2015-2011 Regular Locking Fuel Cap. 10524 

2015- 2011 OE Type Radiator Cap. 10262 21 

2005- 2003 OE Equivalent Fuel Cap. 10817 

2005-2003 Pre-Release Fuel Cap 10819 

2005-2003 Pre-Release Keyed Alike Fuel Cap 17501 

2005-2003 Pre-Release Locking Fuel Cap 10501 

2005-2003 Regular Keyed Alike Fuel Cap 17591 

2005-2003 Regular Locking Fuel Cap 10591 

Fiesta Ikon 

4-Cyl 1.6 L 

2014-2013 OE Type Radiator Cap 10262 21 

2013- 2011 Regular Locking Fuel Cap 10524 

Five Hundred 

V-6 3.0 L 

2007-2005 OE Equivalent Fuel Cap 10840 

2007-2005 Oil Filler Cap 10117 

2007-2005 Regular Keyed Alike Fuel Cap 17510 

2007-2005 Regular Locking Fuel Cap 10510 

2007-2005 OE Type Radiator Cap 10238 16 

Flex 

V-6 3.5 L 

2017- 2009 OE Type Radiator Cap. 10238 16 

2017 Regular Locking Fuel Cap 10524 

2016- 2009 Oil Filler Cap. 10117 

2014- 2009 Regular Locking Fuel Cap. 10524 

Focus 

2017- 2012 OE Type Radiator Cap. 10262 21 

2012 Oil Filler Cap. 10144 

3- Cyl 1.0 L 

2017 Regular Locking Fuel Cap. 10524 

2016 Oil Filler Cap. 10144 

4- Cyl 2.0 L 

2017-2012 OE Type Radiator Cap. 10262 21 

2017 Regular Locking Fuel Cap. 10524 

2016 Oil Filler Cap. 10144 

2014-2012 Regular Locking Fuel Cap 10524 

2014-2005 Oil Filler Cap. 10144 

2011-2009 OE Type Radiator/Coolant Recovery Tank Cap. 10261 20 

2011-2008 OE Type Radiator Cap. 10265 18.5 

2011-2005 OE Equivalent Fuel Cap. 10840 

2011-2005 Regular Keyed Alike Fuel Cap. 17510 

2011-2005 Regular Locking Fuel Cap 10510 
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Caps for Passenger Cars and LightTmcks (1995 and Newer) 


Application 


Part 

Number 

PSI 

Application 

Part 

Number 

PSI 

Ford - 

Continued 



Ford - Continued 



Focus - 

Continued 



Freestyle - Continued I 

4-Cyl 2.0 L 

- Continued 



V-6 3.0 L - Continued 



2008-2006 

OE Type Radiator Cap. 

10238 

16 

2007-2005 OE Type Radiator Cap. 

10238 

16 

2005-2000 

OE Type Radiator Cap. 

10250 

18 

Fusion 



2004-2002 

Oil Filler Cap; W/Threaded Filler Neck. 

10101 


4-Cyl 1.5 L 



2004-2000 

OE Equivalent Fuel Cap 

10837 


2016-2014 Oil Filler Cap. 

10144 


2004-2000 

Regular Keyed Alike Fuel Cap 

17507 


4-Cyl 1.6 L 



2004-2000 

Regular Locking Fuel Cap 

10507 


2014-2013 Oil Filler Cap. 

10144 


2004 

Oil Filler Cap 

10081 


4-Cyl 2.0 L 



2003-2000 

Oil Filler Cap 

10117 


2013 Oil Filler Cap 

10144 


2001-2000 

Oil Filler Cap 

10101 


4-Cyl 2.0 L ELECTRIC/GAS 



4-Cyl 2.0 L FLEX 



2016-2014 Oil Filler Cap. 

10144 


2015-2012 

OE Type Radiator Cap 

10262 

21 

4-Cyl 2.3 L 



2014-2012 

Oil Filler Cap 

10144 


2009-2006 OE Equivalent Fuel Cap. 

10840 


2014-2012 

Regular Locking Fuel Cap. 

10524 


2009-2006 Oil Filler Cap 

10144 


4-Cyl 2.3 L 




2009-2006 Regular Keyed Alike Fuel Cap 

17510 


2017-2016 

OE Type Radiator Cap. 

10262 

21 

2009-2006 Regular Locking Fuel Cap. 

10510 


2007-2005 

OE Equivalent Fuel Cap 

10840 


2009-2006 OE Type Radiator Cap 

10238 

16 

2007-2005 

Regular Keyed Alike Fuel Cap.. . 

17510 


4-Cyl 2.5 L 



2007-2005 

Regular Locking Fuel Cap 

10510 


2016-2010 Oil Filler Cap . .. 

10144 


2007-2005 

OE Type Radiator Cap. 

10238 

16 

2013-2010 Regular Locking Fuel Cap. 

10524 


2007-2003 

Oil Filler Cap. 

10144 


2012-2010 OE Type Radiator Cap 

10238 

16 

2004-2003 

OE Type Radiator Cap. 

10250 

18 

4-Cyl 2.5 L ELECTRIC/GAS 



2004 

OE Equivalent Fuel Cap; W/O Threaded Filler Neck. 

10840 


2012-2010 Regular Locking Fuel Cap 

10524 


2004 

OE Equivalent Fuel Cap; W/Threaded Filler Neck. 

10837 


2010 OE Type Radiator Cap 

10238 

16 

2004 

Regular Keyed Alike Fuel Cap; W/O Threaded Filler 

17510 


V-6 3.0 L 




Neck. 



2012-2010 Regular Locking Fuel Cap. 

10524 


2004 

Regular Keyed Alike Fuel Cap; W/Threaded Filler Neck. 

17507 


2012-2006 Oil Filler Cap 

10117 


2004 

Regular Locking Fuel Cap; W/O Threaded Filler Neck 

10510 


2012-2006 OE Type Radiator Cap. 

10238 

16 

2004 

Regular Locking Fuel Cap; W/Threaded Filler Neck 

10507 


2010 Flex Fuel Regular Fuel Cap; W/O Locking system 

10840Y 


2003 

OE Equivalent Fuel Cap ,, 

10837 


2010 OE Equivalent Fuel Cap; W/O Locking system. 

10840 


2003 

Regular Keyed Alike Fuel Cap 

17502 



10510 


2003 

Regular Locking Fuel Cap 

10502 


2009-2006 OE Equivalent Fuel Cap. 

10840 


Focus Europa 

2009-2006 Regular Keyed Alike Fuel Cap. 

17510 


4-Cyl 2.0 L 




2009-2006 Regular Locking Fuel Cap. 

10510 


2011-2010 

OE Equivalent Fuel Cap. 

10840 


V-6 3.0 L FLEX 



2011-2010 

Oil Filler Cap 

10144 


2012-2010 Oil Filler Cap 

10117 


2011-2010 

Reqular Keyed Alike Fuel Cap 

17510 


2012-2010 Regular Locking Fuel Cap 

10524 


2011-2010 


10510 


2012-2010 OE Type Radiator Cap 

10238 

16 

2011-2010 

OE Type Radiator Cap 

10265 

18.5 

V-6 3.5 L 



2011-2010 

OE Type Radiator/Coolant Recovery Tank Cap 

10261 

20 

2012-2010 Oil Filler Cap 

10117 


Freestar 



2012-2010 Regular Locking Fuel Cap 

10524 


V-6 3.9L 




2012-2010 OE Type Radiator Cap 

10238 

16 

2007-2004 

OE Equivalent Fuel Cap 

10840 


GT 



2007-2004 

Oil Filler Cap 

10081 


V-8 5.4 L 



2007-2004 

Regular Keyed Alike Fuel Cap 

17510 


2006-2005 Oil Filler Cap. 

10081 


2007-2004 

Regular Locking Fuel Cap 

10510 


2006-2005 OE Type Radiator Cap. 

10238 

16 

2007-2004 

OE Type Radiator Cap. 

10238 

16 

Lobo 

V-64.2L 




V-8 4.6 L 



2007-2004 

OE Equivalent Fuel Cap. 

10840 


2007-2004 OE Equivalent Fuel Cap. 

10832 


2007-2004 

Oil Filler Cap. 

10081 


2007-2004 Regular Keyed Alike Fuel Cap. 

17502 


2007-2004 

Regular Keyed Alike Fuel Cap 

17510 


2007-2004 Regular Locking Fuel Cap. 

10502 


2007-2004 

Reqular Lockinq Fuel Cap. 

10510 


2007-2004 OE Type Radiator Cap. 

10238 

16 

2007-2004 

OE Type Radiator Cap. 

10238 

16 

V-8 5.4 L 



Freestyle 

2007-2003 OE Equivalent Fuel Cap. 

10832 


V-6 3.0 L 




2007-2003 Regular Keyed Alike Fuel Cap. 

17502 


2007-2005 

OE Equivalent Fuel Cap. 

10840 


2007-2003 Regular Locking Fuel Cap. 

10502 


2007-2005 

Oil Filler Cap. 

10117 


2007-2002 OE Type Radiator Cap. 

10238 

16 

2007-2005 

Regular Keyed Alike Fuel Cap. 

17510 





2007-2005 

Regular Locking Fuel Cap. 

10510 
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Caps for Passenger Cars and LightTrucks (1995 and Newer) 


Application 

Part 

Number 

PSI 

Ford - 

Continued 



Mustang 

V-6 3.7 L 

2016-2015 

Oil Filler Cap. 

10117 


2014-2011 

OE Equivalent Fuel Cap 

10840 


2014-2011 

Regular Keyed Alike Fuel Cap. 

17510 


2014-2011 

Regular Locking Fuel Cap. 

10510 


2014-2011 

OE Type Radiator Cap. 

10238 

16 

2014 

Oil Filler Cap 

10081 

2013-2011 

Oil Filler Cap 

10117 


V-6 3.8 L 

2004-1999 

OE Equivalent Fuel Cap 

10832 


2004-1999 

Regular Keyed Alike Fuel Cap 

17502 


2004-1999 

Regular Locking Fuel Cap. 

10502 


2004-1997 

OE Type Radiator/Coolant Recovery Tank Cap 

10233 

16 

2004-1997 

Safety Release Radiator Cap 

✓10333 

16 

2004-1995 

Oil Filler Cap 

10081 

1998 

OE Equivalent Fuel Cap; W/Snap-On Fuel Cap 

10832 


1998 

Pre-Release Fuel Cap; W/O Snap-On Fuel Cap 

10819 


1998 

Pre-Release Keyed Alike Fuel Cap; W/O Snap-On Fuel 
Cap. 

17501 


1998 

Pre-Release Locking Fuel Cap; W/O Snap-On Fuel 

Cap. 

10501 


1998 

Regular Keyed Alike Fuel Cap; W/Snap-On Fuel Cap 

17502 


1998 

Regular Locking Fuel Cap; W/Snap-On Fuel Cap 

10502 


1997-1995 

Pre-Release Fuel Cap. 

10819 


1997-1995 

Pre-Release Keyed Alike Fuel Cap. 

17501 


1997-1995 

Pre-Release Locking Fuel Cap. 

10501 


1996 

OE Type Radiator Cap 

10230 

16 

1996 

Safety Release Radiator Cap 

10330 

16 

1995 

OE Type Radiator Cap. 

10231 

16 

1995 

Safety Release Radiator Cap 

10331 

16 

V-6 3.9 L 


2004 

OE Equivalent Fuel Cap 

10832 


2004 

Oil Filler Cap 

10081 


2004 

Regular Keyed Alike Fuel Cap 

17502 


2004 

Regular Locking Fuel Cap. 

10502 


2004 

OE Type Radiator/Coolant Recovery Tank Cap 

10233 

16 

2004 

Safety Release Radiator Cap 

✓10333 

16 

V-6 4.0 L 

2010-2005 

OE Equivalent Fuel Cap 

10840 


2010-2005 

Oil Filler Cap 

10117 


2010-2005 

Regular Keyed Alike Fuel Cap.. . 

17510 


2010-2005 

Regular Locking Fuel Cap 

10510 


2010-2005 

OE Type Radiator Cap. 

10238 

16 

V-84.6L 


2010-2005 

OE Equivalent Fuel Cap. 

10840 


2010-2005 

Regular Keyed Alike Fuel Cap. 

17510 


2010-2005 

Regular Locking Fuel Cap. 

10510 


2010-2003 

Oil Filler Cap. 

10117 


2010-1996 

OE Type Radiator Cap. 

10238 

16 

2004-1999 

OE Equivalent Fuel Cap. 

10832 

2004-1999 

Regular Keyed Alike Fuel Cap. 

17502 


2004-1999 

Regular Locking Fuel Cap. 

10502 


2004-1996 

Oil Filler Cap. 

10081 


1998 

OE Equivalent Fuel Cap; W/Snap-On Fuel Cap. 

10832 


1998 

Pre-Release Fuel Cap; W/O Snap-On Fuel Cap. 

10819 


1998 

Pre-Release Keyed Alike Fuel Cap; W/O Snap-On Fuel 
Cap. 

17501 


1998 

Pre-Release Locking Fuel Cap; W/O Snap-On Fuel 

Cap. 

10501 


1998 

Regular Keyed Alike Fuel Cap; W/Snap-On Fuel Cap 

17502 


1998 

Regular Locking Fuel Cap; W/Snap-On Fuel Cap 

10502 



Application 

Part 

Number 

PSI 

Ford- 

Continued 



| Mustang - Continued 

V-8 4.6 L ■ 

■ Continued 



1997-1996 

Pre-Release Fuel Cap. 

10819 


1997-1996 

Pre-Release Keyed Alike Fuel Cap. 

17501 


1997-1996 

Pre-Release Locking Fuel Cap. 

10501 


V-8 5.0 L 




2016-2015 

Oil Filler Cap. 

10117 


2014-2011 

OE Equivalent Fuel Cap 

10840 


2014-2011 

Regular Keyed Alike Fuel Cap 

17510 


2014-2011 

Regular Locking Fuel Cap 

10510 


2014-2011 

OE Type Radiator Cap 

10238 

16 

2013-2011 

Oil Filler Cap. 

10117 


1995 

Oil Filler Cap. 

10081 


1995 

Pre-Release Fuel Cap 

10819 


1995 

Pre-Release Keyed Alike Fuel Cap 

17501 


1995 

Pre-Release Locking Fuel Cap. 

10501 


1995 

OE Type Radiator Cap 

10231 

16 

1995 

Safety Release Radiator Cap 

10331 

16 

V-8 5.4 L 




2012-2007 

OE Equivalent Fuel Cap 

. 10840 


2012-2007 

Oil Filler Cap 

. 10081 


2012-2007 

Regular Keyed Alike Fuel Cap. 

. 17510 


2012-2007 

Regular Locking Fuel Cap. 

10510 


2012-2007 

OE Type Radiator Cap. 

10238 

16 

2000 

OE Equivalent Fuel Cap. 

10832 


2000 

Oil Filler Cap. 

10081 


2000 

Regular Keyed Alike Fuel Cap. 

17502 


2000 

Regular Locking Fuel Cap 

10502 


2000 

OE Type Radiator Cap; 16 LB CAP. 

10238 

16 

V-8 5.8 L 




2014-2013 

OE Equivalent Fuel Cap. 

10840 


2014-2013 

Oil Filler Cap. 

10081 


2014-2013 

Regular Keyed Alike Fuel Cap. 

17510 


2014-2013 

Regular Locking Fuel Cap. 

10510 


2014-2013 

OE Type Radiator Cap. 

10238 

16 

1995 

Pre-Release Fuel Cap. 

10819 


1995 

Pre-Release Keyed Alike Fuel Cap. 

17501 


1995 

Pre-Release Locking Fuel Cap. 

10501 


Police Interceptor Sedan 

V-6 3.5 L 




2017-2013 

OE Type Radiator Cap. 

10238 

16 

2017 

Regular Locking Fuel Cap 

10524 


2016-2013 

Oil Filler Cap 

10117 


2015-2013 

Regular Locking Fuel Cap. 

10524 


V-6 3.5 L1 

FLEX 



2015 

Regular Locking Fuel Cap. 

10524 


V-6 3.7 L 




2017-2013 

OE Type Radiator Cap 

10238 

16 

2017 

Regular Locking Fuel Cap. 

10524 


2016-2013 

Oil Filler Cap. 

10117 


2015-2013 

Regular Locking Fuel Cap. 

10524 


V-6 3.7 L1 

FLEX 



2015 

Oil Filler Cap 

10117 


2015 

Regular Locking Fuel Cap. 

10524 


2015 

OE Type Radiator Cap. 

. 10238 

16 

Police Interceptor Utility I 

V-6 3.5 L 




2017-2014 

OE Type Radiator Cap 

10238 

16 

2017 

Regular Locking Fuel Cap. 

. 10524 


2016-2015 

Oil Filler Cap. 

10117 
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Caps for Passenger Cars and LightTmcks (1995 and Newer) 


Application 


Part 

Number 

PSI 

Application 

Part 

Number 

PSI 

Ford - 

Continued 



Ford- 

Continued 



Police Interceptor Utility - Continued 

Ranger - Continued | 

V-6 3.5L- 

Continued 



V-6 3.0 L - 

Continued 



2015-2014 

Regular Locking Fuel Cap ,, 

10524 


2008-2004 

Regular Locking Fuel Cap. 

10510 


V-6 3.7 L 




2008-2001 

Oil Filler Cap. 

10117 


2017-2013 

OE Type Radiator Cap . . 

10238 

16 

2008-1995 


10233 

16 

2017 

Regular Locking Fuel Cap. 

10524 


2006-1995 


✓10333 

16 

2016-2013 

Oil Filler Cap 

10117 


2003-1998 

OE Equivalent Fuel Cap. 

10832 


2015-2013 

Reaular Lockina Fuel Cap. 

10524 


2003-1998 


17502 


V-6 3.7 L FLEX 



2003-1998 

Regular Locking Fuel Cap. 

10502 


2015 

Regular Locking Fuel Cap 

10524 


2000-1995 

Oil Filler Cap. 

10081 


Probe 




1997-1995 

Pre-Release Fuel Cap. 

10819 


4-Cyl 2.0 L 




1997-1995 

Pre-Release Keyed Alike Fuel Cap 

17501 


1997-1995 

Oil Filler Cap 

10082 


1997-1995 

Pre-Release Locking Fuel Cap 

10501 


1997-1995 

Pre-Release Fuel Cap 

10819 


V-6 3.0 L FLEX 



1997-1995 

Pre-Release Keyed Alike Fuel Cap 

17501 


2004-2001 

Oil Filler Cap. 

10117 


1997-1995 

Pre-Release Locking Fuel Cap 

10501 


2004-1999 

OE Type Radiator/Coolant Recovery Tank Cap 

10233 

16 

1997-1995 

OE Type Radiator/Coolant Recovery Tank Cap 

10233 

16 

2004-1999 

Safety Release Radiator Cap. 

✓10333 

16 

1997-1995 

Safety Release Radiator Cap. 

✓10333 

16 

2004 

Flex Fuel Keyed Alike Fuel Cap; Yellow 

17510Y 


V-6 2.5 L 




2004 

Flex Fuel Regular Fuel Cap; Yellow. 

10840Y 


1997-1995 

Oil Filler Cap 

10082 


2004 

Flex Fuel Regular Locking Fuel Cap; Yellow. 

10510Y 


1997-1995 

Pre-Release Fuel Cap 

10819 


2004 

OE Equivalent Fuel Cap. 

10840 


1997-1995 

Pre-Release Keyed Alike Fuel Cap 

17501 


2004 


17510 


1997-1995 

Pre-Release Locking Fuel Cap 

10501 


2004 


10510 


1997-1995 

OE Type Radiator/Coolant Recovery Tank Cap 

10227 

13 

2003-1999 

Flex Fuel Keyed Alike Fuel Cap; Yellow... . 

17502Y 


1997-1995 

Safety Release Radiator Cap. 

✓10327 

13 

2003-1999 


10832Y 


Ranger 




2003-1999 

Flex Fuel Regular Locking Fuel Cap; Yellow. 

10502Y 


4-Cyl 2.3 L 




2003-1999 

OE Equivalent Fuel Cap. 

10832 


2011-2010 

OE Equivalent Fuel Cap. 

10838 


2003-1999 

Regular Keyed Alike Fuel Cap. 

17502 


2011-2010 

Regular Keyed Alike Fuel Cap 

17508 


2003-1999 

Regular Locking Fuel Cap. 

10502 


2011-2010 

Regular Locking Fuel Cap. 

10508 


2000-1999 

Oil Filler Cap. 

10081 


2011-2004 

Oil Filler Cap. 

10144 


V-6 4.0 L 




2011-2002 


10238 

16 

2011-2010 

OE Equivalent Fuel Cap. 

10838 


2009-2004 


10840 


2011-2010 

Regular Keyed Alike Fuel Cap 

17508 


2009-2004 


17510 


2011-2010 

Regular Locking Fuel Cap. 

10508 


2009-2004 


10510 


2011-2007 

Safety Release Radiator Cap 

10333 

16 

2003-2001 

OE Equivalent Fuel Cap. 

10832 


2011-2001 

Oil Filler Cap 

10117 


2003-2001 

Regular Keyed Alike Fuel Cap. 

17502 


2011-1995 

OE Type Radiator/Coolant Recovery Tank Cap 

10233 

16 

2003-2001 

Regular Locking Fuel Cap. 

10502 


2009-2004 

OE Equivalent Fuel Cap. 

10840 


2003 

Oil Filler Cap. 

10081 


2009-2004 

Regular Keyed Alike Fuel Cap 

17510 


2002-2001 

Oil Filler Cap. 

10117 


2009-2004 

Regular Locking Fuel Cap. 

10510 


2001 

OE Type Radiator/Coolant Recovery Tank Cap; Early 

10233 

16 

2006-1995 

Safety Release Radiator Cap 

✓10333 

16 

2001 


10238 

16 

2003-1998 

OE Equivalent Fuel Cap. 

10832 


2001 


✓10333 

16 

2003-1998 

Regular Keyed Alike Fuel Cap 

17502 


1997-1995 

Oil Filler Cap 

10081 


2003-1998 

Regular Locking Fuel Cap. 

10502 


1997-1995 

Pre-Release Fuel Cap 

10819 


2000-1995 

Oil Filler Cap 

10081 


1997-1995 


17501 


1997-1995 

Pre-Release Fuel Cap 

10819 


1997-1995 

Pre-Release Locking Fuel Cap 

10501 


1997-1995 

Pre-Release Keyed Alike Fuel Cap 

17501 


1997-1995 

OE Type Radiator Cap. 

10229 

13 

1997-1995 

Pre-Release Locking Fuel Cap. 

10501 


1997-1995 

Safety Release Radiator Cap. 

10329 

13 

Sable 




4-Cyl 2.5 L 




V-6 3.0 L 




2001-1998 

OE Equivalent Fuel Cap. 

10832 


1999 

OE Equivalent Fuel Cap. 

10832 


2001-1998 

Oil Filler Cap. 

10081 


1999 

Oil Filler Cap. 

10081 


2001-1998 

Regular Keyed Alike Fuel Cap 

17502 


1999 


17502 


2001-1998 

Regular Locking Fuel Cap 

10502 


1999 


10502 


2001-1998 

OE Type Radiator/Coolant Recovery Tank Cap 

10233 

16 

1999 

OE TvDe Radiator CaD 

10238 

16 

2001-1998 

Safety Release Radiator Cap 

✓10333 

16 

Special Service Police Sedan 



V-6 3.0 L 




4-Cyl 2.0 L 




2008-2007 

Safety Release Radiator Cap . 

10333 

16 

2017-2014 

OE Type Radiator Cap 

10238 

16 

2008-2004 

OE Equivalent Fuel Cap 

10840 


2017 

Regular Locking Fuel Cap. 

10524 


2008-2004 

Regular Keyed Alike Fuel Cap 

17510 







✓Check hood clearance prior to installing this cap 
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Caps for Passenger Cars and LightTrucks (1995 and Newer) 


Application 

Part 

Number 

PSI 

Application 

Part 

Number 

PSI 

Ford - 

Continued 



Ford- 

Continued 



Taurus 

Taurus 

- Continued 



4-Cyl 2.0 L 

- Continued 



V-6 3.0 L FLEX-Continued 



2017-2013 

OE Type Radiator Cap. 

10238 

16 

2003-1996 

OE Equivalent Fuel Cap 

10832 


2017 

Regular Locking Fuel Cap. 

10524 

2003-1996 

Regular Keyed Alike Fuel Cap. 

17502 


2015-2013 

Regular Locking Fuel Cap. 

10524 


2003-1996 

Regular Locking Fuel Cap. 

10502 


2013 

Oil Filler Cap 

10144 


1999-1996 

Oil Filler Cap. 

10081 


V-6 3.0L 




V-6 3.2 L 




2007-2006 

OE Equivalent Fuel Cap 

10840 


1995 

Oil Filler Cap. 

10081 


2007-2006 

Regular Keyed Alike Fuel Cap 

17510 


1995 

Pre-Release Fuel Cap 

10819 


2007-2006 

Regular Locking Fuel Cap. 

10510 


1995 

Pre-Release Keyed Alike Fuel Cap. 

17501 


2007-2000 

Oil Filler Cap 

10117 


1995 

Pre-Release Locking Fuel Cap. 

10501 


2007-1996 

OE Type Radiator Cap 

10238 

16 

1995 

OE Type Radiator Cap 

10230 

16 

2005-2004 

OE Equivalent Fuel Cap; For Black Bottom O.E. Cap 

10832 

1995 

Safety Release Radiator Cap 

10330 

16 

2005-2004 

OE Equivalent Fuel Cap; For White Bottom O.E. Cap 
W/Orange O-Ring Seal 

10840 


V-6 3.5 L 

2017-2008 


10238 

16 

2005-2004 

Regular Keyed Alike Fuel Cap; For Black Bottom O.E. 
Cap. 

17502 


2017 

Regular Locking Fuel Cap. 

10524 

2005-2004 

Regular Keyed Alike Fuel Cap; For White Bottom O.E. 
Cap W/Oranqe O-Rinq Seal 

17510 


2016-2008 

Oil Filler Cap 

10117 



2015-2010 

Regular Locking Fuel Cap. 

10524 


2005-2004 

Regular Locking Fuel Cap; For Black Bottom O.E. Cap 

Regular Locking Fuel Cap; For White Bottom O.E. Cap 
W/Orange O-Ring Seal 

10502 


2009-2008 

OE Equivalent Fuel Cap 

10840 


2005-2004 

10510 


2009-2008 

Regular Keyed Alike Fuel Cap. 

17510 



2009-2008 

Reqular Lockinq Fuel Cap .. .. 

10510 


2003-1996 

2003-1996 

OE Equivalent Fuel Cap 

Regular Keyed Alike Fuel Cap. 

10832 

17502 


V-6 3.5 L FLEX 

2015 Regular Locking Fuel Cap 

10524 


2003-1996 

Regular Locking Fuel Cap. 

10502 


V-6 3.8 L 




2000-1995 

Oil Filler Cap 

10081 


1995 


10081 


1995 

Pre-Release Fuel Cap. 

10819 


1995 

Pre-Release Fuel Cap. 

10819 


1995 

Pre-Release Keyed Alike Fuel Cap. ... 

17501 


1995 


17501 


1995 

Pre-Release Locking Fuel Cap. 

10501 


1995 


10501 


1995 

OE Type Radiator Cap. 

10230 

16 

1995 


10230 

16 

1995 

Safety Release Radiator Cap 

10330 

16 

1995 


10330 

16 

V-6 3.0 L FLEX 



V-8 3.4 L 



2006-2001 

Oil Filler Cap 

10117 


1999-1996 

1999-1996 

1999-1996 

1999-1996 

OE Equivalent Fuel Cap. 

Oil Filler Cap. 

Regular Keyed Alike Fuel Cap. 

Regular Locking Fuel Cap. 

10832 

10081 

17502 

10502 


2006-1996 

OE Type Radiator Cap 

10238 

16 


2006 

Flex Fuel Keyed Alike Fuel Cap; Yellow. 

17510Y 



2006 

Flex Fuel Regular Fuel Cap; Yellow. 

10840Y 



2006 

Flex Fuel Regular Locking Fuel Cap; Yellow. 

10510Y 


1999-1996 

OE Type Radiator Cap 

10238 

16 







2006 

OE Equivalent Fuel Cap. 

10840 


Taurus X | 

2006 

Regular Keyed Alike Fuel Cap. 

17510 


V-6 3.5 L 




2006 

Regular Locking Fuel Cap. 

10510 


2009-2008 

OE Equivalent Fuel Cap. 

10840 


2005-2004 

2005-2004 

Flex Fuel Keyed Alike Fuel Cap; For Black Bottom O.E. 
Cap; Yellow. 

Flex Fuel Keyed Alike Fuel Cap; For White Bottom O.E. 
Cap W/Orange O-Ring Seal; Yellow 

17502Y 

17510Y 


2009-2008 

2009-2008 

2009-2008 

Oil Filler Cap. 

Regular Keyed Alike Fuel Cap . 

Regular Locking Fuel Cap. 

10117 

17510 

10510 


2005-2004 

Flex Fuel Regular Fuel Cap; For Black Bottom O.E. 

10832Y 


2009-2008 

OE Type Radiator Cap. 

10238 

16 






Cap; Yellow. 



Thunderbird 

2005-2004 

2005-2004 

Flex Fuel Regular Fuel Cap; For White Bottom O.E. 

Cap W/Orange O-Ring Seal; Yellow. 

Flex Fuel Regular Locking Fuel Cap; For Black Bottom 
O.E. Cap; Yellow. 

10840Y 

10502Y 



V-6 3.8 L 

1997-1995 

1997-1995 

Oil Filler Cap. 

Pre-Release Fuel Cap. 

10081 

10819 


2005-2004 

Flex Fuel Regular Locking Fuel Cap; For White Bottom 
O.E. Cap W/Orange O-Ring Seal; Yellow 

10510Y 


1997-1995 

Pre-Release Keyed Alike Fuel Cap. 

17501 



1997-1995 

1997-1995 

1997-1995 


10501 


2005-2004 

2005-2004 

OE Equivalent Fuel Cap; For Black Bottom O.E. Cap 

OE Equivalent Fuel Cap; For White Bottom O.E. Cap 
W/Orange O-Ring Seal 

10832 

10840 


OE Type Radiator/Coolant Recovery Tank Cap 
Safety Release Radiator Cap. 

10233 

✓10333 

16 

16 




V-8 3.9 L 

2005-2002 



2005-2004 

Regular Keyed Alike Fuel Cap; For Black Bottom O.E. 
Cap. 

17502 


OE Equivalent Fuel Cap 

10832 


2005-2004 

Regular Keyed Alike Fuel Cap; For White Bottom O.E. 
Cap W/Orange O-Ring Seal. 

17510 


2005-2002 

2005-2002 

2005-2002 

2005-2002 

Oil Filler Cap. 

10101 

17502 


2005-2004 

2005-2004 

Regular Locking Fuel Cap; For Black Bottom O.E. Cap. 
Regular Locking Fuel Cap; For White Bottom O.E. Cap 

10502 

10510 


Regular Locking Fuel Cap. 

OE Type Radiator Cap. 

10502 

10238 

16 

2003-1996 

W/Orange O-Ring Seal . 

Flex Fuel Keyed Alike Fuel Cap; Yellow. . 

17502Y 


V-8 4.6 L 



2003-1996 

2003-1996 

Flex Fuel Regular Fuel Cap; Yellow.. 

Flex Fuel Regular Locking Fuel Cap; Yellow. 

10832Y 

10502Y 


1997-1995 

1997-1995 

Oil Filler Cap 

Pre-Release Fuel Cap. 

10081 

10819 



✓Check hood clearance prior to installing this cap 
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Caps for Passenger Cars and LightTmcks (1995 and Newer) 


Application 


Ford - Continued 


Thunderbird - Continued 


Part 

Number 


PSI 


V-8 4.6 L - Continued 

1997-1995 Pre-Release Keyed Alike Fuel Cap 

1997-1995 Pre-Release Locking Fuel Cap. 

1997-1995 OE Type Radiator Cap 


17501 

10501 

10238 


Transit-150 


Transit Connect 


Windstar 


V-6 3.0L 

2000-1998 OE Equivalent Fuel Cap . 


16 


2012 OE Equivalent Fuel Cap 

10851 


2012 Oil Filler Cap 

10144 


2012 Regular Keyed Alike Fuel Cap. 

17521 


2012 Regular Locking Fuel Cap 

10521 


4-Cyl 1.6 L 

2016-2014 Oil Filler Cap 

10144 


2014 OE Type Radiator Cap 

10262 

21 

4-Cyl 2.0 L 

2013-2010 OE Equivalent Fuel Cap 

10851 


2013-2010 Oil Filler Cap 

10144 


2013-2010 Regular Keyed Alike Fuel Cap 

. 17521 


2013-2010 Regular Locking Fuel Cap 

. 10521 


4-Cyl 2.5 L 

2016-2014 Oil Filler Cap 

10144 


2014 OE Type Radiator Cap 

10262 

21 

4-Cyl 2.5 L CNG 

2014 OE Type Radiator Cap 

10262 

21 

4-Cyl 2.5 L LPG 

2014 OE Type Radiator Cap 

10262 

21 


10832 


Application 


Ford - Continued 


Part 

Number 


PSI 


5-Cyl 3.2 L 




2015 

OE Type Radiator Cap 

10262 

21 

V-6 3.5L 




2015 

OE Type Radiator Cap. 

10262 

21 

V-6 3.7 L 




2016-2015 

Oil Filler Cap 

10117 


2015 

OE Type Radiator Cap 

10262 

21 

Transit-250 1 

5-Cyl 3.2 L 




2015 

OE Type Radiator Cap. 

10262 

21 

V-6 3.5 L 




2015 

OE Type Radiator Cap 

10262 

21 

V-6 3.7 L 




2016-2015 

Oil Filler Cap ,, 

10117 


2015 

OE Type Radiator Cap. 

10262 

21 

Transit-350 1 

5-Cyl 3.2 L 




2015 

OE Type Radiator Cap. 

10262 

21 

V-6 3.5 L 

2015 

OE Type Radiator Cap. 

10262 

21 

V-6 3.7 L 




2016-2015 

Oil Filler Cap. 

10117 


2015 

OE Type Radiator Cap 

10262 

21 

Transit-350 HD s! 

5-Cyl 3.2 L 




2015 

OE Type Radiator Cap. 

10262 

21 

V-6 3.5 L 




2015 

OE Type Radiator Cap 

10262 

21 

V-6 3.7 L 




2016-2015 

Oil Filler Cap. 

10117 


2015 

OE Type Radiator Cap. 

10262 

21 


| Windstar- Continued | 

V-6 3.0 L - 

Continued 



2000-1998 

Regular Keyed Alike Fuel Cap. 

17502 


2000-1998 

Regular Locking Fuel Cap. 

10502 


2000-1995 

Oil Filler Cap. 

10081 


2000 

OE Type Radiator Cap 

10238 

16 

1999-1995 

OE Type Radiator/Coolant Recovery Tank Cap 

10233 

16 

1999-1995 

Safety Release Radiator Cap. 

✓10333 

16 

1999 

OE Type Radiator Cap; 16 LB CAP. 

10238 

16 

1997-1995 

Pre-Release Fuel Cap. 

10819 


1997-1995 

Pre-Release Keyed Alike Fuel Cap 

17501 


1997-1995 

Pre-Release Locking Fuel Cap 

10501 


V-6 3.8 L 




2003-2000 

OE Type Radiator Cap 

10238 

16 

2003-1998 

OE Equivalent Fuel Cap. 

10832 


2003-1998 

Regular Keyed Alike Fuel Cap 

17502 


2003-1998 

Regular Locking Fuel Cap. 

10502 


2003-1995 

Oil Filler Cap 

10081 


1999-1995 

OE Type Radiator/Coolant Recovery Tank Cap. 

10233 

16 

1999-1995 

Safety Release Radiator Cap. 

✓10333 

16 

1999 

OE Type Radiator Cap; 16 LB CAP. 

10238 

16 

1997-1995 

Pre-Release Fuel Cap. 

10819 


1997-1995 

Pre-Release Keyed Alike Fuel Cap. 

17501 


1997-1995 

Pre-Release Locking Fuel Cap. 

10501 


Freiqhtliner 

| Sprinter 2500 i 

5-Cyl 2.7 L DIESEL 



2006-2003 

OE Equivalent Fuel Cap. 

10843 


2006 

OE Type Radiator Cap . 

10252 

15 

2005-2003 

OE Type Radiator Cap . 

10234 

18 

2005-2003 

Safety Release Radiator Cap. 

10334 

18 

V-6 3.0 L DIESEL 



2011-2007 

OE Type Radiator Cap. 

10252 

15 

2009-2008 

Oil Filler Cap. 

10130 


V-6 3.5 L 




2008-2007 

OE Type Radiator Cap . 

10252 

15 

2008 

Oil Filler Cap 

10130 






Sprinter 3500 ! 

5-Cyl 2.7 L DIESEL 



2006-2003 

OE Equivalent Fuel Cap. 

10843 


2006 

OE Type Radiator Cap. 

10252 

15 

2005-2003 

OE Type Radiator Cap. 

10234 

18 

2005-2003 

Safety Release Radiator Cap. 

10334 

18 

V-6 3.0 L DIESEL 



2011-2007 

OE Type Radiator Cap 

10252 

15 

2009-2008 

Oil Filler Cap 

10130 


V-6 3.5 L 




2008-2007 

OE Type Radiator Cap. 

10252 

15 

2008 

Oil Filler Cap. 

10130 


Geo 

| Metro ! 

3-Cyl 1.0 L 




1997-1995 

OE Equivalent Fuel Cap. 

10825 


1997-1995 

Oil Filler Cap 

10101 


1997-1995 

Regular Keyed Alike Fuel Cap 

17595 


1997-1995 

Regular Locking Fuel Cap. 

10595 


1997-1995 

OE Type Radiator Cap 

10241 

13 

4-Cyl 1.3 L 




1997-1996 

OE Type Radiator Cap. 

10241 

13 

1997-1995 

OE Equivalent Fuel Cap. 

10825 



✓Check hood clearance prior to installing this cap 
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Caps for Passenger Cars and LightTrucks (1995 and Newer) 


Application 


Geo - Continued 


Part 

Number 


PSI 


Metro - 

Continued 



4-Cyl 1.3 L 

- Continued 



1997-1995 

Oil Filler Cap,, 

10101 


1997-1995 

Regular Keyed Alike Fuel Cap. 

17595 


1997-1995 

Regular Locking Fuel Cap. 

10595 


1995 

OE Type Radiator Cap 

10242 

16 

Prizm i 

4-Cyl 1.6 L 




1997-1995 

OE Equivalent Fuel Cap 

10825 


1997-1995 

Oil Filler Cap 

10080 


1997-1995 

Regular Keyed Alike Fuel Cap 

17595 


1997-1995 

Regular Locking Fuel Cap. 

10595 


1997-1995 

OE Type Radiator Cap 

10241 

13 

4-Cyl 1.8 L 




1997-1995 

OE Equivalent Fuel Cap 

10825 


1997-1995 

Oil Filler Cap 

10080 


1997-1995 

Regular Keyed Alike Fuel Cap. 

. 17595 


1997-1995 

Regular Locking Fuel Cap. 

. 10595 


1997-1995 

OE Type Radiator Cap. 

10241 

13 

Tracker 

4-Cyl 1.6 L 




1997-1995 

OE Equivalent Fuel Cap 

10825 


1997-1995 

Regular Keyed Alike Fuel Cap 

. 17595 


1997-1995 

Regular Locking Fuel Cap. 

. 10595 


1997-1995 

OE Type Radiator Cap. 

. 10242 

16 

1997 

Oil Filler Cap. 

. 10081 


1996-1995 

Oil Filler Cap. 

. 10101 


1995 

Oil Filler Cap. 

. 10083 


1995 

Oil Filler Cap; Eng.VIN6. 

. 10101 


1995 

Oil Filler Cap; Eng.VINU. 

10083 


GMC 

Acadia 

4-Cyl 2.5 L 




2017 

OE Type Radiator Cap 

10271 

20 

V-6 3.6 L 




2017 

OE Type Radiator Cap. 

10271 

20 

2016-2011 

OE Equivalent Fuel Cap. 

10834 


2015-2013 

OE Type Radiator Cap. 

10248 

15 

2015-2012 

OE Type Radiator Cap. 

10271 

20 

2015-2011 

Regular Keyed Alike Fuel Cap. 

17504 


2015-2011 

Regular Locking Fuel Cap. 

10504 


2015-2007 

Oil Filler Cap 

10099 


2011-2007 

OE Type Radiator Cap. 

10248 

15 

2010-2007 

OE Equivalent Fuel Cap 

10841 


2010-2007 

Regular Keyed Alike Fuel Cap. 

17511 


2010-2007 

Regular Locking Fuel Cap. 

10511 


Acadia Limited 

V-6 3.6 L 




2017 

OE Equivalent Fuel Cap 

10834 


Cl500 ! 

V-6 4.3 L 




1998-1997 

Regular Keyed Alike Fuel Cap. 

17504 


1998-1995 

Oil Filler Cap 

10099 


1998-1995 

OE Type Radiator Cap. 

. 10231 

16 

1998-1995 

Safety Release Radiator Cap 

. 10331 

16 

1998 

OE Equivalent Fuel Cap 

. 10834 


1998 

Regular Locking Fuel Cap. .. 

. 10504 


1997-1995 

OE Equivalent Fuel Cap 

. 10817 


1997-1995 

Pre-Release Keyed Alike Fuel Cap. 

. 17501 


1997-1995 

Regular Keyed Alike Fuel Cap. 

17591 



Application 


GMC - Continued 


Part 

Number 


PSI 


Cl500■ 

■ Continued 



V-6 4.3 L - 

Continued 



1997-1995 

Regular Locking Fuel Cap. 

10591 


1997 

OE Equivalent Fuel Cap; Sportside 

10834 


1997 

Pre-Release Fuel Cap; Wideside. 

10819 


1997 

Pre-Release Locking Fuel Cap; Wideside. 

10501 


1997 

Regular Locking Fuel Cap; Sportside. 

10504 


1996-1995 

Pre-Release Fuel Cap. 

10819 


1996-1995 

Pre-Release Locking Fuel Cap. 

10501 


V-8 5.0L 




1999-1998 

OE Equivalent Fuel Cap 

10834 


1999-1998 

Regular Keyed Alike Fuel Cap 

17504 


1999-1998 

Regular Locking Fuel Cap. 

10504 


1999-1995 

Oil Filler Cap. 

10105 


1999-1995 

OE Type Radiator Cap. 

10231 

16 

1999-1995 

Safety Release Radiator Cap 

10331 

16 

1997-1995 

OE Equivalent Fuel Cap 

10817 


1997-1995 

Pre-Release Fuel Cap 

10819 


1997-1995 

Pre-Release Keyed Alike Fuel Cap. 

17501 


1997-1995 

Pre-Release Locking Fuel Cap. 

10501 


1997-1995 

Regular Keyed Alike Fuel Cap. 

17591 


1997-1995 

Regular Locking Fuel Cap. 

10591 


V-8 5.7 L 




1999-1998 

OE Equivalent Fuel Cap. 

10834 


1999-1998 

Regular Keyed Alike Fuel Cap. 

17504 


1999-1998 

Regular Locking Fuel Cap. 

10504 


1999-1995 

Oil Filler Cap. 

10105 


1999-1995 

OE Type Radiator Cap. 

10231 

16 

1999-1995 

Safety Release Radiator Cap. 

10331 

16 

1997-1995 

OE Equivalent Fuel Cap 

10817 


1997-1995 

Pre-Release Fuel Cap. 

10819 


1997-1995 

Pre-Release Keyed Alike Fuel Cap 

17501 


1997-1995 

Pre-Release Locking Fuel Cap. 

10501 


1997-1995 

Regular Keyed Alike Fuel Cap 

17591 


1997-1995 

Regular Locking Fuel Cap 

10591 


V-8 6.5 L DIESEL 



1997-1996 

OE Equivalent Fuel Cap 

10830 


1997-1995 

Diesel Only Fuel Cap; Green. 

10830D 


1997-1995 

Diesel Only Locking Fuel Cap; Green. 

10591D 


1997-1995 

Diesel Only Pre-Release Fuel Cap; Green. 

10819D 


1997-1995 

Diesel Only Pre-Release Locking Fuel Cap; Green. 

10501D 


1997-1995 

Pre-Release Diesel Only Keyed Alike Fuel Cap; Green . 

17501D 


1997-1995 

Regular Diesel Only Keyed Alike Fuel Cap; Green. 

17591D 


1997-1995 

Regular Keyed Alike Fuel Cap 

17591 


1997-1995 

Regular Locking Fuel Cap. 

10591 


1997-1995 

OE Type Radiator Cap 

10230 

16 

1997-1995 

Safety Release Radiator Cap 

10330 

16 

1997 

Oil Filler Cap; W/Metal Oil Cap . .. 

10066 


1997 

Oil Filler Cap; W/O Metal Oil Cap 

10099 


1996-1995 

Oil Filler Cap. 

10066 


1995 

OE Equivalent Fuel Cap. 

10817 


1995 

Pre-Release Fuel Cap. 

10819 


1995 

Pre-Release Keyed Alike Fuel Cap. 

17501 


1995 

Pre-Release Locking Fuel Cap. 

10501 


Cl 500 Suburban j! 

V-8 5.7 L 




1999-1998 

OE Equivalent Fuel Cap. 

10834 


1999-1998 

Regular Keyed Alike Fuel Cap. 

17504 


1999-1998 

Regular Locking Fuel Cap. 

10504 


1999-1995 

Oil Filler Cap. 

10105 
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Caps for Passenger Cars and LightTmcks (1995 and Newer) 


Application 

Part 

Number 

PSI 

Application 


Part 

Number 

PSI 

GMC- 

Continued 



GMC- 

Continued 



Cl 500 Suburban - Continued 

C2500- 

Continued 



V-8 5.7L- 

Continued 



V-8 5.7 L - 

Continued 



1999-1995 

OE Type Radiator Cap. 

10231 

16 

1997-1995 

OE Equivalent Fuel Cap. 

10817 


1999-1995 

Safety Release Radiator Cap. 

10331 

16 

1997-1995 

Pre-Release Fuel Cap. 

10819 


1997-1995 

OE Equivalent Fuel Cap 

10817 


1997-1995 

Pre-Release Keyed Alike Fuel Cap 

17501 


1997-1995 

Pre-Release Fuel Cap 

10819 


1997-1995 

Pre-Release Locking Fuel Cap 

10501 


1997-1995 

Pre-Release Keyed Alike Fuel Cap 

17501 


1997-1995 

Regular Keyed Alike Fuel Cap. 

17591 


1997-1995 

Pre-Release Locking Fuel Cap 

10501 


1997-1995 

Reaular Lockina Fuel CaD 

10591 


1997-1995 

Regular Keyed Alike Fuel Cap 

17591 


V-85.7LCNG 



1997-1995 

Regular Locking Fuel Cap 

10591 


2000-1998 

OE Equivalent Fuel Cap. 

10834 


V-8 6.5 L DIESEL 



2000-1998 

Regular Keyed Alike Fuel Cap 

17504 


1999-1998 

Oil Filler Cap 

10099 


2000-1998 

Regular Locking Fuel Cap. 

10504 


1999-1995 

Diesel Only Fuel Cap; Green 

10830D 


2000-1996 

Oil Filler Cap. 

10105 


1999-1995 

Diesel Only Locking Fuel Cap; Green. 

10591D 


2000-1996 

OE Type Radiator Cap 

10231 

16 

1999-1995 

Diesel Only Pre-Release Fuel Cap; Green 

10819D 


2000-1996 

Safety Release Radiator Cap 

10331 

16 

1999-1995 

Diesel Only Pre-Release Locking Fuel Cap; Green 

10501D 


1997-1996 

OE Equivalent Fuel Cap. 

10817 


1999-1995 

OE Equivalent Fuel Cap. 

10817 


1997-1996 

Pre-Release Fuel Cap 

10819 


1999-1995 

Pre-Release Diesel Only Keyed Alike Fuel Cap; Green. 

17501D 


1997-1996 

Pre-Release Keyed Alike Fuel Cap 

17501 


1999-1995 

Pre-Release Fuel Cap. 

10819 


1997-1996 

Pre-Release Locking Fuel Cap. 

10501 


1999-1995 

Pre-Release Keyed Alike Fuel Cap. 

17501 


1997-1996 

Regular Keyed Alike Fuel Cap. 

17591 


1999-1995 

Pre-Release Locking Fuel Cap. 

10501 


1997-1996 

Reaular Lockina Fuel CaD. 

10591 


1999-1995 

Regular Diesel Only Keyed Alike Fuel Cap; Green. 

17591D 


V-8 6.5 L DIESEL 



1999-1995 


17591 


2000-1998 

Oil Filler Cap. 

10099 


1999-1995 

Regular Locking Fuel Cap. 

10591 


2000-1996 

OE Equivalent Fuel Cap. 

10830 


1999-1995 


10230 

16 

2000-1995 

Diesel Only Fuel Cap; Green. 

10830D 


1999-1995 


10330 

16 

2000-1995 

Diesel Only Locking Fuel Cap; Green. 

10591D 


1997 

Oil Filler Cap; W/Metal Oil Cap. 

10066 


2000-1995 

Regular Diesel Only Keyed Alike Fuel Cap; Green. 

17591D 


1997 

Oil Filler Cap; W/O Metal Oil Cap. 

10099 


2000-1995 

Regular Keyed Alike Fuel Cap. 

17591 


1996-1995 

Oil Filler Cap. 

10066 


2000-1995 

Regular Locking Fuel Cap. 

10591 


C2500 




2000-1995 

OE Type Radiator Cap . 

10230 

16 

V-64.3L 




2000-1995 

Safety Release Radiator Cap 

10330 

16 

1995 

OE Equivalent Fuel Cap . 

10817 


1997-1995 

Diesel Only Pre-Release Fuel Cap; Green 

10819D 


1995 

Oil Filler Cap 

10099 


1997-1995 

Diesel Only Pre-Release Locking Fuel Cap; Green. 

10501D 


1995 

Pre-Release Fuel Cap 

10819 


1997-1995 

Pre-Release Diesel Only Keyed Alike Fuel Cap; Green 

17501D 


1995 

Pre-Release Keyed Alike Fuel Cap.,,. 

17501 


1997 

Oil Filler Cap; W/Metal Oil Cap 

10066 


1995 

Pre-Release Locking Fuel Cap 

10501 


1997 

Oil Filler Cap; W/O Metal Oil Cap 

10099 


1995 

Regular Keyed Alike Fuel Cap 

17591 


1996-1995 

Oil Filler Cap 

10066 


1995 

Regular Locking Fuel Cap. 

10591 


1995 

OE Equivalent Fuel Cap. 

10817 


1995 

OE Type Radiator Cap. 

10231 

16 

1995 

Pre-Release Fuel Cap 

10819 


1995 


10331 

16 

1995 

Pre-Release Keyed Alike Fuel Cap 

17501 


V-8 5.0 L 




1995 

Pre-Release Locking Fuel Cap 

10501 


1999-1998 

OE Equivalent Fuel Cap 

10834 


V-8 7.4 L 




1999-1995 

OE Type Radiator Cap. 

10231 

16 

2000-1998 

OE Equivalent Fuel Cap. 

10834 


1998-1995 

Oil Filler Cap 

10105 


2000-1998 

Regular Keyed Alike Fuel Cap. 

17504 


1998-1995 


10331 

16 

2000-1998 

Regular Locking Fuel Cap. 

10504 


1998 


17504 


2000-1996 

Oil Filler Cap 

10114 


1998 

Reqular Lockinq Fuel Cap 

10504 


2000-1995 

OE Type Radiator Cap. 

10231 

16 

1997-1995 

OE Equivalent Fuel Cap 

10817 


2000-1995 

Safety Release Radiator Cap. 

10331 

16 

1997-1995 

Pre-Release Fuel Cap 

10819 


1997-1995 

OE Equivalent Fuel Cap .. .. 

10817 


1997-1995 

Pre-Release Keyed Alike Fuel Cap. 

17501 


1997-1995 

Pre-Release Fuel Cap. 

10819 


1997-1995 


10501 


1997-1995 

Pre-Release Keyed Alike Fuel Cap. 

17501 


1997-1995 


17591 


1997-1995 

Pre-Release Locking Fuel Cap. 

10501 


1997-1995 

Regular Locking Fuel Cap. 

10591 


1997-1995 

Regular Keyed Alike Fuel Cap. 

17591 


V-8 5.7 L 




1997-1995 

Regular Locking Fuel Cap. 

10591 


2000-1998 

OE Equivalent Fuel Cap. 

10834 


1995 

Oil Filler Cap. 

10105 


2000-1998 

Regular Keyed Alike Fuel Cap. 

17504 


C2500 Suburban 



2000-1998 

Regular Locking Fuel Cap. 

10504 


V-8 5.7 L 




2000-1995 

Oil Filler Cap. 

10105 


1999-1998 

OE Equivalent Fuel Cap. 

10834 


2000-1995 

OE Type Radiator Cap. 

10231 

16 

1999-1998 

Regular Keyed Alike Fuel Cap. 

17504 


2000-1995 

Safety Release Radiator Cap. 

10331 

16 

1999-1998 

Regular Locking Fuel Cap. 

10504 
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Caps for Passenger Cars and LightTrucks (1995 and Newer) 


Application 

Part 

Number 

PSI 

Application 


Part 

Number 

PSI 

GMC- 

Continued 



GMC- 

Continued 



C2500 Suburban - Continued 

C3500 - 

Continued 



V-8 5.7L- 

Continued 



V-8 5.7 L CNG 



1999-1995 

Oil Filler Cap 

10105 


1999-1998 

OE Equivalent Fuel Cap 

10834 


1999-1995 

OE Type Radiator Cap. 

10231 

16 

1999-1998 

Regular Keyed Alike Fuel Cap. 

17504 


1999-1995 

Safety Release Radiator Cap 

10331 

16 

1999-1998 

Regular Locking Fuel Cap. 

10504 


1997-1995 

OE Equivalent Fuel Cap 

10817 


1999-1997 

Oil Filler Cap. 

10105 


1997-1995 

Pre-Release Fuel Cap. 

10819 


1999-1997 

OE Type Radiator Cap. 

10231 

16 

1997-1995 

Pre-Release Keyed Alike Fuel Cap. 

17501 


1999-1997 

Safety Release Radiator Cap. 

10331 

16 

1997-1995 

Pre-Release Locking Fuel Cap 

10501 


1997 

OE Equivalent Fuel Cap 

10817 


1997-1995 

Regular Keyed Alike Fuel Cap. 

17591 


1997 

Pre-Release Fuel Cap. 

10819 


1997-1995 

Regular Locking Fuel Cap. 

10591 


1997 

Pre-Release Keyed Alike Fuel Cap. 

17501 


V-8 6.5 L DIESEL 



1997 

Pre-Release Locking Fuel Cap. 

10501 


1999-1998 

Oil Filler Cap 

10099 


1997 

Regular Keyed Alike Fuel Cap. 

17591 


1999-1995 

Diesel Only Fuel Cap; Green 

10830D 


1997 


10591 


1999-1995 

Diesel Only Locking Fuel Cap; Green 

10591D 


V-8 6.5 L DIESEL 



1999-1995 

Diesel Only Pre-Release Fuel Cap; Green 

10819D 


2000-1998 

Oil Filler Cap. 

10099 


1999-1995 

Diesel Only Pre-Release Locking Fuel Cap; Green. 

10501D 


2000-1996 

OE Equivalent Fuel Cap 

10830 


1999-1995 

OE Equivalent Fuel Cap 

10817 


2000-1995 

Diesel Only Fuel Cap; Green 

10830D 


1999-1995 

Pre-Release Diesel Only Keyed Alike Fuel Cap; Green.. 

17501D 


2000-1995 

Diesel Only Locking Fuel Cap; Green. 

10591D 


1999-1995 

Pre-Release Fuel Cap. 

10819 


2000-1995 

Regular Diesel Only Keyed Alike Fuel Cap; Green. 

17591D 


1999-1995 

Pre-Release Keyed Alike Fuel Cap. 

17501 


2000-1995 

Regular Keyed Alike Fuel Cap. 

17591 


1999-1995 

Pre-Release Locking Fuel Cap. 

10501 


2000-1995 

Regular Locking Fuel Cap. 

10591 


1999-1995 

Regular Diesel Only Keyed Alike Fuel Cap; Green. 

17591D 


2000-1995 

OE Type Radiator Cap. 

10230 

16 

1999-1995 

Regular Keyed Alike Fuel Cap. 

17591 


2000-1995 

Safety Release Radiator Cap. 

10330 

16 

1999-1995 

Regular Locking Fuel Cap. 

10591 


1997-1995 

Diesel Only Pre-Release Fuel Cap; Green. 

10819D 


1999-1995 

OE Type Radiator Cap. 

10230 

16 

1997-1995 

Diesel Only Pre-Release Locking Fuel Cap; Green. 

10501D 


1999-1995 

Safety Release Radiator Cap. 

10330 

16 

1997-1995 

Pre-Release Diesel Only Keyed Alike Fuel Cap; Green 

17501D 


1997 

Oil Filler Cap; W/Metal Oil Cap. 

10066 


1997 

Oil Filler Cap; W/Metal Oil Cap. 

10066 


1997 

Oil Filler Cap; W/O Metal Oil Cap .. 

10099 


1997 

Oil Filler Cap; W/O Metal Oil Cap. 

10099 


1996-1995 

Oil Filler Cap. 

10066 


1996-1995 

Oil Filler Cap. 

10066 


V-8 7.4 L 




1995 

OE Equivalent Fuel Cap 

10817 


1999-1998 

OE Equivalent Fuel Cap 

10834 


1995 

Pre-Release Fuel Cap. 

10819 


1999-1998 

Regular Keyed Alike Fuel Cap. 

17504 


1995 


17501 


1999-1998 

Regular Locking Fuel Cap. 

10504 


1995 


10501 


1999-1996 

Oil Filler Cap 

10114 


V-8 7.4 L 




1999-1995 

OE Type Radiator Cap 

10231 

16 

2000-1998 

OE Equivalent Fuel Cap 

10834 


1999 

OE Type Radiator Cap 

10248 

15 

2000-1998 

Regular Keyed Alike Fuel Cap 

17504 


1998-1995 

Safety Release Radiator Cap 

10331 

16 

2000-1998 

Regular Locking Fuel Cap 

10504 


1997-1995 

OE Equivalent Fuel Cap 

10817 


2000-1996 

Oil Filler Cap 

10114 


1997-1995 

Pre-Release Fuel Cap. 

10819 


2000-1995 

OE Type Radiator Cap. 

10231 

16 

1997-1995 

Pre-Release Keyed Alike Fuel Cap 

17501 


2000-1995 

Safety Release Radiator Cap 

10331 

16 

1997-1995 

Pre-Release Locking Fuel Cap. 

10501 


1997-1995 

OE Equivalent Fuel Cap 

10817 


1997-1995 

Regular Keyed Alike Fuel Cap 

17591 


1997-1995 

Pre-Release Fuel Cap 

10819 


1997-1995 

Regular Locking Fuel Cap. 

10591 


1997-1995 

Pre-Release Keyed Alike Fuel Cap 

17501 


1995 

Oil Filler Cap 

10105 


1997-1995 

Pre-Release Locking Fuel Cap. 

10501 


C3500 




1997-1995 

Regular Keyed Alike Fuel Cap 

17591 


V-8 5.7 L 




1997-1995 

Regular Locking Fuel Cap 

10591 


2000-1998 

OE Equivalent Fuel Cap 

10834 


1995 

Oil Filler Cap. 

10105 


2000-1998 

Regular Keyed Alike Fuel Cap 

17504 


Canyon 




2000-1998 

Regular Locking Fuel Cap. 

10504 


4-Cyl 2.5 L 




2000-1995 

Oil Filler Cap. 

10105 


2017-2015 

OE Type Radiator Cap. 

10271 

20 

2000-1995 

OE Type Radiator Cap. 

10231 

16 

2016-2015 

OE Equivalent Fuel Cap. 

10834 


2000-1995 

Safety Release Radiator Cap. 

10331 

16 

2016-2015 

Regular Keyed Alike Fuel Cap. 

17504 


1997-1995 

OE Equivalent Fuel Cap. 

10817 


2016-2015 

Regular Locking Fuel Cap. 

10504 


1997-1995 

Pre-Release Fuel Cap. 

10819 


4-Cyl 2.8 L 




1997-1995 


17501 


2017-2016 

OE Type Radiator Cap. 

10271 

20 

1997-1995 

Pre-Release Locking Fuel Cap 

10501 


2006-2004 

OE Equivalent Fuel Cap. 

10841 


1997-1995 

Regular Keyed Alike Fuel Cap. 

17591 


2006-2004 

Oil Filler Cap. 

10099 


1997-1995 

Regular Locking Fuel Cap 

10591 


2006-2004 

Regular Keyed Alike Fuel Cap. 

17511 



o r. 



2006-2004 

Regular Locking Fuel Cap. 

10511 
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Caps for Passenger Cars and LightTmcks (1995 and Newer) 


Part 

Application Number PSI 

Part 

Application Number PSI 

GMC - Continued 

GMC - Continued 

1 Canyon - Continued 

1 Envoy XL-Continued [ 


V-8 5.3 L 


4-Cyl 2.8 L - Continued 

2006-2004 OE Type Radiator Cap 10248 15 

4- Cyl 2.9 L 

2012-2007 OE Equivalent Fuel Cap 10841 

2012-2007 Oil Filler Cap 10099 

2012-2007 Regular Keyed Alike Fuel Cap 17511 

2012-2007 Regular Locking Fuel Cap 10511 

2012-2007 OE Type Radiator Cap 10248 15 

5- Cyl 3.5 L 

2006-2004 OE Equivalent Fuel Cap 10841 

2006-2004 Oil Filler Cap. 10099 

2006-2004 Regular Keyed Alike Fuel Cap. 17511 

2006-2004 Regular Locking Fuel Cap. 10511 

2006-2004 OE Type Radiator Cap 10248 15 

5- Cyl 3.7 L 

2012-2007 OE Equivalent Fuel Cap. 10841 

2012-2007 Oil Filler Cap. 10099 

2012-2007 Regular Keyed Alike Fuel Cap. 17511 

2012-2007 Regular Locking Fuel Cap. 10511 

2012-2007 OE Type Radiator Cap 10248 15 

V-6 3.6L 

2017-2015 OE Type Radiator Cap 10271 20 

2016-2015 OE Equivalent Fuel Cap. 10834 

2016-2015 Regular Keyed Alike Fuel Cap. 17504 

2016-2015 Regular Locking Fuel Cap. 10504 

2015 Oil Filler Cap. 10099 

V-8 5.3 L 

2012-2009 OE Equivalent Fuel Cap. 10841 

2012-2009 Oil Filler Cap. 10099 

2012-2009 Regular Keyed Alike Fuel Cap. 17511 

2012-2009 Regular Locking Fuel Cap. 10511 

2012-2009 OE Type Radiator Cap 10248 15 

Envoy 

6- Cyl 4.2 L 

2009-2005 OE Equivalent Fuel Cap. 10841 

2009-2005 Regular Keyed Alike Fuel Cap. 17511 

2009-2005 Regular Locking Fuel Cap 10523 

2009-2002 Oil Filler Cap. 10099 

2009-2002 OE Type Radiator Cap 10248 15 

2004-2002 OE Equivalent Fuel Cap. 10836 

2004-2002 Regular Keyed Alike Fuel Cap. 17506 

2004-2002 Regular Locking Fuel Cap 10522 

V-8 5.3 L 

2009-2005 OE Equivalent Fuel Cap 10841 

2009-2005 Oil Filler Cap. 10099 

2009-2005 Regular Keyed Alike Fuel Cap 17511 

2009-2005 Regular Locking Fuel Cap 10523 

2009-2005 OE Type Radiator Cap 10248 15 

Envoy XL 

6-Cyl 4.2 L 

2006-2005 OE Equivalent Fuel Cap. 10841 

2006-2005 Regular Keyed Alike Fuel Cap. 17511 

2006-2005 Regular Locking Fuel Cap. 10523 

2006-2002 Oil Filler Cap 10099 

2006-2002 OE Type Radiator Cap. 10248 15 

2004-2002 OE Equivalent Fuel Cap. 10836 

2004-2002 Regular Keyed Alike Fuel Cap. 17506 

2004-2002 Regular Locking Fuel Cap. 10522 


2006-2005 OE Equivalent Fuel Cap. 10841 

2006-2005 Regular Keyed Alike Fuel Cap. 17511 

2006-2005 Regular Locking Fuel Cap. 10523 

2006-2003 Oil Filler Cap. 10099 

2006-2003 OE Type Radiator Cap. 10248 15 

2004-2003 OE Equivalent Fuel Cap. 10836 

2004-2003 Regular Keyed Alike Fuel Cap. 17506 

2004- 2003 Regular Locking Fuel Cap. 10522 

Envoy XUV 

6-Cyl 4.2 L 

2005- 2004 Oil Filler Cap. 10099 

2005-2004 OE Type Radiator Cap. 10248 15 

2005 OE Equivalent Fuel Cap. 10841 

2005 Regular Keyed Alike Fuel Cap. 17511 

2005 Regular Locking Fuel Cap. 10523 

2004 OE Equivalent Fuel Cap. 10836 

2004 Regular Keyed Alike Fuel Cap. 17506 

2004 Regular Locking Fuel Cap. 10522 

V-8 5.3 L 

2005-2004 Oil Filler Cap. 10099 

2005-2004 OE Type Radiator Cap. 10248 15 

2005 OE Equivalent Fuel Cap. 10841 

2005 Regular Keyed Alike Fuel Cap. 17511 

2005 Regular Locking Fuel Cap. 10523 

2004 OE Equivalent Fuel Cap. 10836 

2004 Regular Keyed Alike Fuel Cap. 17506 

2004 Regular Locking Fuel Cap. 10522 

G1500 

V-6 4.3 L 

1995 OE Equivalent Fuel Cap. 10817 

1995 Oil Filler Cap. 10072 

1995 Pre-Release Fuel Cap 10819 

1995 Pre-Release Keyed Alike Fuel Cap 17501 

1995 Pre-Release Locking Fuel Cap 10501 

1995 Regular Keyed Alike Fuel Cap 17591 

1995 Regular Locking Fuel Cap 10591 

1995 OE Type Radiator Cap. 10236 0 

1995 OE Type Radiator Cap. 10231 16 

1995 Safety Release Radiator Cap. 10331 16 

V-8 5.0 L 

1995 OE Equivalent Fuel Cap 10817 

1995 Oil Filler Cap 10072 

1995 Pre-Release Fuel Cap 10819 

1995 Pre-Release Keyed Alike Fuel Cap 17501 

1995 Pre-Release Locking Fuel Cap. 10501 

1995 Regular Keyed Alike Fuel Cap. 17591 

1995 Regular Locking Fuel Cap. 10591 

1995 OE Type Radiator Cap. 10236 0 

1995 OE Type Radiator Cap. 10231 16 

1995 Safety Release Radiator Cap. 10331 16 

G2500 

V-6 4.3 L 

1995 OE Equivalent Fuel Cap. 10817 

1995 Oil Filler Cap. 10072 

1995 Pre-Release Fuel Cap. 10819 

1995 Pre-Release Keyed Alike Fuel Cap. 17501 

1995 Pre-Release Locking Fuel Cap. 10501 

1995 Regular Keyed Alike Fuel Cap. 17591 
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Caps for Passenger Cars and LightTrucks (1995 and Newer) 


Part 

Application Number 


GMC - Continued 


G2500 - Continued 

V-6 4.3 L - Continued 

1995 Regular Locking Fuel Cap 10591 

1995 OE Type Radiator Cap 10236 

1995 OE Type Radiator Cap 10231 

1995 Safety Release Radiator Cap. 10331 

V-8 5.0L 

1995 OE Equivalent Fuel Cap 10817 

1995 Oil Filler Cap 10072 

1995 Pre-Release Fuel Cap 10819 

1995 Pre-Release Keyed Alike Fuel Cap 17501 

1995 Pre-Release Locking Fuel Cap. 10501 

1995 Regular Keyed Alike Fuel Cap 17591 

1995 Regular Locking Fuel Cap. 10591 

1995 OE Type Radiator Cap. 10236 

1995 OE Type Radiator Cap 10231 

1995 Safety Release Radiator Cap. 10331 

V-8 5.7 L 

1995 OE Equivalent Fuel Cap. 10817 

1995 Oil Filler Cap. 10072 

1995 Pre-Release Fuel Cap. 10819 

1995 Pre-Release Keyed Alike Fuel Cap. 17501 

1995 Pre-Release Locking Fuel Cap. 10501 

1995 Regular Keyed Alike Fuel Cap. 17591 

1995 Regular Locking Fuel Cap. 10591 

1995 OE Type Radiator Cap 10236 

1995 OE Type Radiator Cap. 10231 

1995 Safety Release Radiator Cap. 10331 

V-8 6.5 L DIESEL 

1995 Diesel Only Fuel Cap; Green. 10830D 

1995 Diesel Only Locking Fuel Cap; Green. 10591D 

1995 Diesel Only Pre-Release Fuel Cap; Green. 10819D 

1995 Diesel Only Pre-Release Locking Fuel Cap; Green. 10501D 

1995 OE Equivalent Fuel Cap. 10817 

1995 Oil Filler Cap. 10066 

1995 Pre-Release Diesel Only Keyed Alike Fuel Cap; Green 17501D 

1995 Pre-Release Fuel Cap 10819 

1995 Pre-Release Keyed Alike Fuel Cap 17501 

1995 Pre-Release Locking Fuel Cap 10501 

1995 Regular Diesel Only Keyed Alike Fuel Cap; Green 17591D 

1995 Regular Keyed Alike Fuel Cap. 17591 

1995 Regular Locking Fuel Cap. 10591 

1995 OE Type Radiator Cap. 10230 

1995 Safety Release Radiator Cap. 10330 

G3500 

V-6 4.3 L 

1995 OE Equivalent Fuel Cap. 10817 

1995 Oil Filler Cap. 10072 

1995 Pre-Release Fuel Cap. 10819 

1995 Pre-Release Keyed Alike Fuel Cap. 17501 

1995 Pre-Release Locking Fuel Cap. 10501 

1995 Regular Keyed Alike Fuel Cap. 17591 

1995 Regular Locking Fuel Cap. 10591 

1995 OE Type Radiator Cap; Not For Recovery Bottle With 10236 

Tether. 

1995 OE Type Radiator Cap. 10231 

1995 Safety Release Radiator Cap 10331 

V-8 5.7 L 

1996-1995 OE Equivalent Fuel Cap. 10817 

1996-1995 Oil Filler Cap. 10072 

1996-1995 Pre-Release Fuel Cap. 10819 


Part 

Application Number PSI 


GMC - Continued 


G3500 - Continued 

V-8 5.7 L - Continued 

1996-1995 Pre-Release Keyed Alike Fuel Cap 17501 

1996-1995 Pre-Release Locking Fuel Cap. 10501 

1996-1995 Regular Keyed Alike Fuel Cap. 17591 

1996-1995 Regular Locking Fuel Cap 10591 

1996-1995 OE Type Radiator Cap; Not For Recovery Bottle With 10236 0 

Tether. 

1996-1995 OE Type Radiator Cap. 10231 16 

1996-1995 Safety Release Radiator Cap. 10331 16 

V-8 5.7 L CNG 

1996-1995 OE Equivalent Fuel Cap. 10817 

1996-1995 Oil Filler Cap. 10072 

1996-1995 Pre-Release Fuel Cap 10819 

1996-1995 Pre-Release Keyed Alike Fuel Cap. 17501 

1996-1995 Pre-Release Locking Fuel Cap. 10501 

1996-1995 Regular Keyed Alike Fuel Cap. 17591 

1996-1995 Regular Locking Fuel Cap. 10591 

1996-1995 OE Type Radiator Cap. 10231 16 

1996-1995 Safety Release Radiator Cap. 10331 16 

V-8 6.5 L DIESEL 

1996-1995 Diesel Only Fuel Cap; Green. 10830D 

1996-1995 Diesel Only Locking Fuel Cap; Green. 10591D 

1996-1995 Diesel Only Pre-Release Fuel Cap; Green. 10819D 

1996-1995 Diesel Only Pre-Release Locking Fuel Cap; Green. 10501D 

1996-1995 OE Equivalent Fuel Cap. 10817 

1996-1995 Oil Filler Cap. 10066 

1996-1995 Pre-Release Diesel Only Keyed Alike Fuel Cap; Green. 17501D 

1996-1995 Pre-Release Fuel Cap 10819 

1996-1995 Pre-Release Keyed Alike Fuel Cap 17501 

1996-1995 Pre-Release Locking Fuel Cap. 10501 

1996-1995 Regular Diesel Only Keyed Alike Fuel Cap; Green 17591D 

1996-1995 Regular Keyed Alike Fuel Cap. 17591 

1996-1995 Regular Locking Fuel Cap 10591 

1996-1995 OE Type Radiator Cap 10230 16 

1996-1995 Safety Release Radiator Cap. 10330 16 

V-8 7.4 L 

1996-1995 OE Equivalent Fuel Cap 10817 

1996-1995 Oil Filler Cap 10105 

1996-1995 Pre-Release Fuel Cap 10819 

1996-1995 Pre-Release Keyed Alike Fuel Cap. 17501 

1996-1995 Pre-Release Locking Fuel Cap. 10501 

1996-1995 Regular Keyed Alike Fuel Cap. 17591 

1996-1995 Regular Locking Fuel Cap. 10591 

1996-1995 OE Type Radiator Cap; Not For Recovery Bottle With 10236 0 

Tether. 

1996-1995 OE Type Radiator Cap. 10231 16 

1996-1995 Safety Release Radiator Cap. 10331 16 

Jimmy 

V-6 4.3 L 

2005-1996 OE Equivalent Fuel Cap. 10836 

2005-1996 Regular Keyed Alike Fuel Cap. 17506 

2005-1996 Regular Locking Fuel Cap. 10506 

2005-1996 OE Type Radiator Cap. 10230 16 

2005-1996 Safety Release Radiator Cap. 10330 16 

2005-1995 Oil Filler Cap. 10099 

1995 OE Equivalent Fuel Cap. 10817 

1995 Pre-Release Fuel Cap. 10819 

1995 Pre-Release Keyed Alike Fuel Cap. 17501 

1995 Pre-Release Locking Fuel Cap. 10501 

1995 Regular Keyed Alike Fuel Cap. 17591 


PSI 

■ 

0 

16 

16 

0 

16 

16 

0 

16 

16 

16 

16 

0 

16 

16 
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Caps for Passenger Cars and LightTmcks (1995 and Newer) 


Application 

Part 

Number 

PSI 

Application 


Part 

Number 

PSI 

GMC- 

Continued 



GMC- 

Continued 



Jimmy - 

Continued 



K1500- 

Continued 



V-64.3L- 

Continued 



V-8 6.5 L DIESEL-Continued 



1995 

Regular Locking Fuel Cap ,, 

10591 


1996-1995 

Oil Filler Cap. 

10066 


1995 

OE Type Radiator Cap. 

10231 

16 

1995 

OE Equivalent Fuel Cap. 

10817 


1995 

Safety Release Radiator Cap. 

10331 

16 

1995 

Pre-Release Fuel Cap. 

10819 


K1500 




1995 

Pre-Release Keyed Alike Fuel Cap 

17501 


V-64.3L 




1995 

Pre-Release Locking Fuel Cap 

10501 


1998-1997 

OE Equivalent Fuel Cap. 

10834 


K1500 Suburban 



1998-1997 

Regular Keyed Alike Fuel Cap 

17504 


V-8 5.7 L 




1998-1997 

Regular Locking Fuel Cap 

10504 


1999-1998 

OE Equivalent Fuel Cap. 

10834 


1998-1995 

Oil Filler Cap. 

10099 


1999-1998 

Regular Keyed Alike Fuel Cap 

17504 


1998-1995 

OE Type Radiator Cap 

10231 

16 

1999-1998 

Regular Locking Fuel Cap. 

10504 


1998-1995 

Safety Release Radiator Cap. 

10331 

16 

1999-1995 

Oil Filler Cap 

10105 


1997-1995 

OE Equivalent Fuel Cap. 

10817 


1999-1995 

OE Type Radiator Cap 

10231 

16 

1997-1995 

Pre-Release Keyed Alike Fuel Cap 

17501 


1999-1995 

Safety Release Radiator Cap. 

10331 

16 

1997-1995 

Regular Keyed Alike Fuel Cap 

17591 


1997-1995 

OE Equivalent Fuel Cap. 

10817 


1997-1995 

Regular Locking Fuel Cap 

10591 


1997-1995 

Pre-Release Fuel Cap 

10819 


1996-1995 

Pre-Release Fuel Cap 

10819 


1997-1995 

Pre-Release Keyed Alike Fuel Cap 

17501 


1996-1995 

Pre-Release Locking Fuel Cap. 

10501 


1997-1995 

Pre-Release Locking Fuel Cap. 

10501 


V-8 5.0 L 




1997-1995 

Regular Keyed Alike Fuel Cap. 

17591 


1999-1998 

OE Equivalent Fuel Cap 

10834 


1997-1 MB 


10591 


1999-1998 

Regular Keyed Alike Fuel Cap. 

17504 


V-8 6.5 L DIESEL 



1999-1998 

Regular Locking Fuel Cap. 

10504 


1999-1998 

Oil Filler Cap. 

10099 


1999-1995 

Oil Filler Cap. 

10105 


1999-1995 

Diesel Only Fuel Cap; Green. 

10830D 


1999-1995 

OE Type Radiator Cap. 

10231 

16 

1999-1995 

Diesel Only Locking Fuel Cap; Green. 

10591D 


1999-1995 

Safety Release Radiator Cap. 

10331 

16 

1999-1995 

Diesel Only Pre-Release Fuel Cap; Green. 

10819D 


1997-1995 

OE Equivalent Fuel Cap. 

10817 


1999-1995 

Diesel Only Pre-Release Locking Fuel Cap; Green. 

10501D 


1997-1995 

Pre-Release Fuel Cap. 

10819 


1999-1995 

OE Equivalent Fuel Cap. 

10817 


1997-1995 

Pre-Release Keyed Alike Fuel Cap. 

17501 


1999-1995 

Pre-Release Diesel Only Keyed Alike Fuel Cap; Green 

17501D 


1997-1995 

Pre-Release Locking Fuel Cap. 

10501 


1999-1995 

Pre-Release Fuel Cap. 

10819 


1997-1995 

Regular Keyed Alike Fuel Cap ... 

17591 


1999-1995 

Pre-Release Keyed Alike Fuel Cap 

17501 


1997-1995 

Regular Locking Fuel Cap. 

10591 


1999-1995 

Pre-Release Locking Fuel Cap 

10501 


V-8 5.7 L 




1999-1995 

Regular Diesel Only Keyed Alike Fuel Cap; Green 

17591D 


1999-1998 

OE Equivalent Fuel Cap . 

10834 


1999-1995 

Reqular Keyed Alike Fuel Cap 

17591 


1999-1998 

Regular Keyed Alike Fuel Cap. 

17504 


1999-1995 

Regular Locking Fuel Cap. 

10591 


1999-1998 

Regular Locking Fuel Cap. 

10504 


1999-1995 

OE Type Radiator Cap 

10230 

16 

1999-1995 

Oil Filler Cap 

10105 


1999-1995 


10330 

16 

1999-1995 

OE Type Radiator Cap. 

10231 

16 

1997 


10066 


1999-1995 

Safety Release Radiator Cap. 

10331 

16 

1997 

Oil Filler Cap; W/O Metal Oil Cap 

10099 


1997-1995 

OE Equivalent Fuel Cap 

10817 


1996-1995 

Oil Filler Cap. 

10066 


1997-1995 

Pre-Release Fuel Cap 

10819 


K2500 I 

1997-1995 

Pre-Release Keyed Alike Fuel Cap 

17501 


V-6 4.3 L 




1997-1995 

Pre-Release Locking Fuel Cap 

10501 


1995 

OE Equivalent Fuel Cap. 

10817 


1997-1995 

Regular Keyed Alike Fuel Cap. 

17591 


1995 

Oil Filler Cap. 

10099 


1997-1995 

Regular Locking Fuel Cap 

10591 


1995 

Pre-Release Fuel Cap. 

10819 


V-8 6.5 L DIESEL 



1995 

Pre-Release Keyed Alike Fuel Cap 

17501 


1998-1996 

OE Equivalent Fuel Cap. 

10830 


1995 

Pre-Release Locking Fuel Cap 

10501 


1998-1995 

Diesel Only Fuel Cap; Green 

10830D 


1995 


17591 


1998-1995 

Diesel Only Locking Fuel Cap; Green. 

10591D 


1995 

Regular Locking Fuel Cap .. .. 

10591 


1998-1995 

Regular Diesel Only Keyed Alike Fuel Cap; Green 

17591D 


1995 

OE Type Radiator Cap. 

10231 

16 

1998-1995 

Regular Keyed Alike Fuel Cap 

17591 


1995 


10331 

16 

1998-1995 

Regular Locking Fuel Cap 

10591 


V-8 5.0 L 


1998-1995 

OE Type Radiator Cap. 

10230 

16 

1998 

OE Equivalent Fuel Cap. 

10834 


1998-1995 

Safety Release Radiator Cap. 

10330 

16 

1998 

Oil Filler Cap. 

10105 


1998 

Oil Filler Cap. 

10099 


1998 

Regular Keyed Alike Fuel Cap. 

17504 


1997-1995 

Diesel Only Pre-Release Fuel Cap; Green. 

10819D 


1998 

Regular Locking Fuel Cap. 

10504 


1997-1995 

Diesel Only Pre-Release Locking Fuel Cap; Green. 

10501D 


1998 

OE Type Radiator Cap. 

10231 

16 

1997-1995 

Pre-Release Diesel Only Keyed Alike Fuel Cap; Green., 

17501D 


1998 

Safety Release Radiator Cap. 

10331 

16 

1997 

Oil Filler Cap; W/Metal Oil Cap. 

10066 


1995 

OE Equivalent Fuel Cap. 

10817 


1997 

Oil Filler Cap; W/O Metal Oil Cap. 

10099 


1995 

Oil Filler Cap. 

10105 
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Caps for Passenger Cars and LightTrucks (1995 and Newer) 


Application 

Part 

Number 

PSI 

Application 


Part 

Number 

PSI 

GMC- 

Continued 



GMC- 

Continued 



K2500- 

Continued 



K2500- 

Continued 



V-8 5.0L- 

Continued 



V-8 7.4 L - 

Continued 



1995 

Pre-Release Fuel Cap. 

10819 


1997-1995 

Pre-Release Fuel Cap 

10819 


1995 

Pre-Release Keyed Alike Fuel Cap. 

17501 


1997-1995 

Pre-Release Keyed Alike Fuel Cap. 

17501 


1995 

Pre-Release Locking Fuel Cap 

10501 


1997-1995 

Pre-Release Locking Fuel Cap. 

10501 


1995 

Regular Keyed Alike Fuel Cap. 

17591 


1997-1995 

Regular Keyed Alike Fuel Cap 

17591 


1995 

Regular Locking Fuel Cap. 

10591 


1997-1995 

Regular Locking Fuel Cap. 

10591 


1995 

OE Type Radiator Cap. 

10231 

16 

1995 

Oil Filler CaD 

10105 


1995 

Safety Release Radiator Cap 

10331 

16 

K2500 Suburban 



V-8 5.7L 




V-8 5.7 L 




2000-1998 

OE Equivalent Fuel Cap 

10834 


1999-1998 

OE Equivalent Fuel Cap 

10834 


2000-1998 

Regular Keyed Alike Fuel Cap 

17504 


1999-1998 

Regular Keyed Alike Fuel Cap 

17504 


2000-1998 

Regular Locking Fuel Cap. 

10504 


1999-1998 

Regular Locking Fuel Cap 

10504 


2000-1995 

Oil Filler Cap 

10105 


1999-1995 

Oil Filler Cap 

10105 


2000-1995 

OE Type Radiator Cap 

10231 

16 

1999-1995 


10231 

16 

2000-1995 

Safety Release Radiator Cap 

10331 

16 

1999-1995 

Safety Release Radiator Cap 

10331 

16 

1997-1995 

OE Equivalent Fuel Cap 

10817 


1997-1995 

OE Equivalent Fuel Cap 

10817 


1997-1995 

Pre-Release Fuel Cap 

10819 


1997-1995 

Pre-Release Fuel Cap 

10819 


1997-1995 

Pre-Release Keyed Alike Fuel Cap. 

17501 


1997-1995 


17501 


1997-1995 

Pre-Release Locking Fuel Cap. 

10501 


1997-1995 


10501 


1997-1995 

Regular Keyed Alike Fuel Cap. 

17591 


1997-1995 

Regular Keyed Alike Fuel Cap. 

17591 


1997-1995 

Regular Locking Fuel Cap. 

10591 


1997-1995 

Regular Locking Fuel Cap. 

10591 


V-8 5.7 L CNG 



V-8 6.5 L DIESEL 



1996 

OE Equivalent Fuel Cap. 

10817 


1999-1998 

Oil Filler Cap. 

10099 


1996 

Oil Filler Cap. 

10105 


1999-1995 

Diesel Only Fuel Cap; Green. 

10830D 


1996 

Pre-Release Fuel Cap. 

10819 


1999-1995 

Diesel Only Locking Fuel Cap; Green. 

10591D 


1996 

Pre-Release Keyed Alike Fuel Cap. 

17501 


1999-1995 

Diesel Only Pre-Release Fuel Cap; Green. 

10819D 


1996 

Pre-Release Locking Fuel Cap. 

10501 


1999-1995 

Diesel Only Pre-Release Locking Fuel Cap; Green. 

10501D 


1996 

Regular Keyed Alike Fuel Cap 

17591 


1999-1995 

OE Equivalent Fuel Cap. 

10817 


1996 

Regular Locking Fuel Cap. 

10591 


1999-1995 

Pre-Release Diesel Only Keyed Alike Fuel Cap; Green 

17501D 


1996 

OE Type Radiator Cap 

10231 

16 

1999-1995 

Pre-Release Fuel Cap. 

10819 


1996 

Safety Release Radiator Cap 

10331 

16 

1999-1995 


17501 


V-8 6.5 L DIESEL 



1999-1995 

Pre-Release Locking Fuel Cap. 

10501 


2000-1998 

Oil Filler Cap. 

10099 


1999-1995 

Regular Diesel Only Keyed Alike Fuel Cap; Green 

17591D 


2000-1996 

OE Equivalent Fuel Cap. 

10830 


1999-1995 

Regular Keyed Alike Fuel Cap 

17591 


2000-1995 

Diesel Only Fuel Cap; Green. 

10830D 


1999-1995 


10591 


2000-1995 

Diesel Only Locking Fuel Cap; Green 

10591D 


1999-1995 

OE Type Radiator Cap 

10230 

16 

2000-1995 

Regular Diesel Only Keyed Alike Fuel Cap; Green. 

17591D 


1999-1995 

Safety Release Radiator Cap 

10330 

16 

2000-1995 

Regular Keyed Alike Fuel Cap. 

17591 


1997 

Oil Filler Cap; W/Metal Oil Cap 

10066 


2000-1995 

Regular Locking Fuel Cap. 

10591 


1997 

Oil Filler Cap; W/O Metal Oil Cap 

10099 


2000-1995 

OE Type Radiator Cap. 

10230 

16 

1996-1995 

Oil Filler Cap. 

10066 


2000-1995 

Safety Release Radiator Cap 

10330 

16 

V-8 7.4 L 




1997-1995 

Diesel Only Pre-Release Fuel Cap; Green. 

10819D 


1999-1998 

OE Equivalent Fuel Cap 

10834 


1997-1995 

Diesel Only Pre-Release Locking Fuel Cap; Green. 

10501D 


1999-1998 

Regular Keyed Alike Fuel Cap. 

17504 


1997-1995 

Pre-Release Diesel Only Keyed Alike Fuel Cap; Green.. 

17501D 


1999-1998 

Regular Locking Fuel Cap. 

10504 


1997 

Oil Filler Cap; W/Metal Oil Cap 

10066 


1999-1996 

Oil Filler Cap. 

10114 


1997 

Oil Filler Cap; W/O Metal Oil Cap 

10099 


1999-1995 


10231 

16 

1996-1995 

Oil Filler Cap 

10066 


1999 


10248 

15 

1995 

OE Equivalent Fuel Cap 

10817 


1998-1995 


10331 

16 

1995 

Pre-Release Fuel Cap. 

10819 


1997-1995 

OE Equivalent Fuel Cap. 

10817 


1995 

Pre-Release Keyed Alike Fuel Cap. 

17501 


1997-1995 

Pre-Release Fuel Cap. 

10819 


1995 

Pre-Release Locking Fuel Cap. 

10501 


1997-1995 


17501 


V-8 7.4 L 




1997-1995 

Pre-Release Locking Fuel Cap. 

10501 


2000-1998 

OE Equivalent Fuel Cap. 

10834 


1997-1995 

Regular Keyed Alike Fuel Cap. 

17591 


2000-1998 

Regular Keyed Alike Fuel Cap. 

17504 


1997-1995 

Regular Locking Fuel Cap. 

10591 


2000-1998 

Regular Locking Fuel Cap. 

10504 


1995 

Oil Filler Cap. 

10105 


2000-1996 

Oil Filler Cap. 

10114 


K3500 




2000-1995 

OE Type Radiator Cap. 

10231 

16 

V-8 5.7 L 




2000-1995 

Safety Release Radiator Cap. 

10331 

16 

2000-1998 

OE Equivalent Fuel Cap. 

10834 


1997-1995 

OE Equivalent Fuel Cap. 

10817 


2000-1998 

Regular Keyed Alike Fuel Cap. 

17504 
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Caps for Passenger Cars and LightTmcks (1995 and Newer) 


Application 

Part 

Number 

PSI 

Application 


Part 

Number 

PSI 

GMC- 

Continued 



GMC- 

Continued 



K3500- 

Continued 



P3500- 

Continued 



V-8 5.7L- 

Continued 



V- 6 4.3 L - 

Continued 



2000-1998 

Regular Locking Fuel Cap ,, 

10504 


1995 

Oil Filler Cap. 

10072 


2000-1995 

Oil Filler Cap 

10105 


V-8 5.7 L 




2000-1995 


10231 

16 

1999-1998 

OE Equivalent Fuel Cap. 

10836 


2000-1995 


10331 

16 

1999-1998 

Regular Keyed Alike Fuel Cap 

17506 


1997-1995 

OE Equivalent Fuel Cap 

10817 


1999-1998 

Regular Locking Fuel Cap. 

10506 


1997-1995 

Pre-Release Fuel Cap 

10819 


1999-1996 

Oil Filler Cap. 

10114 


1997-1995 


17501 


1999-1995 

OE Type Radiator Cap 

10230 

16 

1997-1995 

Pre-Release Lockinq Fuel Cap 

10501 


1999-1995 

Safety Release Radiator Cap 

10330 

16 

1997-1995 

Regular Keyed Alike Fuel Cap. 

17591 


1997-1995 

OE Equivalent Fuel Cap. 

10817 


1997-1995 

Regular Locking Fuel Cap 

10591 


1997-1995 

Pre-Release Fuel Cap 

10819 


V-8 6.5 L DIESEL 



1997-1995 

Pre-Release Keyed Alike Fuel Cap 

17501 


2000-1998 

Oil Filler Cap 

10099 


1997-1995 

Pre-Release Locking Fuel Cap 

10501 


2000-1996 

OE Equivalent Fuel Cap. 

10830 


1997-1995 

Regular Keyed Alike Fuel Cap 

17591 


2000-1995 

Diesel Only Fuel Cap; Green 

10830D 


1997-1995 

Regular Locking Fuel Cap. 

10591 


2000-1995 

Diesel Only Locking Fuel Cap; Green. 

10591D 


1995 

Oil Filler Cap. 

10066 


2000-1995 

Regular Diesel Only Keyed Alike Fuel Cap; Green 

17591D 


V-8 6.5 L DIESEL 



2000-1995 


17591 


1999-1998 

OE Equivalent Fuel Cap. 

10836 


2000-1995 


10591 


1999-1998 

Oil Filler Cap. 

10099 


2000-1995 


10230 

16 

1999-1998 

Regular Keyed Alike Fuel Cap. 

17506 


2000-1995 


10330 

16 

1999-1998 

Regular Locking Fuel Cap. 

10506 


1997-1995 

Diesel Only Pre-Release Fuel Cap; Green. 

10819D 


1999-1995 

Oil Filler Cap. 

10066 


1997-1995 


10501D 


1999-1995 

OE Type Radiator Cap. 

10230 

16 

1997-1995 

Pre-Release Diesel Only Keyed Alike Fuel Cap; Green., 

17501D 


1999-1995 

Safety Release Radiator Cap. 

10330 

16 

1997 

Oil Filler Cap; W/Metal Oil Cap. 

10066 


1997-1995 

Diesel Only Fuel Cap; Green. 

10830D 


1997 

Oil Filler Cap; W/O Metal Oil Cap 

10099 


1997-1995 

Diesel Only Locking Fuel Cap; Green. 

10591D 


1996-1995 

Oil Filler Cap. 

10066 


1997-1995 

Diesel Only Pre-Release Fuel Cap; Green. 

10819D 


1995 

OE Equivalent Fuel Cap . 

10817 


1997-1995 

Diesel Only Pre-Release Locking Fuel Cap; Green. 

10501D 


1995 

Pre-Release Fuel Cap 

10819 


1997-1995 

OE Equivalent Fuel Cap. 

10817 


1995 

Pre-Release Keyed Alike Fuel Cap. 

17501 


1997-1995 

Pre-Release Diesel Only Keyed Alike Fuel Cap; Green 

17501D 


1995 


10501 


1997-1995 

Pre-Release Fuel Cap. 

10819 


V-8 7.4 L 




1997-1995 

Pre-Release Keyed Alike Fuel Cap 

17501 


2000-1998 

OE Equivalent Fuel Cap. 

10834 


1997-1995 

Pre-Release Locking Fuel Cap 

10501 


2000-1998 

Regular Keyed Alike Fuel Cap 

17504 


1997-1995 

Regular Diesel Only Keyed Alike Fuel Cap; Green 

17591D 


2000-1998 

Regular Locking Fuel Cap 

10504 


1997-1995 

Regular Keyed Alike Fuel Cap 

17591 


2000-1996 

Oil Filler Cap. 

10114 


1997-1995 

Regular Locking Fuel Cap. 

10591 


2000-1995 

OE Type Radiator Cap 

10231 

16 

V-8 7.4 L 




2000-1995 


10331 

16 

1999-1998 

OE Equivalent Fuel Cap. 

10836 


1997-1995 


10817 


1999-1998 

Regular Keyed Alike Fuel Cap. 

17506 


1997-1995 

Pre-Release Fuel Cap 

10819 


1999-1998 

Regular Locking Fuel Cap. 

10506 


1997-1995 

Pre-Release Keyed Alike Fuel Cap 

17501 


1999-1996 

Oil Filler Cap. 

10114 


1997-1995 

Pre-Release Lockinq Fuel Cap 

10501 


1999-1995 

OE Type Radiator Cap. 

10230 

16 

1997-1995 

Reqular Keyed Alike Fuel Cap 

17591 


1999-1995 

Safety Release Radiator Cap. 

10330 

16 

1997-1995 

Regular Locking Fuel Cap 

10591 


1997-1995 

OE Equivalent Fuel Cap. 

10817 


1995 

Oil Filler Cap. 

10105 


1997-1995 

Pre-Release Fuel Cap. 

10819 


P3500 




1997-1995 

Pre-Release Keyed Alike Fuel Cap 

17501 


V-64.3L 




1997-1995 

Pre-Release Locking Fuel Cap 

10501 


1999-1998 

OE Equivalent Fuel Cap 

10836 


1997-1995 

Regular Keyed Alike Fuel Cap .. . 

17591 


1999-1998 

Regular Keyed Alike Fuel Cap. 

17506 


1997-1995 

Regular Locking Fuel Cap. 

10591 


1999-1998 

Regular Locking Fuel Cap. 

10506 


1995 

Oil Filler Cap. 

10105 


1999-1996 

Oil Filler Cap. 

10114 


Safari 




1999-1995 

OE Type Radiator Cap. 

10230 

16 

V-6 4.3 L 




1999-1995 


10330 

16 

2005-1997 

OE Equivalent Fuel Cap. 

10836 


1997-1995 

OE Equivalent Fuel Cap. 

10817 


2005-1997 

Regular Keyed Alike Fuel Cap. 

17506 


1997-1995 

Pre-Release Fuel Cap. 

10819 


2005-1997 

Regular Locking Fuel Cap. 

10506 


1997-1995 

Pre-Release Keyed Alike Fuel Cap 

17501 


2005-1996 

Oil Filler Cap. 

10114 


1997-1995 

Pre-Release Locking Fuel Cap 

10501 


2005-1995 

OE Type Radiator Cap. 

10231 

16 

1997-1995 

Regular Keyed Alike Fuel Cap 

17591 


2005-1995 

Safety Release Radiator Cap. 

10331 

16 

1997-1995 

Reqular Lockinq Fuel Cap 

10591 


1996-1995 

OE Equivalent Fuel Cap. 

10817 



r. 
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Caps for Passenger Cars and LightTrucks (1995 and Newer) 


Application 

Part 

Number 

PSI 

Application 


Part 

Number 

PSI 

GMC- 

Continued 



GMC- 

Continued 



Safari - 

Continued 



Savana 1500 - Continued | 

V-64.3L- 

Continued 



V-8 5.3 L FLEX-Continued 



1996-1995 

Pre-Release Fuel Cap. 

10819 


2013-2012 

Flex Fuel Regular Locking Fuel Cap; Yellow. 

10504Y 


1996-1995 

Pre-Release Keyed Alike Fuel Cap. 

17501 


2012-2007 

Oil Filler Cap. 

10099 


1996-1995 

Pre-Release Locking Fuel Cap. 

10501 


2012-2007 

OE Type Radiator Cap. 

10248 

15 

1996-1995 

Regular Keyed Alike Fuel Cap. 

17591 


2011-2007 

Flex Fuel Keyed Alike Fuel Cap; Yellow 

17511Y 


1996-1995 

Regular Locking Fuel Cap. 

10591 


2011-2007 

Flex Fuel Regular Fuel Cap; Yellow 

10841Y 


1995 

Oil Filler Cap 

10072 


2011-2007 

Flex Fuel Regular Locking Fuel Cap; Yellow. 

10511Y 


Savana 1500 



2011-2007 

OE Equivalent Fuel Cap 

10841 


V-64.3L 




2011-2007 

Regular Keyed Alike Fuel Cap. 

17511 


2014-2012 

OE Equivalent Fuel Cap 

10834 


2011-2007 

Regular Locking Fuel Cap. 

10511 


2014-2012 

Regular Keyed Alike Fuel Cap 

17504 


V-8 5.7 L 




2014-2012 

Regular Locking Fuel Cap. 

10504 


2002-1998 

OE Equivalent Fuel Cap 

10836 


2014-2003 

Oil Filler Cap 

10099 


2002-1998 

Regular Keyed Alike Fuel Cap 

17506 


2014-2003 

OE Type Radiator Cap 

10248 

15 

2002-1998 

Regular Locking Fuel Cap. 

10522 


2011-2004 


10841 


2002-1996 

Oil Filler Cap. 

10114 


2011-2004 


17511 


2002-1996 

OE Type Radiator Cap 

10231 

16 

2011-2004 


10511 


2002-1996 

Safety Release Radiator Cap 

10331 

16 

2003-1998 

OE Equivalent Fuel Cap. 

10836 


1997-1996 

OE Equivalent Fuel Cap. 

10817 


2003-1998 

Regular Keyed Alike Fuel Cap. 

. 17506 


1997-1996 

Pre-Release Fuel Cap. 

10819 


2003-1998 

Regular Locking Fuel Cap. 

10522 


1997-1996 

Pre-Release Keyed Alike Fuel Cap. 

17501 


2002-1996 

Oil Filler Cap. 

. 10114 


1997-1996 

Pre-Release Locking Fuel Cap. 

10501 


2002-1996 

OE Type Radiator Cap. 

10231 

16 

1997-1996 

Regular Keyed Alike Fuel Cap. 

17591 


2002-1996 

Safety Release Radiator Cap. 

. 10331 

16 

1997-1996 

Regular Locking Fuel Cap. 

10591 


1997-1996 

OE Equivalent Fuel Cap. 

10817 


Savana 2500 



1997-1996 

Pre-Release Fuel Cap. 

10819 


4-Cyl 2.8 L 




1997-1996 


17501 


2017 

OE Type Radiator Cap. 

10271 

20 

1997-1996 

Pre-Release Locking Fuel Cap. 

10501 


V-6 4.3 L 




1997-1996 

Regular Keyed Alike Fuel Cap. 

17591 


2005-2004 

OE Equivalent Fuel Cap. 

10841 


1997-1996 

Regular Locking Fuel Cap. 

10591 


2005-2004 

Regular Keyed Alike Fuel Cap. 

17511 


V-8 5.0 L 




2005-2004 

Regular Locking Fuel Cap. 

10511 


2002-1998 

OE Equivalent Fuel Cap 

10836 


2005-2003 

Oil Filler Cap. 

10099 


2002-1998 


17506 


2005-2003 

OE Type Radiator Cap. 

10248 

15 

2002-1998 


10522 


2003-1998 

OE Equivalent Fuel Cap. 

10836 


2002-1996 


10114 


2003-1998 

Regular Keyed Alike Fuel Cap. 

17506 


2002-1996 

OE Type Radiator Cap 

10231 

16 

2003-1998 

Regular Locking Fuel Cap. 

10522 


2002-1996 

Safety Release Radiator Cap 

10331 

16 

2002-1996 

Oil Filler Cap. 

10114 


1997-1996 


10817 


2002-1996 

OE Type Radiator Cap. 

10231 

16 

1997-1996 


10819 


2002-1996 

Safety Release Radiator Cap. 

10331 

16 

1997-1996 


17501 


1997-1996 

OE Equivalent Fuel Cap 

10817 


1997-1996 

Pre-Release Locking Fuel Cap. 

10501 


1997-1996 

Pre-Release Fuel Cap. 

10819 


1997-1996 

Reqular Keyed Alike Fuel Cap 

17591 


1997-1996 

Pre-Release Keyed Alike Fuel Cap. 

17501 


1997-1996 


10591 


1997-1996 

Pre-Release Locking Fuel Cap. 

10501 


V-8 5.3 L 




1997-1996 

Regular Keyed Alike Fuel Cap 

17591 


2014-2013 

Oil Filler Cap 

10099 


1997-1996 

Regular Locking Fuel Cap. 

10591 


2014-2013 

OE Type Radiator Cap. 

10248 

15 

V-8 4.8 L 




2009-2004 

OE Equivalent Fuel Cap 

10841 


2017-2016 

OE Equivalent Fuel Cap 

10834 


2009-2004 

Regular Keyed Alike Fuel Cap. 

17511 


2017-2016 

Regular Keyed Alike Fuel Cap 

17504 


2009-2004 

Regular Locking Fuel Cap 

10511 


2017-2016 

Regular Locking Fuel Cap 

10504 


2009-2003 


10099 


2015-2013 

Oil Filler Cap 

10099 


2009-2003 


10248 

15 

2015-2013 

OE Type Radiator Cap. 

10248 

15 

2003 


10836 


2009-2004 

OE Equivalent Fuel Cap 

10841 


2003 

Reqular Keyed Alike Fuel Cap 

17506 


2009-2004 

Regular Keyed Alike Fuel Cap. 

17511 


2003 

Regular Locking Fuel Cap. 

10522 


2009-2004 

Regular Locking Fuel Cap. 

10511 


V-8 5.3 L FLEX 



2009-2003 

Oil Filler Cap. 

10099 


2014-2012 

OE Equivalent Fuel Cap. 

10834 


2009-2003 

OE Type Radiator Cap. 

10248 

15 

2014-2012 

Regular Keyed Alike Fuel Cap. 

. 17504 


2003 

OE Equivalent Fuel Cap. 

10836 


2014-2012 

Regular Locking Fuel Cap. 

10504 


2003 

Regular Keyed Alike Fuel Cap. 

17506 


2013-2012 

Flex Fuel Keyed Alike Fuel Cap; Yellow. 

. 17504Y 


2003 

Regular Locking Fuel Cap. 

10522 


2013-2012 

Flex Fuel Regular Fuel Cap; Yellow. 

10834Y 
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Caps for Passenger Cars and LightTmcks (1995 and Newer) 


Application 

Part 

Number 

PSI 

Application 


Part 

Number 

PSI 

GMC- 

Continued 



GMC- 

Continued 



Savana 2500 - Continued 

Savana 2500 - Continued 1 

V-8 4.8 L FLEX 



V-8 6.0 L - 

Continued 



2015-2012 

OE Equivalent Fuel Cap ,, 

10834 


2015-2014 

OE Type Radiator Cap. 

10248 

15 

2015-2012 

Regular Keyed Alike Fuel Cap. 

17504 


2015-2013 

Oil Filler Cap. 

10099 


2015-2012 

Regular Locking Fuel Cap 

10504 


2009-2004 

OE Equivalent Fuel Cap. 

10841 


2013-2012 

Flex Fuel Keyed Alike Fuel Cap; Yellow. 

17504Y 


2009-2004 

Regular Keyed Alike Fuel Cap. 

17511 


2013-2012 

Flex Fuel Regular Fuel Cap; Yellow 

10834Y 


2009-2004 

Regular Locking Fuel Cap. 

10511 


2013-2012 

Flex Fuel Regular Locking Fuel Cap; Yellow 

10504Y 


2009-2003 

Oil Filler Cap. 

10099 


2012-2010 

Oil Filler Cap 

10099 


2009-2003 

OE Type Radiator Cap. 

10248 

15 

2012-2010 

OE Type Radiator Cap. 

10248 

15 

2003 

OE Equivalent Fuel Cap. 

10836 


2011-2010 

Flex Fuel Keyed Alike Fuel Cap; Yellow. 

17511Y 


2003 

Regular Keyed Alike Fuel Cap. 

17506 


2011-2010 

Flex Fuel Regular Fuel Cap; Yellow 

10841Y 


2003 

Regular Locking Fuel Cap. 

10522 


2011-2010 

Flex Fuel Regular Locking Fuel Cap; Yellow 

10511Y 


V-8 6.0 L CNG 



2011-2010 

OE Equivalent Fuel Cap 

10841 


2015-2012 

OE Equivalent Fuel Cap. 

10834 


2011-2010 

Regular Keyed Alike Fuel Cap 

17511 


2015-2012 

Regular Keyed Alike Fuel Cap 

17504 


2011-2010 

Regular Locking Fuel Cap 

10511 


2015-2012 

Regular Locking Fuel Cap. 

10504 


V-8 5.0 L 




2013 

OE Type Radiator Cap 

10248 

15 

2002-1998 

OE Equivalent Fuel Cap 

10836 


2012-2011 

Oil Filler Cap 

10099 


2002-1998 

Regular Keyed Alike Fuel Cap. 

17506 


2011 

OE Equivalent Fuel Cap. 

10841 


2002-1998 

Regular Locking Fuel Cap. 

10522 


2011 

Regular Keyed Alike Fuel Cap. 

17511 


2002-1996 

Oil Filler Cap. 

10114 


2011 

Regular Locking Fuel Cap. 

10511 


2002-1996 

OE Type Radiator Cap. 

10231 

16 

2011 

OE Type Radiator Cap. 

10248 

15 

2002-1996 

Safety Release Radiator Cap. 

10331 

16 

2005-2004 

OE Equivalent Fuel Cap. 

10841 


1997-1996 

OE Equivalent Fuel Cap. 

10817 


2005-2004 

Regular Keyed Alike Fuel Cap. 

17511 


1997-1996 

Pre-Release Fuel Cap. 

10819 


2005-2004 

Regular Locking Fuel Cap. 

10511 


1997-1996 

Pre-Release Keyed Alike Fuel Cap. 

17501 


2005-2003 

Oil Filler Cap. 

10099 


1997-1996 

Pre-Release Locking Fuel Cap. 

10501 


2005-2003 

OE Type Radiator Cap. 

10248 

15 

1997-1996 

Regular Keyed Alike Fuel Cap. 

17591 


2003 

OE Equivalent Fuel Cap. 

10836 


1997-1996 

Regular Locking Fuel Cap. 

10591 


2003 

Regular Keyed Alike Fuel Cap. 

17506 


V-8 5.3 L 




2003 

Regular Locking Fuel Cap. 

10522 


2005-2004 

OE Equivalent Fuel Cap. 

10841 


V-8 6.0 L FLEX 



2005-2004 

Regular Keyed Alike Fuel Cap 

17511 


2015-2012 

OE Equivalent Fuel Cap. 

10834 


2005-2004 

Regular Locking Fuel Cap. ., 

10511 


2015-2012 

Regular Keyed Alike Fuel Cap 

17504 


2005-2003 

Oil Filler Cap. 

10099 


2015-2012 

Regular Locking Fuel Cap. 

10504 


2005-2003 

OE Type Radiator Cap . 

10248 

15 

2014 

Flex Fuel Keyed Alike Fuel Cap . 

17504Y 


2003 

OE Equivalent Fuel Cap. 

10836 


2014 

Flex Fuel Regular Fuel Cap. 

10834Y 


2003 

Regular Keyed Alike Fuel Cap 

17506 


2014 

Flex Fuel Regular Locking Fuel Cap. 

10504Y 


2003 

Regular Locking Fuel Cap 

10522 


2013-2012 

Flex Fuel Keyed Alike Fuel Cap; Yellow 

17504Y 


V-8 5.7 L 




2013-2012 

Flex Fuel Regular Fuel Cap; Yellow. 

10834Y 


2002-1998 

OE Equivalent Fuel Cap 

10836 


2013-2012 

Flex Fuel Regular Locking Fuel Cap; Yellow. 

10504Y 


2002-1998 

Regular Keyed Alike Fuel Cap 

17506 


2013 

OE Type Radiator Cap 

10248 

15 

2002-1998 

Regular Locking Fuel Cap 

10522 


2012-2010 

Oil Filler Cap 

10099 


2002-1996 

Oil Filler Cap 

10114 


2011-2010 

Flex Fuel Keyed Alike Fuel Cap; Yellow 

17511Y 


2002-1996 

OE Type Radiator Cap. 

10231 

16 

2011-2010 


10841Y 


2002-1996 

Safety Release Radiator Cap. 

10331 

16 

2011-2010 

Flex Fuel Reqular Lockinq Fuel Cap; Yellow 

10511Y 


1997-1996 

OE Equivalent Fuel Cap 

10817 


2011-2010 

OE Equivalent Fuel Cap. 

10841 


1997-1996 

Pre-Release Fuel Cap 

10819 


2011-2010 

Regular Keyed Alike Fuel Cap 

17511 


1997-1996 

Pre-Release Keyed Alike Fuel Cap 

17501 


2011-2010 


10511 


1997-1996 

Pre-Release Locking Fuel Cap 

10501 


2011-2010 


10248 

15 

1997-1996 

Regular Keyed Alike Fuel Cap. 

17591 


V-8 6.5 L DIESEL 



1997-1996 

Regular Locking Fuel Cap. 

10591 


2002-2000 

Diesel Only Fuel Cap; Green. 

10830D 


V-8 5.7 L BI-FUEL 



2002-2000 

Diesel Only Locking Fuel Cap; Green. 

10591D 


2002-2001 

OE Equivalent Fuel Cap. 

10836 


2002-2000 

OE Equivalent Fuel Cap. 

10830 


2002-2001 

Oil Filler Cap. 

10114 


2002-2000 

Regular Diesel Only Keyed Alike Fuel Cap; Green. 

17591D 


2002-2001 

Regular Keyed Alike Fuel Cap. 

17506 


2002-2000 


17591 


2002-2001 

Regular Locking Fuel Cap. 

10522 


2002-2000 

Regular Locking Fuel Cap. 

10591 


2002-2001 

OE Type Radiator Cap. 

10231 

16 

2002-1998 

Oil Filler Cap 

10099 


2002-2001 

Safety Release Radiator Cap. 

10331 

16 

2002-1996 

OE Type Radiator Cap 

10230 

16 

V-8 6.0 L 




2002-1996 

Safety Release Radiator Cap. 

10330 

16 

2017-2016 

OE Equivalent Fuel Cap. 

10834 


1999 

OE Equivalent Fuel Cap. 

10836 
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Caps for Passenger Cars and LightTrucks (1995 and Newer) 


Application 


Part 

Number 

PSI 

Application 


Part 

Number 

PSI 

GMC- 

Continued 



GMC- 

Continued 



Savana 2500 - Continued 

Savana 3500 - Continued 1 

V-8 6.5 L DIESEL - Continued 



V-8 4.8 L FLEX-Continued 



1999 

Regular Keyed Alike Fuel Cap. 

17506 


2015 

Regular Locking Fuel Cap. 

10510 


1999 

Regular Locking Fuel Cap. 

10522 


2014-2012 

Regular Keyed Alike Fuel Cap 

17504 


1998-1996 

Diesel Only Fuel Cap; Green. 

10830D 


2013-2012 

Flex Fuel Keyed Alike Fuel Cap; Yellow 

17504Y 


1998-1996 

Diesel Only Locking Fuel Cap; Green 

10591D 


2013-2012 

Flex Fuel Regular Fuel Cap; Yellow 

10834Y 


1998-1996 

Diesel Only Pre-Release Fuel Cap; Green. 

10819D 


2013-2012 

Flex Fuel Regular Locking Fuel Cap; Yellow. 

10504Y 


1998-1996 

Diesel Only Pre-Release Locking Fuel Cap; Green. 

10501D 


2012-2010 

Oil Filler Cap. 

10099 


1998-1996 

OE Equivalent Fuel Cap 

10817 


2012-2010 

OE Type Radiator Cap. 

10248 

15 

1998-1996 

Pre-Release Diesel Only Keyed Alike Fuel Cap; Green.. 

17501D 


2011-2010 

Flex Fuel Keyed Alike Fuel Cap; Yellow 

17511Y 


1998-1996 

Pre-Release Fuel Cap. 

10819 


2011-2010 

Flex Fuel Regular Fuel Cap; Yellow. 

10841Y 


1998-1996 

Pre-Release Keyed Alike Fuel Cap.. 

17501 


2011-2010 

Flex Fuel Regular Locking Fuel Cap; Yellow. 

10511Y 


1998-1996 

Pre-Release Locking Fuel Cap 

10501 


2011-2010 

OE Equivalent Fuel Cap 

10841 


1998-1996 

Regular Diesel Only Keyed Alike Fuel Cap; Green. 

17591D 


2011-2010 

Regular Keyed Alike Fuel Cap. 

17511 


1998-1996 

Regular Keyed Alike Fuel Cap. 

17591 


2011-2010 

Regular Locking Fuel Cap. 

10511 


1998-1996 

Regular Locking Fuel Cap . 

10591 


V-8 5.7 L 




1997 


10066 


2002-1998 

OE Equivalent Fuel Cap 

10836 


1997 

Oil Filler Cap; W/O Metal Oil Cap 

10099 


2002-1998 

Regular Keyed Alike Fuel Cap 

17506 


1996 

Oil Filler Cap. 

10066 


2002-1998 

Regular Locking Fuel Cap. 

10522 


V-8 6.6 L 




2002-1996 

Oil Filler Cap. 

10114 


2016-2013 

OE Type Radiator Cap. 

10271 

20 

2002-1996 

OE Type Radiator Cap. 

10231 

16 

2015-2014 

Oil Filler CaD 

10099 


2002-1996 

Safety Release Radiator Cap. 

10331 

16 

V-8 6.6 L DIESEL 



1997-1996 

OE Equivalent Fuel Cap. 

10817 


2015-2014 

OE Equivalent Fuel Cap. 

10817 


1997-1996 

Pre-Release Fuel Cap. 

10819 


2015-2006 

Regular Keyed Alike Fuel Cap. 

17591 


1997-1996 


17501 


2015-2006 

Regular Locking Fuel Cap. 

10591 


1997-1996 


10501 


2013-2012 

OE Equivalent Fuel Cap. 

10830 


1997-1996 

Regular Keyed Alike Fuel Cap. 

17591 


2013-2009 

Diesel Only Pre-Release Fuel Cap; Green. 

10819D 


1997-1996 

Regular Locking Fuel Cap. 

10591 


2013-2009 

Diesel Only Pre-Release Locking Fuel Cap; Green. 

10501D 


V-8 5.7 L BI-FUEL 



2013-2009 

Pre-Release Diesel Only Keyed Alike Fuel Cap; Green 

17501D 


2002-2001 

OE Equivalent Fuel Cap. 

10836 


2013-2009 

Pre-Release Fuel Cap. 

10819 


2002-2001 

Oil Filler Cap. 

10114 


2013-2009 

Pre-Release Keyed Alike Fuel Cap 

17501 


2002-2001 

Regular Keyed Alike Fuel Cap 

17506 


2013-2009 

Pre-Release Locking Fuel Cap. 

10501 


2002-2001 

Regular Locking Fuel Cap 

10522 


2013-2006 

Diesel Only Fuel Cap; Green 

10830D 


2002-2001 

OE Type Radiator Cap. 

10231 

16 

2013-2006 

Diesel Only Locking Fuel Cap; Green 

10591D 


2002-2001 

Safety Release Radiator Cap 

10331 

16 

2013-2006 

Oil Filler Cap 

10099 


V-8 6.0 L 




2013-2006 


17591D 


2017-2016 

OE Equivalent Fuel Cap 

10834 


2012-2010 

OE Type Radiator Cap 

10271 

20 

2015-2014 

OE Type Radiator Cap. . . 

10248 

15 

2011-2010 

OE Equivalent Fuel Cap 

10817 


2015-2013 

Oil Filler Cap. 

10099 


2009-2006 

OE Equivalent Fuel Cap 

10830 


2009-2004 

OE Equivalent Fuel Cap 

10841 


2009-2006 

OE TvDe Radiator CaD 

10248 

15 

2009-2004 

Regular Keyed Alike Fuel Cap 

17511 


Savana 3500 



2009-2004 

Regular Locking Fuel Cap. 

10511 


4-Cyl 2.8 L 




2009-2003 

Oil Filler Cap 

10099 


2017 


10271 

20 

2009-2003 

OE Type Radiator Cap 

10248 

15 

V-8 4.8 L 




2003 

OE Equivalent Fuel Cap 

10836 


2017-2016 

OE Equivalent Fuel Cap 

10834 


2003 

Regular Keyed Alike Fuel Cap. 

17506 


2017-2016 


17504 


2003 

Regular Locking Fuel Cap. 

10522 


2017-2016 

Regular Locking Fuel Cap. 

10504 


V-8 6.0 L CNG 



2015-2013 

Oil Filler Cap 

10099 


2015-2012 

OE Equivalent Fuel Cap 

10834 


2015-2013 


10248 

15 

2015-2012 

Regular Locking Fuel Cap 

10504 


2009-2004 

OE Equivalent Fuel Cap 

10841 


2015 

Regular Keyed Alike Fuel Cap; Without stainless tether. 

17504 


2009-2004 

Oil Filler Cap 

10099 


2015 

Regular Keyed Alike Fuel Cap; With stainless tether 

17510 


2009-2004 

Regular Keyed Alike Fuel Cap. 

17511 


2015 

Regular Locking Fuel Cap. 

10510 


2009-2004 

Regular Locking Fuel Cap. 

10511 


2014-2012 

Regular Keyed Alike Fuel Cap. 

17504 


2009-2004 


10248 

15 

2013 

OE Type Radiator Cap. 

10248 

15 

V-8 4.8 L FLEX 



2012-2011 

Oil Filler Cap. 

10099 


2015-2012 

OE Equivalent Fuel Cap. 

10834 


2011 

OE Equivalent Fuel Cap. 

10841 


2015-2012 

Regular Locking Fuel Cap. 

10504 


2011 

Regular Keyed Alike Fuel Cap. 

17511 


2015 

Regular Keyed Alike Fuel Cap; Without stainless tether. 

17504 


2011 

Regular Locking Fuel Cap. 

10511 


2015 

Regular Keyed Alike Fuel Cap; With stainless tether 

17510 


2011 

OE Type Radiator Cap. 

10248 

15 
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Caps for Passenger Cars and LightTmcks (1995 and Newer) 


Application 


Part 

Number 

PSI 

Application 


Part 

Number 

PSI 

GMC- 

Continued 



GMC- 

Continued 



Savana 3500 - Continued 

Savana 3500 - Continued ! 

V-8 6.0 L CNG - Continued 



V-8 6.6 L 




2005-2004 

OE Equivalent Fuel Cap ,, 

10841 


2016-2013 

OE Type Radiator Cap. 

10271 

20 

2005-2004 

Regular Keyed Alike Fuel Cap. 

17511 


2015-2014 

Oil Filler CaD 

10099 


2005-2004 

Regular Locking Fuel Cap 

10511 


V-8 6.6 L DIESEL 



2005-2003 

Oil Filler Cap 

10099 


2015-2014 

OE Equivalent Fuel Cap. 

10817 


2005-2003 


10248 

15 

2015-2006 

Regular Keyed Alike Fuel Cap 

17591 


2003 

OE Equivalent Fuel Cap 

10836 


2015-2006 

Regular Locking Fuel Cap. 

10591 


2003 

Regular Keyed Alike Fuel Cap 

17506 


2013-2012 

OE Equivalent Fuel Cap. 

10830 


2003 

Regular Locking Fuel Cap 

10522 


2013-2009 

Diesel Only Pre-Release Fuel Cap; Green 

10819D 


V-8 6.0 L FLEX 



2013-2009 

Diesel Only Pre-Release Locking Fuel Cap; Green. 

10501D 


2015-2012 

OE Equivalent Fuel Cap. 

10834 


2013-2009 

Pre-Release Diesel Only Keyed Alike Fuel Cap; Green 

17501D 


2015-2012 

Regular Locking Fuel Cap. 

10504 


2013-2009 

Pre-Release Fuel Cap 

10819 


2015 

Regular Keyed Alike Fuel Cap; Without stainless tether. 

17504 


2013-2009 

Pre-Release Keyed Alike Fuel Cap 

17501 


2015 

Regular Keyed Alike Fuel Cap; With stainless tether 

17510 


2013-2009 

Pre-Release Locking Fuel Cap 

10501 


2015 

Regular Locking Fuel Cap. 

10510 


2013-2006 

Diesel Only Fuel Cap; Green 

10830D 


2014-2012 

Regular Keyed Alike Fuel Cap 

17504 


2013-2006 

Diesel Only Locking Fuel Cap; Green 

10591D 


2014 

Flex Fuel Keyed Alike Fuel Cap. 

17504Y 


2013-2006 

Oil Filler Cap 

10099 


2014 

Flex Fuel Regular Fuel Cap. 

10834Y 


2013-2006 

Regular Diesel Only Keyed Alike Fuel Cap; Green. 

17591D 


2014 

Flex Fuel Regular Locking Fuel Cap. 

10504Y 


2012-2010 

OE Type Radiator Cap. 

10271 

20 

2013-2012 

Flex Fuel Keyed Alike Fuel Cap; Yellow. 

17504Y 


2011-2010 

OE Equivalent Fuel Cap. 

10817 


2013-2012 

Flex Fuel Regular Fuel Cap; Yellow. 

10834Y 


2009-2006 

OE Equivalent Fuel Cap. 

10830 


2013-2012 

Flex Fuel Regular Locking Fuel Cap; Yellow. 

10504Y 


2009-2006 

OE Type Radiator Cap. 

10248 

15 

2013 

OE Type Radiator Cap. 

10248 

15 

V-8 7.4 L 




2012-2010 

Oil Filler Cap. 

10099 


2000-1999 

Regular Locking Fuel Cap. 

10522 


2011-2010 


17511Y 


2000-1998 

OE Equivalent Fuel Cap. 

10836 


2011-2010 

Flex Fuel Regular Fuel Cap; Yellow. 

10841Y 


2000-1998 

Regular Keyed Alike Fuel Cap. 

17506 


2011-2010 

Flex Fuel Regular Locking Fuel Cap; Yellow.. 

10511Y 


2000-1996 

Oil Filler Cap. 

10114 


2011-2010 


10841 


2000-1996 

OE Type Radiator Cap. 

10231 

16 

2011-2010 


17511 


2000-1996 

Safety Release Radiator Cap. 

10331 

16 

2011-2010 

Reqular Lockinq Fuel Cap 

10511 


1997-1996 

OE Equivalent Fuel Cap. 

10817 


2011-2010 


10248 

15 

1997-1996 

Pre-Release Fuel Cap. 

10819 


V-8 6.5 L DIESEL 



1997-1996 

Pre-Release Keyed Alike Fuel Cap 

17501 


2002-2000 

Diesel Only Fuel Cap; Green 

10830D 


1997-1996 

Pre-Release Locking Fuel Cap .. 

10501 


2002-2000 

Diesel Only Locking Fuel Cap; Green. 

10591D 


1997-1996 

Regular Keyed Alike Fuel Cap 

17591 


2002-2000 

OE Equivalent Fuel Cap. 

10830 


1997-1996 

Regular Locking Fuel Cap. 

10591 


2002-2000 

Regular Diesel Only Keyed Alike Fuel Cap; Green 

17591D 


V-8 8.1 L 




2002-2000 


17591 


2002-2001 

OE Equivalent Fuel Cap. 

10836 


2002-2000 

Reqular Lockinq Fuel Cap 

10591 


2002-2001 

Oil Filler Cap. 

10114 


2002-1998 

Oil Filler Cap 

10099 


2002-2001 

Regular Keyed Alike Fuel Cap. 

17506 


2002-1996 

OE Type Radiator Cap 

10230 

16 

2002-2001 

Regular Locking Fuel Cap. 

10522 


2002-1996 

Safety Release Radiator Cap 

10330 

16 

2002-2001 

OE Type Radiator Cap. 

10231 

16 

1999 


10836 


2002-2001 

Safety Release Radiator Cap. 

10331 

16 

1999 

Regular Keyed Alike Fuel Cap 

17506 


Sierra 




1999 

Regular Locking Fuel Cap 

10522 


V-8 5.3 L 




1998-1996 

Diesel Only Fuel Cap; Green 

10830D 


2014-2012 

OE Equivalent Fuel Cap. 

10834 


1998-1996 

Diesel Only Locking Fuel Cap; Green. 

10591D 


2014-2012 

Regular Keyed Alike Fuel Cap 

17504 


1998-1996 

Diesel Only Pre-Release Fuel Cap; Green. 

10819D 


2014-2012 

Regular Locking Fuel Cap. 

10504 


1998-1996 

Diesel Only Pre-Release Locking Fuel Cap; Green. 

10501D 


2013-2007 

Oil Filler Cap 

10099 


1998-1996 

OE Equivalent Fuel Cap. 

10817 


2012-2011 

OE Type Radiator Cap 

10271 

20 

1998-1996 

Pre-Release Diesel Only Keyed Alike Fuel Cap; Green.. 

17501D 


2011 

OE Equivalent Fuel Cap; W/O Threaded Filler Neck. 

10841 


1998-1996 

Pre-Release Fuel Cap. 

10819 


2011 

OE Equivalent Fuel Cap; W / Threaded Filler Neck 

10834 


1998-1996 

Pre-Release Keyed Alike Fuel Cap. 

17501 


2011 

Regular Keyed Alike Fuel Cap; W/O Threaded Filler 

17511 


1998-1996 

Pre-Release Locking Fuel Cap. 

10501 



Neck. 



1998-1996 

Regular Diesel Only Keyed Alike Fuel Cap; Green. 

17591D 


2011 

Regular Keyed Alike Fuel Cap; W/Threaded Filler Neck. 

17504 


1998-1996 

Regular Keyed Alike Fuel Cap. 

17591 


2011 

Regular Locking Fuel Cap; W/O Threaded Filler Neck .. 

10511 


1998-1996 

Regular Locking Fuel Cap. 

10591 


2011 

Regular Locking Fuel Cap; W/ Threaded Filler Neck. 

10504 


1997 

Oil Filler Cap; W/Metal Oil Cap. 

10066 


2010-2007 

OE Equivalent Fuel Cap. 

10841 


1997 

Oil Filler Cap; W/O Metal Oil Cap „ 

10099 


2010-2007 

Regular Keyed Alike Fuel Cap 

17511 


1996 

Oil Filler Cap. 

10066 


2010-2007 

Regular Locking Fuel Cap. 

10511 






2010-2007 

OE Type Radiator Cap . 

10248 

15 
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Caps for Passenger Cars and LightTrucks (1995 and Newer) 


Application 

Part 

Number 

PSI 

Application 


Part 

Number 

PSI 

GMC- 

Continued 



GMC- 

Continued 



Sierra - 

Continued 



Sierra 1500-Continued [ 

V-8 6.2 L 




V-8 4.8 L - 

Continued 



2014-2012 

OE Equivalent Fuel Cap 

10834 


2004 

Regular Keyed Alike Fuel Cap; W/O Threaded Filler 

Neck. 

17511 


2014-2012 

Regular Keyed Alike Fuel Cap. 

17504 




2014-2012 

Regular Locking Fuel Cap. 

10504 


2004 

Regular Keyed Alike Fuel Cap; W/Threaded Filler Neck 

17504 


2013-2008 

2012 

Oil Filler Cap 

OE Type Radiator Cap. 

10099 

10248 

10841 

10834 

17511 

15 

2004 

2004 

Regular Locking Fuel Cap; W/O Threaded Filler Neck. 
Regular Locking Fuel Cap; W/ Threaded Filler Neck 

10511 

10504 


2011 

2011 

2011 

OE Equivalent Fuel Cap; W/O Threaded Filler Neck 

OE Equivalent Fuel Cap; W/ Threaded Filler Neck 

Regular Keyed Alike Fuel Cap; W/O Threaded Filler 

Neck. 

2003-1999 

OE Equivalent Fuel Cap 

10834 



2003-1999 

Regular Keyed Alike Fuel Cap 

17504 



2003-1999 

Regular Locking Fuel Cap. 

10504 



V-8 4.8 L FLEX 



2011 

Regular Keyed Alike Fuel Cap; W/Threaded Filler Neck. 
Regular Locking Fuel Cap; W/O Threaded Filler Neck.... 

17504 


2013-2012 

Flex Fuel Keyed Alike Fuel Cap; Yellow 

17504Y 


2011 

10511 


2013-2012 

Flex Fuel Regular Fuel Cap; Yellow 

10834Y 


2011 

10504 


2013-2012 

Flex Fuel Regular Locking Fuel Cap; Yellow. 

10504Y 


2011 


10271 

20 

2013-2012 

OE Equivalent Fuel Cap 

10834 


2010-2008 

OE Equivalent Fuel Cap. 

10841 

2013-2012 

Regular Keyed Alike Fuel Cap. 

17504 


2010-2008 


17511 


2013-2012 

Regular Locking Fuel Cap. 

10504 


2010-2008 

Regular Locking Fuel Cap. 

10511 


2013-2010 

Oil Filler Cap. 

10099 


2010-2008 


10248 

15 

2012-2011 

OE Type Radiator Cap. 

10271 

20 






Sierra 1500 

2011 

Flex Fuel Keyed Alike Fuel Cap; W/O Threaded Filler 
Neck; Yellow. 

Flex Fuel Keyed Alike Fuel Cap; W/Threaded Filler 

Neck. 

17511Y 


V-64.3L 

2017-2016 

OE Equivalent Fuel Cap. 

10834 


2011 

17504Y 


2013-2012 

OE Equivalent Fuel Cap. 

10834 


2011 

Flex Fuel Regular Fuel Cap; W/O Threaded Filler Neck; 

10841Y 


2013-2012 

Regular Keyed Alike Fuel Cap 

17504 



Yellow 



2013-2012 

Regular Locking Fuel Cap. 

10504 


2011 

Flex Fuel Regular Fuel Cap; W/Threaded Filler Neck. 

10834Y 


2013-2011 

OE Type Radiator Cap 

10271 

20 

2011 

Flex Fuel Regular Locking Fuel Cap; W/O Threaded 

10511Y 


2013-1999 

2011 

Oil Filler Cap 

OE Equivalent Fuel Cap; W/O Threaded Filler Neck 


Filler Neck; Yellow 



10099 

10841 


2011 

Flex Fuel Regular Locking Fuel Cap; W/Threaded Filler 
Neck. 

10504Y 


2011 

OE Equivalent Fuel Cap; W/ Threaded Filler Neck 

10834 


2011 

OE Equivalent Fuel Cap; W/O Threaded Filler Neck. 

10841 


2011 

Regular Keyed Alike Fuel Cap; W/O Threaded Filler 

17511 


2011 

OE Equivalent Fuel Cap; W/ Threaded Filler Neck. 

10834 


2011 

Regular Keyed Alike Fuel Cap; W/Threaded Filler Neck. 

17504 


2011 

Regular Keyed Alike Fuel Cap; W/O Threaded Filler 

Neck. 

17511 


2011 

Regular Locking Fuel Cap; W/O Threaded Filler Neck.... 

10511 


2011 

Regular Keyed Alike Fuel Cap; W/Threaded Filler Neck. 

17504 


2011 

Regular Locking Fuel Cap; W/ Threaded Filler Neck.. 

10504 


2011 

Regular Locking Fuel Cap; W/O Threaded Filler Neck. .. 

10511 


2010-2005 

OE Equivalent Fuel Cap 

10841 


2011 

Regular Locking Fuel Cap; W/ Threaded Filler Neck 

10504 







2010-2005 

Regular Keyed Alike Fuel Cap. 

17511 


2010 


17511Y 


2010-2005 

Regular Locking Fuel Cap. .. 

10511 


2010 

2010 

2010 

Flex Fuel Regular Fuel Cap; Yellow 

10841Y 

10511Y 

10841 


2010-1999 

OE Type Radiator Cap. 

10248 

15 


2004 

OE Equivalent Fuel Cap; W/O Threaded Filler Neck. 

10841 


OE Equivalent Fuel Cap 


2004 

OE Equivalent Fuel Cap; W/ Threaded Filler Neck. 

10834 


2010 

Regular Keyed Alike Fuel Cap. 

17511 


2004 

Regular Keyed Alike Fuel Cap; W/O Threaded Filler 

17511 


2010 

Regular Locking Fuel Cap. 

10511 


2004 

Neck. 

17504 


2010 

OE Type Radiator Cap. 

10248 

15 

Regular Keyed Alike Fuel Cap; W/Threaded Filler Neck. 


V-8 5.3 L 

2017-2015 




2004 

Regular Locking Fuel Cap; W/O Threaded Filler Neck.... 

10511 


OE Equivalent Fuel Cap 

10834 


2004 

Regular Locking Fuel Cap; W/ Threaded Filler Neck. 

10504 


2015 

Regular Keyed Alike Fuel Cap 

17504 


2003-1999 

OE Equivalent Fuel Cap. 

10834 


2015 

Regular Locking Fuel Cap 

10504 


2003-1999 

Regular Keyed Alike Fuel Cap. 

17504 


2013 

OE Type Radiator Cap. 

10271 

20 



2003-1999 

Regular Locking Fuel Cap. 

10504 


2009-2005 

OE Equivalent Fuel Cap. 

10841 





V-D 4.0 L rLCA 

2015-2014 OE Eauivalent Fuel CaD 

10834 


2009-2005 

Regular Keyed Alike Fuel Cap. 

17511 


2015-2014 

Regular Keyed Alike Fuel Cap 

17504 


2009-2005 

Regular Locking Fuel Cap. 

10511 


2015-2014 

Regular Locking Fuel Cap. 

10504 


2009-1999 

Oil Filler Cap. 

10099 





2009-1999 

OE Type Radiator Cap. 

10248 

15 

V-8 4.8 L 

2013 

OE Type Radiator Cap. 

10271 

20 

2004 

OE Equivalent Fuel Cap; W/O Threaded Filler Neck. 

10841 

2009-2005 

2009-2005 

OE Equivalent Fuel Cap 

Regular Keyed Alike Fuel Cap. 

10841 

17511 

2004 

2004 

OE Equivalent Fuel Cap; W/ Threaded Filler Neck. 

Regular Keyed Alike Fuel Cap; W/O Threaded Filler 

Neck. 

10834 

17511 


2009-2005 

Regular Locking Fuel Cap. 

10511 


2004 

Regular Keyed Alike Fuel Cap; W/Threaded Filler Neck 

17504 


2009-1999 

2009-1999 

Oil Filler Cap 

OE Type Radiator Cap. 

10099 

10248 

15 

2004 

2004 

2003-1999 

Regular Locking Fuel Cap; W/O Threaded Filler Neck 
Regular Locking Fuel Cap; W/ Threaded Filler Neck 

OE Equivalent Fuel Cap 

10511 

10504 

10834 


2004 

OE Equivalent Fuel Cap; W/O Threaded Filler Neck 

10841 


2004 

OE Equivalent Fuel Cap; W/ Threaded Filler Neck 

10834 


2003-1999 

Regular Keyed Alike Fuel Cap 

17504 
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Caps for Passenger Cars and LightTmcks (1995 and Newer) 


Application 


Part 

Number 


PSI 


Application 


Part 

Number PSI 


GMC - Continued 


GMC - Continued 


Sierra 1500 - Continued 

V-8 5.3 L - Continued 

2003-1999 Regular Locking Fuel Cap 10504 

V-8 5.3 L ELECTRIC/GAS 

2006-2005 OE Equivalent Fuel Cap 10841 

2006-2005 Oil Filler Cap 10099 

2006-2005 Regular Keyed Alike Fuel Cap 17511 

2006-2005 Regular Locking Fuel Cap 10511 

2006-2005 OE Type Radiator Cap 10248 15 

V-8 5.3 L FLEX 

2015-2012 OE Equivalent Fuel Cap 10834 

2015-2012 Regular Keyed Alike Fuel Cap. 17504 

2015-2012 Regular Locking Fuel Cap. 10504 

2013-2012 Flex Fuel Keyed Alike Fuel Cap; Yellow. 17504Y 

2013-2012 Flex Fuel Regular Fuel Cap; Yellow. 10834Y 

2013-2012 Flex Fuel Regular Locking Fuel Cap; Yellow. 10504Y 

2013-2002 Oil Filler Cap. 10099 

2012-2011 OE Type Radiator Cap 10271 20 

2011 Flex Fuel Keyed Alike Fuel Cap; W/O Threaded Filler 17511Y 

Neck; Yellow. 

2011 Flex Fuel Keyed Alike Fuel Cap; W/Threaded Filler 17504Y 

Neck. 

2011 Flex Fuel Regular Fuel Cap; W/O Threaded Filler Neck; 10841Y 

Yellow 

2011 Flex Fuel Regular Fuel Cap; W/Threaded Filler Neck 10834Y 

2011 Flex Fuel Regular Locking Fuel Cap; W/O Threaded 10511Y 

Filler Neck; Yellow. 

2011 Flex Fuel Regular Locking Fuel Cap; W/Threaded Filler 10504Y 

Neck. 

2011 OE Equivalent Fuel Cap; W/O Threaded Filler Neck. 10841 

2011 OE Equivalent Fuel Cap; W/Threaded Filler Neck. 10834 

2011 Regular Keyed Alike Fuel Cap; W/O Threaded Filler 17511 

Neck. 

2011 Regular Keyed Alike Fuel Cap; W/Threaded Filler Neck. 17504 

2011 Regular Locking Fuel Cap; W/O Threaded Filler Neck 10511 

2011 Regular Locking Fuel Cap; W/Threaded Filler Neck. 10504 

2010-2005 OE Equivalent Fuel Cap. 10841 

2010-2005 Regular Keyed Alike Fuel Cap 17511 

2010-2005 Regular Locking Fuel Cap 10511 

2010-2002 OE Type Radiator Cap 10248 15 

2010 Flex Fuel Keyed Alike Fuel Cap; Yellow 17511Y 

2010 Flex Fuel Regular Fuel Cap; Yellow 10841Y 

2010 Flex Fuel Regular Locking Fuel Cap; Yellow 10511Y 

2008-2005 Flex Fuel Keyed Alike Fuel Cap; Yellow 17511Y 

2008-2005 Flex Fuel Regular Fuel Cap; Yellow 10841Y 

2008-2005 Flex Fuel Regular Locking Fuel Cap; Yellow. 10511Y 

2004 Flex Fuel Keyed Alike Fuel Cap; W/O Threaded Filler 17511Y 

Neck; Yellow. 

2004 Flex Fuel Keyed Alike Fuel Cap; W/Threaded Filler 17504Y 

Neck; Yellow. 

2004 Flex Fuel Regular Fuel Cap; W/O Threaded Filler Neck; 10841Y 

Yellow. 

2004 Flex Fuel Regular Fuel Cap; W/Threaded Filler Neck; 10834Y 

Yellow 

2004 Flex Fuel Regular Locking Fuel Cap; W/O Threaded 10511Y 

Filler Neck; Yellow. 

2004 Flex Fuel Regular Locking Fuel Cap; W/Threaded Filler 10504Y 

Neck; Yellow. 

2004 OE Equivalent Fuel Cap; W/O Threaded Filler Neck. 10841 

2004 OE Equivalent Fuel Cap; W/Threaded Filler Neck. 10834 

2004 Regular Keyed Alike Fuel Cap; W/O Threaded Filler 17511 

Neck. 

2004 Regular Keyed Alike Fuel Cap; W/Threaded Filler Neck. 17504 

2004 Regular Locking Fuel Cap; W/O Threaded Filler Neck.... 10511 

2004 Regular Locking Fuel Cap; W/Threaded Filler Neck 10504 


Sierra 1500 - Continued 

V-8 5.3 L FLEX-Continued 

2003-2002 Flex Fuel Keyed Alike Fuel Cap; Yellow. 17504Y 

2003-2002 Flex Fuel Regular Fuel Cap; Yellow 10834Y 

2003-2002 Flex Fuel Regular Locking Fuel Cap; Yellow 10504Y 

2003-2002 OE Equivalent Fuel Cap. 10834 

2003-2002 Regular Keyed Alike Fuel Cap. 17504 

2003-2002 Regular Locking Fuel Cap 10504 

V-8 6.0 L 

2013 OE Type Radiator Cap 10271 20 

2009-2004 OE Equivalent Fuel Cap; W/O Threaded Filler Neck. 10841 

2009-2004 Regular Locking Fuel Cap; W/O Threaded Filler Neck.... 10511 

2009-2001 Oil Filler Cap. 10099 

2009-2001 OE Type Radiator Cap. 10248 15 

2009 OE Equivalent Fuel Cap; W/ Threaded Filler Neck. 10834 

2009 Regular Keyed Alike Fuel Cap; W/O Threaded Filler 17511 

Neck. 

2009 Regular Keyed Alike Fuel Cap; W/Threaded Filler Neck. 17504 

2009 Regular Locking Fuel Cap; W/ Threaded Filler Neck. 10504 

2008 Regular Keyed Alike Fuel Cap. 17511 

2007-2004 Regular Keyed Alike Fuel Cap; W/O Threaded Filler 17511 

Neck. 

2007-2004 Regular Keyed Alike Fuel Cap; W/Threaded Filler Neck. 17504 

2007-2001 OE Equivalent Fuel Cap; W/ Threaded Filler Neck 10834 

2007- 2001 Regular Locking Fuel Cap; W/Threaded Filler Neck 10504 

2003-2001 Regular Keyed Alike Fuel Cap 17504 

V-8 6.0 L ELECTRIC/FLEX 

2013-2010 Oil Filler Cap 10099 

2013 Flex Fuel Keyed Alike Fuel Cap; Yellow 17504Y 

2013 Flex Fuel Regular Fuel Cap; Yellow 10834Y 

2013 Flex Fuel Regular Locking Fuel Cap; Yellow 10504Y 

2013 OE Equivalent Fuel Cap 10834 

2013 Regular Keyed Alike Fuel Cap 17504 

2013 Regular Locking Fuel Cap 10504 

2012-2011 OE Type Radiator Cap. 10271 20 

2012-2010 OE Equivalent Fuel Cap. 10841 

2012-2010 Regular Keyed Alike Fuel Cap. 17511 

2012- 2010 Regular Locking Fuel Cap. 10511 

2011 Flex Fuel Keyed Alike Fuel Cap; Yellow. 17511Y 

2011 Flex Fuel Regular Fuel Cap; Yellow. 10841Y 

2011 Flex Fuel Regular Locking Fuel Cap; Yellow. 10511Y 

2010 OE Type Radiator Cap. 10248 15 

V-8 6.0 L ELECTRIC/GAS 

2009 OE Equivalent Fuel Cap. 10841 

2009 Oil Filler Cap. 10099 

2009 Regular Keyed Alike Fuel Cap. 17511 

2009 Regular Locking Fuel Cap. 10511 

2009 OE Type Radiator Cap. 10248 15 

V-8 6.2 L 

2017-2014 OE Equivalent Fuel Cap. 10834 

2015-2014 Regular Keyed Alike Fuel Cap. 17504 

2015-2014 Regular Locking Fuel Cap 10504 

2013 OE Type Radiator Cap. 10271 20 

2008- 2007 OE Equivalent Fuel Cap. 10841 

2008-2007 Oil Filler Cap. 10099 

2008-2007 Regular Keyed Alike Fuel Cap. 17511 

2008-2007 Regular Locking Fuel Cap 10511 

2008-2007 OE Type Radiator Cap 10248 15 

V-8 6.2 L FLEX 

2013- 2012 OE Equivalent Fuel Cap 10834 

2013-2012 Regular Keyed Alike Fuel Cap 17504 
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Caps for Passenger Cars and LightTrucks (1995 and Newer) 


Application 


GMC - Continued 


Part 

Number 


PSI 


Application 


GMC - Continued 


Part 

Number 


PSI 


Sierra 1500 - Continued 

V-8 6.2 L 

FLEX - Continued 



2013-2012 

Regular Locking Fuel Cap. 

10504 


2013-2009 

Oil Filler Cap 

10099 


2012 

Flex Fuel Keyed Alike Fuel Cap; Yellow 

17504Y 


2012 

Flex Fuel Regular Fuel Cap; Yellow 

10834Y 


2012 

Flex Fuel Regular Locking Fuel Cap; Yellow 

10504Y 


2012 

OE Type Radiator Cap. 

10248 

15 

2011 

Flex Fuel Keyed Alike Fuel Cap; W/O Threaded Filler 
Neck; Yellow 

17511Y 


2011 

Flex Fuel Keyed Alike Fuel Cap; W/Threaded Filler 

Neck. 

17504Y 


2011 

Flex Fuel Regular Fuel Cap; W/O Threaded Filler Neck; 
Yellow. 

10841Y 


2011 

Flex Fuel Regular Fuel Cap; W/Threaded Filler Neck. 

10834Y 


2011 

Flex Fuel Regular Locking Fuel Cap; W/O Threaded 

Filler Neck; Yellow 

10511Y 


2011 

Flex Fuel Regular Locking Fuel Cap; W/Threaded Filler 
Neck. 

10504Y 


2011 

OE Equivalent Fuel Cap; W/O Threaded Filler Neck 

10841 


2011 

OE Equivalent Fuel Cap; W/ Threaded Filler Neck 

10834 


2011 

Regular Keyed Alike Fuel Cap; W/O Threaded Filler 

Neck. 

17511 


2011 

Regular Keyed Alike Fuel Cap; W/Threaded Filler Neck. 

17504 


2011 

Regular Locking Fuel Cap; W/O Threaded Filler Neck.... 

10511 


2011 

Regular Locking Fuel Cap; W/ Threaded Filler Neck. 

10504 


2011 

OE Type Radiator Cap. 

10271 

20 

2010-2009 

Flex Fuel Keyed Alike Fuel Cap; Yellow. 

17511Y 


2010-2009 

Flex Fuel Regular Fuel Cap; Yellow. 

10841Y 


2010-2009 

Flex Fuel Regular Locking Fuel Cap; Yellow. 

10511Y 


2010-2009 

OE Equivalent Fuel Cap. 

10841 


2010-2009 

Regular Keyed Alike Fuel Cap. 

17511 


2010-2009 

Regular Locking Fuel Cap. 

10511 


2010-2009 

OE Type Radiator Cap 

10248 

15 

Sierra 1500 Classic 

V-64.3L 

2007 

OE Equivalent Fuel Cap 

10841 


2007 

Oil Filler Cap 

10099 


2007 

Regular Keyed Alike Fuel Cap. 

17511 


2007 

Regular Locking Fuel Cap. 

10511 


2007 

OE Type Radiator Cap 

10248 

15 

V-8 4.8 L 

2007 

OE Equivalent Fuel Cap 

10841 


2007 

Oil Filler Cap 

10099 


2007 

Regular Keyed Alike Fuel Cap. 

17511 


2007 

Regular Locking Fuel Cap. 

10511 


2007 

OE Type Radiator Cap. 

10248 

15 

V-8 5.3 L ELECTRIC/GAS 



2007 

OE Equivalent Fuel Cap 

10841 


2007 

Oil Filler Cap 

10099 


2007 

Regular Keyed Alike Fuel Cap 

17511 


2007 

Regular Locking Fuel Cap. 

10511 


2007 

OE Type Radiator Cap 

10248 

15 

V-8 6.0 L 

2007 

OE Equivalent Fuel Cap 

10841 


2007 

Oil Filler Cap 

10099 


2007 

Regular Keyed Alike Fuel Cap . 

17511 


2007 

Regular Locking Fuel Cap .. 

10511 


2007 

OE Type Radiator Cap. 

10248 

15 

Sierra 1500 HD 

V-8 6.0 L 

2006-2005 

OE Equivalent Fuel Cap; W/O Threaded Filler Neck. 

10841 



Sierra 1500 HD - Continued 

V-8 6.0 L 

Continued 



2006-2005 

OE Equivalent Fuel Cap; W/ Threaded Filler Neck 

10834 


2006-2005 

Oil Filler Cap. 

10099 


2006-2005 

Regular Keyed Alike Fuel Cap; W/O Threaded Filler 

Neck. 

17511 


2006-2005 

Regular Keyed Alike Fuel Cap; W/Threaded Filler Neck. 

17504 


2006-2005 

Regular Locking Fuel Cap; W/O Threaded Filler Neck.... 

10511 


2006-2005 

Regular Locking Fuel Cap; W/ Threaded Filler Neck 

10504 


2006-2005 

OE Type Radiator Cap. 

10248 

15 

2003-2001 

OE Equivalent Fuel Cap 

10834 


2003-2001 

Oil Filler Cap. 

10099 


2003-2001 

Regular Keyed Alike Fuel Cap. 

17504 


2003-2001 

Regular Locking Fuel Cap. 

10504 


2003-2001 

OE Type Radiator Cap. 

10248 

15 

Sierra 1500 HD Classic 

V-8 6.0 L 

2007 

OE Equivalent Fuel Cap; W/O Threaded Filler Neck. 

10841 


2007 

OE Equivalent Fuel Cap; W/ Threaded Filler Neck. 

10834 


2007 

Oil Filler Cap. 

10099 


2007 

Regular Keyed Alike Fuel Cap; W/O Threaded Filler 

Neck. 

17511 


2007 

Regular Keyed Alike Fuel Cap; W/Threaded Filler Neck. 

17504 


2007 

Regular Locking Fuel Cap; W/O Threaded Filler Neck. .. 

10511 


2007 

Regular Locking Fuel Cap; W/ Threaded Filler Neck 

10504 


2007 

OE Type Radiator Cap. 

10248 

15 

Sierra 2500 

V-8 5.3 L 

2000-1999 

OE Equivalent Fuel Cap 

10834 


2000-1999 

Oil Filler Cap. 

10099 


2000-1999 

Regular Keyed Alike Fuel Cap 

17504 


2000-1999 

Regular Locking Fuel Cap. 

10504 


2000-1999 

OE Type Radiator Cap 

10248 

15 

V-8 6.0 L 


2004-1999 

Oil Filler Cap 

10099 


2004-1999 

OE Type Radiator Cap. 

10248 

15 

2004 

OE Equivalent Fuel Cap; W/O Threaded Filler Neck. 

10841 


2004 

OE Equivalent Fuel Cap; W/ Threaded Filler Neck 

10834 


2004 

Regular Keyed Alike Fuel Cap; W/O Threaded Filler 

Neck.. .. 

17511 


2004 

Regular Keyed Alike Fuel Cap; W/Threaded Filler Neck. 

17504 


2004 

Regular Locking Fuel Cap; W/O Threaded Filler Neck. .. 

10511 


2004 

Regular Locking Fuel Cap; W/ Threaded Filler Neck. 

10504 


2003-1999 

OE Equivalent Fuel Cap. 

10834 


2003-1999 

Regular Keyed Alike Fuel Cap. 

17504 


2003-1999 

Regular Locking Fuel Cap. 

10504 


V-8 6.0 L BI-FUEL 



2002 

OE Equivalent Fuel Cap. 

10834 


2002 

Oil Filler Cap. 

10099 


2002 

Regular Keyed Alike Fuel Cap. 

17504 


2002 

Regular Locking Fuel Cap. 

10504 


2002 

OE Type Radiator Cap. 

10248 

15 

V-8 6.0 L CNG 



2002 

OE Equivalent Fuel Cap. 

10834 


2002 

Oil Filler Cap. 

10099 


2002 

Regular Keyed Alike Fuel Cap. 

17504 


2002 

Regular Locking Fuel Cap. 

10504 


2002 

OE Type Radiator Cap. 

10248 

15 

Sierra 2500 HD 

V-8 6.0 L 

2016 

OE Equivalent Fuel Cap 

10834 
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Caps for Passenger Cars and LightTrucks (1995 and Newer) 


Application 

Part 

Number 

PSI 

Application 


Part 

Number 

PSI 

GMC- 

Continued 



GMC- 

Continued 



Sierra 2500 HD - Continued 

Sierra 2500 HD - Continued 1 

V-8 6.0L- 

Continued 



V-8 6.0 L CNG - Continued 



2015-2001 

Oil Filler Cap 

10099 


2005-2004 

Regular Keyed Alike Fuel Cap; W/O Threaded Filler 

17511 


2014-2013 

OE Type Radiator Cap. 

10271 

20 


Neck. 



2014 

2014 

2014 

2013-2012 

2013-2012 

2013-2012 

OE Equivalent Fuel Cap 

Regular Keyed Alike Fuel Cap. 

Regular Locking Fuel Cap 

OE Equivalent Fuel Cap; W/O Threaded Filler Neck. 

OE Equivalent Fuel Cap; W/ Threaded Filler Neck 

Regular Keyed Alike Fuel Cap; W/O Threaded Filler 

Neck. 

10834 

17504 

10504 

10841 

10834 

17511 

2005-2004 

2005-2004 

2005-2004 

2005-2002 

Regular Keyed Alike Fuel Cap; W/Threaded Filler Neck. 
Regular Locking Fuel Cap; W/O Threaded Filler Neck. .. 

Regular Locking Fuel Cap; W/ Threaded Filler Neck. 

Oil Filler Cap. 

17504 

10511 

10504 

10099 



2005-2002 

OE Type Radiator Cap 

10248 

15 


2003-2002 

OE Equivalent Fuel Cap. 

10834 


2003-2002 

Regular Keyed Alike Fuel Cap 

17504 


2013-2012 

Regular Keyed Alike Fuel Cap; W/Threaded Filler 

17504 


2003-2002 

Regular Lockinq Fuel Cap. 

10504 


2013-2012 

Neck; As required. 

Regular Locking Fuel Cap; W/O Threaded Filler Neck. 

10511 


V-8 6.0 L FLEX 

2015-2014 OE Equivalent Fuel Cap. 

10834 


2013-2012 

Regular Locking Fuel Cap; W/ Threaded Filler Neck. 

10504 


2015-2014 

Regular Keyed Alike Fuel Cap ... . 

17504 


2012 

OE Type Radiator Cap. 

10248 

15 

2015-2014 

2014 

Regular Locking Fuel Cap. 

Flex Fuel Keyed Alike Fuel Cap. 

10504 

17504Y 


2011-2010 

OE Equivalent Fuel Cap. 

10834 


2011-2010 

Regular Keyed Alike Fuel Cap. 

17504 


2014 

2014 

2013-2012 

Flex Fuel Regular Fuel Cap. 

10834Y 

10504Y 

17504Y 


2011-2010 

Regular Locking Fuel Cap. 

10504 



2011 

OE Type Radiator Cap. 

10271 

20 

Flex Fuel Keyed Alike Fuel Cap; W/Threaded Filler 

Neck; Yellow. 


2010-2001 

OE Type Radiator Cap 

10248 

15 


2009 

OE Equivalent Fuel Cap; W/O Threaded Filler Neck 

10841 

2013-2012 

Flex Fuel Regular Fuel Cap; W/Threaded Filler Neck; 

10834Y 


2009 

2009 

2009 

2009 

2009 

OE Equivalent Fuel Cap; W/ Threaded Filler Neck. 

Regular Keyed Alike Fuel Cap; W/O Threaded Filler 

Neck 

Regular Keyed Alike Fuel Cap; W/Threaded Filler Neck. 
Regular Locking Fuel Cap; W/O Threaded Filler Neck. 
Regular Locking Fuel Cap; W/ Threaded Filler Neck 

10834 

17511 

17504 

10511 

10504 


2013-2012 

2013-2012 

2013-2012 

2013-2012 

Flex Fuel Regular Locking Fuel Cap; W/Threaded Filler 
Neck; Yellow. 

OE Equivalent Fuel Cap; W/O Threaded Filler Neck. 

OE Equivalent Fuel Cap; W/ Threaded Filler Neck. 

Regular Keyed Alike Fuel Cap; W/O Threaded Filler 

Neck. 

10504Y 

10841 

10834 

17511 


2008 

OE Equivalent Fuel Cap 

10841 


2013-2012 

Regular Keyed Alike Fuel Cap; W/Threaded Filler 

Neck; As required. 

17504 


2008 

Regular Keyed Alike Fuel Cap 

17511 



2008 

Regular Locking Fuel Cap 

10511 


2013-2012 

Regular Locking Fuel Cap; W/O Threaded Filler Neck .. 

10511 


2007-2004 

OE Equivalent Fuel Cap; W/O Threaded Filler Neck. 

10841 


2013-2012 

Regular Locking Fuel Cap; W/ Threaded Filler Neck. 

10504 


2007-2004 

OE Equivalent Fuel Cap; W/ Threaded Filler Neck. 

10834 


2013-2010 

Oil Filler Cap. 

10099 


2007-2004 

Regular Keyed Alike Fuel Cap; W/O Threaded Filler 

Neck. 

17511 


2012 

OE Type Radiator Cap . 

10248 

15 


2011-2010 

Flex Fuel Keyed Alike Fuel Cap; Yellow 

17511Y 

2007-2004 

Regular Keyed Alike Fuel Cap; W/Threaded Filler Neck. 

17504 


2011-2010 

Flex Fuel Regular Fuel Cap; Yellow. 

10841Y 


2007-2004 

2007-2004 

2003-2001 

2003-2001 

2003-2001 

Regular Locking Fuel Cap; W/O Threaded Filler Neck 
Regular Locking Fuel Cap; W/ Threaded Filler Neck.. 

OE Equivalent Fuel Cap . 

Regular Keyed Alike Fuel Cap. 

Regular Locking Fuel Cap ,, 

10511 

10504 

10834 

17504 

10504 


2011-2010 

2011-2010 

2011-2010 

2011-2010 

2011 

2010 

Flex Fuel Regular Locking Fuel Cap; Yellow. 

OE Equivalent Fuel Cap. 

Regular Keyed Alike Fuel Cap 

Regular Locking Fuel Cap. 

10511Y 

10841 

17511 

10511 

10271 

10248 

20 

15 

V-8 6.0 L BI-FUEL 



OE Type Radiator Cap 

2002 

2002 

OE Equivalent Fuel Cap .. 

Oil Filler Cap. 

10834 

10099 


V-8 6.6 L 

2017 

OE Type Radiator Cap; Side. 

10271 

20 

2002 

Regular Keyed Alike Fuel Cap 

17504 


2016-2012 


10271 

10099 

20 

2002 

Regular Locking Fuel Cap 

10504 


2015-2014 

Oil Filler Cap. 





2002 

OE Type Radiator Cap 

10248 

15 

V-8 6.6 L DIESEL 







V-8 6.0 L CNG 

2015-2014 OE Equivalent Fuel Cap 

2015-2014 Regular Keyed Alike Fuel Cap 

10834 

17504 


2017-2016 

2017-2016 

2017-2015 

Regular Keyed Alike Fuel Cap. 

Regular Locking Fuel Cap. 

OE Equivalent Fuel Cap. 

17591 

10591 

10830 


2015-2014 

Regular Locking Fuel Cap 

10504 


2015 

Diesel Only Fuel Cap 

10830D 


2013 

OE Equivalent Fuel Cap; W/O Threaded Filler Neck. 

10841 


2015 

Diesel Only Locking Fuel Cap 

10591D 


2013 

OE Equivalent Fuel Cap; W/ Threaded Filler Neck 

10834 


2015 

Regular Diesel Only Keyed Alike Fuel Cap 

17591D 


2013 

Oil Filler Cap 

10099 


2014-2001 

Regular Keyed Alike Fuel Cap 

17591 


2013 

Regular Keyed Alike Fuel Cap; W/O Threaded Filler 

17511 


2014-2001 

Regular Locking Fuel Cap. 

10591 


2013 

Regular Keyed Alike Fuel Cap; W/Threaded Filler 

Neck; As required. 

17504 


2014 

2013-2011 

OE Equivalent Fuel Cap. 

Diesel Only Pre-Release Fuel Cap; Green. 

10817 

10819D 


2013 

Regular Locking Fuel Cap; W/O Threaded Filler Neck 

10511 


2013-2011 

Diesel Only Pre-Release Locking Fuel Cap; Green. 

10501D 


2013 

Regular Locking Fuel Cap; W/ Threaded Filler Neck. 

10504 


2013-2011 

Pre-Release Diesel Only Keyed Alike Fuel Cap; Green.. 

17501D 


2005-2004 

OE Equivalent Fuel Cap; W/O Threaded Filler Neck. 

10841 


2013-2011 

Pre-Release Fuel Cap. 

10819 


2005-2004 

OE Equivalent Fuel Cap; W/ Threaded Filler Neck 

10834 


2013-2011 

Pre-Release Keyed Alike Fuel Cap. 

17501 
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Caps for Passenger Cars and LightTrucks (1995 and Newer) 


Application 

Part 

Number 

PSI 

Application 


Part 

Number 

PSI 

GMC- 

Continued 



GMC- 

Continued 



Sierra 2500 HD - Continued 

Sierra 3500 - Continued i; 

V-8 6.6 L DIESEL - Continued 



V-8 6.0 L - 

Continued 



2013-2011 

Pre-Release Locking Fuel Cap. 

10501 


2006-2001 

OE Type Radiator Cap. 

10248 

15 

2013-2001 

Diesel Only Fuel Cap; Green. 

10830D 


2003-2001 

OE Equivalent Fuel Cap. 

10834 


2013-2001 

Diesel Only Locking Fuel Cap; Green 

10591D 


2003-2001 

Regular Keyed Alike Fuel Cap. 

17504 


2013-2001 

OE Equivalent Fuel Cap 

10830 


2003-2001 

Regular Locking Fuel Cap. 

10504 


2013-2001 

Oil Filler Cap 

10099 


V-8 6.0 LONG 



2013-2001 

Regular Diesel Only Keyed Alike Fuel Cap; Green. 

17591D 


2005-2004 

OE Equivalent Fuel Cap; W/O Threaded Filler Neck 

10841 


2011 

OE Type Radiator/Coolant Recovery Tank Cap 

10269 

18.5 

2005-2004 

OE Equivalent Fuel Cap; W/ Threaded Filler Neck 

10834 


2010-2001 

OE Type Radiator Cap 

10248 

15 

2005-2004 

Regular Keyed Alike Fuel Cap; W/O Threaded Filler 

17511 










V-8 8.1 L 








2006-2004 

OE Equivalent Fuel Cap; W/O Threaded Filler Neck 

10841 


2005-2004 

Regular Keyed Alike Fuel Cap; W/Threaded Filler Neck. 

17504 


2006-2004 

OE Equivalent Fuel Cap; W/ Threaded Filler Neck 

10834 


2005-2004 

Regular Locking Fuel Cap; W/O Threaded Filler Neck.... 

10511 


2006-2004 

Regular Keyed Alike Fuel Cap; W/O Threaded Filler 

17511 


2005-2004 

Regular Locking Fuel Cap; W/ Threaded Filler Neck 

10504 



Neck 



2005-2003 

Oil Filler Cap 

10099 


2006-2004 

Regular Keyed Alike Fuel Cap; W/Threaded Filler Neck. 

17504 


2005-2003 

OE Type Radiator Cap. 

10248 

15 

2006-2004 

Regular Locking Fuel Cap; W/O Threaded Filler Neck.... 

10511 


2003 

OE Equivalent Fuel Cap. 

10834 


2006-2004 

Regular Locking Fuel Cap; W/ Threaded Filler Neck. 

10504 


2003 

Regular Keyed Alike Fuel Cap. 

17504 


2006-2003 

Oil Filler Cap. 

10099 


2003 

Regular Locking Fuel Cap. 

10504 


2006-2001 

OE Type Radiator Cap. 

10248 

15 

V-8 6.6 L DIESEL 



2003-2001 


10834 


2006-2001 

Diesel Only Fuel Cap; Green. 

10830D 


2003-2001 

Regular Keyed Alike Fuel Cap 

17504 


2006-2001 

Diesel Only Locking Fuel Cap; Green. 

10591D 


2003-2001 


10504 


2006-2001 

OE Equivalent Fuel Cap. 

10830 


2002-2001 

Oil Filler Cap. 

10114 


2006-2001 

Oil Filler Cap. 

10099 


Sierra 2500 HD Classic 



2006-2001 

Regular Diesel Only Keyed Alike Fuel Cap; Green. 

17591D 


V-8 6.0 L 




2006-2001 

Regular Keyed Alike Fuel Cap . 

17591 


2007 

OE Equivalent Fuel Cap. 

10841 


2006-2001 

Regular Locking Fuel Cap. 

10591 


2007 

Oil Filler Cap. 

10099 


2006-2001 

OE Type Radiator Cap. 

10248 

15 

2007 

Regular Keyed Alike Fuel Cap. 

17511 


V-8 8.1 L 




2007 

Regular Locking Fuel Cap. 

10511 


2006-2004 

OE Equivalent Fuel Cap; W/O Threaded Filler Neck 

10841 


2007 

OE Type Radiator Cap. 

10248 

15 

2006-2004 

OE Equivalent Fuel Cap; W/ Threaded Filler Neck 

10834 


V-8 6.6 L 




2006-2004 

Regular Keyed Alike Fuel Cap; W/O Threaded Filler 

17511 


2007 

Oil Filler Cap 

10099 










2006-2004 

Regular Keyed Alike Fuel Cap; W/Threaded Filler Neck 

17504 


2007 

OE Tvoe Radiator CaD 

10248 

15 





V-8 6 6 L DIESEL 



2006-2004 

Regular Locking Fuel Cap; W/O Threaded Filler Neck.... 

10511 


2007 

Diesel Only Fuel Cap. 

10830D 


2006-2004 

Regular Locking Fuel Cap; W/ Threaded Filler Neck 

10504 






2006-2003 

Oil Filler Cap 

10099 


2007 

Diesel Only Locking Fuel Cap 

10591D 





2007 

OE Equivalent Fuel Cap 

10830 


2006-2001 

OE Type Radiator Cap 

10248 

15 

2007 

Regular Diesel Only Keyed Alike Fuel Cap. 

17591D 


2003-2001 

OE Equivalent Fuel Cap 

10834 


2007 

Regular Keyed Alike Fuel Cap. 

17591 


2003-2001 

Regular Keyed Alike Fuel Cap. 

17504 


2007 

Regular Locking Fuel Cap. 

10591 


2003-2001 

Regular Locking Fuel Cap. 

10504 


V-8 8.1 L 




2002-2001 

Oil Filler Cap. 

10114 


2007 

OE Equivalent Fuel Cap; W/O Threaded Filler Neck 

10841 


Sierra 3500 Classic 



2007 

OE Equivalent Fuel Cap; W/ Threaded Filler Neck 

10834 


V-8 6.0 L 




2007 

Oil Filler Cap 

10099 


2007 

OE Equivalent Fuel Cap; W/O Threaded Filler Neck 

10841 


2007 

Regular Keyed Alike Fuel Cap; W/O Threaded Filler 

17511 


2007 

OE Equivalent Fuel Cap; W/ Threaded Filler Neck 

10834 



Neck. 



2007 

Oil Filler Cap. 

10099 


2007 

Regular Keyed Alike Fuel Cap; W/Threaded Filler Neck. 

17504 


2007 

Regular Keyed Alike Fuel Cap; W/O Threaded Filler 

17511 


2007 

Regular Locking Fuel Cap; W/O Threaded Filler Neck.... 

10511 



Neck. 



2007 

Regular Locking Fuel Cap; W/ Threaded Filler Neck. 

10504 


2007 

Regular Keyed Alike Fuel Cap; W/Threaded Filler Neck. 

17504 


2007 

OE Type Radiator Cap. 

10248 

15 

2007 

Regular Locking Fuel Cap; W/O Threaded Filler Neck 

10511 


Sierra 3500 



2007 

Regular Locking Fuel Cap; W/ Threaded Filler Neck 

10504 






2007 


10248 

15 

V-8 6.0 L 





2006-2004 

OE Equivalent Fuel Cap; W/O Threaded Filler Neck. 

10841 


V-B B.t) L UltotL 



2006-2004 

OE Equivalent Fuel Cap; W/ Threaded Filler Neck. 

10834 


2007 

Diesel Only Fuel Cap; Green. 

10830D 


2006-2004 

Regular Keyed Alike Fuel Cap; W/O Threaded Filler 

17511 


2007 

Diesel Only Locking Fuel Cap; Green. 

10591D 



Neck. 



2007 

OE Equivalent Fuel Cap . 

10830 


2006-2004 

Regular Keyed Alike Fuel Cap; W/Threaded Filler Neck 

17504 


2007 

Oil Filler Cap. 

10099 


2006-2004 

Regular Locking Fuel Cap; W/O Threaded Filler Neck 

10511 


2007 

Regular Diesel Only Keyed Alike Fuel Cap; Green. 

17591D 


2006-2004 

Regular Locking Fuel Cap' W/ Threaded Filler Neck 

10504 


2007 

Regular Keyed Alike Fuel Cap 

17591 


2006-2001 

Oil Filler Cap. 

10099 


2007 

Regular Locking Fuel Cap. 

10591 
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Caps for Passenger Cars and LightTmcks (1995 and Newer) 


Application 


Part 

Number 

PSI 

Application 


Part 

Number 

PSI 

GMC- 

Continued 



GMC- 

Continued 



Sierra 3500 Classic - Continued 

Sierra 3500 HD - Continued 1 

V-8 6.6 L DIESEL - Continued 



V-8 6.0 L FLEX-Continued 



2007 

OE Type Radiator Cap. 

10248 

15 

2013-2012 

Flex Fuel Regular Fuel Cap; W/Threaded Filler Neck; 
Yellow 

Flex Fuel Regular Locking Fuel Cap; W/Threaded Filler 
Neck; Yellow. 

10834Y 


V-8 8.1 L 

2007 

OE Equivalent Fuel Cap; W/O Threaded Filler Neck. 

10841 

2013-2012 

10504Y 


2007 

2007 

2007 

2007 

2007 

OE Equivalent Fuel Cap; W/ Threaded Filler Neck. 

Oil Filler Cap. 

Regular Keyed Alike Fuel Cap; W/O Threaded Filler 

Neck. 

Regular Keyed Alike Fuel Cap; W/Threaded Filler Neck. 
Regular Locking Fuel Cap; W/O Threaded Filler Neck.... 

10834 

10099 

17511 

17504 

10511 


2013-2012 

2013-2012 

2013-2012 

2013-2012 

OE Equivalent Fuel Cap; W/O Threaded Filler Neck. 

OE Equivalent Fuel Cap; W/ Threaded Filler Neck.. 

Regular Keyed Alike Fuel Cap; W/O Threaded Filler 

Neck. 

Regular Keyed Alike Fuel Cap; W/Threaded Filler 

Neck; As required. 

10841 

10834 

17511 

17504 


2007 

Regular Locking Fuel Cap; W/ Threaded Filler Neck 

10504 


2013-2012 

Regular Locking Fuel Cap; W/O Threaded Filler Neck .. 

10511 


2007 

OE Type Radiator Cap. 

10248 

15 

2013-2012 


10504 








Sierra 3500 HD 

2013-2010 

Oil Filler Cap. 

10099 


V-8 6.0 L 

2017-2016 




2012 

OE Type Radiator Cap, 

10248 

15 

OE Equivalent Fuel Cap 

10834 


2011-2010 

Flex Fuel Keyed Alike Fuel Cap; Yellow 

17511Y 

2015-2007 

Oil Filler Cap 

10099 


2011-2010 

Flex Fuel Regular Fuel Cap; Yellow. 

10841Y 


2014-2013 

OE Type Radiator Cap 

10271 

20 

2011-2010 

Flex Fuel Regular Locking Fuel Cap; Yellow 

10511Y 


2014 

OE Equivalent Fuel Cap. 

10834 

2011-2010 

OE Equivalent Fuel Cap. 

10841 


2014 

Regular Keyed Alike Fuel Cap. 

17504 


2011-2010 

Regular Keyed Alike Fuel Cap 

17511 


2014 

Regular Locking Fuel Cap. 

10504 


2011-2010 

Regular Locking Fuel Cap. 

10511 


2013-2012 

OE Equivalent Fuel Cap; W/O Threaded Filler Neck. 

10841 


2011 

OE Type Radiator Cap 

10271 

20 

2013-2012 

OE Equivalent Fuel Cap; W/ Threaded Filler Neck. 

10834 


2010 

OE Type Radiator Cap 

10248 

15 

2013-2012 

Regular Keyed Alike Fuel Cap; W/O Threaded Filler 

17511 


V-8 6.6 L 





Neck 



2017 

OE Type Radiator Cap; Side. 

10271 

20 

2013-2012 

Regular Keyed Alike Fuel Cap; W/Threaded Filler 

Neck; As required. 

Regular Locking Fuel Cap; W/O Threaded Filler Neck 
Regular Locking Fuel Cap; W/ Threaded Filler Neck 

17504 


2016-2012 

OE Type Radiator Cap 

10271 

20 

2013-2012 

2013-2012 

10511 

10504 


2015-2014 

Oil Filler Cap. 

10099 


15 

V-8 6.6 L DIESEL 

2017-2016 Regular Keved Alike Fuel Cap 

17591 


2012 

OE Type Radiator Cap. 

10248 





2011-2010 

OE Equivalent Fuel Cap 

2017-2016 

Regular Locking Fuel Cap. 

10591 


10834 


2017-2015 

OE Equivalent Fuel Cap. 

10830 


2011-2010 

Regular Keyed Alike Fuel Cap 

17504 


2015 

Diesel Only Fuel Cap 

10830D 


2011-2010 

Regular Locking Fuel Cap 

10504 






2011 

OE Type Radiator Cap. 

10271 

20 

2015 

Diesel Only Locking Fuel Cap 

10591D 






2010-2007 

OE Type Radiator Cap. 

10248 

15 

2015 

Regular Diesel Only Keyed Alike Fuel Cap. 

17591D 


2009 

2009 

2009 

OE Equivalent Fuel Cap; W/O Threaded Filler Neck. 

OE Equivalent Fuel Cap; W/ Threaded Filler Neck 
Regular Keyed Alike Fuel Cap; W/O Threaded Filler 

10841 

10834 

17511 


2014-2012 

2014-2012 

2014 

2013-2012 

Regular Keyed Alike Fuel Cap. 

Regular Locking Fuel Cap. 

OE Equivalent Fuel Cap. 

Diesel Only Fuel Cap; Green. 

17591 

10591 

10817 

10830D 


2009 

Regular Keyed Alike Fuel Cap; W/Threaded Filler Neck. 

17504 


2013-2012 

Diesel Only Locking Fuel Cap; Green. 

10591D 


2009 

Regular Locking Fuel Cap; W/O Threaded Filler Neck 

10511 


2013-2012 

Diesel Only Pre-Release Fuel Cap; Green. 

10819D 


2009 

Regular Locking Fuel Cap; W/ Threaded Filler Neck. 

10504 


2013-2012 

Diesel Only Pre-Release Locking Fuel Cap; Green. 

10501D 


2008 

OE Equivalent Fuel Cap. 

10841 


2013-2012 

OE Equivalent Fuel Cap. 

10830 


2008 

Regular Keyed Alike Fuel Cap. 

17511 


2013-2012 

Pre-Release Diesel Only Keyed Alike Fuel Cap; Green.. 

17501D 


2008 

Regular Locking Fuel Cap. 

10511 


2013-2012 

Pre-Release Fuel Cap. 

10819 


2007 

2007 

2007 

OE Equivalent Fuel Cap; W/O Threaded Filler Neck. 

OE Equivalent Fuel Cap; W/ Threaded Filler Neck. 

Regular Keyed Alike Fuel Cap; W/O Threaded Filler 

10841 

10834 

17511 


2013-2012 

Pre-Release Keyed Alike Fuel Cap . . 

17501 



2013-2012 

Pre-Release Locking Fuel Cap ,, 

10501 



2013-2012 

Regular Diesel Only Keyed Alike Fuel Cap; Green. 

17591D 



Neck 



2013-2007 

Oil Filler Cap. 

10099 


2007 

Regular Keyed Alike Fuel Cap; W/Threaded Filler Neck. 

17504 


2011 

Diesel Only Fuel Cap; Green; As required 

10830D 


2007 

Regular Locking Fuel Cap; W/O Threaded Filler Neck 

10511 


2011 

Diesel Only Locking Fuel Cap; Green; As required. 

10591D 


2007 

Regular Locking Fuel Cap; W/ Threaded Filler Neck 

10504 


2011 

Diesel Only Pre-Release Fuel Cap; Green; As required.. 

10819D 


V-8 6.0 L FLEX 

2015-2014 OE Eouivalent Fuel CaD 

10834 


2011 

Diesel Only Pre-Release Locking Fuel Cap; Green; As 
required. 

10501D 


2015-2014 

Regular Keyed Alike Fuel Cap 

17504 


2011 

OE Equivalent Fuel Cap; As required 

10830 


2015-2014 

Regular Locking Fuel Cap 

10504 


2011 

Pre-Release Diesel Only Keyed Alike Fuel Cap; Green; 

17501D 


2014 

Flex Fuel Keyed Alike Fuel Cap. 

17504Y 



As required. 



2014 

Flex Fuel Regular Fuel Cap 

10834Y 


2011 

Pre-Release Fuel Cap; As required 

10819 






2014 

Flex Fuel Regular Locking Fuel Cap . 

10504Y 


2011 

Pre-Release Keyed Alike Fuel Cap; As required. 

17501 


2013-2012 

Flex Fuel Keyed Alike Fuel Cap; W/Threaded Filler 

Neck; Yellow. 

17504Y 


2011 

2011 

Pre-Release Locking Fuel Cap; As required. 

Regular Diesel Only Keyed Alike Fuel Cap; Green; As 
required. 

10501 

17591D 






2011 

Regular Keyed Alike Fuel Cap; As required. 

17591 
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Caps for Passenger Cars and LightTrucks (1995 and Newer) 


Application 


Part 

Number 

PSI 

Application 


Part 

Number 

PSI 

GMC- 

Continued 



GMC- 

Continued 



Sierra 3500 HD - Continued 

Terrain 

Continued 



V-8 6.6 L DIESEL - Continued 



4-Cyl 2.4 L FLEX 



2011 

Regular Locking Fuel Cap; As required. 

10591 


2015-2012 

OE Equivalent Fuel Cap 

10834 


2011 

OE Type Radiator/Coolant Recovery Tank Cap 

10269 

18.5 

2015-2012 

Regular Keyed Alike Fuel Cap. 

17504 


2010-2007 

Diesel Only Fuel Cap; Green. 

10830D 


2015-2012 

Regular Locking Fuel Cap. 

10504 


2010-2007 

Diesel Only Locking Fuel Cap; Green 

10591D 


2015 

Flex Fuel Keyed Alike Fuel Cap 

17504Y 


2010-2007 

OE Equivalent Fuel Cap 

10830 


2015 

Flex Fuel Regular Fuel Cap 

10834Y 


2010-2007 

Regular Diesel Only Keyed Alike Fuel Cap; Green. 

17591D 


2015 

Flex Fuel Regular Locking Fuel Cap. 

10504Y 


2010-2007 

Regular Keyed Alike Fuel Cap. 

17591 


2013-2012 

Oil Filler Cap 

10099 


2010-2007 

Regular Locking Fuel Cap. 

10591 


2012 

OE Type Radiator Cap 

10248 

15 

2010-2007 

OE Type Radiator Cap 

10248 

15 

V-6 3.0 L 




Sonoma 



2012-2010 

OE Equivalent Fuel Cap 

10834 


4-Cyl 2.2 L 




2012-2010 

Oil Filler Cap. 

10099 


2003 

OE Equivalent Fuel Cap 

10836 


2012-2010 

Regular Keyed Alike Fuel Cap 

17504 


2003 


17506 


2012-2010 

Regular Locking Fuel Cap. 

10504 


2003 


10506 


2012-2010 

OE Type Radiator Cap 

10248 

15 

2003 

OE Type Radiator Cap 

10230 

16 

V-6 3.0 L FLEX 



2003 


10330 

16 

2012-2011 

Flex Fuel Keyed Alike Fuel Cap; Yellow 

17504Y 


2000-1996 

OE Equivalent Fuel Cap. 

10836 


2012-2011 

Flex Fuel Regular Fuel Cap; Yellow 

10834Y 


2000-1996 


17506 


2012-2011 

Flex Fuel Regular Locking Fuel Cap; Yellow. 

10504Y 


2000-1996 

Regular Locking Fuel Cap. 

10506 


2012-2011 

OE Equivalent Fuel Cap 

10834 


2000-1996 

OE Type Radiator Cap. 

10230 

16 

2012-2011 

Regular Keyed Alike Fuel Cap. 

17504 


2000-1996 

Safety Release Radiator Cap. 

10330 

16 

2012-2011 

Regular Locking Fuel Cap. 

10504 


1997-1995 

Oil Filler Cap. 

10128 


2012 

Oil Filler Cap. 

10099 


1995 

OE Equivalent Fuel Cap. 

10817 


2012 

OE Type Radiator Cap. 

10248 

15 

1995 

Pre-Release Fuel Cap. 

10819 


V-6 3.6 L 




1995 

Pre-Release Keyed Alike Fuel Cap. 

17501 


2017-2013 

OE Equivalent Fuel Cap. 

10834 






2017-2013 

OE Type Radiator Cap. 

10248 

15 

1995 

Regular Keyed Alike Fuel Cap. 

17591 


2015-2013 

Oil Filler Cap. 

10099 


1995 

Regular Locking Fuel Cap. 

10591 


2015-2013 

Regular Keyed Alike Fuel Cap. 

17504 


1995 

OE Type Radiator Cap. 

10231 

16 

2015-2013 

Regular Locking Fuel Cap. 

10504 


1995 

Safety Release Radiator Cap 

10331 

16 

V-6 3.6 L FLEX 



4-Cvl 2.2 L FLEX 



2015-2013 

OE Equivalent Fuel Cap 

10834 


2002-2000 

OE Equivalent Fuel Cap 

10836 


2015-2013 

Regular Keyed Alike Fuel Cap. 

17504 


2002-2000 

Regular Keyed Alike Fuel Cap 

17506 


2015-2013 

Regular Locking Fuel Cap. 

10504 


2002-2000 


msnfi 


2015 

Flex Fuel Keyed Alike Fuel Cap 

17504Y 


2002-2000 

OE Type Radiator Cap 

10230 

16 

2015 

Flex Fuel Regular Fuel Cap 

10834Y 


2002-2000 


inaan 

16 

2015 

Flex Fuel Regular Locking Fuel Cap. 

10504Y 


V-64.3L 




2013 

Oil Filler Cap. 

10099 


2004-1996 

OE Equivalent Fuel Cap 

10836 


Yukon 




2004-1996 

Regular Keyed Alike Fuel Cap. 

17506 


V-8 4.8 L 




2004-1996 

Regular Locking Fuel Cap. 

10506 


2009-2005 

OE Equivalent Fuel Cap 

10841 


2004-1996 


10230 

16 

2009-2005 

Regular Keyed Alike Fuel Cap 

17511 


2004-1996 

Safety Release Radiator Cap 

10330 

16 

2009-2005 

Regular Locking Fuel Cap. 

10511 


2004-1995 

Oil Filler Cap 

10099 


2009-2000 

Oil Filler Cap. 

10099 


1995 


10817 


2009-2000 

OE Type Radiator Cap 

10248 

15 

1995 

Pre-Release Fuel Cap. 

10819 


2004 

OE Equivalent Fuel Cap; W/O Threaded Filler Neck. 

10841 


1995 

Pre-Release Keyed Alike Fuel Cap. 

17501 


2004 

OE Equivalent Fuel Cap; W/ Threaded Filler Neck 

10834 


1995 

Pre-Release Locking Fuel Cap. 

10501 


2004 

Regular Keyed Alike Fuel Cap; W/O Threaded Filler 

17511 


1995 

Regular Keyed Alike Fuel Cap. 

17591 










2004 

Regular Keyed Alike Fuel Cap; W/Threaded Filler Neck 

17504 


1995 

Regular Locking Fuel Cap. 

10591 










2004 

Regular Locking Fuel Cap; W/O Threaded Filler Neck 

10511 


1995 

OE Type Radiator Cap. 

10231 

16 









2004 

Regular Locking Fuel Cap; W/ Threaded Filler Neck. 

10504 


1995 

Safety Release Radiator Cap. 

10331 

16 









2003-2000 


10834 


Terrain 

2003-2000 


17504 


4-Cyl 2.4 L 




2003-2000 

Regular Locking Fuel Cap. 

10504 


2017-2010 

OE Equivalent Fuel Cap. 

10834 


V-8 5.3 L 




2017-2010 

OE Type Radiator Cap. 

10248 

15 

2016 

OE Equivalent Fuel Cap. 

10834 


2015-2010 

Oil Filler Cap. 

10099 


2014-2013 

OE Type Radiator Cap. 

10271 

20 

2015-2010 

Regular Keyed Alike Fuel Cap. 

17504 


2014 

Oil Filler Cap. 

10099 


2015-2010 

Regular Locking Fuel Cap. 

10504 


2010-2009 

OE Type Radiator Cap. 

10271 

20 
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Caps for Passenger Cars and LightTmcks (1995 and Newer) 


Application 

Part 

Number 

PSI 

Application 


Part 

Number 

PSI 

GMC- 

Continued 



GMC- 

Continued 



Yukon - 

Continued 



Yukon - 

Continued 



V-8 5.3L- 

Continued 



V-8 5.7 L - 

Continued 



2010-2005 

OE Equivalent Fuel Cap 

10841 


2000-1995 

OE Type Radiator Cap. 

10231 

16 

2010-2005 

Regular Keyed Alike Fuel Cap. 

17511 


2000-1995 

Safety Release Radiator Cap. 

10331 

16 

2010-2005 

Regular Locking Fuel Cap 

10511 


1997-1995 

OE Equivalent Fuel Cap. 

10817 


2010-2000 

Oil Filler Cap 

10099 


1997-1995 

Pre-Release Fuel Cap. 

10819 


2008-2000 

OE Type Radiator Cap. 

10248 

15 

1997-1995 

Pre-Release Keyed Alike Fuel Cap 

17501 


2004 

OE Equivalent Fuel Cap; W/O Threaded Filler Neck. 

10841 


1997-1995 

Pre-Release Locking Fuel Cap 

10501 


2004 

OE Equivalent Fuel Cap; W/ Threaded Filler Neck 

10834 


1997-1995 

Regular Keyed Alike Fuel Cap. 

17591 


2004 

Regular Keyed Alike Fuel Cap; W/O Threaded Filler 

17511 


1997-1995 

Regular Locking Fuel Cap. 

10591 



Neck 



V-8 6.0 L 




2004 

Regular Keyed Alike Fuel Cap; W/Threaded Filler Neck 

17504 


2013 

OE Type Radiator Cap 

10271 

20 

2004 

Regular Locking Fuel Cap; W/O Threaded Filler Neck 

10511 


2011 

Oil Filler Cap. 

10099 


2004 

Regular Locking Fuel Cap; W/ Threaded Filler Neck. 

10504 


2011 

OE Type Radiator Cap 

10271 

20 

2003-2000 

OE Equivalent Fuel Cap. 

10834 


2006-2005 

OE Equivalent Fuel Cap. 

10841 


2003-2000 

Regular Keyed Alike Fuel Cap. 

17504 


2006-2005 

Regular Keyed Alike Fuel Cap. 

17511 


2003-2000 

Regular Locking Fuel Cap. 

10504 


2006-2005 

Regular Locking Fuel Cap. 

10511 


V-8 5.3 L FLEX 



2006-2001 

Oil Filler Cap 

10099 


2015-2012 

OE Equivalent Fuel Cap. 

10834 


2006-2001 

OE Type Radiator Cap. 

10248 

15 

2015-2012 

Regular Keyed Alike Fuel Cap. 

17504 


2004 

OE Equivalent Fuel Cap; W/O Threaded Filler Neck. 

10841 


2015-2012 

Regular Locking Fuel Cap. 

10504 


2004 

OE Equivalent Fuel Cap; W/ Threaded Filler Neck. 

10834 


2013-2012 

Flex Fuel Keyed Alike Fuel Cap; Yellow. 

17504Y 


2004 

Regular Keyed Alike Fuel Cap; W/O Threaded Filler 

17511 


2013-2012 

Flex Fuel Regular Fuel Cap; Yellow 

10834Y 



Neck. 



2013-2012 

Flex Fuel Regular Locking Fuel Cap; Yellow. 

10504Y 


2004 

Regular Keyed Alike Fuel Cap; W/Threaded Filler Neck 

17504 


2013-2002 

Oil Filler Cap. 

10099 


2004 

Regular Locking Fuel Cap; W/O Threaded Filler Neck.... 

10511 


2012-2009 

OE Type Radiator Cap. 

10271 

20 

2004 

Regular Locking Fuel Cap; W/ Threaded Filler Neck. 

10504 


2011-2005 

Flex Fuel Keyed Alike Fuel Cap; Yellow. 

17511Y 


2003-2001 

OE Equivalent Fuel Cap. 

10834 


2011-2005 

Flex Fuel Regular Fuel Cap; Yellow 

10841Y 


2003-2001 

Regular Keyed Alike Fuel Cap 

17504 


2011-2005 

Flex Fuel Regular Locking Fuel Cap; Yellow 

10511Y 


2003-2001 

Reaular Lockina Fuel CaD 

10504 


2011-2005 

OE Equivalent Fuel Cap. 

10841 


V-8 6.0 L ELECTRIC/FLEX 



2011-2005 

Regular Keyed Alike Fuel Cap 

17511 


2013-2012 

Oil Filler Cap. 

10099 


2011-2005 

Reqular Lockinq Fuel Cap 

10511 


2013 

Flex Fuel Keyed Alike Fuel Cap; Yellow,. 

17504Y 


2008-2002 

OE Type Radiator Cap 

10248 

15 

2013 

Flex Fuel Regular Fuel Cap; Yellow. 

10834Y 


2004 

Flex Fuel Keyed Alike Fuel Cap; W/O Threaded Filler 

17511Y 


2013 

Flex Fuel Regular Locking Fuel Cap; Yellow 

10504Y 



Neck; Yellow. 



2013 

OE Equivalent Fuel Cap. 

10834 


2004 

Flex Fuel Keyed Alike Fuel Cap; W/Threaded Filler 

Neck; Yellow. 

17504Y 


2013 

Regular Keyed Alike Fuel Cap. 

17504 


2004 

Flex Fuel Regular Fuel Cap; W/O Threaded Filler Neck; 

10841Y 


2013 

Regular Locking Fuel Cap. 

10504 



Yellow. 



2012-2010 

OE Equivalent Fuel Cap. 

10841 


2004 

Flex Fuel Regular Fuel Cap; W/Threaded Filler Neck; 

10834Y 


2012-2010 

Regular Keyed Alike Fuel Cap. 

17511 



Yellow. 



2012-2010 

Regular Locking Fuel Cap. 

10511 


2004 

Flex Fuel Regular Locking Fuel Cap; W/O Threaded 

Filler Neck; Yellow. 

10511Y 


2012 

OE Type Radiator Cap. 

10271 

20 

2004 

Flex Fuel Regular Locking Fuel Cap; W/Threaded Filler 

10504Y 


2011 

Flex Fuel Keyed Alike Fuel Cap; Yellow 

17511Y 



Neck; Yellow... 



2011 

Flex Fuel Regular Fuel Cap; Yellow 

10841Y 


2004 

OE Equivalent Fuel Cap; W/O Threaded Filler Neck 

10841 


2011 

Flex Fuel Regular Locking Fuel Cap; Yellow. 

10511Y 


2004 

OE Equivalent Fuel Cap; W/ Threaded Filler Neck 

10834 


2010 

Oil Filler Cap. 

10099 


2004 

Regular Keyed Alike Fuel Cap; W/O Threaded Filler 

17511 


2010 

OE Type Radiator Cap. 

10248 

15 


Neck. 



V-8 6.0 L ELECTRIC/GAS 



2004 

Regular Keyed Alike Fuel Cap; W/Threaded Filler Neck. 

17504 


2009-2008 

OE Equivalent Fuel Cap. 

10841 


2004 

Regular Locking Fuel Cap; W/O Threaded Filler Neck 

10511 


2009-2008 

Oil Filler Cap. 

10099 


2004 

Regular Locking Fuel Cap; W/ Threaded Filler Neck.. 

10504 


2009-2008 

Regular Keyed Alike Fuel Cap. 

17511 


2003-2002 

Flex Fuel Keyed Alike Fuel Cap; Yellow. 

17504Y 


2009-2008 

Regular Locking Fuel Cap. 

10511 


2003-2002 

Flex Fuel Regular Fuel Cap; Yellow. 

10834Y 


2009-2008 

OE Type Radiator Cap. 

10248 

15 

2003-2002 

Flex Fuel Regular Locking Fuel Cap; Yellow. 

10504Y 


V-8 6.2 L 




2003-2002 

OE Equivalent Fuel Cap 

10834 


2016 

OE Equivalent Fuel Cap. 

10834 


2003-2002 

Regular Keyed Alike Fuel Cap 

17504 


2014-2012 

OE Equivalent Fuel Cap. 

10834 


2003-2002 

Regular Locking Fuel Cap 

10504 


2014-2012 

Regular Keyed Alike Fuel Cap. 

17504 


V-8 5.7 L 




2014-2012 

Regular Locking Fuel Cap. 

10504 


2000-1998 

OE Equivalent Fuel Cap. 

10834 


2014-2011 

Oil Filler Cap. 

10099 


2000-1998 

Regular Keyed Alike Fuel Cap 

17504 


2014-2011 

OE Type Radiator Cap 

10271 

20 

2000-1998 

Regular Locking Fuel Cap 

10504 


2011 

OE Equivalent Fuel Cap. 

10841 

2000-1995 

Oil Filler Cap 

10105 


2011 

Regular Keyed Alike Fuel Cap 

17511 
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Caps for Passenger Cars and LightTrucks (1995 and Newer) 


Application 


Part 

Number 


PSI 


Part 

Number 


PSI 


GMC- 

Continued 



Yukon 

Continued 



V-8 6.2 L 

Continued 



2011 

Regular Locking Fuel Cap. 

10511 


2009-2007 

OE Equivalent Fuel Cap, 

10841 


2009-2007 

Oil Filler Cap 

10099 


2009-2007 

Regular Keyed Alike Fuel Cap. 

17511 


2009-2007 

Regular Locking Fuel Cap. 

10511 


2009-2007 

OE Type Radiator Cap 

10248 

15 

2008-2007 

OE Type Radiator Cap 

10271 

20 

V-8 6.2 L FLEX 



2015-2012 

OE Equivalent Fuel Cap 

10834 


2015-2012 

Regular Keyed Alike Fuel Cap 

17504 


2015-2012 

Regular Locking Fuel Cap. 

10504 


2013-2012 

Flex Fuel Keyed Alike Fuel Cap; Yellow 

17504Y 


2013-2012 

Flex Fuel Regular Fuel Cap; Yellow 

10834Y 


2013-2012 

Flex Fuel Regular Locking Fuel Cap; Yellow 

10504Y 


2013-2009 

Oil Filler Cap 

10099 


2012-2010 

OE Type Radiator Cap 

10271 

20 

2011-2010 

Flex Fuel Keyed Alike Fuel Cap; Yellow. 

17511Y 


2011-2010 

Flex Fuel Regular Fuel Cap; Yellow. 

10841Y 


2011-2010 

Flex Fuel Regular Locking Fuel Cap; Yellow. 

10511Y 


2011-2009 

OE Equivalent Fuel Cap. 

10841 


2011-2009 

Regular Keyed Alike Fuel Cap. 

17511 


2011-2009 

Regular Locking Fuel Cap. 

10511 


2009 

OE Type Radiator Cap. 

10248 

15 

V-8 6.5 L DIESEL 



1997-1996 

OE Equivalent Fuel Cap. 

10830 


1997-1995 

Diesel Only Fuel Cap; Green. 

10830D 


1997-1995 

Diesel Only Locking Fuel Cap; Green 

10591D 


1997-1995 

Diesel Only Pre-Release Fuel Cap; Green. 

10819D 


1997-1995 

Diesel Only Pre-Release Locking Fuel Cap; Green. 

10501D 


1997-1995 

Pre-Release Diesel Only Keyed Alike Fuel Cap; Green 

17501D 


1997-1995 

Regular Diesel Only Keyed Alike Fuel Cap; Green 

17591D 


1997-1995 

Regular Keyed Alike Fuel Cap 

17591 


1997-1995 

Regular Locking Fuel Cap. 

10591 


1997-1995 

OE Type Radiator Cap 

10230 

16 

1997-1995 

Safety Release Radiator Cap 

10330 

16 

1997 

Oil Filler Cap; W/Metal Oil Cap. 

10066 


1997 

Oil Filler Cap; W/O Metal Oil Cap 

10099 


1996-1995 

Oil Filler Cap 

10066 


1995 

OE Equivalent Fuel Cap 

10817 


1995 

Pre-Release Fuel Cap. 

10819 


1995 

Pre-Release Keyed Alike Fuel Cap 

17501 


1995 

Pre-Release Locking Fuel Cap. 

10501 


Yukon XL 

V-8 5.3 L 




2016 

OE Equivalent Fuel Cap 

10834 


V-8 5.3 L 

FLEX 



2015 

OE Equivalent Fuel Cap 

10834 


2015 

Regular Keyed Alike Fuel Cap 

17504 


2015 

Regular Locking Fuel Cap. 

10504 


V-8 6.2 L 




2016 

OE Equivalent Fuel Cap 

10834 


V-8 6.2 L 

FLEX 



2015 

OE Equivalent Fuel Cap 

10834 


2015 

Regular Keyed Alike Fuel Cap 

17504 


2015 

Regular Locking Fuel Cap. 

10504 


Yukon XL 1500 ! 

V-8 5.3 L 




2014-2013 

OE Type Radiator Cap. 

10271 

20 


Application 


GMC - Continued 


Yukon XL 1500 - Continued 

V-8 5.3 L - Continued 

2014 Oil Filler Cap. 10099 

2009-2007 OE Equivalent Fuel Cap 10841 

2009-2007 Oil Filler Cap. 10099 

2009-2007 Regular Keyed Alike Fuel Cap. 17511 

2009-2007 Regular Locking Fuel Cap. 10511 

2009 OE Type Radiator Cap. 10271 20 

2008-2007 OE Type Radiator Cap. 10248 15 

2005-2000 Oil Filler Cap. 10099 

2005-2000 OE Type Radiator Cap. 10248 15 

2005 OE Equivalent Fuel Cap. 10841 

2005 Regular Keyed Alike Fuel Cap. 17511 

2005 Regular Locking Fuel Cap. 10511 

2004 OE Equivalent Fuel Cap; W/O Threaded Filler Neck. 10841 

2004 OE Equivalent Fuel Cap; W/ Threaded Filler Neck. 10834 

2004 Regular Keyed Alike Fuel Cap; W/O Threaded Filler 17511 

Neck. 

2004 Regular Keyed Alike Fuel Cap; W/Threaded Filler Neck. 17504 

2004 Regular Locking Fuel Cap; W/O Threaded Filler Neck. .. 10511 

2004 Regular Locking Fuel Cap; W/Threaded Filler Neck. 10504 

2003-2000 OE Equivalent Fuel Cap. 10834 

2003-2000 Regular Keyed Alike Fuel Cap. 17504 

2003-2000 Regular Locking Fuel Cap 10504 

V-8 5.3 L FLEX 

2014-2012 OE Equivalent Fuel Cap 10834 

2014-2012 Regular Keyed Alike Fuel Cap 17504 

2014-2012 Regular Locking Fuel Cap 10504 

2013-2012 Flex Fuel Keyed Alike Fuel Cap; Yellow. 17504Y 

2013-2012 Flex Fuel Regular Fuel Cap; Yellow 10834Y 

2013-2012 Flex Fuel Regular Locking Fuel Cap; Yellow 10504Y 

2013-2002 Oil Filler Cap 10099 

2012-2009 OE Type Radiator Cap. 10271 20 

2011-2005 Flex Fuel Keyed Alike Fuel Cap; Yellow. 17511Y 

2011-2005 Flex Fuel Regular Fuel Cap; Yellow 10841Y 

2011-2005 Flex Fuel Regular Locking Fuel Cap; Yellow. 10511Y 

2011-2005 OE Equivalent Fuel Cap. 10841 

2011-2005 Regular Keyed Alike Fuel Cap. 17511 

2011-2005 Regular Locking Fuel Cap. 10511 

2008-2002 OE Type Radiator Cap. 10248 15 

2004 Flex Fuel Keyed Alike Fuel Cap; W/O Threaded Filler 17511Y 

Neck; Yellow. 

2004 Flex Fuel Keyed Alike Fuel Cap; W/Threaded Filler 17504Y 

Neck; Yellow. 

2004 Flex Fuel Regular Fuel Cap; W/O Threaded Filler Neck; 10841Y 

Yellow 

2004 Flex Fuel Regular Fuel Cap; W/Threaded Filler Neck; 10834Y 

Yellow. 

2004 Flex Fuel Regular Locking Fuel Cap; W/O Threaded 10511Y 

Filler Neck; Yellow. 

2004 Flex Fuel Regular Locking Fuel Cap; W/Threaded Filler 10504Y 

Neck; Yellow. 

2004 OE Equivalent Fuel Cap; W/O Threaded Filler Neck. 10841 

2004 OE Equivalent Fuel Cap; W/ Threaded Filler Neck 10834 

2004 Regular Keyed Alike Fuel Cap; W/O Threaded Filler 17511 

Neck 

2004 Regular Keyed Alike Fuel Cap; W/Threaded Filler Neck 17504 

2004 Regular Locking Fuel Cap; W/O Threaded Filler Neck. 10511 

2004 Regular Locking Fuel Cap; W/Threaded Filler Neck 10504 

2003-2002 Flex Fuel Keyed Alike Fuel Cap; Yellow 17504Y 

2003-2002 Flex Fuel Regular Fuel Cap; Yellow. 10834Y 

2003-2002 Flex Fuel Regular Locking Fuel Cap; Yellow. 10504Y 

2003-2002 OE Equivalent Fuel Cap. 10834 
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Caps for Passenger Cars and LightTmcks (1995 and Newer) 


Application 

Part 

Number 

PSI 

Application 


Part 

Number 

PSI 

GMC- 

Continued 



GMC- 

Continued 



Yukon XL 1500 - Continued 

Yukon XL 2500 - Continued ! 

V-8 5.3 L FLEX-Continued 



V-8 6.0 L - 

Continued 



2003-2002 

Regular Keyed Alike Fuel Cap. 

17504 


2003-2000 

Reaular Lockina Fuel CaD 

10504 


2003-2002 

Regular Locking Fuel Cap ,, 

10504 


V-8 6.0 L FLEX 



V-8 6.0 L 




2013-2012 

OE Equivalent Fuel Cap. 

10834 


2009-2005 

OE Equivalent Fuel Cap. 

10841 


2013-2012 

Regular Keyed Alike Fuel Cap. 

17504 


2009-2005 

Regular Keyed Alike Fuel Cap 

17511 


2013-2012 

Regular Locking Fuel Cap. 

10504 


2009-2005 

Regular Locking Fuel Cap. 

10511 


2013-2010 

Oil Filler Cap. 

10099 


2009-2001 

Oil Filler Cap 

10099 


2012-2010 

OE Type Radiator Cap 

10271 

20 

2009-2001 

OE Type Radiator Cap 

10248 

15 

2012 

Flex Fuel Keyed Alike Fuel Cap; Yellow 

17504Y 


2004 

OE Equivalent Fuel Cap; W/O Threaded Filler Neck 

10841 


2012 

Flex Fuel Regular Fuel Cap; Yellow. 

10834Y 


2004 

OE Equivalent Fuel Cap; W/ Threaded Filler Neck 

10834 


2012 

Flex Fuel Regular Locking Fuel Cap; Yellow 

10504Y 


2004 

Regular Keyed Alike Fuel Cap; W/O Threaded Filler 

17511 


2011-2010 

Flex Fuel Keyed Alike Fuel Cap; Yellow 

17511Y 



Neck. 



2011-2010 

Flex Fuel Regular Fuel Cap; Yellow. 

10841Y 


2004 

Regular Keyed Alike Fuel Cap; W/Threaded Filler Neck, 

17504 


2011-2010 

Flex Fuel Regular Locking Fuel Cap; Yellow 

10511Y 


2004 

Regular Locking Fuel Cap; W/O Threaded Filler Neck 

10511 


2011-2010 

OE Equivalent Fuel Cap. 

10841 


2004 

Regular Locking Fuel Cap; W/ Threaded Filler Neck. 

10504 


2011-2010 

Regular Keyed Alike Fuel Cap. 

17511 


2003-2001 

OE Equivalent Fuel Cap. 

10834 


2011-2010 

Regular Locking Fuel Cap. 

10511 


2003-2001 

Regular Keyed Alike Fuel Cap. 

17504 


V-8 8.1 L 




2003-2001 

Regular Locking Fuel Cap. 

10504 


2006-2005 

OE Equivalent Fuel Cap. 

10841 


V-8 6.2 L 




2006-2005 

Regular Keyed Alike Fuel Cap. 

17511 


2014-2013 

OE Type Radiator Cap. 

10271 

20 

2006-2005 

Regular Locking Fuel Cap. 

10511 


2014 

Oil Filler Cap. 

10099 


2006-2003 

Oil Filler Cap. 

10099 


2008-2007 

OE Equivalent Fuel Cap. 

10841 


2006-2001 

OE Type Radiator Cap. 

10248 

15 

2008-2007 

Oil Filler Cap. 

10099 


2004 

OE Equivalent Fuel Cap; W/O Threaded Filler Neck. 

10841 


2008-2007 

Regular Keyed Alike Fuel Cap. 

17511 


2004 

OE Equivalent Fuel Cap; W/ Threaded Filler Neck. 

10834 


2008-2007 

Regular Locking Fuel Cap. 

10511 


2004 

Regular Keyed Alike Fuel Cap; W/O Threaded Filler 

17511 


2008-2007 

OE TvDe Radiator CaD 

10248 

15 


Neck. 



V-8 6.2 L FLEX 



2004 

Regular Keyed Alike Fuel Cap; W/Threaded Filler Neck. 

17504 


2014-2012 

OE Equivalent Fuel Cap. 

10834 


2004 

Regular Locking Fuel Cap; W/O Threaded Filler Neck. .. 

10511 


2014-2012 

Regular Keyed Alike Fuel Cap 

17504 


2004 


10504 


2014-2012 

Regular Locking Fuel Cap. 

10504 


2003-2001 


10834 


2013-2012 

Flex Fuel Keyed Alike Fuel Cap; Yellow. 

17504Y 


2003-2001 


17504 


2013-2012 

Flex Fuel Regular Fuel Cap; Yellow 

10834Y 


2003-2001 

Regular Locking Fuel Cap. 

10504 


2013-2012 

Flex Fuel Regular Locking Fuel Cap; Yellow 

10504Y 


2002-2001 

Oil Filler Cap. 

10114 


2013-2009 

Oil Filler Cap 

10099 

20 

Honda 

2012-2010 

OE Type Radiator Cap 

10271 





2011-2010 


17511Y 


/\ccoru 






4-Cyl 2.0 L 




2011-2010 

Flex Fuel Regular Fuel Cap; Yellow 

10841Y 


2017 

OE Type Radiator Cap 

10242 

16 

2011-2010 

Flex Fuel Regular Locking Fuel Cap; Yellow 

10511Y 


2015-2014 

Oil Filler Cap 

10134 


2011-2009 

OE Equivalent Fuel Cap. 

10841 


2015 

OE Type Radiator Cap 

10242 

16 

2011-2009 

Regular Keyed Alike Fuel Cap 

17511 


4-Cyl 2.0 L 

ELECTRIC/GAS 



2011-2009 

Regular Locking Fuel Cap. 

10511 


2015-2014 

OE Equivalent Fuel Cap. 

10834 


2009 

OE Type Radiator Cap 

10248 

15 

2015-2014 

Regular Keyed Alike Fuel Cap. 

17504 


Yukon XL 2500 

2015-2014 

Regular Locking Fuel Cap. 

10504 


V-8 6.0 L 




2014 

OE Type Radiator Cap. 

10242 

16 

2013 

OE Type Radiator Cap. 

10271 

20 

4-Cyl 2.2 L 




2009-2005 

OE Equivalent Fuel Cap 

10841 


1997-1995 


10834 


2009-2005 

Regular Keyed Alike Fuel Cap 

17511 


1997-1995 


10081 


2009-2005 

Regular Locking Fuel Cap. 

10511 


1997-1995 

Regular Keyed Alike Fuel Cap 

17504 


2009-2000 

Oil Filler Cap. 

10099 


1997-1995 

Regular Locking Fuel Cap. 

10504 


2009-2000 

OE Type Radiator Cap. 

10248 

15 

1997 


10242 

16 

2004 

OE Equivalent Fuel Cap; W/O Threaded Filler Neck. 

10841 


1996-1995 

OE Type Radiator/Coolant Recovery Tank Cap; 

10233 

16 

2004 

OE Equivalent Fuel Cap; W/ Threaded Filler Neck. 

10834 



W/Toyo Rad. 



2004 

Regular Keyed Alike Fuel Cap; W/O Threaded Filler 

17511 


1996-1995 

OE Type Radiator Cap; W/O Toyo Rad. 

10242 

16 


Neck. 



1996-1995 

Safety Release Radiator Cap; W/Toyo Rad. 

✓10333 

16 

2004 

Regular Keyed Alike Fuel Cap; W/Threaded Filler Neck 

17504 


4-Cyl 2.3 L 




2004 

Regular Locking Fuel Cap; W/O Threaded Filler Neck 

10511 


2002-2000 

OE Type Radiator/Coolant Recovery Tank Cap; 

10233 

16 

2004 

Regular Locking Fuel Cap; W/ Threaded Filler Neck 

10504 



WA/aleo Rad. 



2003-2000 

OE Equivalent Fuel Cap 

10834 


2002-2000 

OE Type Radiator Cap; W/Nippondenso Rad. 

10242 

16 

2003-2000 

Regular Keyed Alike Fuel Cap 

17504 


2002-2000 

Safety Release Radiator Cap; WA/aleo Rad. 

✓10333 

16 
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Caps for Passenger Cars and LightTrucks (1995 and Newer) 


Part 

Number 


Application 


Honda - Continued 


Accord - Continued 

4-Cyl 2.3 L - Continued 

2002-1998 OE Equivalent Fuel Cap 10834 

2002-1998 Oil Filler Cap 10081 

2002-1998 Regular Keyed Alike Fuel Cap. 17504 

2002- 1998 Regular Locking Fuel Cap 10504 

1999-1998 OE Type Radiator/Coolant Recovery Tank Cap. 10233 

1999-1998 OE Type Radiator Cap 10242 

1999-1998 Safety Release Radiator Cap. tK10333 

4-Cyl 2.4 L 

2017-2012 OE Equivalent Fuel Cap. 10834 

2017-2008 OE Type Radiator Cap. 10242 

2016- 2003 Oil Filler Cap 10134 

2015-2012 Regular Keyed Alike Fuel Cap. 17504 

2015- 2012 Regular Locking Fuel Cap. 10504 

2011-2005 OE Equivalent Fuel Cap. 10837 

2011-2005 Regular Keyed Alike Fuel Cap. 17507 

2011-2005 Regular Locking Fuel Cap. 10507 

2007-2003 OE Type Radiator/Coolant Recovery Tank Cap; 10233 

W/Valeo Rad. 

2007-2003 OE Type Radiator Cap; W/Nippondenso Rad. 10242 

2007-2003 Safety Release Radiator Cap; WA/aleo Rad. IK10333 

2004-2003 OE Equivalent Fuel Cap. 10834 

2004-2003 Regular Keyed Alike Fuel Cap. 17504 

2004-2003 Regular Locking Fuel Cap 10504 

V-6 2.7 L 

1997-1995 OE Equivalent Fuel Cap. 10834 

1997-1995 Oil Filler Cap. 10081 

1997-1995 Regular Keyed Alike Fuel Cap. 17504 

1997-1995 Regular Locking Fuel Cap 10504 

1997-1995 OE Type Radiator Cap 10242 

V-6 3.0 L 

2007-2005 OE Equivalent Fuel Cap 10837 

2007-2005 Regular Keyed Alike Fuel Cap 17507 

2007-2005 Regular Locking Fuel Cap 10507 

2007-2004 Oil Filler Cap 10134 

2007 OE Type Radiator/Coolant Recovery Tank Cap; 10233 

W/Valeo Rad.. 

2007 OE Type Radiator Cap; W/Nippondenso Rad.. 10242 

2007 Safety Release Radiator Cap; WA/aleo Rad.. 1/10333 

2006- 1998 OE Type Radiator Cap 10242 

2004-1998 OE Equivalent Fuel Cap. 10834 

2004-1998 Regular Keyed Alike Fuel Cap. 17504 

2004-1998 Regular Locking Fuel Cap. 10504 

2003- 1998 Oil Filler Cap. 10081 

V-6 3.0 L ELECTRIC/GAS 

2007- 2005 Oil Filler Cap. 10134 

2007 OE Equivalent Fuel Cap. 10837 

2007 Regular Keyed Alike Fuel Cap. 17507 

2007 Regular Locking Fuel Cap. 10507 

2007 OE Type Radiator Cap 10242 

2005 OE Type Radiator Cap. 10242 

V-6 3.5 L 

2017- 2008 OE Type Radiator Cap 10242 

2016- 2012 OE Equivalent Fuel Cap. 10834 

2016-2008 Oil Filler Cap. 10134 

2015-2012 Regular Keyed Alike Fuel Cap. 17504 

2015-2012 Regular Locking Fuel Cap 10504 

2011-2008 OE Equivalent Fuel Cap 10837 

2011-2008 Regular Keyed Alike Fuel Cap 17507 

2011-2008 Regular Locking Fuel Cap 10507 

✓Check hood clearance prior to Installing this cap 


RSI 


Application 


Honda - Continued 


Part 

Number 


PSI 


16 

16 

16 


16 

16 


16 

16 

16 


16 

16 


Accord Crosstour 

V-6 3.5 L - Continued 



2011-2010 OE Equivalent Fuel Cap 

10837 


2011-2010 Oil Filler Cap . 

10134 


2011-2010 Regular Keyed Alike Fuel Cap 

17507 


2011-2010 Regular Locking Fuel Cap 

10507 


2011-2010 OE Type Radiator Cap 

10242 

16 

Civic 

4-Cyl 1.3 L 



2011 Oil Filler Cap 

10134 


4-Cyl 1.3 L ELECTRIC 



2011 OE Equivalent Fuel Cap 

10837 


2011 Regular Keyed Alike Fuel Cap 

17507 


2011 Regular Locking Fuel Cap 

10507 


2011 OE Type Radiator Cap 

. 10242 

16 

4-Cyl 1.3 L ELECTRIC/GAS 



2011-2006 OE Equivalent Fuel Cap 

10837 


2011-2006 Regular Keyed Alike Fuel Cap 

17507 


2011-2006 Regular Locking Fuel Cap 

10507 


2011-2003 OE Type Radiator Cap 

10242 

16 

2010-2003 Oil Filler Cap 

. 10134 


2005-2003 OE Equivalent Fuel Cap 

. 10834 


2005-2003 Regular Keyed Alike Fuel Cap 

. 17504 


2005-2003 Regular Locking Fuel Cap 

10504 


4-Cyl 1.5 L 



2016-2015 Oil Filler Cap 

. 10134 


2016-2015 OE Type Radiator Cap. 

. 10242 

16 

1995 OE Equivalent Fuel Cap. 

10834 


1995 Oil Filler Cap. 

. 10081 


1995 Regular Keyed Alike Fuel Cap. 

. 17504 


1995 Regular Locking Fuel Cap. 

10504 


1995 OE Type Radiator Cap. 

10242 

16 

4-Cyl 1.5 L ELECTRIC 



2012 OE Equivalent Fuel Cap. 

. 10834 


2012 Oil Filler Cap. 

. 10134 


2012 Regular Keyed Alike Fuel Cap. 

17504 


2012 Regular Locking Fuel Cap. 

10504 


2012 OE Type Radiator Cap. 

10242 

16 

4-Cyl 1.5 L ELECTRIC/GAS 



2015-2012 OE Equivalent Fuel Cap. 

10834 


2015-2012 Regular Keyed Alike Fuel Cap . 

17504 


2015-2012 Regular Locking Fuel Cap 

10504 


2014-2012 Oil Filler Cap. 

10134 


2014-2012 OE Type Radiator Cap. 

10242 

16 

4-Cyl 1.6 L 



2000-1995 OE Equivalent Fuel Cap. 

10834 


2000-1995 Oil Filler Cap. 

10081 


2000-1995 Regular Keyed Alike Fuel Cap 

17504 


2000-1995 Regular Locking Fuel Cap. 

10504 


2000-1995 OE Type Radiator Cap 

10242 

16 

4-Cyl 1.6 LCNG 



2000-1998 OE Equivalent Fuel Cap 

10834 


2000-1998 Oil Filler Cap 

10081 


2000-1998 Regular Keyed Alike Fuel Cap 

17504 


2000-1998 Regular Locking Fuel Cap 

10504 


2000-1998 OE Type Radiator Cap. 

10242 

16 

4-Cyl 1.7 L 



2005-2003 Oil Filler Cap 

10134 


2005-2001 OE Equivalent Fuel Cap 

10834 


2005-2001 Regular Keyed Alike Fuel Cap 

17504 


2005-2001 Regular Locking Fuel Cap. 

10504 
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Caps for Passenger Cars and LightTmcks (1995 and Newer) 


Part 

Application Number 


Honda - Continued 


Civic - Continued 

4-Cyl 1.7 L - Continued 

2005-2001 OE Type Radiator Cap 10242 

2002-2001 Oil Filler Cap 10081 

4-Cyl 1.7 L CNG 

2005-2003 Oil Filler Cap 10134 

2005-2001 OE Equivalent Fuel Cap 10834 

2005-2001 Regular Keyed Alike Fuel Cap. 17504 

2005-2001 Regular Locking Fuel Cap 10504 

2005-2001 OE Type Radiator Cap 10242 

2002-2001 Oil Filler Cap 10081 

4-Cyl 1.8 L 

2015-2012 OE Equivalent Fuel Cap. 10834 

2015-2012 Regular Keyed Alike Fuel Cap. 17504 

2015-2012 Regular Locking Fuel Cap. 10504 

2015-2006 Oil Filler Cap. 10134 

2015-2006 OE Type Radiator Cap 10242 

2011-2006 OE Equivalent Fuel Cap. 10837 

2011-2006 Regular Keyed Alike Fuel Cap. 17507 

2011-2006 Regular Locking Fuel Cap. 10507 

4-Cyl 1.8 L CNG 

2014-2006 Oil Filler Cap. 10134 

2014- 2006 OE Type Radiator Cap 10242 

2012 OE Equivalent Fuel Cap. 10834 

2012 Regular Keyed Alike Fuel Cap. 17504 

2012 Regular Locking Fuel Cap. 10504 

2011-2006 OE Equivalent Fuel Cap. 10837 

2011-2006 Regular Keyed Alike Fuel Cap. 17507 

2011-2006 Regular Locking Fuel Cap. 10507 

4-Cyl 2.0 L 

2016 Oil Filler Cap. 10134 

2016 OE Type Radiator Cap 10242 

2011-2006 OE Equivalent Fuel Cap. 10837 

2011-2006 Regular Keyed Alike Fuel Cap 17507 

2011-2006 Regular Locking Fuel Cap 10507 

2011-2002 Oil Filler Cap 10134 

2011-2002 OE Type Radiator Cap 10242 

2005-2002 OE Equivalent Fuel Cap 10834 

2005-2002 Regular Keyed Alike Fuel Cap 17504 

2005-2002 Regular Locking Fuel Cap 10504 

4-Cyl 2.4 L 

2015- 2012 OE Equivalent Fuel Cap 10834 

2015-2012 Oil Filler Cap. 10134 

2015-2012 Regular Keyed Alike Fuel Cap 17504 

2015-2012 Regular Locking Fuel Cap 10504 

2015-2012 OE Type Radiator Cap 10242 

Civic del Sol 

4-Cyl 1.5 L 

1995 OE Equivalent Fuel Cap. 10834 

1995 Oil Filler Cap. 10081 

1995 Regular Keyed Alike Fuel Cap 17504 

1995 Regular Locking Fuel Cap. 10504 

1995 OE Type Radiator Cap 10242 

4-Cyl 1.6 L 

1997-1995 OE Equivalent Fuel Cap. 10834 

1997-1995 Oil Filler Cap. 10081 

1997-1995 Regular Keyed Alike Fuel Cap. 17504 

1997-1995 Regular Locking Fuel Cap. 10504 

1997-1995 OE Type Radiator Cap 10242 


Part 

Application Number PSI 


Honda - Continued 


Crosstour 

4-Cyl 2.4 L 

2015-2013 OE Equivalent Fuel Cap 10834 

2015-2013 Regular Keyed Alike Fuel Cap 17504 

2015-2013 Regular Locking Fuel Cap 10504 

2015-2012 Oil Filler Cap. 10134 

2015-2012 OE Type Radiator Cap 10242 16 

2012 OE Equivalent Fuel Cap. 10837 

2012 Regular Keyed Alike Fuel Cap. 17507 

2012 Regular Locking Fuel Cap 10507 

V-6 3.5 L 

2015-2013 OE Equivalent Fuel Cap. 10834 

2015-2013 Regular Keyed Alike Fuel Cap. 17504 

2015-2013 Regular Locking Fuel Cap 10504 

2015-2012 Oil Filler Cap. 10134 

2015- 2012 OE Type Radiator Cap. 10242 16 

2012 OE Equivalent Fuel Cap. 10837 

2012 Regular Keyed Alike Fuel Cap. 17507 

2012 Regular Locking Fuel Cap. 10507 

CR-V 

4-Cyl 2.0 L 

2001-1997 OE Equivalent Fuel Cap. 10834 

2001-1997 Oil Filler Cap. 10081 

2001-1997 Regular Keyed Alike Fuel Cap. 17504 

2001-1997 Regular Locking Fuel Cap. 10504 

2001-1997 OE Type Radiator Cap. 10242 16 

4-Cyl 2.4 L 

2017 OE Type Radiator Cap. 10242 16 

2016- 2012 OE Equivalent Fuel Cap. 10834 

2016-2002 Oil Filler Cap. 10134 

2015-2012 Regular Keyed Alike Fuel Cap. 17504 

2015-2012 Regular Locking Fuel Cap 10504 

2015- 2002 OE Type Radiator Cap 10242 16 

2011-2005 OE Equivalent Fuel Cap. 10837 

2011-2005 Regular Keyed Alike Fuel Cap. 17507 

2011-2005 Regular Locking Fuel Cap 10507 

2004-2002 OE Equivalent Fuel Cap 10834 

2004-2002 Regular Keyed Alike Fuel Cap 17504 

2004- 2002 Regular Locking Fuel Cap 10504 

CR-Z 

4-Cyl 1.5 L 

2016- 2015 Oil Filler Cap 10134 

2016-2015 OE Type Radiator Cap 10242 16 

2016 OE Equivalent Fuel Cap 10837 

2011 Oil Filler Cap. 10134 

4-Cyl 1.5 L ELECTRIC/GAS 

2015-2011 OE Equivalent Fuel Cap. 10837 

2015-2011 Regular Keyed Alike Fuel Cap. 17507 

2015-2011 Regular Locking Fuel Cap 10507 

2014-2012 Oil Filler Cap. 10134 

2014-2011 OE Type Radiator Cap. 10242 16 

Element 

4-Cyl 2.4 L 

2011-2006 OE Equivalent Fuel Cap. 10837 

2011-2006 Regular Keyed Alike Fuel Cap. 17507 

2011-2006 Regular Locking Fuel Cap. 10507 

2011-2003 Oil Filler Cap. 10134 

2011-2003 OE Type Radiator Cap. 10242 16 

2005- 2003 OE Equivalent Fuel Cap. 10834 

2005-2003 Regular Keyed Alike Fuel Cap. 17504 


PSI 

■ 

16 

16 

16 

16 

16 

16 

16 

16 

16 
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Caps for Passenger Cars and LightTrucks (1995 and Newer) 


Application 


Honda - Continued 


Part 

Number 


PSI 


Application 


Honda - Continued 


Part 

Number 


PSI 


Elemenl 

- Continued 



4-Cyl 2.4 L 

- Continued 



2005-2003 

Regular Locking Fuel Cap. 

10504 


Fit 

4-Cyl 1.5 L 




2017-2015 

OE Equivalent Fuel Cap 

10834 


2017-2015 

OE Type Radiator Cap 

10242 

16 

2016-2015 

Oil Filler Cap 

10134 


2015 

Regular Keyed Alike Fuel Cap. 

17504 


2015 

Regular Locking Fuel Cap. 

10504 


2013-2012 

OE Equivalent Fuel Cap 

10834 


2013-2012 

Regular Keyed Alike Fuel Cap 

17504 


2013-2012 

Regular Locking Fuel Cap. 

10504 


2013-2007 

Oil Filler Cap 

10134 


2013-2007 

OE Type Radiator Cap 

10242 

16 

2011-2007 

OE Equivalent Fuel Cap 

. 10837 


2011-2007 

Regular Keyed Alike Fuel Cap. 

. 17507 


2011-2007 

Regular Locking Fuel Cap. 

10507 


HR-V 

4-Cyl 1.8 L 




2017-2016 

OE Equivalent Fuel Cap 

10834 


2017-2016 

OE Type Radiator Cap. 

. 10242 

16 

2016 

Oil Filler Cap. 

. 10134 


Insight 

3-Cyl 1.0 L 

ELECTRIC/GAS 



2006-2000 

OE Equivalent Fuel Cap. 

. 10834 


2006-2000 

Oil Filler Cap. 

. 10134 


2006-2000 

Regular Keyed Alike Fuel Cap. 

. 17504 


2006-2000 

Regular Locking Fuel Cap. 

. 10504 


2006-2000 

OE Type Radiator Cap. 

. 10242 

16 

4-Cyl 1.3 L 

ELECTRIC/GAS 



2014-2012 

OE Equivalent Fuel Cap. 

10834 


2014-2012 

Regular Keyed Alike Fuel Cap 

17504 


2014-2012 

Regular Locking Fuel Cap. 

10504 


2014-2010 

Oil Filler Cap. 

10134 


2014-2010 

OE Type Radiator Cap 

10242 

16 

2011-2010 

OE Equivalent Fuel Cap 

10837 


2011-2010 

Regular Keyed Alike Fuel Cap. 

17507 


2011-2010 

Regular Locking Fuel Cap. 

10507 


Odyssey 

4-Cyl 2.2 L 




1997-1995 

OE Equivalent Fuel Cap 

10834 


1997-1995 

Oil Filler Cap 

10081 


1997-1995 

Regular Keyed Alike Fuel Cap. 

17504 


1997-1995 

Regular Locking Fuel Cap. 

10504 


1997-1995 

OE Type Radiator Cap. 

10242 

16 

4-Cyl 2.3 L 




1998 

OE Equivalent Fuel Cap 

10834 


1998 

Oil Filler Cap 

10081 


1998 

Regular Keyed Alike Fuel Cap. 

17504 


1998 

Regular Locking Fuel Cap. 

10504 


1998 

OE Type Radiator Cap 

10242 

16 

V-6 3.5L 




2017-1999 

OE Type Radiator Cap. 

. 10242 

16 

2016-2012 

OE Equivalent Fuel Cap 

10834 


2016-2001 

Oil Filler Cap 

. 10134 


2015-2012 

Regular Keyed Alike Fuel Cap. 

. 17504 


2015-2012 

Regular Locking Fuel Cap .... 

. 10504 


2011-2005 

OE Equivalent Fuel Cap 

. 10837 


2011-2005 

Regular Keyed Alike Fuel Cap 

17507 



Odyssey - Continued 

V-6 3.5 L - 

Continued 



2011-2005 

Regular Locking Fuel Cap. 

10507 


2004-1999 

OE Equivalent Fuel Cap 

10834 


2004-1999 

Regular Keyed Alike Fuel Cap. 

17504 


2004-1999 

Regular Locking Fuel Cap. 

10504 


2000-1999 

Oil Filler Cap 

10081 


Passport 

4-Cyl 2.6 L 




1996-1995 

OE Equivalent Fuel Cap 

10834 


1996-1995 

Oil Filler Cap 

10101 


1996-1995 

Regular Keyed Alike Fuel Cap 

17504 


1996-1995 

Regular Locking Fuel Cap 

10504 


1996-1995 

OE Type Radiator/Coolant Recovery Tank Cap 

10233 

16 

1996-1995 

Safety Release Radiator Cap. 

✓10333 

16 

V-6 3.2 L 




2002-2001 

Oil Filler Cap 

10101 


2002-1995 

OE Equivalent Fuel Cap 

10834 


2002-1995 

Regular Keyed Alike Fuel Cap . 

17504 


2002-1995 

Regular Locking Fuel Cap .. 

10504 


2002-1995 

OE Type Radiator/Coolant Recovery Tank Cap 

10233 

16 

2002-1995 

Safety Release Radiator Cap. 

✓10333 

16 

2000-1999 

Oil Filler Cap. 

10081 


1998-1996 

Oil Filler Cap. 

10101 


1995 

Oil Filler Cap. 

10134 


Pilot 

V-6 3.5 L 




2017-2003 

OE Type Radiator Cap. 

10242 

16 

2016-2003 

Oil Filler Cap. 

10134 


2015-2012 

OE Equivalent Fuel Cap. 

10834 


2015-2012 

Regular Keyed Alike Fuel Cap. 

17504 


2015-2012 

Regular Locking Fuel Cap. 

10504 


2011-2005 

OE Equivalent Fuel Cap. 

10837 


2011-2005 

Regular Keyed Alike Fuel Cap. 

17507 


2011-2005 

Regular Locking Fuel Cap. 

10507 


2004-2003 

OE Equivalent Fuel Cap. 

10834 


2004-2003 

Regular Keyed Alike Fuel Cap 

17504 


2004-2003 

Regular Locking Fuel Cap. 

10504 


Prelude 

4-Cyl 2.2 L 




2001-1997 

OE Type Radiator/Coolant Recovery Tank Cap; 

10233 

16 


W/Toyo Rad. 



2001-1997 

OE Type Radiator Cap; W/Nippondenso Rad. 

10242 

16 

2001-1997 

Safety Release Radiator Cap; W/Toyo Rad.. 

✓10333 

16 

2001-1995 

OE Equivalent Fuel Cap 

10834 


2001-1995 

Oil Filler Cap. 

10081 


2001-1995 

Regular Keyed Alike Fuel Cap 

17504 


2001-1995 

Regular Locking Fuel Cap. 

10504 


1996-1995 

OE Type Radiator/Coolant Recovery Tank Cap 

10233 

16 

1996-1995 

Safety Release Radiator Cap. 

✓10333 

16 

1996 

OE Type Radiator Cap. 

10242 

16 

1995 

OE Type Radiator/Coolant Recovery Tank Cap; 

10233 

16 


W/Toyo Rad. 



1995 

OE Type Radiator Cap; W/Nippondenso Rad. 

10242 

16 

1995 

Safety Release Radiator Cap; W/Toyo Rad. 

✓10333 

16 

4-Cyl 2.3 L 




1996-1995 

OE Equivalent Fuel Cap. 

10834 


1996-1995 

Oil Filler Cap. 

10081 


1996-1995 

Regular Keyed Alike Fuel Cap 

17504 


1996-1995 

Regular Locking Fuel Cap 

10504 


1996 

OE Type Radiator Cap. 

10242 

16 
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Caps for Passenger Cars and LightTmcks (1995 and Newer) 


Application 


Part 

Number 

PSI 

Application 


Part 

Number 

PSI 

Honda 

- Continued 



Hummer - Continued 



Prelude 

- Continued 



H2 - Continued I 

4-Cyl 2.3 L 

- Continued 



V-8 6.0 L - 

Continued 



1995 

OE Type Radiator/Coolant Recovery Tank Cap; 

10233 

16 

2003 

OE Equivalent Fuel Cap. 

10834 



W/Toyo Rad. 



2003 

Regular Keyed Alike Fuel Cap. 

17504 


1995 

OE Type Radiator Cap; W/Nippondenso Rad. 

10242 

16 

2003 

Regular Locking Fuel Cap. 

10504 


1995 

Safety Release Radiator Cap; W/Toyo Rad. 

✓10333 

16 

V-8 6 2 L 




Ridgeline 

2009-2008 

Oil Filler Cap. 

10099 


V-6 3.5L 




2009-2008 

OE Type Radiator Cap 

10248 

15 

2017 

OE Type Radiator Cap. 

10242 

16 

2008 

OE Equivalent Fuel Cap. 

10841 


2014-2006 

OE Equivalent Fuel Cap 

10837 


2008 

Regular Keyed Alike Fuel Cap 

17511 


2014-2006 

Oil Filler Cap 

10134 


2008 

Regular Locking Fuel Cap. 

10511 


2014-2006 

Regular Keyed Alike Fuel Cap 

17507 


V-8 6.2 L FLEX 



2014-2006 

Regular Locking Fuel Cap 

10507 


2009 

OE Equivalent Fuel Cap. 

10841 


2014-2006 

OE Type Radiator Cap. 

10242 

16 

2009 

Oil Filler Cap. 

10099 


S2000 

2009 

Regular Keyed Alike Fuel Cap. 

17511 


4-Cyl 2.0 L 




2009 

Regular Locking Fuel Cap. 

10511 


2003-2000 

OE Equivalent Fuel Cap. 

10834 


2009 

OE Type Radiator Cap 

10248 

15 

2003-2000 

Oil Filler Cap. 

10081 


H3 




2003-2000 

Regular Keyed Alike Fuel Cap. 

17504 


5-Cyl 3.5 L 




2003-2000 

Regular Locking Fuel Cap. 

10504 


2006 

OE Equivalent Fuel Cap. 

. 10841 


2003-2000 

OE Type Radiator Cap. 

10242 

16 

2006 


10099 


4-Cyl 2.2 L 




2006 

Regular Keyed Alike Fuel Cap 

. 17511 


2009-2006 

OE Equivalent Fuel Cap. 

10837 


2006 

Regular Locking Fuel Cap. 

. 10511 


2009-2006 

Regular Keyed Alike Fuel Cap. 

17507 


2006 

OE Type Radiator Cap 

. 10248 

15 

2009-2006 

Regular Locking Fuel Cap. 

10507 


5-Cyl 3.7 L 




2009-2004 

Oil Filler Cap. 

10081 


2010-2007 

OE Equivalent Fuel Cap .. .. 

. 10841 


2009-2004 

OE Type Radiator Cap. 

10242 

16 

2010-2007 

Oil Filler Cap. 

10099 


2005-2004 

OE Equivalent Fuel Cap. 

10834 


2010-2007 

Regular Keyed Alike Fuel Cap. 

17511 


2005-2004 

Regular Keyed Alike Fuel Cap. 

17504 


2010-2007 

Regular Locking Fuel Cap. 

10511 


2005-2004 

Regular Locking Fuel Cap. 

10504 


2010-2007 

OE Type Radiator Cap. 

10248 

15 

Hummer 

V-8 5.3 L 




HI 




2010-2008 

OE Equivalent Fuel Cap. 

. 10841 


V-8 6.5 L DIESEL 



2010-2008 

Oil Filler Cap. 

10099 


2004-2002 

OE Equivalent Fuel Cap . 

10826 


2010-2008 

Regular Keyed Alike Fuel Cap. 

. 17511 


2004-2002 

Oil Filler Cap 

10099 


2010-2008 

Regular Locking Fuel Cap. 

10511 






2010-2008 

OE Type Radiator Cap. 

. 10248 

15 

2004-2002 

Regular Locking Fuel Cap 

10596 


V-8 5.3 L FLEX 



2003-2002 

OE Type Radiator Cap. 

10230 

16 

2010 

OE Equivalent Fuel Cap. 

. 10841 


2003-2002 

Safety Release Radiator Cap. 

10330 

16 

2010 

Regular Keyed Alike Fuel Cap. 

17511 


V-Rfifil niFRFI 



2010 

Regular Locking Fuel Cap. 

10511 


2006 

OE Equivalent Fuel Cap. 

10826 


H3T I 

2006 

Oil Filler Cap 

10099 


5-Cyl 3.7 L 




2006 

Regular Keyed Alike Fuel Cap 

17596 


2010-2009 

OE Equivalent Fuel Cap. 

10841 


2006 

Regular Locking Fuel Cap. 

10596 


2010-2009 

Oil Filler Cap. 

10099 


2006 

OE Type Radiator Cap 

10230 

16 

2010-2009 

Regular Keyed Alike Fuel Cap. 

17511 


2006 

Safety Release Radiator Cap 

10330 

16 

2010-2009 

Regular Locking Fuel Cap. 

10511 


H2 

2010-2009 

OE Type Radiator Cap. 

10248 

15 

V-8 6.0 L 




V-8 5.3 L 




2007-2005 

OE Equivalent Fuel Cap 

10841 


2010-2009 

OE Equivalent Fuel Cap. 

10841 


2007-2005 

Regular Keyed Alike Fuel Cap 

17511 


2010-2009 

Oil Filler Cap .. 

10099 


2007-2005 

Regular Locking Fuel Cap 

10511 


2010-2009 

Regular Keyed Alike Fuel Cap 

17511 


2007-2003 

Oil Filler Cap 

10099 


2010-2009 

Regular Locking Fuel Cap. 

10511 


2007-2003 

OE Type Radiator Cap. 

10248 

15 

2009 

OE Type Radiator Cap 

10248 

15 

2004 

OE Equivalent Fuel Cap; W/O Threaded Filler Neck. 

10841 


V-8 5.3 L FLEX 



2004 

OE Equivalent Fuel Cap; W/ Threaded Filler Neck. 

10834 


2010 

OE Equivalent Fuel Cap. 

10841 


2004 

Regular Keyed Alike Fuel Cap; W/O Threaded Filler 

17511 


2010 

Regular Keyed Alike Fuel Cap. 

17511 



Neck. 



2010 

Regular Locking Fuel Cap. 

10511 


2004 

Regular Keyed Alike Fuel Cap; W/Threaded Filler Neck. 

17504 






2004 

Regular Locking Fuel Cap; W/O Threaded Filler Neck 

10511 






2004 

Regular Locking Fuel Cap; W/ Threaded Filler Neck. 

10504 







✓Check hood clearance prior to installing this cap 
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Caps for Passenger Cars and LightTrucks (1995 and Newer) 


Application 


Part 

Number 

PSI 

Application 


Part 

Number 

PSI 

Hyundai 



Hyundai - Continued 



Accent 

Elantra 

Continued 



4-Cyl 1.5 L 




4-Cyl 1.8 L 

- Continued 



2003-2000 

Oil Filler Cap,, 

10081 


2015-2011 

Regular Locking Fuel Cap. 

10512 


2003-1995 

OE Equivalent Fuel Cap 

10825 


2014-2011 

Safety Release Radiator Cap. 

10333 

16 

2003-1995 

Regular Keyed Alike Fuel Cap. 

17595 


1998-1996 

Oil Filler Cap 

10138 


2003-1995 

Regular Locking Fuel Cap. 

10595 


1998-1995 

OE Equivalent Fuel Cap 

10825 


2003-1995 

OE Type Radiator/Coolant Recovery Tank Cap 

10227 

13 

1998-1995 

Regular Keyed Alike Fuel Cap. 

17595 


2002-1995 

Safety Release Radiator Cap 

✓10327 

13 

1998-1995 

Regular Locking Fuel Cap. 

10595 


1999-1995 

Oil Filler Cap 

10088 


1998-1995 

OE Type Radiator/Coolant Recovery Tank Cap 

10227 

13 

4-Cyl 1.6 L 




1998-1995 

Safety Release Radiator Cap. 

✓10327 

13 

2017-2012 

OE Type Radiator/Coolant Recovery Tank Cap 

10233 

16 

1995 

Oil Filler Cap 

10088 


2017-2005 

OE Equivalent Fuel Cap 

10842 


4-Cyl 2.0 L 




2016-2006 

Oil Filler Cap 

10082 


2017-2014 

OE Equivalent Fuel Cap 

10842 


2015-2005 

Regular Keyed Alike Fuel Cap 

17512 


2017-2014 

OE Type Radiator/Coolant Recovery Tank Cap 

10233 

16 

2015-2005 

Regular Locking Fuel Cap. 

10512 


2016-2014 

Oil Filler Cap. 

10082 


2014-2013 

Safety Release Radiator Cap 

10333 

16 

2015-2014 

Regular Keyed Alike Fuel Cap 

17512 


2011-2001 

OE Type Radiator/Coolant Recovery Tank Cap 

10227 

13 

2015-2014 

Regular Locking Fuel Cap. 

10512 


2010 

Safety Release Radiator Cap 

✓10327 

13 

2014 

Safety Release Radiator Cap 

10333 

16 

2006-2001 

Safety Release Radiator Cap. 

✓10327 

13 

2012-2007 

Oil Filler Cap. 

10082 


2005-2001 

Oil Filler Cap. 

10081 


2012-2004 

OE Equivalent Fuel Cap. 

10842 


2004-2001 

OE Equivalent Fuel Cap. 

10825 


2012-2004 

Regular Keyed Alike Fuel Cap. 

17512 


2004-2001 

Regular Keyed Alike Fuel Cap. 

17595 


2012-2004 

Regular Locking Fuel Cap. 

10512 


2004-2001 

Regular Locking Fuel Cap. 

10595 


2012-2001 

OE Type Radiator/Coolant Recovery Tank Cap. 

10233 

16 

Azera 

2012 

Safety Release Radiator Cap. 

10333 

16 

V-6 3.3 L 




2010 

Safety Release Radiator Cap. 

10333 

16 

2017-2007 


10842 


2009-2008 

Safety Release Radiator Cap. 

✓10333 

16 

2017-2007 


10233 

16 

2007 

Safety Release Radiator Cap. 

10333 

16 

2016-2007 

Oil Filler Cap. 

10082 


2006-2001 

Oil Filler Cap. 

10081 


2015-2007 


17512 


2006-2001 

Safety Release Radiator Cap. 

✓10333 

16 

2015-2007 

Regular Locking Fuel Cap. 

10512 


2003-1999 

OE Equivalent Fuel Cap. 

10825 


2014-2012 


10333 

16 

2003-1999 

Regular Keyed Alike Fuel Cap. 

17595 


2010 

Safety Release Radiator Cap 

10333 

16 

2003-1999 

Regular Locking Fuel Cap. 

10595 


2009-2008 

Safety Release Radiator Cap 

✓10333 

16 

2000-1999 

Oil Filler Cap 

10138 


2007 

Safety Release Radiator Cap 

10333 

16 

2000-1999 

OE Type Radiator/Coolant Recovery Tank Cap 

10227 

13 

V-6 3.8 L 




2000-1999 

Safety Release Radiator Cap 

✓10327 

13 

2011-2006 

OE Equivalent Fuel Cap. 

10842 


Elantra Coupe 



2011-2006 

Oil Filler Cap. 

10082 


4-Cyl 1.8 L 




2011-2006 

Regular Keyed Alike Fuel Cap. 

17512 


2013 

OE Equivalent Fuel Cap 

10842 


2011-2006 

Regular Locking Fuel Cap. 

10512 


2013 

Oil Filler Cap. 

10082 


2011-2006 

OE Type Radiator/Coolant Recovery Tank Cap. 

10233 

16 

2013 

Regular Keyed Alike Fuel Cap 

17512 


2010 

Safety Release Radiator Cap 

10333 

16 

2013 


10512 


2009-2008 

Safety Release Radiator Cap 

✓10333 

16 

2013 


10233 

16 

2007 

Safety Release Radiator Cap 

10333 

16 

2013 

Safety Release Radiator Cap 

10333 

16 

2006 

Safety Release Radiator Cap 

✓10333 

16 

4-Cyl 2.0 L 




Elantra 

2014 

OE Equivalent Fuel Cap 

10842 


4-Cyl 1.4 L 




2014 

Oil Filler Cap 

10082 


2017 

OE Equivalent Fuel Cap 

10842 


2014 

Regular Keyed Alike Fuel Cap. 

17512 


2017 

OE Type Radiator/Coolant Recovery Tank Cap 

10233 

16 

2014 

Regular Locking Fuel Cap. 

10512 


4-Cyl 1.6 L 




2014 

OE Type Radiator/Coolant Recovery Tank Cap 

10233 

16 

1995 

OE Equivalent Fuel Cap 

10825 


2014 

Safetv Release Radiator CaD. 

10333 

16 

1995 

Oil Filler Cap 

10088 


Elantra GT 



1995 

Regular Keyed Alike Fuel Cap. 

17595 


4-Cyl 1.8 L 




1995 

Regular Locking Fuel Cap. 

10595 


2013 


10842 


1995 

OE Type Radiator/Coolant Recovery Tank Cap. 

10227 

13 

2013 

Oil Filler Cap. 

10082 


1995 

Safety Release Radiator Cap 

✓10327 

13 

2013 


17512 


4-Cyl 1.8 L 




2013 

Regular Locking Fuel Cap. 

10512 


2016-2011 

OE Equivalent Fuel Cap 

10842 


2013 

OE Type Radiator/Coolant Recovery Tank Cap. 

10233 

16 

2016-2011 

Oil Filler Cap 

10082 


2013 

Safety Release Radiator Cap 

10333 

16 

2016-2011 

OE Type Radiator/Coolant Recovery Tank Cap. 

10233 

16 

4-Cyl 2.0 L 




2015-2011 

Regular Keyed Alike Fuel Cap. 

17512 


2017-2014 

OE Equivalent Fuel Cap 

10842 











✓Check hood clearance prior to installing this cap 
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Caps for Passenger Cars and LightTmcks (1995 and Newer) 


Application 


Part 

Number 

PSI 

Application 


Part 

Number 

PSI 

Hyundai - Continued 



Hyundai - Continued 



Elantra GT - Continued 

Genesis Coupe 1 

4-Cyl 2.0 L 

- Continued 



4-Cyl 2.0 L 




2017-2014 

OE Type Radiator/Coolant Recovery Tank Cap 

10233 

16 

2014-2010 

OE Equivalent Fuel Cap. 

10842 


2016-2014 

Oil Filler Cap. 

10082 


2014-2010 

Oil Filler Cap. 

10082 


2015-2014 

Regular Keyed Alike Fuel Cap 

17512 


2014-2010 

Regular Keyed Alike Fuel Cap. 

17512 


2015-2014 

Regular Locking Fuel Cap 

10512 


2014-2010 

Regular Locking Fuel Cap. 

10512 


2014 

Safety Release Radiator Can 

10333 

16 

2014-2010 

OE Type Radiator/Coolant Recovery Tank Cap 

10233 

16 

Entourage 



2011-2010 

Safety Release Radiator Cap. 

10333 

16 

V-6 3.8L 




V-6 3.8 L 




2010-2007 

OE Equivalent Fuel Cap. 

10842 


2016-2010 

OE Equivalent Fuel Cap. 

10842 


2010-2007 

Regular Keyed Alike Fuel Cap 

17512 


2016-2010 

Oil Filler Cap 

10082 


2010-2007 

Regular Locking Fuel Cap 

10512 


2016-2010 

OE Type Radiator/Coolant Recovery Tank Cap 

10233 

16 

2010-2007 

OE Type Radiator/Coolant Recovery Tank Cap 

10233 

16 

2015-2010 

Regular Keyed Alike Fuel Cap 

17512 


2010 

Oil Filler Cap. 

10082 


2015-2010 

Regular Locking Fuel Cap. 

10512 


2009-2008 

Safety Release Radiator Cap. 

✓10333 

16 

2014-2010 

Safety Release Radiator Cap 

10333 

16 

2009 

Oil Filler Cap. 

10081 


Santa Fe 



2008-2007 

Oil Filler Cap. 

10082 


4-Cyl 2.0 L 




2007 

Safety Release Radiator Cap 

10333 

16 

2017-2013 

OE Equivalent Fuel Cap. 

10842 


Equus 




2017-2013 

OE Type Radiator/Coolant Recovery Tank Cap. 

10233 

16 

V-8 4.6 L 




2016-2013 

Oil Filler Cap. 

10082 


2011 

OE Equivalent Fuel Cap 

10842 


2015-2013 

Regular Keyed Alike Fuel Cap .. . 

17512 


2011 

Oil Filler Cap. 

10082 


2015-2013 

Regular Locking Fuel Cap. 

10512 


2011 


17512 


2014-2013 

Safety Release Radiator Cap. 

10333 

16 

2011 

Regular Locking Fuel Cap. 

10512 


4-Cyl 2.4 L 




2011 

OE Type Radiator/Coolant Recovery Tank Cap. 

10233 

16 

2017-2010 

OE Equivalent Fuel Cap. 

10842 


V-8 5.0 L 




2017-2010 

OE Type Radiator/Coolant Recovery Tank Cap. 

10233 

16 

2016-2012 

OE Equivalent Fuel Cap. 

10842 


2016-2010 

Oil Filler Cap. 

10082 


2016-2012 

Oil Filler Cap. 

10082 


2015-2010 

Regular Keyed Alike Fuel Cap. 

17512 


2016-2012 

OE Type Radiator/Coolant Recovery Tank Cap. 

10233 

16 

2015-2010 

Regular Locking Fuel Cap. 

10512 


2015-2012 

Regular Keyed Alike Fuel Cap. 

17512 


2014-2012 

Safety Release Radiator Cap. 

10333 

16 

2015-2012 

Regular Locking Fuel Cap. 

10512 


2010 

Safety Release Radiator Cap. 

10333 

16 

2014-2012 

Safety Release Radiator Cap. 

10333 

16 

2006-2002 

Oil Filler Cap. 

10082 


Genesis 

2006-2001 

OE Type Radiator/Coolant Recovery Tank Cap. 

10233 

16 

V-6 3.8 L 




2006 

OE Equivalent Fuel Cap; From 25/05/2006. 

10842 


2016-2009 

OE Equivalent Fuel Cap. 

10842 


2006 

OE Equivalent Fuel Cap; To 15/02/2006. 

10825 


2016-2009 

Oil Filler Cap. 

10082 


2006 

Regular Keyed Alike Fuel Cap; From 25/05/2006. 

17512 


2016-2009 

OE Type Radiator/Coolant Recovery Tank Cap 

10233 

16 

2006 

Regular Keyed Alike Fuel Cap; To 15/02/2006. 

17595 


2015-2012 

Safety Release Radiator Cap. 

10333 

16 

2006 

Regular Locking Fuel Cap; From 25/05/2006. 

10512 


2015-2009 

Regular Keyed Alike Fuel Cap 

17512 


2006 

Regular Locking Fuel Cap; To 15/02/2006. 

10595 


2015-2009 

Regular Locking Fuel Cap 

10512 


2005-2001 

OE Equivalent Fuel Cap. 

10825 


2010 


10333 

16 

2005-2001 

Regular Keyed Alike Fuel Cap. 

17595 


2009 

Safety Release Radiator Cap 

✓10333 

16 

2005-2001 

Regular Locking Fuel Cap. 

10595 


V-8 4.6 L 




2004-2001 

Safety Release Radiator Cap. 

✓10333 

16 

2012-2009 

OE Equivalent Fuel Cap 

10842 


2001 

Oil Filler Cap. 

10088 


2012-2009 

Oil Filler Cap 

10082 


V-6 2.7 L 




2012-2009 

Regular Keyed Alike Fuel Cap 

17512 


2009-2007 

OE Equivalent Fuel Cap. 

10842 


2012-2009 

Regular Locking Fuel Cap 

10512 


2009-2007 

Oil Filler Cap 

10082 


2012-2009 

OE Type Radiator/Coolant Recovery Tank Cap 

10233 

16 

2009-2007 

Regular Keyed Alike Fuel Cap 

17512 


2012 


10333 

16 

2009-2007 

Regular Locking Fuel Cap. 

10512 


2010 

Safety Release Radiator Cap. 

10333 

16 

2009-2001 

OE Type Radiator/Coolant Recovery Tank Cap 

10233 

16 

2009 


✓10333 

16 

2009-2001 

Safety Release Radiator Cap 

✓10333 

16 

V-8 5.0 L 



2006-2001 

OE Equivalent Fuel Cap. 

10825 


2016-2012 

OE Equivalent Fuel Cap 

10842 


2006-2001 

Oil Filler Cap. 

10143 


2016-2012 

Oil Filler Cap 

10082 


2006-2001 

Regular Keyed Alike Fuel Cap. 

17595 


2016-2012 

OE Type Radiator/Coolant Recovery Tank Cap 

10233 

16 

2006-2001 

Regular Locking Fuel Cap. 

10595 


2015-2012 

Regular Keyed Alike Fuel Cap 

17512 


V-6 3.3 L 




2015-2012 

Regular Locking Fuel Cap 

10512 


2017-2013 

OE Equivalent Fuel Cap. 

10842 


2015-2012 

Safety Release Radiator Cap 

10333 

16 

2017-2013 

OE Type Radiator/Coolant Recovery Tank Cap. 

10233 

16 





2016-2013 

Oil Filler Cap. 

10082 






2015-2013 

Regular Keyed Alike Fuel Cap. 

17512 



✓Check hood clearance prior to installing this cap 


131 













































































































Caps for Passenger Cars and LightTrucks (1995 and Newer) 


Application 


Hyundai - Continued 


Part 

Number 


PSI 


Santa Fe - Continued 

V-6 3.3 L- 

Continued 



2015-2013 

Regular Locking Fuel Cap. 

10512 


2014-2013 

Safety Release Radiator Cap 

10333 

16 

2009-2007 

OE Equivalent Fuel Cap 

10842 


2009-2007 

Oil Filler Cap 

10082 


2009-2007 

Regular Keyed Alike Fuel Cap. 

17512 


2009-2007 

Regular Locking Fuel Cap. 

10512 


2009-2007 

OE Type Radiator/Coolant Recovery Tank Cap. 

10233 

16 

2009-2007 

Safety Release Radiator Cap 

✓10333 

16 

V-6 3.5 L 




2012-2010 

OE Equivalent Fuel Cap 

10842 


2012-2010 

Oil Filler Cap 

10082 


2012-2010 

Regular Keyed Alike Fuel Cap 

17512 


2012-2010 

Regular Locking Fuel Cap. 

10512 


2012-2010 

OE Type Radiator/Coolant Recovery Tank Cap 

10233 

16 

2012 

Safety Release Radiator Cap 

10333 

16 

2010 

Safety Release Radiator Cap 

10333 

16 

2006-2003 

OE Equivalent Fuel Cap. 

10825 


2006-2003 

Oil Filler Cap. 

10088 


2006-2003 

Regular Keyed Alike Fuel Cap. 

17595 


2006-2003 

Regular Locking Fuel Cap. 

10595 


2006-2003 

OE Type Radiator/Coolant Recovery Tank Cap. 

10233 

16 

2006-2003 

Safety Release Radiator Cap. 

✓10333 

16 

Santa Fe XL 

V-6 3.3 L 




2017-2013 

OE Equivalent Fuel Cap. 

10842 


2017-2013 

OE Type Radiator/Coolant Recovery Tank Cap. 

10233 

16 

2016-2013 

Oil Filler Cap. 

10082 


2015-2013 

Regular Keyed Alike Fuel Cap 

17512 


2015-2013 

Regular Locking Fuel Cap. 

10512 


2014-2013 

Safety Release Radiator Cap. 

10333 

16 

Scoupe 

4-Cyl 1.5 L 




1995 

OE Equivalent Fuel Cap. 

10825 


1995 

Oil Filler Cap. 

10082 


1995 

Oil Filler Cap,, 

10088 


1995 

Regular Keyed Alike Fuel Cap. 

17595 


1995 

Regular Locking Fuel Cap. 

10595 


1995 

OE Type Radiator/Coolant Recovery Tank Cap 

10227 

13 

1995 

Safety Release Radiator Cap 

✓10327 

13 

Sonata 

4-Cyl 1.6 L 




2017-2015 

OE Equivalent Fuel Cap 

10842 


2017-2015 

OE Type Radiator/Coolant Recovery Tank Cap 

10233 

16 

2016-2015 

Oil Filler Cap 

10082 


2015 

Regular Keyed Alike Fuel Cap 

17512 


2015 

Regular Locking Fuel Cap. 

10512 


2015 

Safety Release Radiator Cap 

10333 

16 

4-Cyl 2.0 L 




2017-2011 

OE Equivalent Fuel Cap 

10842 


2017-2011 

OE Type Radiator/Coolant Recovery Tank Cap 

10233 

16 

2016-2011 

Oil Filler Cap 

10082 


2015-2012 

Safety Release Radiator Cap 

10333 

16 

2015-2011 

Regular Keyed Alike Fuel Cap 

17512 


2015-2011 

Regular Locking Fuel Cap. 

10512 


1998-1995 

OE Equivalent Fuel Cap. 

10825 


1998-1995 

Oil Filler Cap. 

10088 


1998-1995 

Regular Keyed Alike Fuel Cap. 

17595 


1998-1995 

Regular Locking Fuel Cap. 

10595 



Application 


Hyundai - Continued 


Part 

Number 


Sonata ■ 

4-Cyl 2.0 L 

1998-1995 

1998-1995 

4-Cyl 2.0 L 

2017-2016 

2016 

2016 

4-Cyl 2.4 L 

2017-2006 

2017-1999 

2016-2002 

2015-2010 

2015-2006 

2015-2006 

2009- 2008 
2007 

2006-1999 

2005-1999 

2005-1999 

2005-1999 

2001-1999 

4-Cyl 2.4 L 

2015-2012 

2015-2012 

2015-2012 

2015-2011 

2015-2011 

2014-2011 

V-6 2.5 L 

2001-1999 

2001-1999 

2001-1999 

2001-1999 

2001-1999 

2001-1999 

V-6 2.7 L 

2005-2002 

2005-2002 

2005-2002 

2005-2002 

2005-2002 

2005-2002 

V-6 3.0 L 

1998-1995 

1998-1995 

1998-1995 

1998-1995 

1998-1995 

1998-1995 

V-6 3.3 L 

2010- 2006 
2010-2006 
2010-2006 
2010-2006 
2010-2006 
2010 

2009-2008 

2007 

2006 


■ Continued 

- Continued 

OE Type Radiator/Coolant Recovery Tank Cap 10227 

Safety Release Radiator Cap. ✓! 0327 

ELECTRIC/GAS 

OE Type Radiator/Coolant Recovery Tank Cap 10233 

OE Equivalent Fuel Cap 10842 

Oil Filler Cap 10082 

OE Equivalent Fuel Cap 10842 

OE Type Radiator/Coolant Recovery Tank Cap 10233 

Oil Filler Cap. 10082 

Safety Release Radiator Cap. 10333 

Regular Keyed Alike Fuel Cap. 17512 

Regular Locking Fuel Cap. 10512 

Safety Release Radiator Cap. ✓10333 

Safety Release Radiator Cap. 10333 

Safety Release Radiator Cap. ^10333 

OE Equivalent Fuel Cap. 10825 

Regular Keyed Alike Fuel Cap. 17595 

Regular Locking Fuel Cap. 10595 

Oil Filler Cap. 10088 

ELECTRIC/GAS 

OE Equivalent Fuel Cap 10842 

Regular Keyed Alike Fuel Cap. 17512 

Regular Locking Fuel Cap. 10512 

Oil Filler Cap. 10082 

OE Type Radiator/Coolant Recovery Tank Cap. 10233 

Safety Release Radiator Cap. 10333 

OE Equivalent Fuel Cap. 10825 

Oil Filler Cap. 10143 

Regular Keyed Alike Fuel Cap 17595 

Regular Locking Fuel Cap. 10595 

OE Type Radiator/Coolant Recovery Tank Cap 10233 

Safety Release Radiator Cap. ✓lOSSS 

OE Equivalent Fuel Cap 10825 

Oil Filler Cap. 10143 

Regular Keyed Alike Fuel Cap 17595 

Regular Locking Fuel Cap 10595 

OE Type Radiator/Coolant Recovery Tank Cap 10233 

Safety Release Radiator Cap ✓! 0333 

OE Equivalent Fuel Cap 10825 

Oil Filler Cap 10088 

Regular Keyed Alike Fuel Cap 17595 

Regular Locking Fuel Cap 10595 

OE Type Radiator/Coolant Recovery Tank Cap 10227 

Safety Release Radiator Cap. ✓10327 

OE Equivalent Fuel Cap 10842 

Oil Filler Cap. 10082 

Regular Keyed Alike Fuel Cap. 17512 

Regular Locking Fuel Cap. 10512 

OE Type Radiator/Coolant Recovery Tank Cap. 10233 

Safety Release Radiator Cap. 10333 

Safety Release Radiator Cap. ✓lOSSS 

Safety Release Radiator Cap. 10333 

Safety Release Radiator Cap. ✓lOSSS 


PSI 


13 

13 


16 


16 


16 


16 

16 

16 


16 

16 


16 

16 


16 

16 


13 

13 


16 

16 

16 

16 

16 
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Caps for Passenger Cars and LightTmcks (1995 and Newer) 


Application 


Part 

Number 

PSI 

Application 


Part 

Number 

PSI 

Hyundai - Continued 



Hyundai - Continued 



Tiburon 

Tucson 

- Continued 



4-Cyl 1.8 L 




4-Cyl 2.0 L 

- Continued 



1997 

OE Equivalent Fuel Cap 

10825 


2009-2005 

Regular Keyed Alike Fuel Cap. 

17512 


1997 

Oil Filler Cap ,, 

10138 


2009-2005 

Regular Locking Fuel Cap. 

10512 


1997 

Regular Keyed Alike Fuel Cap 

17595 


2009-2005 

OE Type Radiator/Coolant Recovery Tank Cap 

10233 

16 

1997 

Regular Locking Fuel Cap 

10595 


2009-2005 

Safety Release Radiator Cap. 

✓10333 

16 

1997 

OE Type Radiator/Coolant Recovery Tank Cap 

10227 

13 

2007-2005 

Oil Filler Cap. 

10081 


1997 

Safety Release Radiator Cap. 

✓10327 

13 

4-Cyl 2.4 L 




4-Cyl 2.0 L 




2015-2010 

OE Equivalent Fuel Cap. 

10842 


2008-2005 

OE Equivalent Fuel Cap. 

10842 


2015-2010 

Oil Filler Cap. 

10082 


2008-2005 

Regular Keyed Alike Fuel Cap 

17512 


2015-2010 

Regular Keyed Alike Fuel Cap 

17512 


2008-2005 

Regular Locking Fuel Cap. 

10512 


2015-2010 

Regular Locking Fuel Cap. 

10512 


2008-2003 

Oil Filler Cap 

10081 


2015-2010 

OE Type Radiator/Coolant Recovery Tank Cap 

10233 

16 

2008-2003 

OE Type Radiator/Coolant Recovery Tank Cap 

10233 

16 

2014-2013 

Safety Release Radiator Cap. 

10333 

16 

2008 

Safety Release Radiator Cap 

✓10333 

16 

2012-2011 

Safety Release Radiator Cap. 

✓10333 

16 

2007 

Safety Release Radiator Cap. 

10333 

16 

2010 

Safety Release Radiator Cap 

10333 

16 

2006-2003 

Safety Release Radiator Cap 

.... ^10333 

16 

V-6 2.7 L 




2004-2003 

OE Equivalent Fuel Cap 

10825 


2009-2005 

OE Equivalent Fuel Cap. 

10842 


2004-2003 


17595 


2009-2005 

Oil Filler Cap. 

10143 


2004-2003 


10595 


2009-2005 

Regular Keyed Alike Fuel Cap. 

17512 


2001-1997 


10825 


2009-2005 

Regular Locking Fuel Cap .. .. 

10512 


2001-1997 

Oil Filler Cap. 

10138 


2009-2005 

OE Type Radiator/Coolant Recovery Tank Cap. 

10233 

16 

2001-1997 


17595 


2009-2005 

Safety Release Radiator Cap. 

✓10333 

16 

2001-1997 

Regular Locking Fuel Cap. 

10595 


2005 

Oil Filler Cap. 

10081 


2001-1997 

OE Type Radiator/Coolant Recovery Tank Cap. 

10227 

13 

Veloster 1 

2001-1997 

Safety Release Radiator Cap. 

✓10327 

13 

4-Cyl 1.6 L 




2001 

OE Type Radiator/Coolant Recovery Tank Cap. 

10233 

16 

2017-2012 

OE Equivalent Fuel Cap. 

10842 


2001 

Safety Release Radiator Cap. 

✓10333 

16 

2017-2012 

OE Type Radiator/Coolant Recovery Tank Cap. 

10233 

16 

1998 

OE Type Radiator/Coolant Recovery Tank Cap .. 

10233 

16 

2016-2012 

Oil Filler Cap. 

10082 


1998 

Safety Release Radiator Cap. 

✓10333 

16 

2015-2012 

Regular Keyed Alike Fuel Cap. 

17512 


V-6 2.7 L 




2015-2012 

Regular Locking Fuel Cap. 

10512 


2008-2005 

OE Equivalent Fuel Cap. 

10842 


2014-2013 


10333 

16 

2008-2005 

Regular Keyed Alike Fuel Cap 

17512 


Veracruz 



2008-2005 

Regular Locking Fuel Cap 

10512 


V-6 3.8 L 




2008-2003 

Oil Filler Cap. 

10143 


2012-2008 

OE Equivalent Fuel Cap. 

10842 


2008-2003 

OE Type Radiator/Coolant Recovery Tank Cap 

10233 

16 

2012-2008 

Regular Keyed Alike Fuel Cap. 

17512 


2008 

Safety Release Radiator Cap. 

✓10333 

16 

2012-2008 

Regular Locking Fuel Cap. 

10512 


2007 

Safety Release Radiator Cap 

10333 

16 

2012-2007 

Oil Filler Cap. 

10082 


2006-2003 

Safety Release Radiator Cap 

✓10333 

16 

2012-2007 

OE Type Radiator/Coolant Recovery Tank Cap 

10233 

16 

2004-2003 

OE Equivalent Fuel Cap. 

10825 


2012 

Safety Release Radiator Cap. 

10333 

16 

2004-2003 

Regular Keyed Alike Fuel Cap 

17595 


2010 


10333 

16 

2004-2003 

Regular Locking Fuel Cap 

10595 


2009-2008 

Safety Release Radiator Cap. 

✓10333 

16 

Tucson 

2007 

Safety Release Radiator Cap. 

10333 

16 

2015 

OE Equivalent Fuel Cap. 

10842 


XG300 i 

2015 

Oil Filler Cap 

10082 


V-6 3.0 L 




2015 

Regular Keyed Alike Fuel Cap 

17512 


2001 


10825 


2015 

Regular Locking Fuel Cap 

10512 


2001 


10088 


4-Cyl 1.6 L 




2001 

Regular Keyed Alike Fuel Cap. 

17595 


2017-2016 

OE Equivalent Fuel Cap 

10842 


2001 

Regular Locking Fuel Cap. 

10595 


2016 

Oil Filler Cap. 

10082 


2001 

OE Type Radiator/Coolant Recovery Tank Cap 

10233 

16 

4-Cyl 2.0 L 




2001 

Safety Release Radiator Cap. 

✓10333 

16 

2017-2011 

OE Equivalent Fuel Cap. .. 

10842 


XG350 ! 

2016-2011 

Oil Filler Cap. 

10082 


V-6 3.5 L 




2015-2011 

Regular Keyed Alike Fuel Cap. 

17512 


2005-2002 

OE Equivalent Fuel Cap. 

10825 


2015-2011 

Regular Locking Fuel Cap. 

10512 


2005-2002 

Oil Filler Cap 

10088 


2015-2011 

OE Type Radiator/Coolant Recovery Tank Cap. 

10233 

16 

2005-2002 

Regular Keyed Alike Fuel Cap 

17595 


2014-2013 

Safety Release Radiator Cap. 

10333 

16 

2005-2002 

Regular Locking Fuel Cap. 

10595 


2012-2011 

Safety Release Radiator Cap. 

✓10333 

16 

2005-2002 

OE Type Radiator/Coolant Recovery Tank Cap 

10233 

16 

2009-2008 

Oil Filler Cap. 

10082 


2005-2002 

Safety Release Radiator Cap. 

✓10333 

16 

2009-2005 

OE Equivalent Fuel Cap. 

10842 
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Caps for Passenger Cars and LightTrucks (1995 and Newer) 



✓Check hood clearance prior to installing this cap 
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Caps for Passenger Cars and LightTmcks (1995 and Newer) 


Application 


Part 

Number 


PSI 


Infiniti 

- Continued 



G25 - Continued ii 

V-6 2.5L- 

Continued 



2011 

Regular Locking Fuel Cap; Early 

10512 


2011 

Regular Locking Fuel Cap; Late 

10504 


G35 

V-6 3.5L 




2008-2003 

OE Equivalent Fuel Cap. 

10838 


2008-2003 

Oil Filler Cap. 

10107 


2008-2003 

Regular Keyed Alike Fuel Cap 

17508 


2008-2003 

Regular Locking Fuel Cap 

10508 


2008 

OE Type Radiator/Coolant Recovery Tank/Coolant 

10267 

20 


Water Outlet Cap. 



2007 

OE Type Radiator/Coolant Recovery Tank Cap; Early 

10227 

13 

2007 

Safety Release Radiator Cap; Early. 

10327 

13 

2007 

OE Type Radiator/Coolant Recovery Tank/Coolant 

10267 

20 


Water Outlet Cap; Late. 



2006-2003 

OE Type Radiator/Coolant Recovery Tank Cap. 

10227 

13 

2006-2003 

Safety Release Radiator Cap. 

✓10327 

13 





G37 ! 

V-6 3.7 L 




2013-2012 

OE Equivalent Fuel Cap. 

10834 


2013-2012 

Regular Keyed Alike Fuel Cap. 

17504 


2013-2012 

Regular Locking Fuel Cap. 

10504 


2013-2008 

Oil Filler Cap. 

10107 


2013-2008 

OE Type Radiator/Coolant Recovery Tank/Coolant 

10267 

20 


Water Outlet Cap. 



2011 

OE Equivalent Fuel Cap; Early 

10842 


2011 

OE Equivalent Fuel Cap; Late 

10834 


2011 

Regular Keyed Alike Fuel Cap; Early. 

17512 


2011 

Regular Keyed Alike Fuel Cap; Late 

17504 


2011 

Regular Locking Fuel Cap; Early 

10512 


2011 

Regular Locking Fuel Cap; Late 

10504 


2010-2008 

OE Equivalent Fuel Cap 

10838 


2010-2008 

Regular Keyed Alike Fuel Cap. 

17508 


2010-2008 

Regular Locking Fuel Cap 

10508 


130 




V-6 3.0 L 




2001-1996 

Oil Filler Cap 

10107 


2001-1996 

OE Type Radiator/Coolant Recovery Tank Cap 

10227 

13 

2001-1996 

Safety Release Radiator Cap. 

✓10327 

13 

2001 

OE Equivalent Fuel Cap. 

10834 


2001 

Regular Keyed Alike Fuel Cap. 

17504 


2001 

Regular Locking Fuel Cap. 

10504 


2000-1996 

OE Equivalent Fuel Cap. 

10817 


2000-1996 

Pre-Release Fuel Cap. 

10819 


2000-1996 

Pre-Release Keyed Alike Fuel Cap. 

17501 


2000-1996 

Pre-Release Locking Fuel Cap. 

10501 


2000-1996 

Regular Keyed Alike Fuel Cap. 

17591 


2000-1996 

Regular Locking Fuel Cap. 

10591 


135 

V-6 3.5 L 




2004-2002 

OE Equivalent Fuel Cap. 

10838 


2004-2002 

Oil Filler Cap 

10107 


2004-2002 

Regular Keyed Alike Fuel Cap 

17508 


2004-2002 

Regular Locking Fuel Cap. 

10508 


2004-2002 

OE Type Radiator/Coolant Recovery Tank Cap 

10227 

13 

2004-2002 

Safety Release Radiator Cap. 

✓10327 

13 

J30 

V-6 3.0 L 




1997-1995 

OE Equivalent Fuel Cap 

10817 


1997-1995 

Oil Filler Cap 

10107 



Application 


Infiniti - Continued 


Part 

Number 


PSI 


J30 - Continued 

V-6 3.0 L 

Continued 



1997-1995 

Pre-Release Fuel Cap. 

10819 


1997-1995 

Pre-Release Keyed Alike Fuel Cap . . 

17501 


1997-1995 

Pre-Release Locking Fuel Cap 

10501 


1997-1995 

Regular Keyed Alike Fuel Cap. 

17591 


1997-1995 

Regular Locking Fuel Cap. 

10591 


1997-1995 

OE Type Radiator/Coolant Recovery Tank Cap 

10227 

13 

1997-1995 

Safety Release Radiator Cap. 

✓10327 

13 

JX35 

V-6 3.5 L 




2013 

OE Equivalent Fuel Cap. 

10834 


2013 

Oil Filler Cap 

10107 


2013 

Regular Keyed Alike Fuel Cap 

17504 


2013 

Regular Locking Fuel Cap. 

10504 


2013 

OE Type Radiator/Coolant Recovery Tank Cap 

10233 

16 

2013 

Safety Release Radiator Cap 

10333 

16 

M35 

V-6 3.5 L 




2010-2009 

OE Type Radiator/Coolant Recovery Tank Cap. 

10233 

16 

2010-2009 

Safety Release Radiator Cap 

10333 

16 

2010-2006 

OE Equivalent Fuel Cap. 

10838 


2010-2006 

Oil Filler Cap. 

10107 


2010-2006 

Regular Keyed Alike Fuel Cap. 

17508 


2010-2006 

Regular Locking Fuel Cap. 

10508 


2008-2007 

Safety Release Radiator Cap. 

10327 

13 

2008-2006 

OE Type Radiator/Coolant Recovery Tank Cap. 

10227 

13 

2006 

Safety Release Radiator Cap. 

✓10327 

13 

M35h 

V-6 3.5 L ELECTRIC/GAS 



2013-2012 

OE Equivalent Fuel Cap. 

10834 


2013-2012 

Oil Filler Cap. 

10107 


2013-2012 

Regular Keyed Alike Fuel Cap. 

17504 


2013-2012 

Regular Locking Fuel Cap. 

10504 


2013-2012 

OE Type Radiator/Coolant Recovery Tank/Coolant 

10267 

20 


Water Outlet Cap 







M37 

V-6 3.7 L 




2013-2012 

OE Equivalent Fuel Cap. 

10834 


2013-2012 

Regular Keyed Alike Fuel Cap. 

17504 


2013-2012 

Regular Locking Fuel Cap. 

10504 


2013-2011 

Oil Filler Cap. 

10107 


2013-2011 

OE Type Radiator/Coolant Recovery Tank/Coolant 

10267 

20 


Water Outlet Cap 



2011 

OE Equivalent Fuel Cap; Early. 

10842 


2011 

OE Equivalent Fuel Cap; Late. 

10834 


2011 

Regular Keyed Alike Fuel Cap; Early. 

17512 


2011 

Regular Keyed Alike Fuel Cap; Late. 

17504 


2011 

Regular Locking Fuel Cap; Early. 

10512 


2011 

Regular Locking Fuel Cap; Late. 

10504 






M45 

V-8 4.5 L 




2010-2006 

Oil Filler Cap. 

10107 


2010 

OE Equivalent Fuel Cap. 

10842 


2010 

Regular Keyed Alike Fuel Cap. 

17512 


2010 

Regular Locking Fuel Cap. 

10512 


2010 

OE Type Radiator/Coolant Recovery Tank Cap 

10227 

13 

2010 

Safety Release Radiator Cap. 

10327 

13 

2009-2006 

OE Equivalent Fuel Cap. 

10838 


2009-2006 

Regular Keyed Alike Fuel Cap 

17508 
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Caps for Passenger Cars and LightTrucks (1995 and Newer) 


Application 


Infiniti - Continued 


Part 

Number 


PSI 


M45 - Continued 

V-8 4.5 L- 

Continued 



2009-2006 

Regular Locking Fuel Cap. 

10508 


2009 

OE Type Radiator/Coolant Recovery Tank Cap 

10233 

16 

2009 

Safety Release Radiator Cap 

10333 

16 

2008-2007 

Safety Release Radiator Cap 

10327 

13 

2008-2006 

OE Type Radiator/Coolant Recovery Tank Cap 

10227 

13 

2006 

Safety Release Radiator Cap 

✓10327 

13 

2004-2003 

OE Equivalent Fuel Cap 

10838 


2004-2003 

Oil Filler Cap 

10107 


2004-2003 

Regular Keyed Alike Fuel Cap. 

17508 


2004-2003 

Regular Locking Fuel Cap. 

10508 


2004-2003 

OE Type Radiator/Coolant Recovery Tank Cap . 

10227 

13 

2004-2003 

Safety Release Radiator Cap 

✓10327 

13 

M56 

V-8 5.6 L 




2013-2012 

OE Equivalent Fuel Cap 

10834 


2013-2012 

Regular Keyed Alike Fuel Cap 

17504 


2013-2012 

Regular Locking Fuel Cap. 

10504 


2013-2011 

Oil Filler Cap. 

10107 


2013-2011 

OE Type Radiator/Coolant Recovery Tank/Coolant 

10267 

20 


Water Outlet Cap 



2012 

OE Type Radiator/Coolant Recovery Tank/Coolant 

10264 

42 


Water Outlet Cap. 



2011 

OE Equivalent Fuel Cap; Early 

10842 


2011 

OE Equivalent Fuel Cap; Late 

10834 


2011 

Regular Keyed Alike Fuel Cap; Early. 

17512 


2011 

Regular Keyed Alike Fuel Cap; Late. 

17504 


2011 

Regular Locking Fuel Cap; Early 

10512 


2011 

Regular Locking Fuel Cap; Late. 

10504 


Q40 

V-6 3.7 L 




2015 

OE Equivalent Fuel Cap 

10834 


2015 

Oil Filler Cap 

10107 


2015 

Regular Keyed Alike Fuel Cap 

17504 


2015 

Regular Locking Fuel Cap. 

10504 


2015 

OE Type Radiator/Coolant Recovery Tank/Coolant 

10267 

20 


Water Outlet Cap. 



Q45 

V-8 4.1 L 




2001-1997 

Oil Filler Cap. 

10107 


2001-1997 

OE Type Radiator/Coolant Recovery Tank Cap. 

10233 

16 

2001-1997 

Safety Release Radiator Cap. 

✓10333 

16 

2001-1997 

OE Type Radiator/Coolant Recovery Tank/Coolant 

10264 

42 


Water Outlet Cap. 



2001 

OE Equivalent Fuel Cap. 

10834 


2001 

Regular Keyed Alike Fuel Cap. 

17504 


2001 

Regular Locking Fuel Cap. 

10504 


2000-1997 

OE Equivalent Fuel Cap 

10817 


2000-1997 

Pre-Release Fuel Cap. 

10819 


2000-1997 

Pre-Release Keyed Alike Fuel Cap. 

17501 


2000-1997 

Pre-Release Locking Fuel Cap. 

10501 


2000-1997 

Regular Keyed Alike Fuel Cap 

17591 


2000-1997 

Regular Locking Fuel Cap. 

10591 


V-8 4.5 L 




2006-2002 

OE Equivalent Fuel Cap 

10838 


2006-2002 

Oil Filler Cap 

10107 


2006-2002 

Regular Keyed Alike Fuel Cap. 

17508 


2006-2002 

Regular Locking Fuel Cap. 

10508 


2006-2002 

OE Type Radiator/Coolant Recovery Tank Cap 

10227 

13 

2006-2002 

Safety Release Radiator Cap 

✓10327 

13 


Application 


Infiniti - Continued 


Q45 - Continued 

V-8 4.5 L - Continued 

1996-1995 OE Equivalent Fuel Cap. 

1996-1995 Oil Filler Cap. 

1996-1995 Pre-Release Fuel Cap. 

1996-1995 Pre-Release Keyed Alike Fuel Cap. 

1996-1995 Pre-Release Locking Fuel Cap. 

1996-1995 Regular Keyed Alike Fuel Cap. 

1996-1995 Regular Locking Fuel Cap. 

1996-1995 OE Type Radiator/Coolant Recovery Tank Cap.. 
1996-1995 Safety Release Radiator Cap. 

Q50 

V-6 3.0 L 

2017 


Part 

Number 


10817 

10107 

10819 

17501 

10501 

17591 

10591 

10227 

✓10327 


PSI 


13 

13 


OE Type Radiator/Coolant Recovery Tank/Coolant 
Water Outlet Cap. 


V-6 3.5 L 

2017 


OE Type Radiator/Coolant Recovery Tank/Coolant 
Water Outlet Cap. 

2015 Oil Filler Cap. 

2015 OE Type Radiator/Coolant Recovery Tank/Coolant 

Water Outlet Cap. 

V-6 3.5 L ELECTRIC/GAS 

2015-2014 OE Equivalent Fuel Cap 

2015-2014 Regular Keyed Alike Fuel Cap 

2015-2014 Regular Locking Fuel Cap 

2014 Oil Filler Cap. 

2014 OE Type Radiator/Coolant Recovery Tank/Coolant 

Water Outlet Cap. 

V-6 3.7 L 

2015-2014 OE Equivalent Fuel Cap 

2015-2014 Oil Filler Cap. 

2015-2014 Regular Keyed Alike Fuel Cap 
2015-2014 Regular Locking Fuel Cap 

2015-2014 OE Type Radiator/Coolant Recovery Tank/Coolant 
Water Outlet Cap. 

2014 OE Type Radiator/Coolant Recovery Tank/Coolant 

Water Outlet Cap. 

Q60 

V-6 3.0 L 

2017 OE Type Radiator/Coolant Recovery Tank/Coolant 

Water Outlet Cap 

V-6 3.7 L 

2015-2014 OE Equivalent Fuel Cap 

2015-2014 Oil Filler Cap. 

2015-2014 Regular Keyed Alike Fuel Cap 
2015-2014 Regular Locking Fuel Cap 

2015-2014 OE Type Radiator/Coolant Recovery Tank/Coolant 
Water Outlet Cap. 

Q70 

V-6 3.5 L 


10267 20 


10267 20 


10107 

10267 


10834 

17504 

10504 

10107 

10264 


10834 

10107 

17504 

10504 

10267 

10264 


20 


42 


20 


42 


10264 42 


10834 

10107 

17504 

10504 

10267 


20 


2017 

OE Type Radiator/Coolant Recovery Tank/Coolant 

Water Outlet Cap. 

10267 

20 

2015 

Oil Filler Cap 

10107 


V-6 3.5 L ELECTRIC/GAS 



2015-2014 

OE Equivalent Fuel Cap 

10834 


2015-2014 

Regular Keyed Alike Fuel Cap 

17504 


2015-2014 

Regular Locking Fuel Cap. 

10504 


2015-2014 

OE Type Radiator/Coolant Recovery Tank/Coolant 

Water Outlet Cap. 

10267 

20 

2014 

Oil Filler Cap. 

10107 


V-6 3.7 L 

2017 

OE Type Radiator/Coolant Recovery Tank Cap. 

10227 

13 

2017 

OE Type Radiator/Coolant Recovery Tank/Coolant 

Water Outlet CaD 

10267 

20 


✓Check hood clearance prior to installing this cap 
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Caps for Passenger Cars and LightTmcks (1995 and Newer) 


Application 

Part 

Number 

PSI 

Infiniti 

- Continued 



Q70 - Continued 

V-6 3.7L- 

Continued 



2015-2014 

OE Equivalent Fuel Cap 

10834 


2015-2014 

Oil Filler Cap ,, 

10107 


2015-2014 

Regular Keyed Alike Fuel Cap 

17504 


2015-2014 

Regular Locking Fuel Cap 

10504 


2015 

OE Type Radiator/Coolant Recovery Tank Cap; 
SPORTPRE; SPORTTEC 

10227 

13 

2015 

OE Type Radiator/Coolant Recovery Tank/Coolant 
Water Outlet Cap; BASE; PREMIUM; PREMITEC. 

10267 

20 

2014 

OE Type Radiator/Coolant Recovery Tank/Coolant 
Water Outlet Cap; Late. 

10267 

20 

2014 

OE Type Radiator/Coolant Recovery Tank/Coolant 
Water Outlet Cap; Early 

10264 

42 

V-8 5.6 L 

2017 

OE Type Radiator/Coolant Recovery Tank/Coolant 
Water Outlet Cap 

10267 

20 

2015-2014 

OE Equivalent Fuel Cap. 

10834 


2015-2014 

Oil Filler Cap. 

10107 


2015-2014 

Regular Keyed Alike Fuel Cap 

17504 


2015-2014 

Regular Locking Fuel Cap 

10504 


2015-2014 

OE Type Radiator/Coolant Recovery Tank/Coolant 
Water Outlet Cap .. . 

10267 

20 





Q70L 

V-6 3.7 L 

2017 

OE Type Radiator/Coolant Recovery Tank Cap 

10227 

13 

2017 

OE Type Radiator/Coolant Recovery Tank/Coolant 
Water Outlet Cap. 

10267 

20 

2015 

Oil Filler Cap. 

10107 


2015 

OE Type Radiator/Coolant Recovery Tank Cap. 

10227 

13 

V-8 5.6 L 

2017 

OE Type Radiator/Coolant Recovery Tank/Coolant 
Water Outlet Cap . . 

10267 

20 

2015 

Oil Filler Cap. 

10107 


2015 

OE Type Radiator/Coolant Recovery Tank/Coolant 
Water Outlet Cap. 

10267 

20 

QX4 

V-6 3.3 L 

2000-1997 

OE Equivalent Fuel Cap 

10817 


2000-1997 

Oil Filler Cap. 

10107 


2000-1997 

Pre-Release Fuel Cap 

10819 


2000-1997 

Pre-Release Keyed Alike Fuel Cap 

17501 


2000-1997 

Pre-Release Locking Fuel Cap 

10501 


2000-1997 

Regular Keyed Alike Fuel Cap 

17591 


2000-1997 

Regular Locking Fuel Cap 

10591 


2000-1997 

OE Type Radiator/Coolant Recovery Tank Cap 

10227 

13 

2000-1997 

Safety Release Radiator Cap. 

✓10327 

13 

V-6 3.5 L 

2003-2002 

OE Equivalent Fuel Cap 

10838 


2003-2002 

Regular Keyed Alike Fuel Cap 

17508 


2003-2002 

Regular Locking Fuel Cap 

10508 


2003-2001 

Oil Filler Cap. 

10107 


2003-2001 

OE Type Radiator/Coolant Recovery Tank Cap. 

10227 

13 

2003-2001 

Safety Release Radiator Cap. 

✓10327 

13 

2001 

OE Equivalent Fuel Cap. 

10834 

2001 

Regular Keyed Alike Fuel Cap. 

17504 


2001 

Regular Locking Fuel Cap. 

10504 


QX50 

V-6 3.7 L 

2017 

OE Type Radiator/Coolant Recovery Tank/Coolant 
Water Outlet Cap . 

10267 

20 

2015-2014 

OE Equivalent Fuel Cap 

10834 


2015-2014 

Oil Filler Cap. 

10107 



Application 


Infiniti - Continued 


Part 

Number 


PSI 


QX50- 

V-6 3.7 L 

2015-2014 

2015-2014 

2015-2014 

QX56 


Continued 

- Continued 

Regular Keyed Alike Fuel Cap 
Regular Locking Fuel Cap 

OE Type Radiator/Coolant Recovery Tank/Coolant 
Water Outlet Cap. 


17504 

10504 

10267 20 


V-8 5.6 L 

2013-2012 

OE Equivalent Fuel Cap. 

10834 


2013-2012 

Regular Keyed Alike Fuel Cap. 

17504 


2013-2012 

Regular Locking Fuel Cap. 

10504 


2013-2004 

Oil Filler Cap. 

10107 


2013-2004 

OE Type Radiator/Coolant Recovery Tank/Coolant 

Water Outlet Cap. 

10264 

42 

2012 

OE Type Radiator/Coolant Recovery Tank Cap. 

10233 

16 

2012 

Safety Release Radiator Cap. 

10333 

16 

2011-2004 

OE Equivalent Fuel Cap. 

10838 

2011-2004 

Regular Keyed Alike Fuel Cap. 

17508 


2011-2004 

Regular Locking Fuel Cap. 

10508 


2010 

OE Type Radiator Cap; To 01/12/2009. 

10238 

16 

2009-2004 

OE Type Radiator Cap. 

10238 

16 



QX60 

4-Cyl 2.5 L 

2015-2014 

Oil Filler Cap. 

10107 


4-Cyl 2.5 L ELECTRIC/GAS 



2015-2014 

OE Equivalent Fuel Cap. 

10834 


2015-2014 

Regular Keyed Alike Fuel Cap. 

17504 


2015-2014 

Regular Locking Fuel Cap. 

10504 


2015-2014 

OE Type Radiator/Coolant Recovery Tank Cap. 

10233 

16 

2015-2014 

Safety Release Radiator Cap. 

10333 

16 

V-6 3.5 L 


2017 

OE Type Radiator/Coolant Recovery Tank Cap 

10233 

16 

2015-2014 

OE Equivalent Fuel Cap. 

10834 


2015-2014 

Oil Filler Cap 

10107 


2015-2014 

Regular Keyed Alike Fuel Cap 

17504 


2015-2014 

Regular Locking Fuel Cap. 

10504 


2015-2014 

OE Type Radiator/Coolant Recovery Tank Cap 

10233 

16 

2015-2014 

Safety Release Radiator Cap. 

10333 

16 



QX70 

V-6 3.7 L 

2017 

OE Type Radiator/Coolant Recovery Tank/Coolant 

Water Outlet Cap 

10267 

20 

2015-2014 

OE Equivalent Fuel Cap. 

10834 


2015-2014 

Oil Filler Cap 

10107 


2015-2014 

Regular Keyed Alike Fuel Cap 

17504 


2015-2014 

Regular Locking Fuel Cap. 

10504 


2015-2014 

OE Type Radiator/Coolant Recovery Tank/Coolant 

Water Outlet Cap 

10267 

20 

V-8 5.0 L 

2014 

OE Equivalent Fuel Cap. 

10834 


2014 

Oil Filler Cap. 

10107 


2014 

Regular Keyed Alike Fuel Cap. 

17504 


2014 

Regular Locking Fuel Cap. 

10504 


2014 

OE Type Radiator/Coolant Recovery Tank/Coolant 

Water Outlet Cao. 

10267 

20 


QX80 

V-8 5.6 L 

2017 

2015-2014 

2015-2014 

2015-2014 


OE Type Radiator/Coolant Recovery Tank/Coolant 10264 42 

Water Outlet Cap. 

OE Equivalent Fuel Cap 10834 

Oil Filler Cap. 10107 

Regular Keyed Alike Fuel Cap. 17504 


✓Check hood clearance prior to installing this cap 
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Caps for Passenger Cars and LightTrucks (1995 and Newer) 


Application 


Part 

Number 

PSI 

Application 

Part 

Number 

PSI 

Infiniti - Continued 



Isuzu - Continued 



1 

O 

■ 

Continued 



Hombre - Continued | 

V-8 5.6L- 

Continued 



4-Cyl 2.2 L - Continued 



2015-2014 

Regular Locking Fuel Cap. 

10504 


1996 Regular Locking Fuel Cap. 

10504 


2015-2014 

OE Type Radiator/Coolant Recovery Tank/Coolant 

10264 

42 

V-6 4.3 L 




Water Outlet Cap 



2000-1997 OE Equivalent Fuel Cap 

10836 


2014 

OE Type Radiator/Coolant Recovery Tank Cap 

10233 

16 

2000-1997 Oil Filler Cap 

10099 


2014 

Safety Release Radiator Cap 

10333 

16 

2000-1997 Regular Keyed Alike Fuel Cap 

17506 


Isuzu 

2000-1997 Regular Locking Fuel Cap 

10506 


Amigo 

2000-1997 OE Type Radiator Cap 

10230 

16 

4-Cyl 2.2 L 




2000-1997 Safety Release Radiator Cap 

10330 

16 

2000-1999 

Oil Filler Cap 

10101 


i-280 

2000-1998 

OE Equivalent Fuel Cap 

10834 


4-Cyl 2.8 L 



2000-1998 

Regular Keyed Alike Fuel Cap 

17504 


2006 OE Equivalent Fuel Cap 

10841 


2000-1998 

Regular Locking Fuel Cap. 

10504 


2006 Oil Filler Cap 

10099 


2000-1998 

OE Type Radiator Cap. 

10242 

16 

2006 Regular Keyed Alike Fuel Cap 

17511 


V-6 3.2 L 




2006 Regular Locking Fuel Cap. 

10511 


2000-1998 

OE Equivalent Fuel Cap. 

10834 


2006 OE Type Radiator Cap. 

10248 

15 








2000-1998 

Regular Keyed Alike Fuel Cap. 

17504 


i-290 

2000-1998 

Regular Locking Fuel Cap. 

10504 


4-Cyl 2.9 L 



2000-1998 

OE Type Radiator/Coolant Recovery Tank Cap. 

10233 

16 

2008-2007 OE Equivalent Fuel Cap 

10841 


2000-1998 

Safety Release Radiator Cap. 

✓10333 

16 

2008-2007 Oil Filler Cap 

10099 


2000 

Oil Filler Cap. 

10081 


2008-2007 Regular Keyed Alike Fuel Cap 

17511 


1999-1998 

Oil Filler Cap. 

10101 


2008-2007 Regular Locking Fuel Cap 

10511 


Ascender 

2008-2007 OE Type Radiator Cap. 

10248 

15 

6-Cyl 4.2 L 




i-350 i 

2008-2005 

OE Equivalent Fuel Cap. 

10841 


5-Cyl 3.5 L 



2008-2005 

Regular Keyed Alike Fuel Cap 

17511 



10841 


2008-2005 

Regular Locking Fuel Cap. 

10511 


2006 Oil Filler Cap. 

10099 


2008-2003 

Oil Filler Cap. 

10099 


2006 Regular Keyed Alike Fuel Cap. 

17511 


2008-2003 

OE Type Radiator Cap 

10248 

15 

2006 Regular Locking Fuel Cap. 

10511 


2004-2003 

OE Equivalent Fuel Cap . 

10836 



10248 

15 








2004-2003 

Regular Keyed Alike Fuel Cap 

17506 


i-370 | 

2004-2003 

Regular Locking Fuel Cap. 

10506 


5-Cyl 3.7 L 



V-8 5.3 L 




2008-2007 OE Equivalent Fuel Cap. 

10841 


2006-2005 

OE Equivalent Fuel Cap 

10841 


2008-2007 Oil Filler Cap. 

10099 


2006-2005 

Regular Keyed Alike Fuel Cap. 

17511 


2008-2007 Regular Keyed Alike Fuel Cap. 

17511 


2006-2005 

Regular Locking Fuel Cap. 

10511 


2008-2007 Regular Locking Fuel Cap. 

10511 


2006-2003 

Oil Filler Cap 

10099 

15 

2008-2007 OE Type Radiator Cap. 

10248 

15 

2006-2003 

OE Type Radiator Cap. 

10248 




2004-2003 

OE Equivalent Fuel Cap 

10836 






4-Cyl 2.2 L 



2004-2003 

Regular Keyed Alike Fuel Cap. 

17506 


1997-1996 OE Equivalent Fuel Cap. 

10834 


2004-2003 

Regular Locking Fuel Cap. 

10506 


1997-1996 Oil Filler Cap 

10081 


Axiom 

1997-1996 Regular Keyed Alike Fuel Cap 

17504 


V-6 3.5 L 




1997-1996 Regular Locking Fuel Cap 

10504 


2004-2002 

OE Equivalent Fuel Cap 

10834 


1997-1996 OE Type Radiator Cap. 

10242 

16 

2004-2002 

Oil Filler Cap 

10101 


4-Cyl 2.3 L 



2004-2002 

Regular Keyed Alike Fuel Cap 

17504 


1999-1998 OE Equivalent Fuel Cap. 

10834 


2004-2002 

Regular Locking Fuel Cap. 

10504 


1999-1998 Oil Filler Cap. 

10081 


2004-2002 

OE Type Radiator/Coolant Recovery Tank Cap 

10233 

16 

1999-1998 Regular Keyed Alike Fuel Cap 

17504 


2004-2002 

Safety Release Radiator Cap 

✓10333 

16 

1999-1998 Regular Locking Fuel Cap. 

10504 


Hombre 




1999-1998 OE Type Radiator Cap. 

10242 

16 

4-Cyl 2.2 L 




Pickup 

2000-1997 

OE Equivalent Fuel Cap 

10836 


4-Cyl 2.3 L 



2000-1997 

Regular Keyed Alike Fuel Cap. 

17506 


1995 OE Equivalent Fuel Cap 

10834 


2000-1997 

Regular Locking Fuel Cap. 

10506 


1995 Oil Filler Cap 

10101 


2000-1996 

OE Type Radiator Cap. 

10230 

16 

1995 Regular Keyed Alike Fuel Cap 

17504 


2000-1996 

Safety Release Radiator Cap. 

10330 

16 

1995 Regular Locking Fuel Cap 

10504 


1997-1996 

Oil Filler Cap. 

10128 


1995 OE Type Radiator/Coolant Recovery Tank Cap 

10233 

16 

1996 

OE Equivalent Fuel Cap. 

10834 


1995 Safety Release Radiator Cap 

. ^10333 

16 

1996 

Regular Keyed Alike Fuel Cap. 

17504 
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Caps for Passenger Cars and LightTrucks (1995 and Newer) 


Application 


Part 

Number 

PSI 

Isuzu - 

Continued 



Pickup - 

Continued 



4-Cyl 2.6 L 




1995 

OE Equivalent Fuel Cap 

10834 


1995 

Oil Filler Cap ,, 

10101 


1995 

Regular Keyed Alike Fuel Cap 

17504 


1995 

Regular Locking Fuel Cap 

10504 


1995 

OE Type Radiator/Coolant Recovery Tank Cap 

10233 

16 

1995 

Safety Release Radiator Cap. 

✓10333 

16 

Rodeo j 

4-Cyl 2.2 L 




2003-1998 

OE Equivalent Fuel Cap 

10834 


2003-1998 

Regular Keyed Alike Fuel Cap 

17504 


2003-1998 

Regular Locking Fuel Cap 

10504 


2003-1998 

OE Type Radiator Cap 

10242 

16 

2000 

Oil Filler Cap. 

10101 


4-Cyl 2.6 L 




1997-1995 

OE Equivalent Fuel Cap 

10834 


1997-1995 

Oil Filler Cap 

10101 


1997-1995 

Regular Keyed Alike Fuel Cap 

17504 


1997-1995 

Regular Locking Fuel Cap 

10504 


1997-1995 

OE Type Radiator/Coolant Recovery Tank Cap 

10233 

16 

1997-1995 

Safety Release Radiator Cap. 

✓10333 

16 

V-6 3.2 L 




2004-1996 

Oil Filler Cap 

10101 


2004-1995 

OE Equivalent Fuel Cap. 

10834 


2004-1995 

Regular Keyed Alike Fuel Cap. 

17504 


2004-1995 

Regular Locking Fuel Cap. 

10504 


2004-1995 

OE Type Radiator/Coolant Recovery Tank Cap. 

10233 

16 

2004-1995 

Safety Release Radiator Cap. 

✓10333 

16 

1995 

Oil Filler Cap. 

10134 


V-6 3.5 L 




2004 

OE Equivalent Fuel Cap. 

10834 


2004 

Oil Filler Cap. 

10101 


2004 

Regular Keyed Alike Fuel Cap 

17504 


2004 

Regular Locking Fuel Cap. 

10504 


2004 

OE Type Radiator/Coolant Recovery Tank Cap. 

10233 

16 

2004 

Safety Release Radiator Cap. 

✓10333 

16 

Rodeo Sport |l 

4-Cyl 2.2 L 




2003-2001 

OE Equivalent Fuel Cap . 

10834 


2003-2001 

Regular Keyed Alike Fuel Cap. 

17504 


2003-2001 

Regular Locking Fuel Cap 

10504 


2003-2001 

OE Type Radiator Cap. 

10242 

16 

V-6 3.2 L 




2003-2001 

OE Equivalent Fuel Cap. 

10834 


2003-2001 

Oil Filler Cap. 

10101 


2003-2001 

Regular Keyed Alike Fuel Cap 

17504 


2003-2001 

Regular Locking Fuel Cap 

10504 


2003-2001 

OE Type Radiator/Coolant Recovery Tank Cap 

10233 

16 

2003-2001 

Safety Release Radiator Cap. 

✓10333 

16 

Trooper 

V-6 3.2 L 




1997-1996 

Oil Filler Cap 

10101 


1997-1995 

OE Equivalent Fuel Cap 

10834 


1997-1995 

Regular Keyed Alike Fuel Cap. 

17504 


1997-1995 

Regular Locking Fuel Cap 

10504 


1997-1995 

OE Type Radiator/Coolant Recovery Tank Cap 

10233 

16 

1997-1995 

Safety Release Radiator Cap. . 

✓10333 

16 

1995 

Oil Filler Cap. 

10134 



Application 


Isuzu - Continued 


Part 

Number 


PSI 


| Trooper-Continued 1 

V-6 3.5 L 




2002-2001 

Oil Filler Cap. 

10101 


2002-1998 

OE Equivalent Fuel Cap. 

10834 


2002-1998 

Regular Keyed Alike Fuel Cap. 

17504 


2002-1998 

Regular Locking Fuel Cap. 

10504 


2002-1998 

OE Type Radiator/Coolant Recovery Tank Cap 

10233 

16 

2002-1998 

Safety Release Radiator Cap. 

✓10333 

16 

2000-1999 

Oil Filler Cap. 

10081 


1998 

Oil Filler Cap. 

10101 


VehiCROSS i 

V-6 3.5 L 




2001-1999 

OE Equivalent Fuel Cap. 

10834 


2001-1999 

Oil Filler Cap 

10101 


2001-1999 

Regular Keyed Alike Fuel Cap 

17504 


2001-1999 

Regular Locking Fuel Cap. 

10504 


2001-1999 

OE Type Radiator/Coolant Recovery Tank Cap 

10233 

16 

2001-1999 

Safety Release Radiator Cap.. .. 

✓10333 

16 

Jaguar 

fS-Type i 

V-6 3.0 L 




2008-2005 

Regular Locking Fuel Cap. 

10521 


2008-2004 

OE Equivalent Fuel Cap. 

10851 


2008-2004 

Regular Keyed Alike Fuel Cap. 

17521 


2008-2000 

Oil Filler Cap. 

10117 


2008-2000 

OE Type Radiator Cap. 

10238 

16 

2004 

Regular Locking Fuel Cap; From VIN (N13089). 

10521 


2000 

OE Equivalent Fuel Cap. 

10832 


2000 

Regular Keyed Alike Fuel Cap. 

17502 


2000 

Regular Locking Fuel Cap. 

10502 


V-8 4.0 L 




2002-2000 

OE Type Radiator Cap. 

10238 

16 

2000 

OE Equivalent Fuel Cap. 

10832 


2000 

Regular Keyed Alike Fuel Cap. 

17502 


2000 

Regular Locking Fuel Cap. 

10502 


V-8 4.2 L 




2008-2005 

Reqular Lockinq Fuel Cap 

10521 


2008-2004 

dJ J r. 

OE Equivalent Fuel Cap. 

10851 


2008-2004 

Regular Keyed Alike Fuel Cap. 

17521 


2008-2003 

OE Type Radiator Cap 

10238 

16 

2004 

Regular Locking Fuel Cap; From VIN (N13089). 

10521 


Super V8 ! 

V-8 4.2 L 




2009-2005 

OE Type Radiator Cap 

10238 

16 

2008-2005 

Oil Filler Cap. 

10101 


Vanden Plas j 

V-8 4.0 L 




2003-1998 

OE Type Radiator Cap 

10263 

15 

V-8 4.2 L 




2009-2004 

OE Type Radiator Cap. 

10238 

16 





XF 

V-8 4.2 L 




2010-2009 

OE Type Radiator Cap 

10238 

16 

2010 

Oil Filler Cap 

10105 


V-8 5.0 L 




2010 

OE Type Radiator Cap. 

10238 

16 

XFR 

V-8 5.0 L 




2010 

OE Type Radiator Cap 

10238 

16 


✓Check hood clearance prior to installing this cap 
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Caps for Passenger Cars and LightTrucks (1995 and Newer) 



Part 


Part 

Application 

Number PSI 

Application 

Number PSI 


Jaciuar - Continued 


XJ8 


V-84.0L 


Cherokee 


2003-1998 OE Type Radiator Cap 10263 15 

V-84.2L 

2009-2006 OE Type Radiator Cap 10238 16 

2005 OE Type Radiator Cap 10263 15 

2004 OE Type Radiator Cap 10238 16 

XJR 

V-84.0L 

2003-2002 OE Type Radiator Cap. 10238 16 

2001- 1998 OE Type Radiator Cap. 10263 15 

V-84.2L 

2009-2004 OE Type Radiator Cap 10238 16 

XJS 

6-Cyl 4.0 L 

1996-1995 OE Type Radiator Cap. 10230 16 

1996-1995 Safety Release Radiator Cap. 10330 16 

V-12 6.0L 

1995 OE Type Radiator Cap 10230 16 

1995 Safety Release Radiator Cap 10330 16 

XK 

V-84.2L 

2009-2007 OE Type Radiator Cap. 10238 16 

XK8 

V-84.0L 

2002- 1997 OE Type Radiator Cap 10263 15 

V-84.2L 

2006-2003 OE Type Radiator Cap. 10263 15 

XKR 

V-84.0L 

2002-2000 OE Type Radiator Cap 10263 15 

V-84.2L 

2009-2007 OE Type Radiator Cap. 10238 16 

2006- 2003 OE Type Radiator Cap. 10263 15 

X-Type 

V-6 2.5 L 

2005-2002 OE Equivalent Fuel Cap; W/O Threaded Filler Neck 10851 

2005-2002 OE Equivalent Fuel Cap; W/Threaded Filler Neck 10837 

2005-2002 Oil Filler Cap 10117 

2005-2002 Regular Keyed Alike Fuel Cap; W/O Threaded Filler 17521 

Neck. 

2005-2002 Regular Keyed Alike Fuel Cap; W/Threaded Filler Neck. 17507 
2005-2002 Regular Locking Fuel Cap; W/O Threaded Filler Neck. 10521 

2005-2002 Regular Locking Fuel Cap; W/Threaded Filler Neck. 10507 

2005-2002 OE Type Radiator Cap. 10263 15 

V-6 3.0 L 

2008-2002 Oil Filler Cap. 10117 

2008 OE Equivalent Fuel Cap. 10837 

2008 Regular Keyed Alike Fuel Cap. 17507 

2008 Regular Locking Fuel Cap. 10507 

2008 OE Type Radiator Cap. 10238 16 

2007- 2002 OE Equivalent Fuel Cap; W/O Threaded Filler Neck. 10851 

2007-2002 OE Equivalent Fuel Cap; W/Threaded Filler Neck. 10837 

2007-2002 Regular Keyed Alike Fuel Cap; W/O Threaded Filler 17521 

Neck. 

2007-2002 Regular Keyed Alike Fuel Cap; W/Threaded Filler Neck 17507 
2007-2002 Regular Locking Fuel Cap; W/O Threaded Filler Neck 10521 

2007-2002 Regular Locking Fuel Cap; W/Threaded Filler Neck 10507 

2007-2002 OE Type Radiator Cap 10263 15 


4-Cyl 2.4 L 

2016-2014 OE Equivalent Fuel Cap 10838 

2015-2014 Regular Keyed Alike Fuel Cap 17508 

2015- 2014 Regular Locking Fuel Cap 10508 

2014 OE Type Radiator Cap. 10271 20 

4-Cyl 2.5 L 

2000-1999 Oil Filler Cap 10066 

2000-1995 OE Type Radiator Cap 10231 16 

2000- 1995 Safety Release Radiator Cap. 10331 16 

2000 OE Equivalent Fuel Cap 10838 

2000 Regular Keyed Alike Fuel Cap. 17508 

2000 Regular Locking Fuel Cap 10508 

1999-1995 OE Equivalent Fuel Cap. 10817 

1999-1995 Pre-Release Fuel Cap. 10819 

1999-1995 Pre-Release Keyed Alike Fuel Cap 17501 

1999-1995 Pre-Release Locking Fuel Cap. 10501 

1999-1995 Regular Keyed Alike Fuel Cap. 17591 

1999-1995 Regular Locking Fuel Cap 10591 

1998 Oil Filler Cap. 10111 

1997-1995 Oil Filler Cap. 10066 

6-Cyl 4.0 L 

2001- 2000 OE Equivalent Fuel Cap. 10838 

2001-2000 Regular Keyed Alike Fuel Cap. 17508 

2001-2000 Regular Locking Fuel Cap. 10508 

2001-1996 Oil Filler Cap. 10111 

2001-1996 OE Type Radiator Cap. 10231 16 

2001-1996 Safety Release Radiator Cap 10331 16 

1999-1995 OE Equivalent Fuel Cap 10817 

1999-1995 Pre-Release Fuel Cap 10819 

1999-1995 Pre-Release Keyed Alike Fuel Cap 17501 

1999-1995 Pre-Release Locking Fuel Cap 10501 

1999-1995 Regular Keyed Alike Fuel Cap 17591 

1999-1995 Regular Locking Fuel Cap 10591 

1995 Oil Filler Cap 10066 

1995 OE Type Radiator Cap 10229 13 

1995 Safety Release Radiator Cap 10329 13 

V-6 3.2 L 

2016- 2014 OE Equivalent Fuel Cap 10838 

2015-2014 Regular Keyed Alike Fuel Cap. 17508 

2015-2014 Regular Locking Fuel Cap 10508 

2014 OE Type Radiator Cap 10271 20 

Commander 

V-6 3.7 L 

2010-2008 Oil Filler Cap. 10148 

2010-2006 OE Equivalent Fuel Cap. 10838 

2010-2006 Regular Keyed Alike Fuel Cap. 17508 

2010-2006 Regular Locking Fuel Cap. 10508 

2010-2006 OE Type Radiator Cap. 10234 18 

2010-2006 Safety Release Radiator Cap. 10334 18 

2007-2006 Oil Filler Cap. 10120 

V-8 4.7 L 

2009-2008 Oil Filler Cap. 10148 

2009-2006 OE Equivalent Fuel Cap. 10838 

2009-2006 Regular Keyed Alike Fuel Cap. 17508 

2009-2006 Regular Locking Fuel Cap 10508 

2009-2006 OE Type Radiator Cap. 10234 18 

2009-2006 Safety Release Radiator Cap. 10334 18 

2007-2006 Oil Filler Cap. 10120 
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Caps for Passenger Cars and LightTmcks (1995 and Newer) 


Application 


Part 

Number 

PSI 

Application 

Part 

Number 

PSI 

Jeep- 

Continued 



Jeep- 

Continued 



Commander - Continued 

Grand Cherokee - Continued | 

V-8 4.7 L FLEX 



V-6 3.0 L DIESEL-Continued 



2009-2008 

Oil Filler Cap 

10148 


2014 

Regular Keyed Alike Fuel Cap. 

17508 


2009-2007 

OE Equivalent Fuel Cap ,, 

10838 


2014 

Regular Locking Fuel Cap. 

10508 


2009-2007 

Regular Keyed Alike Fuel Cap 

17508 


2014 

OE Type Radiator Cap. 

10235 

20 

2009-2007 

Regular Locking Fuel Cap 

10508 


2014 

Safety Release Radiator Cap. 

10335 

20 

2009-2007 

OE Type Radiator Cap. 

10234 

18 

2009-2007 

Diesel Only Fuel Cap; Green 

10838D 


2009-2007 

Safety Release Radiator Cap. 

10334 

18 

2009-2007 

Diesel Only Locking Fuel Cap; Green. 

10508D 


2007 

Oil Filler Cap 

10120 


2009-2007 

OE Equivalent Fuel Cap. 

10838 


V-8 5.7 L 




2009-2007 

Regular Keyed Alike Fuel Cap. 

17508 


2010-2006 

OE Equivalent Fuel Cap. 

10838 


2009-2007 

Regular Locking Fuel Cap. 

10508 


2010-2006 

Regular Keyed Alike Fuel Cap 

17508 


2009-2007 

OE Type Radiator Cap. 

10234 

18 

2010-2006 

Regular Locking Fuel Cap. 

10508 


2009-2007 

Safety Release Radiator Cap. 

10334 

18 

2010-2006 

OE Type Radiator Cap. 

10234 

18 

2007 

Oil Filler Cap. 

10130 


2010-2006 

Safety Release Radiator Cap 

10334 

18 

V-6 3.6 L 




2010 

Oil Filler Cap. 

. 10148 


2015-2011 

OE Type Radiator Cap 

10234 

18 

2009-2006 

Oil Filler Cap. 

. 10111 


2014-2011 

OE Equivalent Fuel Cap. 

10838 


Compass 



2014-2011 

Regular Keyed Alike Fuel Cap 

17508 


4-Cyl 2.0 L 




2014-2011 

Regular Locking Fuel Cap. 

10508 


2017-2016 

Safety Release Radiator Cap. 

10334 

18 

2014-2011 

Safety Release Radiator Cap. 

10334 

18 

2017-2015 

OE Type Radiator Cap. 

. 10234 

18 

2012-2011 

Oil Filler Cap. 

10148 


2016-2007 

OE Equivalent Fuel Cap. 

10838 


V-6 3.6 L FLEX 



2016-2007 

Oil Filler Cap. 

. 10111 


2014-2011 

OE Equivalent Fuel Cap. 

10838 


2015-2007 

Regular Keyed Alike Fuel Cap. 

. 17508 


2014-2011 

Regular Keyed Alike Fuel Cap. 

17508 


2015-2007 

Regular Locking Fuel Cap. 

10508 


2014-2011 

Regular Locking Fuel Cap. 

10508 


2015-2007 


10230 

16 

2014-2011 

OE Type Radiator Cap. 

10234 

18 

2014-2008 


10330 

16 

2014-2011 

Safety Release Radiator Cap. 

10334 

18 

2007 


10234 

18 

2012-2011 

Flex Fuel Keyed Alike Fuel Cap; Yellow. 

17508Y 


4-Cyl 2.4 L 




2012-2011 

Flex Fuel Regular Fuel Cap; Yellow. 

10838Y 


2017-2016 

Safety Release Radiator Cap 

10334 

18 

2012-2011 

Flex Fuel Regular Locking Fuel Cap; Yellow .. 

10508Y 


2017-2015 


10234 

18 

2012-2011 

Oil Filler Cap . 

10148 


2016-2007 

OE Equivalent Fuel Cap. 

10838 


V-6 3.7 L 




2016-2007 

Oil Filler Cap. 

10111 


2010-2009 

Oil Filler Cap. 

10148 


2015-2007 

Regular Keyed Alike Fuel Cap. 

17508 


2010-2005 

OE Equivalent Fuel Cap. 

10838 


2015-2007 


10508 


2010-2005 

Regular Keyed Alike Fuel Cap. 

17508 


2015-2007 

OE Type Radiator Cap. 

10230 

16 

2010-2005 

Regular Locking Fuel Cap. 

10508 


2014-2007 


10330 

16 

2010-2005 

OE Type Radiator Cap. 

10234 

18 








Grand Cherokee 

2010-2005 

Safety Release Radiator Cap. 

10334 

18 

6-Cyl 4.0 L 




2008-2005 

Oil Filler Cap. 

10120 


2004-2001 

OE Equivalent Fuel Cap 

10838 


V-8 4.7 L 








2008-2003 

OE Type Radiator Cap 

10234 

18 

9nn4-?nni 




2008-2003 

Safety Release Radiator Cap. 

10334 

18 

2004-1997 

OE Type Radiator Cap. 

10234 

18 

2008-2001 

OE Equivalent Fuel Cap. 

10838 


2004-1997 

Safety Release Radiator Cap 

10334 

18 

2008-2001 

Regular Keyed Alike Fuel Cap 

17508 


2004-1996 

Oil Filler Cap 

10111 


2008-2001 

Regular Locking Fuel Cap. 

10508 


2000-1995 

OE Equivalent Fuel Cap. 

10817 


2008-1999 

Oil Filler Cap. 

10120 


2000-1995 

Pre-Release Fuel Cap 

10819 


2002-1999 

OE Type Radiator Cap 

10235 

20 

2000-1995 

Pre-Release Keyed Alike Fuel Cap 

17501 


2002-1999 

Safety Release Radiator Cap. 

10335 

20 

2000-19Q5 


10501 


2000-1999 

OE Equivalent Fuel Cap. 

10817 


2000-19Q5 


175Q1 


2000-1999 

Pre-Release Fuel Cap 

10819 


2000-1995 


10591 


2000-1999 

Pre-Release Keyed Alike Fuel Cap 

17501 


1996-1995 


10231 

16 

2000-1999 

Pre-Release Locking Fuel Cap 

10501 


1996-1995 

Safety Release Radiator Cap. 

10331 

16 

2000-1999 

Regular Keyed Alike Fuel Cap. 

17591 


1995 

Oil Filler Cap. 

. 10066 


2000-1999 

Regular Locking Fuel Cap. 

10591 


V-6 3.0 L 




V-8 4.7 L FLEX 



2017 

OE Type Radiator Cap. 

. 10234 

18 

2009-2007 

OE Equivalent Fuel Cap. 

10838 


2015 

OE Type Radiator Cap. 

10235 

20 

2009-2007 

Regular Keyed Alike Fuel Cap. 

17508 


2009-2008 

Oil Filler Cap. 

. 10130 


2009-2007 

Regular Locking Fuel Cap. 

10508 


V-6 3.0 L DIESEL 



2009-2007 

OE Type Radiator Cap. 

10234 

18 

2014 

OE Equivalent Fuel Cap. 

. 10838 


2009-2007 

Safety Release Radiator Cap. 

10334 

18 
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Caps for Passenger Cars and LightTmcks (1995 and Newer) 


Application 

Part 

Number 

PSI 

Application 


Part 

Number 

PSI 

Jeep- 

Continued 



Jeep- 

Continued 



Grand Cherokee - Continued 

Liberty - 

Continued 



V-8 4.7 L FLEX-Continued 



4-Cyl 2.8 L DIESEL 



2009 

Oil Filler Cap,, 

10148 


2006-2005 

Diesel Only Fuel Cap; Green. 

10838D 


2008-2007 

Oil Filler Cap 

10120 


2006-2005 

Diesel Only Locking Fuel Cap; Green. 

10508D 


2007 

Flex Fuel Keyed Alike Fuel Cap; Yellow 

17508Y 


2006-2005 

OE Equivalent Fuel Cap 

10838 


2007 

Flex Fuel Regular Fuel Cap; Yellow 

10838Y 


2006-2005 

Oil Filler Cap. 

10081 


2007 

Flex Fuel Regular Locking Fuel Cap; Yellow 

10508Y 


2006-2005 

Regular Keyed Alike Fuel Cap 

17508 


V-8 5.2 L 




2006-2005 

Regular Locking Fuel Cap. 

10508 


1998-1995 

OE Equivalent Fuel Cap 

10817 


2006-2005 


10234 

18 

1998-1995 

Oil Filler Cap 

10111 


2006-2005 


10334 

18 

1998-1995 

Pre-Release Fuel Cap 

10819 


V-6 3.7 L 




1998-1995 

Pre-Release Keyed Alike Fuel Cap. 

17501 


2012-2011 

OE Type Radiator Cap 

10230 

16 

1998-1995 

Pre-Release Locking Fuel Cap. 

10501 


2012-2008 

Oil Filler Cap. 

10148 


1998-1995 

Regular Keyed Alike Fuel Cap 

17591 


2012-2002 

OE Equivalent Fuel Cap 

. 10838 


1998-1995 

Regular Locking Fuel Cap. 

10591 


2012-2002 

Regular Keyed Alike Fuel Cap 

. 17508 


1998-1995 

OE Type Radiator Cap 

10234 

18 

2012-2002 

Regular Locking Fuel Cap. 

. 10508 


1998-1995 

Safety Release Radiator Cap 

10334 

18 

2012 

Safety Release Radiator Cap 

. 10330 

16 

1997-1995 

Oil Breather Cap 

10075 


2011-2002 

OE Type Radiator Cap 

. 10234 

18 

V-8 5.7 L 




2010-2002 

Safety Release Radiator Cap. 

10334 

18 

2017 

OE Type Radiator Cap. 

10234 

18 

2007-2002 


10120 


2015-2005 

Oil Filler Cap 

10111 


Patriot 




2015-2005 

OE Type Radiator Cap. 

10234 

18 

4-Cyl 2.0 L 




2014-2012 

Safety Release Radiator Cap. 

10334 

18 

2017-2016 


10334 

18 

2014-2005 

OE Equivalent Fuel Cap. 

10838 


2017-2015 

OE Type Radiator Cap. 

10234 

18 

2014-2005 

Regular Keyed Alike Fuel Cap. 

17508 


2016-2007 

OE Equivalent Fuel Cap. 

10838 


2014-2005 

Regular Locking Fuel Cap. 

10508 


2016-2007 

Oil Filler Cap. 

. 10111 


2010-2005 

Safety Release Radiator Cap . 

10334 

18 

2015-2007 

Regular Keyed Alike Fuel Cap. 

17508 


V-8 5.9 L 




2015-2007 

Regular Locking Fuel Cap. 

10508 


1998 

OE Equivalent Fuel Cap. 

10817 


2015-2007 

OE Type Radiator Cap. 

10230 

16 

1998 

Oil Filler Cap. 

10111 


2014-2011 

Safety Release Radiator Cap. 

10330 

16 

1998 

Pre-Release Fuel Cap. 

10819 


2010-2007 

OE Type Radiator Cap. 

10234 

18 

1998 

Pre-Release Keyed Alike Fuel Cap. 

17501 


4-Cyl 2.4 L 




1998 

Pre-Release Locking Fuel Cap. 

10501 


2017-2016 


10334 

18 

1998 

Regular Keyed Alike Fuel Cap. 

17591 


2017-2015 

OE Type Radiator Cap. 

10234 

18 

1998 

Regular Locking Fuel Cap. 

10591 


2016-2007 

OE Equivalent Fuel Cap. 

10838 


1998 

OE Type Radiator Cap. 

10234 

18 

2016-2007 

Oil Filler Cap. 

10111 


1998 

Safety Release Radiator Cap . 

10334 

18 

2015-2007 


17508 


V-8 6.1 L 




2015-2007 

Regular Locking Fuel Cap. 

10508 


2010-2006 

OE Equivalent Fuel Cap 

10838 


2015-2007 


10230 

16 

2010-2006 

Oil Filler Cap 

10111 


2014-2011 

Safety Release Radiator Cap 

10330 

16 

2010-2006 

Regular Keyed Alike Fuel Cap 

17508 


2010-2009 

OE Type Radiator Cap. 

10234 

18 

2010-2006 

Regular Locking Fuel Cap. 

10508 


9nnft-9nn7 


10330 

16 

2010-2006 

OE Type Radiator Cap 

10234 

18 

Renegade 



Safely Release Radialoi Cap. 

10334 

18 

4-Cyl 1.4 L 




V-8 6.4 L 




2015 

OE Type Radiator Cap 

10271 

20 

2017 

OE Type Radiator Cap. 

10234 

18 

4-Cyl 2.4 L 




2015-2012 

OE Type Radiator Cap. 

10234 

18 

9015 


10271 

20 

2014-2012 

OE Equivalent Fuel Cap 

10838 


TJ 



2014-2012 

Regular Keyed Alike Fuel Cap. 

17508 


4-Cyl 2.4 L 




2014-2012 

Regular Locking Fuel Cap. 

10508 


2006-2005 

OE Equivalent Fuel Cap 

10838 


2014-2012 

Safety Release Radiator Cap 

10334 

18 

2006-2005 

Oil Filler Cap. 

10111 


2013 

Oil Filler Cap 

10111 


9nnfi-9noR 


17506 


Liberty 




2006-2005 

Regular Locking Fuel Cap 

. 10508 


4-Cyl 2.4 L 




2006-2005 

OE Type Radiator Cap. 

10234 

18 

2005-2002 

OE Equivalent Fuel Cap 

10838 


9006-2005 


10334 

18 

2005-2002 

Oil Filler Cap 

10111 


2003 


10838 

2005-2002 

Regular Keyed Alike Fuel Cap 

17508 


2003 

Oil Filler Cap 

10111 


2005-2002 

Regular Locking Fuel Cap. 

10508 


2003 

Regular Keyed Alike Fuel Cap 

17508 


2005-2002 

OE Type Radiator Cap. 

10234 

18 

2003 

Regular Locking Fuel Cap. 

. 10508 


2005-2002 

Safety Release Radiator Cap. 

10334 

18 

2003 

OE Type Radiator Cap 

10234 

18 
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Caps for Passenger Cars and LightTmcks (1995 and Newer) 


Application 


Part 

Number 

PSI 

Application 


Part 

Number 

PSI 

Jeep- 

Continued 



Jeep- 

Continued 



TJ - Continued 

Wrangler - Continued | 

4-Cyl 2.4 L 

- Continued 



4-Cyl 2.5 L 

- Continued 



2003 

Safety Release Radiator Cap. 

10334 

18 

1995 

Pre-Release Fuel Cap. 

10819 


4-Cyl 2.5 L 




1995 

Pre-Release Keyed Alike Fuel Cap . . 

17501 


2002-2000 

OE Type Radiator Cap . . 

10234 

18 

1995 


10501 


2002-2000 

Safety Release Radiator Cap. 

10334 

18 

1995 


17591 


2002-1997 

Oil Filler Cap 

10066 


1995 

Regular Locking Fuel Cap. 

10591 


2002 

OE Equivalent Fuel Cap 

10838 


1995 


10231 

16 

2002 

Regular Keyed Alike Fuel Cap 

17508 


1995 


10331 

16 

2002 

Regular Locking Fuel Cap 

10508 


6-Cyl 4.0 L 




2001-1997 

OE Equivalent Fuel Cap 

10817 


2006-2001 

OE Equivalent Fuel Cap. 

10838 


2001-1997 

Pre-Release Fuel Cap 

10819 


2006-2001 

Regular Keyed Alike Fuel Cap 

17508 


2001-1997 

Pre-Release Keyed Alike Fuel Cap 

17501 


2006-2001 

Regular Locking Fuel Cap. 

10508 


2001-1997 

Pre-Release Locking Fuel Cap 

10501 


2006-1997 

Oil Filler Cap. 

10111 


2001-1997 

Regular Keyed Alike Fuel Cap 

17591 


2006-1997 

OE Type Radiator Cap 

10234 

18 

2001-1997 

Regular Locking Fuel Cap 

. 10591 


2006-1997 

Safety Release Radiator Cap. 

10334 

18 

1999 

OE Type Radiator Cap 

10231 

16 

2000-1997 

OE Equivalent Fuel Cap. 

10817 


1999 

Safety Release Radiator Cap 

10331 

16 

2000-1997 

Pre-Release Fuel Cap 

10819 


1998-1997 

OE Type Radiator Cap. 

. 10234 

18 

2000-1997 

Pre-Release Keyed Alike Fuel Cap. 

17501 


1998-1997 

Safety Release Radiator Cap. 

10334 

18 

2000-1997 

Pre-Release Locking Fuel Cap. 

10501 


6-Cyl 4.0 L 




2000-1997 

Regular Keyed Alike Fuel Cap. 

17591 


2006-2001 

OE Equivalent Fuel Cap. 

10838 


2000-1997 

Regular Locking Fuel Cap. 

10591 


2006-2001 

Regular Keyed Alike Fuel Cap. 

. 17508 


1995 


10817 


2006-2001 

Regular Locking Fuel Cap. 

. 10508 


1995 

Oil Filler Cap. 

10066 


2006-1997 

Oil Filler Cap. 

10111 


1995 

Pre-Release Fuel Cap. 

10819 


2006-1997 

OE Type Radiator Cap. 

10234 

18 

1995 


17501 


2006-1997 

Safety Release Radiator Cap. 

10334 

18 

1995 


10501 


2000-1997 

OE Equivalent Fuel Cap. 

10817 


1995 

Regular Keyed Alike Fuel Cap. 

17591 


2000-1997 

Pre-Release Fuel Cap. 

10819 


1995 

Regular Locking Fuel Cap. 

10591 


2000-1997 

Pre-Release Keyed Alike Fuel Cap 

17501 


1995 

OE Type Radiator Cap 

10231 

16 

2000-1997 

Pre-Release Locking Fuel Cap. 

10501 


1995 


10331 

16 

2000-1997 

Regular Keyed Alike Fuel Cap 

17591 


V-6 3.6 L 




2000-1997 

Reaular Lockina Fuel CaD 

10591 


2016-2013 

OE Type Radiator Cap . 

10234 

18 

Wrangler 



2016-2012 

OE Equivalent Fuel Cap. 

10838 


4-Cyl 2.4 L 




2016-2012 

Regular Locking Fuel Cap. 

10508 


2006-2003 


10838 


2016 

Safety Release Radiator Cap 

10334 

18 

2006-2003 


10111 


2015-2012 

Regular Keyed Alike Fuel Cap 

17508 


2006-2003 


17508 


2015 

OE Type Radiator Cap 

10230 

16 

2006-2003 

Reqular Lockinq Fuel Cap 

10508 


2014-2013 

Safety Release Radiator Cap 

10334 

18 

2006-2003 


10234 

18 

2012 

Oil Filler Cap 

10148 


2006-2003 


10334 

18 

2012 

OE Type Radiator Cap 

10230 

16 

4-Cyl 2.5 L 




2012 

Safety Release Radiator Cap 

10330 

16 

2002-2000 

OE Type Radiator Cap 

10234 

18 

V-6 3.8 L 




2002-2000 


10334 

18 

2011-2007 

OE Equivalent Fuel Cap. 

10838 


2002-1997 


10066 


2011-2007 

Oil Filler Cap. 

10111 


2002 


10838 


2011-2007 

Regular Keyed Alike Fuel Cap. 

17508 


2002 

Reqular Keyed Alike Fuel Cap 

17508 


2011-2007 

Regular Locking Fuel Cap. 

10508 


2002 

Regular Locking Fuel Cap 

10508 


2011 

OE Type Radiator Cap. 

10230 

16 

2001-1997 


10817 


2011 

Safety Release Radiator Cap.. 

10330 

16 

2001-1997 

Pre-Release Fuel Cap 

10819 


2010-2007 

OE Type Radiator Cap. 

10234 

18 

2001-1997 

Pre-Release Keyed Alike Fuel Cap 

17501 


2010-2007 

Safety Release Radiator Cap. 

10334 

18 

2001-1997 

Pre-Release Locking Fuel Cap 

. 10501 


Kia 

2001-1997 

Regular Keyed Alike Fuel Cap. 

17591 


Amanti 




2001-1997 

Regular Locking Fuel Cap. 

. 10591 


V-6 3.5 L 




1999 

OE Type Radiator Cap. 

10231 

16 

2006-2004 

OE Equivalent Fuel Cap. 

10825 


1999 

Safety Release Radiator Cap. 

. 10331 

16 

2006-2004 

Oil Filler Cap. 

10088 


1998-1997 

OE Type Radiator Cap. 

10234 

18 

2006-2004 

Regular Keyed Alike Fuel Cap. 

17595 


1998-1997 

Safety Release Radiator Cap. 

10334 

18 

2006-2004 

Regular Locking Fuel Cap. 

10595 


1995 

OE Equivalent Fuel Cap. 

10817 


2006-2004 

OE Type Radiator/Coolant Recovery Tank Cap. 

10233 

16 

1995 

Oil Filler Cap. 

10066 


2006-2004 

Safety Release Radiator Cap. 

✓10333 

16 
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Caps for Passenger Cars and LightTrucks (1995 and Newer) 


Application 


Kia - Continued 


Part 

Number 


PSI 


Application 


Kia - Continued 


Part 

Number 


PSI 


Amanti 

Continued 



Forte5 - 

Continued 



V-6 3.8 L 




4-Cyl 1.6 L 

- Continued 



2009-2007 

OE Equivalent Fuel Cap. 

10842 


2016-2014 

OE Type Radiator/Coolant Recovery Tank Cap 

10233 

16 

2009-2007 

Oil Filler Cap. 

10082 


2015-2014 

Regular Keyed Alike Fuel Cap 

17512 


2009-2007 

Regular Keyed Alike Fuel Cap. 

17512 


2015-2014 

Regular Locking Fuel Cap. 

10512 


2009-2007 

Regular Locking Fuel Cap. 

10512 


2014 

Safety Release Radiator Cap. 

10333 

16 

2009-2007 

OE Type Radiator/Coolant Recovery Tank Cap 

10233 

16 

4-Cyl 2.0 L 




2009-2007 

Safety Release Radiator Cap 

✓10333 

16 

2016-2012 

OE Equivalent Fuel Cap 

10842 


Borrego 




2016 

Oil Filler Cap. 

10082 


V-6 3.8 L 




2016 

OE Type Radiator/Coolant Recovery Tank Cap 

10233 

16 

2011-2009 

OE Equivalent Fuel Cap 

10842 


2013-2012 

Oil Filler Cap. 

10082 


2011-2009 

Oil Filler Cap 

10082 


2013-2012 

Regular Keyed Alike Fuel Cap 

17512 


2011-2009 

Regular Keyed Alike Fuel Cap. 

17512 


2013-2012 

Regular Locking Fuel Cap. 

10512 


2011-2009 

Regular Locking Fuel Cap. 

10512 


2013-2012 

OE Type Radiator/Coolant Recovery Tank Cap 

10233 

16 

2011-2009 

OE Type Radiator/Coolant Recovery Tank Cap 

10233 

16 

2012 

Safety Release Radiator Cap 

10333 

16 

2011-2009 

Safety Release Radiator Cap 

✓10333 

16 

4-Cyl 2.4 L 




V-84.6L 




2013-2012 

OE Equivalent Fuel Cap 

10842 


2011-2009 

OE Equivalent Fuel Cap 

10842 


2013-2012 

Oil Filler Cap 

10082 


2011-2009 

Oil Filler Cap 

10082 


2013-2012 

Regular Keyed Alike Fuel Cap 

17512 


2011-2009 


17512 


2013-2012 

Regular Locking Fuel Cap. 

10512 


2011-2009 

Regular Locking Fuel Cap .. 

10512 


2013-2012 

OE Type Radiator/Coolant Recovery Tank Cap 

10233 

16 

2011-2009 

OE Type Radiator/Coolant Recovery Tank Cap. 

10233 

16 

2012 

Safety Release Radiator Cap. 

10333 

16 

2011-2009 

Safety Release Radiator Cap. 

✓10333 

16 

Forte Koup 

Cadenza 



4-Cyl 1.6 L 




2016 

OE Equivalent Fuel Cap. 

10842 


2016-2014 

OE Equivalent Fuel Cap. 

10842 


2016 

Oil Filler Cap. 

10082 


2016-2014 

Oil Filler Cap. 

10082 


V-6 3.3 L 




2016-2014 

OE Type Radiator/Coolant Recovery Tank Cap. 

10233 

16 

2016-2014 

OE Type Radiator/Coolant Recovery Tank Cap. 

10233 

16 

2015-2014 

Regular Keyed Alike Fuel Cap. 

17512 


2015-2014 

OE Equivalent Fuel Cap. 

10842 


2015-2014 

Regular Locking Fuel Cap. 

10512 


2015-2014 

Oil Filler Cap. 

10082 


2014 

Safety Release Radiator Cap. 

10333 

16 

2015-2014 

Regular Keyed Alike Fuel Cap. 

17512 


4-Cyl 2.0 L 




2015-2014 

Regular Locking Fuel Cap. 

10512 


2016-2010 

OE Equivalent Fuel Cap. 

10842 


2014 

Safety Release Radiator Cap. 

10333 

16 

2016-2010 

Oil Filler Cap. 

10082 


Forte 




2016-2010 

OE Type Radiator/Coolant Recovery Tank Cap. 

10233 

16 

4-Cyl 1.8 L 




2015-2010 

Regular Keyed Alike Fuel Cap . 

17512 


2016-2014 

OE Equivalent Fuel Cap. 

10842 


2015-2010 

Regular Locking Fuel Cap. 

10512 


2016-2014 

Oil Filler Cap 

10082 


2014 

Safety Release Radiator Cap. 

10333 

16 

2016-2014 

OE Type Radiator/Coolant Recovery Tank Cap 

10233 

16 

2012-2010 

Safety Release Radiator Cap. 

10333 

16 

2015-2014 

Regular Keyed Alike Fuel Cap. 

17512 


4-Cyl 2.4 L 




2015-2014 

Regular Locking Fuel Cap. 

10512 


2013-2010 

OE Equivalent Fuel Cap . 

10842 


2014 

Safety Release Radiator Cap 

10333 

16 

2013-2010 

Oil Filler Cap. 

10082 


4-Cyl 2.0 L 




2013-2010 

Regular Keyed Alike Fuel Cap. 

17512 


2016-2010 

OE Equivalent Fuel Cap 

10842 


2013-2010 

Regular Locking Fuel Cap. 

10512 


2016-2010 

Oil Filler Cap 

10082 


2013-2010 

OE Type Radiator/Coolant Recovery Tank Cap 

10233 

16 

2016-2010 

OE Type Radiator/Coolant Recovery Tank Cap 

10233 

16 

2012-2010 

Safety Release Radiator Cap. 

10333 

16 

2015-2010 

Regular Keyed Alike Fuel Cap. 

17512 


K900 

2015-2010 

Regular Locking Fuel Cap. 

10512 


V-6 3.8 L 




2014 

Safety Release Radiator Cap 

10333 

16 

2016-2015 

OE Equivalent Fuel Cap 

10842 


2012-2010 

Safety Release Radiator Cap 

10333 

16 

2016-2015 

OE Type Radiator/Coolant Recovery Tank Cap 

10233 

16 

4-Cyl 2.4 L 




2015 

Oil Filler Cap 

10082 


2013-2010 

OE Equivalent Fuel Cap 

10842 


2015 

Regular Keyed Alike Fuel Cap 

17512 


2013-2010 

Oil Filler Cap 

10082 


2015 

Regular Locking Fuel Cap 

10512 


2013-2010 

Regular Keyed Alike Fuel Cap 

17512 


V-8 5.0 L 




2013-2010 

Regular Locking Fuel Cap. 

10512 


2016-2015 

OE Equivalent Fuel Cap 

10842 


2013-2010 

OE Type Radiator/Coolant Recovery Tank Cap 

10233 

16 

2016-2015 

Oil Filler Cap 

10082 


2012-2010 

Safety Release Radiator Cap 

10333 

16 

2016-2015 

OE Type Radiator/Coolant Recovery Tank Cap 

10233 

16 

ForteS 




2015 

Regular Keyed Alike Fuel Cap. 

17512 


4-Cyl 1.6 L 




2015 

Regular Locking Fuel Cap. 

10512 


2016-2014 

OE Equivalent Fuel Cap 

10842 






2016-2014 

Oil Filler Cap 

10082 
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Caps for Passenger Cars and LightTmcks (1995 and Newer) 


Application 


Part 

Number 

PSI 

Application 


Part 

Number 

PSI 

Kia - Continued 



Kia - Continued 



Magentis 

Optima 

- Continued 



4-Cyl 2.4 L 




4-Cyl 2.4 L 

- Continued 



2010-2006 

OE Equivalent Fuel Cap 

10842 


2005-2002 

OE Equivalent Fuel Cap. 

10825 


2010-2006 

Regular Keyed Alike Fuel Cap. 

17512 


2005-2002 

Regular Keyed Alike Fuel Cap. 

17595 


2010-2006 

Regular Locking Fuel Cap 

10512 


2005-2002 

Regular Locking Fuel Cap. 

10595 


2010-2001 

OE Type Radiator/Coolant Recovery Tank Cap 

10233 

16 

2002-2001 

Oil Filler Cap. 

10138 


2010 

Oil Filler Cap 

10082 


2001 

OE Equivalent Fuel Cap. 

10817 


2009-2007 

Oil Filler Cap 

10081 


2001 

Pre-Release Fuel Cap. 

10819 


2009 

Safety Release Radiator Cap. 

✓10333 

16 

2001 

Pre-Release Keyed Alike Fuel Cap 

17501 


2007-2006 

Safety Release Radiator Cap. 

✓10333 

16 

2001 

Pre-Release Locking Fuel Cap 

10501 


2006-2003 

Oil Filler Cap 

10082 


2001 

Regular Keyed Alike Fuel Cap. 

17591 


2005-2002 

OE Equivalent Fuel Cap 

10825 


2001 

Regular Locking Fuel Cap. 

10591 


2005-2002 

Regular Keyed Alike Fuel Cap 

17595 


4-Cyl 2.4 L 

ELECTRIC/GAS 



2005-2002 

Regular Locking Fuel Cap 

10595 


2016-2011 

OE Equivalent Fuel Cap. 

10842 


2004-2001 

Safety Release Radiator Cap. 

✓10333 

16 

2015-2012 

OE Type Radiator/Coolant Recovery Tank Cap 

10233 

16 

2002-2001 

Oil Filler Cap 

10138 


2015-2011 

Regular Keyed Alike Fuel Cap 

17512 


2001 


10817 


2015-2011 

Regular Locking Fuel Cap. 

10512 


2001 


10819 


2014-2012 

Safety Release Radiator Cap. 

10333 

16 

2001 


17501 


2014-2011 

Oil Filler Cap. 

10082 


2001 

Pre-Release Locking Fuel Cap. 

10501 


V-6 2.5 L 




2001 

Regular Keyed Alike Fuel Cap. 

17591 


2001 

OE Equivalent Fuel Cap. 

10817 


2001 

Regular Locking Fuel Cap. 

10591 


2001 

Oil Filler Cap. 

10143 


V-6 2.5 L 




2001 

Pre-Release Fuel Cap. 

10819 


2001 


10825 


2001 

Pre-Release Keyed Alike Fuel Cap. 

17501 


2001 


10143 


2001 

Pre-Release Locking Fuel Cap. 

10501 


2001 

Regular Keyed Alike Fuel Cap. 

17595 


2001 

Regular Keyed Alike Fuel Cap. 

17591 


2001 

Regular Locking Fuel Cap. 

10595 


2001 

Regular Locking Fuel Cap. 

10591 


2001 

OE Type Radiator/Coolant Recovery Tank Cap. 

10233 

16 

2001 

OE Type Radiator/Coolant Recovery Tank Cap. 

10233 

16 

2001 


✓10333 

16 

2001 

Safety Release Radiator Cap. 

✓10333 

16 

V-6 2.7 L 




V-6 2.7 L 




2010-2009 

OE Equivalent Fuel Cap. 

10842 


2010-2006 

OE Equivalent Fuel Cap. 

10842 


2010-2009 

Regular Keyed Alike Fuel Cap 

17512 


2010-2006 

Oil Filler Cap. 

10082 


2010-2009 

Reqular Lockinq Fuel Cap 

10512 


2010-2006 

Regular Keyed Alike Fuel Cap. 

17512 


2010-2002 

OE Type Radiator/Coolant Recovery Tank Cap 

10233 

16 

2010-2006 

Regular Locking Fuel Cap. 

10512 


2010 

Oil Filler Cap. 

10082 


2010-2002 

OE Type Radiator/Coolant Recovery Tank Cap. 

10233 

16 

2009-2007 


10081 


2010 

Safety Release Radiator Cap. 

10333 

16 

2007-2006 


10842 


2009-2002 

Safety Release Radiator Cap. 

✓10333 

16 

2007-2006 

Regular Keyed Alike Fuel Cap 

17512 


2006-2002 

Oil Filler Cap. 

10143 


2007-2006 

Reqular Lockinq Fuel Cap 

10512 


2005-2002 

OE Equivalent Fuel Cap. 

10825 


2007-2002 

Safety Release Radiator Cap 

✓10333 

16 

2005-2002 

Regular Keyed Alike Fuel Cap. 

17595 


2006-2002 

Oil Filler Cap 

10143 


2005-2002 

Regular Locking Fuel Cap. 

10595 


2005-2002 

OE Equivalent Fuel Cap. 

10825 


Rio 




2005-2002 

Regular Keyed Alike Fuel Cap. 

17595 


4-Cyl 1.5 L 




2005-2002 

Regular Locking Fuel Cap 

10595 


2002-2001 

OE Equivalent Fuel Cap. 

10817 


Optima 




2002-2001 

Oil Filler Cap 

10137 


4-Cyl 2.0 L 




2002-2001 

Pre-Release Fuel Cap 

10819 


2015-2011 

OE Equivalent Fuel Cap 

10842 


2002-2001 

Pre-Release Keyed Alike Fuel Cap 

17501 


2015-2011 

Oil Filler Cap 

10082 


2002-2001 

Pre-Release Locking Fuel Cap 

10501 


2015-2011 

Regular Keyed Alike Fuel Cap 

17512 


2002-2001 

Regular Keyed Alike Fuel Cap 

17591 


2015-2011 


10512 


2002-2001 

Regular Locking Fuel Cap. 

10591 


2015-2011 

OE Type Radiator/Coolant Recovery Tank Cap. 

10233 

16 

2002-2001 

OE Type Radiator/Coolant Recovery Tank Cap 

10227 

13 

2014-2011 

Safety Release Radiator Cap .. . 

10333 

16 

2002-2001 

Safety Release Radiator Cap 

✓10327 

13 

4-Cyl 2.4 L 




4-Cyl 1.6 L 




2016-2003 

Oil Filler Cap. 

10082 


2016-2012 

OE Type Radiator/Coolant Recovery Tank Cap 

10233 

16 

2016-2001 


10233 

16 

2016-2006 

Oil Filler Cap. 

10082 


2015-2006 

OE Equivalent Fuel Cap. 

10842 


2016-2005 

OE Equivalent Fuel Cap. 

10842 


2015-2006 

Regular Keyed Alike Fuel Cap. 

17512 


2015-2005 

Regular Keyed Alike Fuel Cap. 

17512 


2015-2006 

Regular Locking Fuel Cap. 

10512 


2015-2005 

Regular Locking Fuel Cap. 

10512 


2014-2010 

Safety Release Radiator Cap. 

10333 

16 

2012 

OE Type Radiator/Coolant Recovery Tank Cap; To 

10227 

13 

2009-2001 

Safety Release Radiator Cap. 

✓10333 

16 


26/09/2011. 




✓Check hood clearance prior to installing this cap 
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Caps for Passenger Cars and LightTrucks (1995 and Newer) 


Application 


Kia - Continued 


Part 

Number 


PSI 


Application 


Kia - Continued 


Part 

Number 


PSI 


Rio - Continued 

4-Cyl 1.6 L 

- Continued 



2012 

OE Type Radiator/Coolant Recovery Tank Cap; From 

10233 

16 


29/06/2011 



2011-2010 

Safety Release Radiator Cap 

10327 

13 

2011-2006 

OE Type Radiator/Coolant Recovery Tank Cap 

10227 

13 

2009-2006 

Safety Release Radiator Cap 

✓10327 

13 

2005-2003 

Oil Filler Cap 

10137 


2005-2003 

OE Type Radiator/Coolant Recovery Tank Cap 

10233 

16 

2005-2003 

Safety Release Radiator Cap 

✓10333 

16 

2004-2003 

OE Equivalent Fuel Cap 

10825 


2004-2003 

Regular Keyed Alike Fuel Cap 

17595 


2004-2003 

Regular Locking Fuel Cap. 

10595 


Rio5 

4-Cyl 1.6 L 




2011-2010 

Safety Release Radiator Cap. 

10327 

13 

2011-2006 

OE Equivalent Fuel Cap. 

10842 


2011-2006 

Oil Filler Cap. 

10082 


2011-2006 

Regular Keyed Alike Fuel Cap. 

17512 


2011-2006 

Regular Locking Fuel Cap. 

10512 


2011-2006 

OE Type Radiator/Coolant Recovery Tank Cap. 

10227 

13 

2009-2006 

Safety Release Radiator Cap. 

✓10327 

13 

Rondo 

4-Cyl 2.0 L 




2016-2014 

OE Equivalent Fuel Cap. 

10842 


2016-2014 

Oil Filler Cap. 

10082 


2016-2014 

OE Type Radiator/Coolant Recovery Tank Cap. 

10233 

16 

2015-2014 

Regular Keyed Alike Fuel Cap. 

17512 


2015-2014 

Regular Locking Fuel Cap. 

10512 


4-Cyl 2.4 L 




2012-2007 

OE Equivalent Fuel Cap 

10842 


2012-2007 

Oil Filler Cap 

10082 


2012-2007 

Regular Keyed Alike Fuel Cap 

17512 


2012-2007 

Regular Locking Fuel Cap. 

10512 


2012-2007 

OE Type Radiator/Coolant Recovery Tank Cap 

10233 

16 

2011 

Safety Release Radiator Cap 

✓10333 

16 

2010 

Safety Release Radiator Cap 

10333 

16 

2009-2007 

Safety Release Radiator Cap 

✓10333 

16 

V-6 2.7 L 




2012-2007 

OE Equivalent Fuel Cap 

10842 


2012-2007 

Oil Filler Cap 

10082 


2012-2007 

Regular Keyed Alike Fuel Cap. 

17512 


2012-2007 

Regular Locking Fuel Cap. 

10512 


2012-2007 

OE Type Radiator/Coolant Recovery Tank Cap 

10233 

16 

2011 

Safety Release Radiator Cap 

✓10333 

16 

2010 

Safety Release Radiator Cap 

10333 

16 

2009-2007 

Safety Release Radiator Cap 

✓10333 

16 

Sedona 

2016 

OE Equivalent Fuel Cap 

10842 


2016 

Oil Filler Cap. 

10082 


V-6 3.3 L 




2016-2015 

OE Type Radiator/Coolant Recovery Tank Cap 

10233 

16 

2015 

OE Equivalent Fuel Cap. 

10842 


2015 

Oil Filler Cap. 

10082 


2015 

Regular Keyed Alike Fuel Cap. 

17512 


2015 

Regular Locking Fuel Cap. 

10512 


V-6 3.5 L 




2014 

OE Equivalent Fuel Cap. 

10842 


2014 

Oil Filler Cap. 

10082 


2014 

Regular Keyed Alike Fuel Cap. 

17512 



Sedona 

- Continued 



V-6 3.5 L - 

Continued 



2014 

Regular Locking Fuel Cap. 

10512 


2014 

OE Type Radiator/Coolant Recovery Tank Cap 

10233 

16 

2014 

Safety Release Radiator Cap. 

10333 

16 

2012-2011 

OE Equivalent Fuel Cap 

10842 


2012-2011 

Oil Filler Cap 

10082 


2012-2011 

Regular Keyed Alike Fuel Cap. 

17512 


2012-2011 

Regular Locking Fuel Cap. 

10512 


2012-2011 

OE Type Radiator/Coolant Recovery Tank Cap 

10233 

16 

2012-2011 

Safety Release Radiator Cap. 

10333 

16 

2005-2002 

Oil Filler Cap. 

10088 


2005-2002 

OE Type Radiator/Coolant Recovery Tank Cap 

10233 

16 

2005-2002 

Safety Release Radiator Cap. .. 

✓10333 

16 

2005 

OE Equivalent Fuel Cap; W/Calif. Emission System 

10842 


2005 

OE Equivalent Fuel Cap; W/O Calif. Emission System 

10825 


2005 

Regular Keyed Alike Fuel Cap; W/Calif. Emission 

17512 



System. 



2005 

Regular Keyed Alike Fuel Cap; W/O Calif. Emission 

17595 



System. 



2005 

Regular Locking Fuel Cap; W/Calif. Emission System 

10512 


2005 

Regular Locking Fuel Cap; W/O Calif. Emission System 

10595 


2004-2002 

OE Equivalent Fuel Cap 

10825 


2004-2002 

Regular Keyed Alike Fuel Cap 

17595 


2004-2002 

Regular Locking Fuel Cap 

10595 


V-6 3.8 L 




2010-2006 

OE Equivalent Fuel Cap 

10842 


2010-2006 

Oil Filler Cap. 

10082 


2010-2006 

Regular Keyed Alike Fuel Cap 

17512 


2010-2006 

Regular Locking Fuel Cap. 

10512 


2010-2006 

OE Type Radiator/Coolant Recovery Tank Cap 

10233 

16 

2010 

Safety Release Radiator Cap. 

10333 

16 

2009 

Safety Release Radiator Cap. 

✓10333 

16 

2008-2006 

Safety Release Radiator Cap. 

10333 

16 

Sephia 

4-Cyl 1.6 L 




1997-1995 

OE Equivalent Fuel Cap 

10817 


1997-1995 

Oil Filler Cap 

10082 


1997-1995 

Pre-Release Fuel Cap 

10819 


1997-1995 

Pre-Release Keyed Alike Fuel Cap 

17501 


1997-1995 

Pre-Release Locking Fuel Cap. 

10501 


1997-1995 

Regular Keyed Alike Fuel Cap. 

17591 


1997-1995 

Regular Locking Fuel Cap. 

10591 


1997-1995 

OE Type Radiator/Coolant Recovery Tank Cap. 

10227 

13 

1997-1995 

Safety Release Radiator Cap. 

✓10327 

13 

4-Cyl 1.8 L 




2001-1995 

OE Equivalent Fuel Cap. 

10817 


2001-1995 

Pre-Release Fuel Cap. 

10819 


2001-1995 


17501 


2001-1995 

Pre-Release Locking Fuel Cap. 

10501 


2001-1995 

Regular Keyed Alike Fuel Cap . 

17591 


2001-1995 

Regular Locking Fuel Cap. 

10591 


2001-1995 

OE Type Radiator/Coolant Recovery Tank Cap . 

10227 

13 

2001-1995 

Safety Release Radiator Cap 

✓10327 

13 

2001 

Oil Filler Cap. 

10081 


2000-1995 

Oil Filler Cap. 

10082 


Sorento 

2016 

OE Equivalent Fuel Cap 

10842 


4-Cyl 2.0 L 




2016 

Oil Filler Cap. 

10082 


2016 

OE Type Radiator/Coolant Recovery Tank Cap 

10233 

16 


✓Check hood clearance prior to installing this cap 
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Caps for Passenger Cars and LightTmcks (1995 and Newer) 


Application 


Kia - Continued 


Part 

Number 


PSI 


Application 


Kia - Continued 


Part 

Number 


PSI 


Sorento 

- Continued 



4-Cyl 2.4 L 




2016-2011 

Oil Filler Cap ,, 

10082 


2016-2011 

OE Type Radiator/Coolant Recovery Tank Cap 

10233 

16 

2015-2011 

OE Equivalent Fuel Cap 

10842 


2015-2011 

Regular Keyed Alike Fuel Cap. 

17512 


2015-2011 

Regular Locking Fuel Cap 

10512 


2014-2011 

Safety Release Radiator Cap. 

10333 

16 

V-6 3.3L 




2016-2014 

Oil Filler Cap 

10082 


2016-2014 

OE Type Radiator/Coolant Recovery Tank Cap 

10233 

16 

2015-2014 

OE Equivalent Fuel Cap. 

10842 


2015-2014 

Regular Keyed Alike Fuel Cap 

17512 


2015-2014 

Regular Locking Fuel Cap. 

10512 


2014 

Safety Release Radiator Cap 

10333 

16 

2009-2008 

OE Equivalent Fuel Cap. 

10842 


2009-2008 

Oil Filler Cap 

10082 


2009-2008 

Regular Keyed Alike Fuel Cap 

17512 


2009-2008 

Regular Locking Fuel Cap. 

10512 


2009-2008 

OE Type Radiator/Coolant Recovery Tank Cap. 

10233 

16 

2008 

Safety Release Radiator Cap. 

✓10333 

16 

V-6 3.5 L 




2013-2011 

OE Equivalent Fuel Cap. 

10842 


2013-2011 

Oil Filler Cap. 

10082 


2013-2011 

Regular Keyed Alike Fuel Cap. 

17512 


2013-2011 

Regular Locking Fuel Cap. 

10512 


2013-2011 

OE Type Radiator/Coolant Recovery Tank Cap. 

10233 

16 

2013-2011 

Safety Release Radiator Cap. 

10333 

16 

2006-2005 

OE Equivalent Fuel Cap. 

10842 


2006-2005 

Regular Keyed Alike Fuel Cap 

17512 


2006-2005 

Regular Locking Fuel Cap. 

10512 


2006-2003 

Oil Filler Cap. 

10082 


2006-2003 

OE Type Radiator/Coolant Recovery Tank Cap 

10233 

16 

2006-2003 

Safety Release Radiator Cap 

✓10333 

16 

2004-2003 

OE Equivalent Fuel Cap. 

10825 


2004-2003 

Regular Keyed Alike Fuel Cap 

17595 


2004-2003 

Regular Locking Fuel Cap 

10595 


V-6 3.8 L 




2009-2007 

OE Equivalent Fuel Cap 

10842 


2009-2007 

Oil Filler Cap 

10082 


2009-2007 

Regular Keyed Alike Fuel Cap 

17512 


2009-2007 

Regular Locking Fuel Cap 

10512 


2009-2007 

OE Type Radiator/Coolant Recovery Tank Cap 

10233 

16 

2009 

Safety Release Radiator Cap. 

10333 

16 

2008-2007 

Safety Release Radiator Cap. 

✓10333 

16 

Soul 

4-Cyl 1.6 L 




2016-2010 

OE Equivalent Fuel Cap. 

10842 


2016-2010 

Oil Filler Cap. 

10082 


2016-2010 

OE Type Radiator/Coolant Recovery Tank Cap 

10233 

16 

2015-2010 

Regular Keyed Alike Fuel Cap. 

17512 


2015-2010 

Regular Locking Fuel Cap 

10512 


2014-2010 

Safety Release Radiator Cap. 

10333 

16 

4-Cyl 2.0 L 




2016-2010 

OE Equivalent Fuel Cap 

10842 


2016-2010 

Oil Filler Cap. 

10082 


2016-2010 

OE Type Radiator/Coolant Recovery Tank Cap. 

10233 

16 

2015-2010 

Regular Keyed Alike Fuel Cap. 

17512 


2015-2010 

Regular Locking Fuel Cap. 

10512 


2014-2010 

Safety Release Radiator Cap. 

10333 

16 


Soul EV 

2016-2015 

OE Type Radiator/Coolant Recovery Tank Cap 

10233 

16 

2016-2015 

Safety Release Radiator Cap. 

10333 

16 

Spectra 

4-Cyl 1.8 L 




2004-2003 

OE Equivalent Fuel Cap. 

10825 


2004-2003 

Regular Keyed Alike Fuel Cap. 

17595 


2004-2003 

Regular Locking Fuel Cap. 

10595 


2004-2003 

OE Type Radiator/Coolant Recovery Tank Cap 

10233 

16 

2004-2003 

Safety Release Radiator Cap. 

✓10333 

16 

2004-2001 

Oil Filler Cap. 

10081 


2002-2000 

OE Equivalent Fuel Cap. 

10817 


2002-2000 

Pre-Release Fuel Cap. 

10819 


2002-2000 

Pre-Release Keyed Alike Fuel Cap 

17501 


2002-2000 

Pre-Release Locking Fuel Cap 

10501 


2002-2000 

Regular Keyed Alike Fuel Cap. 

17591 


2002-2000 

Regular Locking Fuel Cap. 

10591 


2002-2000 

OE Type Radiator/Coolant Recovery Tank Cap. 

10227 

13 

2002-2000 

Safety Release Radiator Cap. 

✓10327 

13 

2000 

Oil Filler Cap. 

10082 


4-Cyl 2.0 L 




2009-2008 

Oil Filler Cap. 

10082 


2009-2004 

OE Equivalent Fuel Cap. 

10842 


2009-2004 

Regular Keyed Alike Fuel Cap. 

17512 


2009-2004 

Regular Locking Fuel Cap. 

10512 


2009-2004 

OE Type Radiator/Coolant Recovery Tank Cap. 

10233 

16 

2009-2004 

Safety Release Radiator Cap. 

✓10333 

16 

2007-2004 

Oil Filler Cap. 

10081 


Spectra5 

4-Cyl 2.0 L 




2009-2008 

Oil Filler Cap. 

10082 


2009-2005 

OE Equivalent Fuel Cap. 

10842 


2009-2005 

Regular Keyed Alike Fuel Cap 

17512 


2009-2005 

Regular Locking Fuel Cap. 

10512 


2009-2005 

OE Type Radiator/Coolant Recovery Tank Cap 

10233 

16 

2009-2005 

Safety Release Radiator Cap. 

✓10333 

16 

2007-2005 

Oil Filler Cap 

10081 


Spoilage 

4-Cyl 2.0 L 




2016-2008 

Oil Filler Cap. 

10082 


2016-2005 

OE Equivalent Fuel Cap. 

10842 


2016-2005 

OE Type Radiator/Coolant Recovery Tank Cap. 

10233 

16 

2015-2005 

Regular Keyed Alike Fuel Cap. 

17512 


2015-2005 

Regular Locking Fuel Cap. 

10512 


2013-2010 

Safety Release Radiator Cap. 

10333 

16 

2009-2007 

Safety Release Radiator Cap. 

✓10333 

16 

2007 

Oil Filler Cap. 

10081 


2006 

Oil Filler Cap. 

10082 


2005 

Oil Filler Cap. 

10081 


2005 

Safety Release Radiator Cap 

✓10333 

16 

2002-1995 

OE Equivalent Fuel Cap. 

10817 


2002-1995 

Oil Filler Cap. 

10082 


2002-1995 

Pre-Release Fuel Cap. 

10819 


2002-1995 

Pre-Release Keyed Alike Fuel Cap. 

17501 


2002-1995 

Pre-Release Locking Fuel Cap. 

10501 


2002-1995 

Regular Keyed Alike Fuel Cap. 

17591 


2002-1995 

Regular Locking Fuel Cap. 

10591 


2002-1995 

OE Type Radiator/Coolant Recovery Tank Cap . 

10227 

13 

2002-1995 

Safety Release Radiator Cap. 

✓10327 

13 
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Caps for Passenger Cars and LightTrucks (1995 and Newer) 


Application 


Kia - Continued 


Part 

Number 


PSI 


Sportage - Continued ! 

4-Cyl 2.4 L 




2016-2011 

OE Equivalent Fuel Cap 

10842 


2016-2011 

Oil Filler Cap. 

10082 


2016-2011 

OE Type Radiator/Coolant Recovery Tank Cap 

10233 

16 

2015-2011 

Regular Keyed Alike Fuel Cap. 

17512 


2015-2011 

Regular Locking Fuel Cap. 

10512 


2013-2011 

Safety Release Radiator Cap 

10333 

16 

V-6 2.7 L 




2010-2007 

Oil Filler Cap 

10143 


2010-2005 

OE Equivalent Fuel Cap 

10842 


2010-2005 

Regular Keyed Alike Fuel Cap 

17512 


2010-2005 

Regular Locking Fuel Cap. 

10512 


2010-2005 

OE Type Radiator/Coolant Recovery Tank Cap 

10233 

16 

2010 

Safety Release Radiator Cap 

10333 

16 

2009-2005 

Safety Release Radiator Cap 

✓10333 

16 

2006 

Oil Filler Cap 

10082 


2005 

Oil Filler Cap 

10143 


Land Rover 

Defender 90 

V-8 3.9 L 




1995 

Pre-Release Fuel Cap. 

10819 


1995 

Pre-Release Keyed Alike Fuel Cap. 

17501 


1995 

Pre-Release Locking Fuel Cap. 

10501 


V-8 4.0 L 




1997 

Oil Filler Cap. 

10147 


1997 

Pre-Release Fuel Cap. 

10819 


1997 

Pre-Release Keyed Alike Fuel Cap. 

17501 


1997 

Pre-Release Locking Fuel Cap. 

10501 


Discovery 

V-8 3.9 L 




1995 

Oil Filler Cap. 

10147 


1995 

Pre-Release Fuel Cap. 

10819 


1995 

Pre-Release Keyed Alike Fuel Cap. 

17501 


1995 

Pre-Release Locking Fuel Cap. 

10501 


V-8 4.0 L 




2002-1999 

OE Type Radiator Cap. 

10246 

20 

2002-1996 

Oil Filler Cap. 

10147 


2002-1996 

Pre-Release Fuel Cap. 

10819 


2002-1996 

Pre-Release Keyed Alike Fuel Cap. 

17501 


2002-1996 

Pre-Release Locking Fuel Cap. 

10501 


1999 

Or Equivalent Fuel Cap 

10817 


1999 

Regular Keyed Alike Fuel Cap. 

17591 


1999 

Regular Locking Fuel Cap. 

10591 


V-8 4.6 L 




2004-2003 

OE Equivalent Fuel Cap 

10817 


2004-2003 

Oil Filler Cap 

10147 


2004-2003 

Pre-Release Fuel Cap. 

10819 


2004-2003 

Pre-Release Keyed Alike Fuel Cap 

17501 


2004-2003 

Pre-Release Locking Fuel Cap. 

10501 


2004-2003 

Regular Keyed Alike Fuel Cap 

17591 


2004-2003 

Regular Locking Fuel Cap. 

10591 


2004-2003 

OE Type Radiator Cap 

10246 

20 

Freelander 

V-6 2.5 L 




2005-2004 

Oil Filler Cap 

10081 


2005-2003 

OE Type Radiator Cap. 

10238 

16 

2002 

Oil Filler Cap 

10081 



Application 


Land Rover - Continued 


Part 

Number 


PSI 


LR3 i 

V-6 4.0 L 




2009-2005 

OE Equivalent Fuel Cap 

10851 


2009-2005 

Regular Keyed Alike Fuel Cap 

17521 


2009-2005 

Regular Locking Fuel Cap. 

10521 


2009-2005 

OE Type Radiator Cap 

10238 

16 

2007-2005 

Oil Filler Cap 

10117 


V-8 4.4 L 




2009-2005 

OE Equivalent Fuel Cap 

10851 


2009-2005 

Oil Filler Cap. 

10117 


2009-2005 

Regular Keyed Alike Fuel Cap 

17521 


2009-2005 

Regular Locking Fuel Cap 

10521 


2009-2005 

OE Type Radiator Cap. 

10238 

16 

LR4 ! 

V-8 5.0 L 




2010 

OE Equivalent Fuel Cap 

10851 


2010 

Regular Keyed Alike Fuel Cap 

17521 


2010 

Regular Locking Fuel Cap. 

10521 


Range Rover 

V-8 3.9 L 




1995 

Pre-Release Fuel Cap 

10819 


1995 

Pre-Release Keyed Alike Fuel Cap 

17501 


1995 

Pre-Release Locking Fuel Cap. 

10501 


V-8 4.0 L 




2000-1995 

Oil Filler Cap 

10147 


2000-1995 

Pre-Release Fuel Cap. 

10819 


2000-1995 

Pre-Release Keyed Alike Fuel Cap 

17501 


2000-1995 

Pre-Release Locking Fuel Cap. 

10501 


2000-1995 

OE Type Radiator Cap. 

10246 

20 

2000 

OE Equivalent Fuel Cap. 

10817 


2000 

Regular Keyed Alike Fuel Cap. 

17591 


2000 

Regular Locking Fuel Cap. 

10591 


V-8 4.2 L 




2009-2006 

Oil Filler Cap. 

10117 


2009-2006 

OE Type Radiator Cap. 

10238 

16 

2006 

OE Equivalent Fuel Cap. 

10851 


2006 

Regular Keyed Alike Fuel Cap. 

17521 


2006 

Regular Locking Fuel Cap. 

10521 


1995 

Pre-Release Fuel Cap. 

10819 


1995 

Pre-Release Keyed Alike Fuel Cap. 

17501 


1995 

Pre-Release Locking Fuel Cap. 

10501 


V-8 4.4 L 




2009-2006 

Oil Filler Cap. 

10117 


2009-2006 

OE Type Radiator Cap. 

10238 

16 

2006-2004 

OE Equivalent Fuel Cap 

10851 


2006-2004 

Regular Keyed Alike Fuel Cap 

17521 


2006-2004 

Regular Locking Fuel Cap 

10521 


2005-2003 

Oil Filler Cap 

10131 


2005-2003 

OE Type Radiator Cap. 

10246 

20 

2003 

OE Equivalent Fuel Cap; From (VJ3A132478 

10851 


2003 

Regular Keyed Alike Fuel Cap; From (V)3A132478 

17521 


2003 

Regular Locking Fuel Cap; From (VJ3A132478 

10521 


V-8 4.6 L 

OE Equivalent Fuel Cap 

10817 


2002-2000 


2002-2000 

Reqular Keyed Alike Fuel Cap 

17591 


2002-2000 

Regular Locking Fuel Cap. 

10591 


2002-1996 

Oil Filler Cap 

10147 


2002-1996 

Pre-Release Fuel Cap. 

10819 


2002-1996 

Pre-Release Keyed Alike Fuel Cap 

17501 


2002-1996 

Pre-Release Locking Fuel Cap . ... 

10501 



✓Check hood clearance prior to installing this cap 
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Caps for Passenger Cars and LightTmcks (1995 and Newer) 



✓Check hood clearance prior to installing this cap 
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Caps for Passenger Cars and LightTrucks (1995 and Newer) 


Application 


Lexus - Continued 


GS400 - Continued 


Part 

Number 


PSI 


Part 

Number 


PSI 


Application 


Lexus - Continued 


IS250 - Continued 

V-6 2.5 L - Continued 

2015-2006 OE Equivalent Fuel Cap. 10834 

2015-2006 Regular Keyed Alike Fuel Cap. 17504 

2015-2006 Regular Locking Fuel Cap. 10504 

2014- 2006 OE Type Radiator Cap. 10242 16 

2006 Oil Filler Cap. 10121 

IS300 

6-Cyl 3.0 L 

2005-2001 OE Equivalent Fuel Cap 10834 

2005-2001 Oil Filler Cap. 10121 

2005-2001 Regular Keyed Alike Fuel Cap. 17504 

2005-2001 Regular Locking Fuel Cap 10504 

2005- 2001 OE Type Radiator Cap. 10242 16 

IS350 

V-6 3.5 L 

2015- 2006 OE Equivalent Fuel Cap. 10834 

2015-2006 Regular Keyed Alike Fuel Cap. 17504 

2015-2006 Regular Locking Fuel Cap. 10504 

2014-2006 OE Type Radiator Cap. 10242 16 

2013- 2006 Oil Filler Cap. 10135 

ISF 

V-8 5.0 L 

2014- 2008 OE Equivalent Fuel Cap. 10834 

2014-2008 Regular Keyed Alike Fuel Cap. 17504 

2014-2008 Regular Locking Fuel Cap. 10504 

2014-2008 OE Type Radiator Cap. 10254 16 

LFA 

V-104.8L 

2012 OE Equivalent Fuel Cap. 10834 

2012 Regular Keyed Alike Fuel Cap. 17504 

2012 Regular Locking Fuel Cap. 10504 

LS400 

V-8 4.0 L 

2000-1995 OE Equivalent Fuel Cap. 10825 

2000-1995 Oil Filler Cap. 10080 

2000-1995 Regular Keyed Alike Fuel Cap. 17595 

2000-1995 Regular Locking Fuel Cap. 10595 

2000-1995 OE Type Radiator/Coolant Recovery Tank Cap. 10227 13 

2000-1995 Safety Release Radiator Cap. ✓I 0327 13 

LS430 

V-8 4.3 L 

2006- 2001 OE Equivalent Fuel Cap 10834 

2006-2001 Oil Filler Cap 10080 

2006-2001 Regular Keyed Alike Fuel Cap 17504 

2006-2001 Regular Locking Fuel Cap 10504 

2006-2001 OE Type Radiator Cap 10242 16 

LS460 

V-8 4.6 L 

2014-2007 OE Equivalent Fuel Cap 10834 

2014-2007 Oil Filler Cap. 10135 

2014-2007 Regular Keyed Alike Fuel Cap. 17504 

2014-2007 Regular Locking Fuel Cap 10504 

2013-2007 OE Type Radiator Cap. 10254 16 

LS600h 

V-8 5.0 L 

2014 OE Equivalent Fuel Cap. 10834 

2014 Oil Filler Cap. 10135 

2014 Regular Keyed Alike Fuel Cap. 17504 

2014 Regular Locking Fuel Cap. 10504 


V-8 4.0 L - Continued 

2000-1998 Regular Keyed Alike Fuel Cap 
2000-1998 Regular Locking Fuel Cap 
2000-1998 OE Type Radiator Cap 


GS430 


V-8 4.3 L 

2007-2006 OE Equivalent Fuel Cap 
2007-2006 Regular Keyed Alike Fuel Cap 
2007-2006 Regular Locking Fuel Cap 

2007-2001 Oil Filler Cap. 

2007-2001 OE Type Radiator Cap. 

2005-2001 OE Equivalent Fuel Cap. 

2005-2001 Regular Keyed Alike Fuel Cap 
2005-2001 Regular Locking Fuel Cap. 


17595 

10595 

10242 


10839 

17509 

10509 

10080 

10242 

10834 

17504 

10504 


GS450h 


V-6 3.5 L 

2011 Oil Filler Cap. 

V-6 3.5 L ELECTRIC/GAS 

2015-2013 OE Equivalent Fuel Cap. 

2015-2013 Regular Keyed Alike Fuel Cap 

2015-2013 Regular Locking Fuel Cap. 

2011-2007 OE Equivalent Fuel Cap. 

2011-2007 Regular Keyed Alike Fuel Cap 

2011-2007 Regular Locking Fuel Cap. 

2011-2007 OE Type Radiator Cap 
2010-2007 Oil Filler Cap. 


GS460 


10135 

10834 

17504 

10504 

10825 

17595 

10595 

10242 

10135 


V-8 4.6 L 

2011-2008 OE Equivalent Fuel Cap. 

2011-2008 Oil Filler Cap. 

2011-2008 Regular Keyed Alike Fuel Cap 
2011-2008 Regular Locking Fuel Cap 
2011-2008 OE Type Radiator Cap. 


GX460 


GX470 


V-8 4.7 L 

2009-2003 

2009-2003 

2009-2003 

2009-2003 

2009-2003 


OE Equivalent Fuel Cap 
Oil Filler Cap 

Regular Keyed Alike Fuel Cap 
Regular Locking Fuel Cap 
OE Type Radiator Cap 


10834 

10135 

17504 

10504 

10254 


V-8 4.6 L 

2015-2010 

OE Equivalent Fuel Cap. 

10834 

2015-2010 

Oil Filler Cap. 

10135 

2015-2010 

Regular Keyed Alike Fuel Cap. 

17504 

2015-2010 

Regular Locking Fuel Cap. 

10504 

2015-2010 

OE Type Radiator Cap. 

10242 


10839 

10080 

17509 

10509 

10242 


HS250h 


4-Cyl 2.4 L 

2011 OE Type Radiator Cap; To 09/2010 

4-Cyl 2.4 L ELECTRIC/GAS 

2012-2010 OE Equivalent Fuel Cap 
2012-2010 Oil Filler Cap 
2012-2010 Regular Keyed Alike Fuel Cap 
2012-2010 Regular Locking Fuel Cap 
2010 OE Type Radiator Cap. 


10254 

10834 

10135 

17504 

10504 

10254 


IS250 


V-6 2.5 L 

2015-2007 Oil Filler Cap. 


10135 


✓Check hood clearance prior to installing this cap 
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Caps for Passenger Cars and LightTmcks (1995 and Newer) 


Application 


Part 

Number 

PSI 

Application 


Part 

Number 

PSI 

Lexus 

- Continued 



Lexus 

- Continued 



LS600h 

- Continued 



RX300- 

Continued 



V-8 5.0L- 

Continued 



V- 6 3.0 L - 

Continued 



2010 

Oil Filler CaD 

10135 


2003 

OE Type Radiator Cap. 

10242 

16 

V-8 5.0 L ELECTRIC/GAS 



2002 

OE Type Radiator/Coolant Recovery Tank Cap. 

10233 

16 

2013-2011 

Oil Filler Cap 

10135 


2002 


✓10333 

16 

2013 

OE Equivalent Fuel Cap. 

10834 


2001 


10242 

16 

2013 

Regular Keyed Alike Fuel Cap 

17504 


2000-1999 


10825 


2013 

Regular Locking Fuel Cap. 

10504 


2000-1999 


17595 


2012-2008 

OE Equivalent Fuel Cap 

10825 


2000-1999 

Regular Locking Fuel Cap. 

10595 


2012-2008 

Regular Keyed Alike Fuel Cap 

17595 


2000-1999 

OE Type Radiator Cap. 

10241 

13 









2012-2008 

Regular Locking Fuel Cap. 

10595 


RX330 1 

2012-2008 

OE Type Radiator Cap. 

10254 

16 

V-6 3.3 L 




2009-2008 

Oil Filler Cap 

10135 


2006-2004 

OE Equivalent Fuel Cap. 

10839 


LX450 

2006-2004 

Oil Filler Cap 

10121 


6-Cyl 4.5 L 




2006-2004 

Regular Keyed Alike Fuel Cap 

17509 


1997-1996 

OE Equivalent Fuel Cap 

10825 


2006-2004 

Regular Locking Fuel Cap. 

10509 


1997-1996 

Oil Filler Cap 

10080 


2006-2004 

OE Type Radiator Cap 

10241 

13 

1997-1996 

Regular Keyed Alike Fuel Cap. 

17595 


RX350 i 

1997-1996 

Regular Locking Fuel Cap 

10595 


V-6 3.5 L 




1997-1996 

OE Type Radiator/Coolant Recovery Tank Cap 

10227 

13 

2015-2010 

Oil Filler Cap. 

10135 


1997-1996 

Safety Release Radiator Cap .. . 

✓10327 

13 

2015-2008 

OE Type Radiator Cap 

10242 

16 

LX470 

2015-2007 

OE Equivalent Fuel Cap. 

10834 


V-8 4.7 L 




2015-2007 

Regular Keyed Alike Fuel Cap. 

17504 


2007-2001 

OE Equivalent Fuel Cap. 

10834 


2015-2007 


10504 


2007-2001 

Regular Keyed Alike Fuel Cap. 

17504 


2009 


10080 


2007-2001 

Regular Locking Fuel Cap. 

10504 


2008-2007 

Oil Filler Cap. 

10135 


2007-1998 

Oil Filler Cap. 

10080 


2007 

OE Type Radiator/Coolant Recovery Tank Cap. 

10233 

16 

2007-1998 

OE Type Radiator/Coolant Recovery Tank Cap. 

10233 

16 

2007 

Safety Release Radiator Cap. 

✓10333 

16 

2007-1998 

Safety Release Radiator Cap. 

✓10333 

16 

RX400h ! 

2000-1998 

OE Equivalent Fuel Cap. 

10825 


V-6 3.3 L ELECTRIC/GAS 



2000-1998 

Regular Keyed Alike Fuel Cap. 

17595 


2008-2006 

OE Equivalent Fuel Cap. 

10825 


2000-1998 

Regular Locking Fuel Cap. 

10595 


2008-2006 

Oil Filler Cap. 

10121 


LX570 

2008-2006 

Regular Keyed Alike Fuel Cap. 

17595 


V-8 5.7 L 




2008-2006 

Regular Locking Fuel Cap. 

10595 


2015-2013 

OE Equivalent Fuel Cap. 

10834 


2008-2006 

OE Type Radiator Cap 

10241 

13 









2015-2013 

Oil Filler Cap. 

10135 


RX450h ! 

2015-2013 

Regular Keyed Alike Fuel Cap 

17504 


V-6 3.5 L 




2015-2013 

Regular Locking Fuel Cap. ., 

10504 


2015-2012 


10242 

16 

2015-2013 

OE Type Radiator Cap . 

10242 

16 

2015-2011 

Oil Filler Cap. 

10135 


2011-2008 

OE Equivalent Fuel Cap. 

10834 


2015 

OE Equivalent Fuel Cap; From 08/2013 . 

10834 


2011-2008 

Oil Filler Cap. 

10135 


2015 

Regular Keyed Alike Fuel Cap; From 08/2013,, 

17504 


2011-2008 

Regular Keyed Alike Fuel Cap 

17504 


2015 

Regular Locking Fuel Cap; From 08/2013 

10504 


2011-2008 

Regular Locking Fuel Cap 

10504 


V-6 3.5 L ELECTRIC/GAS 



2011-2008 

OE Type Radiator Cap 

10242 

16 

2014-2010 


10825 










RC350 

2014-2010 

Regular Keyed Alike Fuel Cap. 

17595 


V-6 3.5L 




2014-2010 

Regular Locking Fuel Cap. 

10595 


2015 

OE Equivalent Fuel Cap 

10834 


2011-2010 

OE Type Radiator Cap 

10242 

16 

2015 

Regular Keyed Alike Fuel Cap. 

17504 


2010 

Oil Filler Cap. 

10135 


2015 

Regular Locking Fuel Cap 

10504 


SC300 

RCF 

6-Cyl 3.0 L 




V-8 5.0 L 




2000-1997 

Oil Filler Cap 

10121 


2015 

OE Equivalent Fuel Cap. 

10834 


2000-1995 

OE Equivalent Fuel Cap. 

10825 


2015 

Regular Keyed Alike Fuel Cap 

17504 


2000-1995 

Regular Keyed Alike Fuel Cap 

17595 


2015 

Regular Locking Fuel Cap. 

10504 


2000-1995 

Regular Locking Fuel Cap. 

10595 


RX300 

2000-1995 

OE Type Radiator Cap 

10241 

13 

V-6 3.0L 




1996-1995 

Oil Filler Cap. 

10113 


2003-2001 

OE Equivalent Fuel Cap 

10834 


SC400 ! 

2003-2001 

Regular Keyed Alike Fuel Cap. 

17504 


V-8 4.0 L 




2003-2001 

Regular Locking Fuel Cap 

10504 


2000-1995 

OE Equivalent Fuel Cap. 

10825 


2003-1999 

Oil Filler Cap 

10121 


2000-1995 

Oil Filler Cap. 

10080 











✓Check hood clearance prior to installing this cap 
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Caps for Passenger Cars and LightTrucks (1995 and Newer) 


Application 

Part 

Number 

PSI 

Application 


Part 

Number 

PSI 

Lexus 

- Continued 



Lincoln - Continued 



SC400- 

Continued 



LS ! 

V-84.0L- 

Continued 



V-6 3.0 L 




2000-1995 

Regular Keyed Alike Fuel Cap. 

17595 


2005-2004 

Oil Filler Cap. 

10081 


2000-1995 

Regular Locking Fuel Cap. 

10595 


2005-2000 

OE Equivalent Fuel Cap 

10832 


2000 

OE Type Radiator Cap. 

10242 

16 

2005-2000 

Regular Keyed Alike Fuel Cap. 

17502 


1999-1995 

OE Type Radiator/Coolant Recovery Tank Cap 

10227 

13 

2005-2000 

Regular Locking Fuel Cap. 

10502 


1999-1995 

Safety Release Radiator Cap 

✓10327 

13 

2005-2000 

OE Type Radiator Cap 

10238 

16 

SC430 




2003-2001 

Oil Filler Cap. 

10117 


V-84.3L 




2000 

Oil Filler Cap 

10081 


2010-2002 

OE Equivalent Fuel Cap 

10834 


V-8 3.9 L 




2010-2002 

Regular Keyed Alike Fuel Cap 

17504 


2006-2000 

OE Equivalent Fuel Cap 

10832 


2010-2002 

Regular Locking Fuel Cap. 

10504 


2006-2000 

Regular Keyed Alike Fuel Cap 

17502 


2010-2002 

OE Type Radiator Cap 

10242 

16 

2006-2000 

Regular Locking Fuel Cap. 

10502 


2010 


10135 


2006-2000 

OE Type Radiator Cap 

10238 

16 

2009-2002 

Oil Filler Cap 

10080 


2006 

Oil Filler Cap. 

10101 


Lincoln 



2005-2003 

Oil Filler Cap. 

10081 






2002 

Oil Filler Cap. 

. 10101 


Aviator 




2001-2000 

Oil Filler Cap. 

. 10081 


V-84.6L 

2005-2004 

OE Equivalent Fuel Cap; For Black Bottom O.E. Cap 

10832 


Mark LT 

2005-2004 

OE Equivalent Fuel Cap; For White Bottom O.E. Cap 

10840 


V-8 5.4 L 





W/Oranqe O-Rinq Seal . 



2008-2006 

OE Equivalent Fuel Cap 

10840 


2005-2004 

Regular Keyed Alike Fuel Cap; For Black Bottom O.E. 

17502 


2008-2006 

Oil Filler Cap. 

10117 



Cap 



2008-2006 

Regular Keyed Alike Fuel Cap. 

. 17510 


2005-2004 

Regular Keyed Alike Fuel Cap; For White Bottom O.E. 
Cap W/Orange O-Ring Seal 

17510 


2008-2006 

Regular Locking Fuel Cap. 

. 10510 


2005-2004 


10502 


2008-2006 

OE Type Radiator Cap. 

10238 

16 

2005-2004 

Regular Locking Fuel Cap; For White Bottom O.E. Cap 

10510 


Mark VIII [ 


W/Orange O-Ring Seal 



V-8 4.6 L 




2005-2003 

OE Type Radiator Cap 

10238 

16 

1998-1997 

OE Equivalent Fuel Cap. 

. 10832 


2005 

Oil Filler Cap 

10117 


1998-1997 

Regular Keyed Alike Fuel Cap. 

. 17502 


2004-2003 

Oil Filler Cap 

10081 


1998-1997 

Regular Locking Fuel Cap. 

10502 


2003 

OE Equivalent Fuel Cap 

10832 


1998-1995 

Oil Filler Cap. 

10081 


2003 

Regular Keyed Alike Fuel Cap. 

17502 


1998-1995 

OE Type Radiator Cap. 

10238 

16 

2003 

Regular Locking Fuel Cap. 

10502 


1996-1995 

Pre-Release Fuel Cap. 

10819 


Blackwood 

1996-1995 

Pre-Release Keyed Alike Fuel Cap. 

17501 


V-8 5.4 L 




1996-1995 

Pre-Release Locking Fuel Cap. 

10501 


2002 

OE Equivalent Fuel Cap. 

10832 


MKS ! 

2002 

Oil Filler Cap. 

10081 


V-6 3.5 L 




2002 

Regular Keyed Alike Fuel Cap. 

17502 


2016-2010 

Oil Filler Cap. 

10117 


2002 

Regular Locking Fuel Cap. 

10502 


2016-2010 

OE Type Radiator Cap. 

10238 

16 

2002 

OE TvDe Radiator CaD 

10238 

16 

2015-2010 

Regular Locking Fuel Cap 

10524 


Continental 



V-6 3.7 L 




V-8 4.6 L 




2016-2009 

Oil Filler Cap 

10117 


2002-1998 

OE Equivalent Fuel Cap. 

10832 


2016-2009 

OE Type Radiator Cap. . 

10238 

16 

2002-1998 

Regular Keyed Alike Fuel Cap. 

17502 


2015-2009 

Regular Locking Fuel Cap. 

10524 


2002-1998 

Regular Locking Fuel Cap. 

10502 


MKT ; 

2002-1995 

Oil Filler Cap. 

10081 


4-Cyl 2.0 L 




2002-1995 


10238 

16 

2016-2013 

OE Type Radiator Cap 

10238 

16 

1997 

OE Equivalent Fuel Cap; W/Snap-On Fuel Cap. 

10832 


2014-2013 

Regular Locking Fuel Cap 

10524 


1997 

Pre-Release Fuel Cap; W/O Snap-On Fuel Cap. 

10819 


V-6 3.5 L 




1997 

Pre-Release Keyed Alike Fuel Cap; W/O Snap-On Fuel 

17501 


2017-2010 

OE Type Radiator Cap. 

10238 

16 


Cap 



2017 

Regular Locking Fuel Cap. 

10524 


1997 

Pre-Release Locking Fuel Cap; W/O Snap-On Fuel 

10501 


2016-2015 

Oil Filler Cap 

10117 






2014-2010 


10524 


1997 

Regular Keyed Alike Fuel Cap; W/Snap-On Fuel Cap 

17502 










2014 

Oil Filler Cap; From 02/06/2014 . ... 

10117 


1997 

Regular Locking Fuel Cap; W/Snap-On Fuel Cap 

10502 










2011-2010 

Oil Filler Cap. 

10117 


1996-1995 

Pre-Release Fuel Cap 

10819 










V-6 3.7 L 




1996-1995 

Pre-Release Keyed Alike Fuel Cap. 

17501 










2017-2010 

OE Type Radiator Cap 

10238 

16 

1996-1995 

Pre-Release Locking Fuel Cap. 

10501 










2016-2010 

Oil Filler Cap. 

10117 






2014-2010 

Regular Locking Fuel Cap. 

. 10524 



✓Check hood clearance prior to installing this cap 
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Caps for Passenger Cars and LightTmcks (1995 and Newer) 


Application 


Part 

Number 

PSI 

Application 


Part 

Number 

PSI 

Lincoln - Continued 



Lincoln 

- Continued 



MKX 

Town Car ! 

V-6 3.5 L 




V-8 4.6 L 




2010-2007 

OE Equivalent Fuel Cap 

10840 


2011-2006 

Oil Filler Cap. 

10117 


2010-2007 

Oil Filler Cap ,, 

10117 


2011-2005 

OE Equivalent Fuel Cap. 

10840 


2010-2007 

Regular Keyed Alike Fuel Cap 

17510 


2011-2005 

Regular Keyed Alike Fuel Cap. 

17510 


2010-2007 

Regular Locking Fuel Cap 

10510 


2011-2005 

Regular Locking Fuel Cap. 

10510 


2010-2007 

OE Type Radiator Cap. 

10238 

16 

2011-1995 

OE Type Radiator Cap. 

10238 

16 

V-6 3.7 L 




2005 

Oil Filler Cap. 

10101 


2016-2011 

Oil Filler Cap 

10117 


2004-2003 

Oil Filler Cap. 

10117 


2015-2011 

Regular Locking Fuel Cap. 

10524 


2004-1996 


10832 


2015-2011 

OE Type Radiator Cap 

10238 

16 

2004-1996 

Regular Keyed Alike Fuel Cap. 

17502 


MKZ 




2004-1996 

Regular Locking Fuel Cap. 

10502 


4-Cyl 2.0 L 




2002-1995 

Oil Filler Cap. 

10081 


2013 

Oil Filler Cap 

10144 


1995 

Pre-Release Fuel Cap .. .. 

10819 


4-Cyl 2.0 L 

ELECTRIC/GAS 



1995 

Pre-Release Keyed Alike Fuel Cap 

17501 


2016-2014 

Oil Filler Cap 

10144 


1995 

Pre-Release Locking Fuel Cap 

10501 


4-Cyl 2.5 L 




V-8 4.6 L FLEX 



2012-2011 

Oil Filler Cap 

10144 


2011-2007 

Flex Fuel Keyed Alike Fuel Cap; Yellow 

17510Y 


2012-2011 

OE Type Radiator Cap. 

10238 

16 

2011-2007 


10840Y 


4-Cyl 2.5 L 

ELECTRIC/GAS 



2011-2007 

Flex Fuel Regular Locking Fuel Cap; Yellow. 

10510Y 


2012-2011 

Regular Locking Fuel Cap 

10524 


2011-2006 

OE Equivalent Fuel Cap. 

10840 


V-6 3.5 L 




2011-2006 

Oil Filler Cap. 

10117 


2012-2010 

Regular Locking Fuel Cap 

10524 


2011-2006 

Regular Keyed Alike Fuel Cap. 

17510 


2012-2007 

Oil Filler Cap 

10117 


2011-2006 

Regular Locking Fuel Cap. 

10510 


2012-2007 

OE Type Radiator Cap. 

10238 

16 

2011-2006 


10238 

16 

2009-2007 

OE Equivalent Fuel Cap 

10840 


Zephyr 



2009-2007 

Regular Keyed Alike Fuel Cap 

17510 


V-6 3.0 L 




2009-2007 

Regular Locking Fuel Cap 

10510 


2006 

OE Equivalent Fuel Cap. 

10840 


V-6 3.7 L 




2006 

Oil Filler Cap. 

10117 


2016-2013 

Oil Filler Cap 

10117 


2006 

Reqular Keyed Alike Fuel Cap 

17510 


Navigator 



2006 

Regular Locking Fuel Cap. 

10510 


V-6 3.5 L 

OE Type Radiator Cap. 

10238 

16 

2006 

OE Type Radiator Cap 

10238 

16 






2017 


10524 


Mazda 




2015 

Regular Locking Fuel Cap 

10524 


2 

V-8 5.4 L 




4-Cyl 1.5 L 




2014 

Oil Filler Cap 

10117 


2014-2011 

OE Equivalent Fuel Cap. 

10834 


2014 

OE Type Radiator/Coolant Recovery Tank Cap 

10233 

16 

2014-2011 

Oil Filler Cap 

10082 


2014 

Safety Release Radiator Cap 

10333 

16 

2014-2011 

Regular Keyed Alike Fuel Cap. 

17504 


2012-2011 

Oil Filler Cap 

10117 


2014-2011 

Regular Locking Fuel Cap. 

10504 


2012-2011 

Regular Locking Fuel Cap. 

10524 


2014-2011 

OE Type Radiator Cap. 

10242 

16 

2012-2011 

OE Type Radiator/Coolant Recovery Tank Cap. 

10233 

16 

3 

2012-2011 

Safety Release Radiator Cap. 

10333 

16 

4-Cyl 2.0 L 




2008-2005 

OE Equivalent Fuel Cap. 

10840 


2013-2010 

OE Equivalent Fuel Cap. 

10840 


2008-2005 

Oil Filler Cap. 

10117 


2013-2010 

Regular Keyed Alike Fuel Cap. 

17510 


2008-2005 

Regular Keyed Alike Fuel Cap. 

17510 


2013-2010 

Regular Locking Fuel Cap. 

10510 


2008-2005 

Regular Locking Fuel Cap. 

10510 


2013-2004 

OE Type Radiator Cap 

10262 

21 

2008-1998 


10238 

16 

2009-2004 

OE Equivalent Fuel Cap. 

10851 


2008 

OE Type Radiator/Coolant Recovery Tank Cap; From 

10233 

16 

2009-2004 

Oil Filler Cap 

10144 



15/09/2008 



2009-2004 

Regular Keyed Alike Fuel Cap 

17521 


2004-1998 

OE Equivalent Fuel Cap. 

10832 


2009-2004 


10521 


2004-1998 

Oil Filler Cap. 

10081 


4-Cyl 2.3 L 




2004-1998 

Regular Keyed Alike Fuel Cap 

17502 


2013-2010 

OE Equivalent Fuel Cap. 

10840 


2004-1998 

Reaular Lockina Fuel CaD 

10502 


2013-2010 

Regular Keyed Alike Fuel Cap .. . 

17510 


V-8 5.4 L FLEX 



2013-2010 

Regular Locking Fuel Cap. 

10510 


2014-2009 

Oil Filler Cap 

10117 


2013-2004 

Oil Filler Cap. 

10144 


2014-2009 

Regular Locking Fuel Cap 

10524 


2013-2004 

OE Type Radiator Cap 

10262 

21 

2014-2009 

OE Type Radiator/Coolant Recovery Tank Cap 

10233 

16 

2009-2004 

OE Equivalent Fuel Cap. 

10851 


2014-2009 

Safety Release Radiator Cap. 

10333 

16 

2009-2004 

Regular Keyed Alike Fuel Cap 

17521 






2009-2004 

Regular Locking Fuel Cap. 

10521 






2008 

Oil Filler Cap. 

10101 
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Caps for Passenger Cars and LightTrucks (1995 and Newer) 


Application 


Part 

Number 

PSI 

Application 


Part 

Number 

PSI 

Mazda 

- Continued 



Mazda 

- Continued 



3 - Continued 

6 - Continued | 

4-Cyl 2.5 L 




V-6 3.0 L - 

Continued 



2013-2010 

OE Equivalent Fuel Cap 

10840 


2008-2003 

Oil Filler Cap. 

10117 


2013-2010 

Regular Keyed Alike Fuel Cap. 

17510 


2008-2003 

Regular Keyed Alike Fuel Cap. 

17508 


2013-2010 

Regular Locking Fuel Cap. 

10510 


2008-2003 

Regular Locking Fuel Cap. 

10508 


2013-2010 

OE Type Radiator Cap. 

10262 

21 

2008-2003 

OE Type Radiator Cap 

10248 

15 

3 Sport 




V-6 3.7 L 




4-Cyl 2.0 L 




2013-2009 

OE Equivalent Fuel Cap 

10840 


2013-2012 

OE Equivalent Fuel Cap 

10840 


2013-2009 

Oil Filler Cap. 

10117 


2013-2012 

Regular Keyed Alike Fuel Cap. 

17510 


2013-2009 

Regular Keyed Alike Fuel Cap 

17510 


2013-2012 

Regular Locking Fuel Cap. 

10510 


2013-2009 

Regular Locking Fuel Cap. 

10510 


2013-2012 

OE Type Radiator Cap 

10262 

21 

2013-2009 

OE Type Radiator Cap 

10248 

15 

2010-2009 

OE Type Radiator Cap 

10262 

21 

323 




2010 

OE Equivalent Fuel Cap 

10840 


4-Cyl 1.6 L 




2010 

Regular Keyed Alike Fuel Cap 

17510 


1995 

OE Equivalent Fuel Cap 

10826 


2010 

Regular Locking Fuel Cap. 

10510 


1995 

Oil Filler Cap 

10082 


2009 

OE Equivalent Fuel Cap 

10851 


1995 

Regular Keyed Alike Fuel Cap 

17596 


2009 

Oil Filler Cap 

10144 


1995 

Regular Locking Fuel Cap. 

10596 


2009 


17521 


1995 

OE Type Radiator/Coolant Recovery Tank Cap 

10227 

13 

2009 

Regular Locking Fuel Cap. 

10521 


4-Cyl 1.8 L 




4-Cyl 2.5 L 




1995 

OE Equivalent Fuel Cap 

10826 


2013-2012 

OE Equivalent Fuel Cap. 

10840 


1995 

OE Type Radiator/Coolant Recovery Tank Cap 

10227 

13 

2013-2012 

Regular Keyed Alike Fuel Cap. 

17510 


626 




2013-2012 

Regular Locking Fuel Cap. 

10510 


4-Cyl 2.0 L 




2013-2012 

OE Type Radiator Cap. 

10262 

21 

2002-1998 

OE Equivalent Fuel Cap 

10834 


2010 

OE Equivalent Fuel Cap. 

10840 


2002-1998 

Regular Keyed Alike Fuel Cap 

17504 


2010 

Regular Keyed Alike Fuel Cap 

17510 


2002-1998 

Regular Locking Fuel Cap. 

10504 


2010 

Regular Locking Fuel Cap. 

10510 


2002-1995 

Oil Filler Cap. 

10082 


2010 

OE Type Radiator Cap. 

10262 

21 

2002-1995 

OE Type Radiator/Coolant Recovery Tank Cap. 

10233 

16 

5 




2002-1995 

Safety Release Radiator Cap. 

... ^10333 

16 

4-Cyl 2.3 L 




1997-1995 

OE Equivalent Fuel Cap. 

10817 


2010-2006 

OE Equivalent Fuel Cap. 

10851 


1997-1995 

Pre-Release Fuel Cap. 

10819 


2010-2006 


17521 


1997-1995 

Pre-Release Keyed Alike Fuel Cap. 

17501 


2010-2006 


10521 


1997-1995 

Pre-Release Locking Fuel Cap. 

10501 


2010-2006 

OE Type Radiator Cap 

10242 

16 

1997-1995 

Regular Keyed Alike Fuel Cap . 

17591 


2009-2006 

Oil Filler Cap. 

10144 


1997-1995 

Regular Locking Fuel Cap. 

10591 


4-Cyl 2.5 L 




V-6 2.5 L 




2014-2012 

OE Equivalent Fuel Cap 

10834 


2002-1998 

OE Equivalent Fuel Cap. 

10834 


2014-2012 

Reqular Keyed Alike Fuel Cap 

17504 


2002-1998 

Regular Keyed Alike Fuel Cap. 

17504 


2014-2012 


10504 


2002-1998 

Regular Locking Fuel Cap. 

10504 


2014-2012 

OE Type Radiator Cap 

10242 

16 

2002-1998 

OE Type Radiator/Coolant Recovery Tank Cap ... 

10233 

16 

6 




2002-1998 

Safety Release Radiator Cap. 

✓10333 

16 

4-Cyl 2.3 L 




2002-1995 

Oil Filler Cap 

10082 


2008-2004 

Oil Filler Cap 

10144 


1997-1995 

OE Equivalent Fuel Cap 

10817 


2008-2003 

OE Equivalent Fuel Cap 

10838 


1997-1995 

Pre-Release Fuel Cap. 

10819 


2008-2003 

Regular Keyed Alike Fuel Cap. 

17508 


1997-1995 

Pre-Release Keyed Alike Fuel Cap. 

17501 


2008-2003 

Regular Locking Fuel Cap. 

10508 


1997-1995 

Pre-Release Locking Fuel Cap. 

10501 


2008-2003 

OE Type Radiator/Coolant Recovery Tank/Coolant 

10267 

20 

1997-1995 

Regular Keyed Alike Fuel Cap 

17591 



Water Outlet Cap 



1997-1995 

Regular Locking Fuel Cap. 

10591 


2007 

Oil Filler Cap 

10101 


1997-1995 

OE Type Radiator/Coolant Recovery Tank Cap 

10227 

13 

2003 

Oil Filler Cap 

10101 


1997-1995 


✓10327 

13 

4-Cyl 2.5 L 




929 



2013-2011 

OE Type Radiator Cap. 

10265 

18.5 

V-6 3.0 L 




2013-2009 

OE Equivalent Fuel Cap 

10840 


1995 

OE Equivalent Fuel Cap 

10817 


2013-2009 

Regular Keyed Alike Fuel Cap. 

17510 


1995 

Oil Filler Cap. 

10082 


2013-2009 

Regular Locking Fuel Cap. 

10510 


1995 

Pre-Release Fuel Cap 

10819 


2010-2009 

Oil Filler Cap. 

10144 


1995 

Pre-Release Keyed Alike Fuel Cap 

17501 


2010-2009 

OE Type Radiator Cap. 

10248 

15 

1995 

Pre-Release Locking Fuel Cap. 

10501 


V-6 3.0 L 




1995 

Regular Keyed Alike Fuel Cap. 

17591 


2008-2003 

OE Equivalent Fuel Cap. 

10838 


1995 

Regular Locking Fuel Cap. 

10591 



✓Check hood clearance prior to installing this cap 
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Caps for Passenger Cars and LightTmcks (1995 and Newer) 


Application 


Mazda - Continued 


Part 

Number 


PSI 


929 - Continued 

V-6 3.0L- 

Continued 



1995 

OE Type Radiator/Coolant Recovery Tank Cap 

10227 

13 

1995 

Safety Release Radiator Cap. 

✓10327 

13 

62300 

4-Cyl 2.3 L 




2010-2005 

OE Type Radiator/Coolant Recovery Tank Cap 

10233 

16 

2010-2005 

Safety Release Radiator Cap 

10333 

16 

2010-2004 

OE Equivalent Fuel Cap. 

10840 


2010-2004 

Oil Filler Cap. 

10144 


2010-2004 

Regular Keyed Alike Fuel Cap 

17510 


2010-2004 

Regular Locking Fuel Cap 

10510 


2010-2001 

OE Type Radiator Cap 

10238 

16 

2003-2001 

OE Equivalent Fuel Cap. 

10832 


2003-2001 

Oil Filler Cap. 

10081 


2003-2001 

Regular Keyed Alike Fuel Cap 

17502 


2003-2001 

Regular Locking Fuel Cap 

10502 


1997-1995 

Oil Filler Cap 

10081 


1997-1995 

Pre-Release Fuel Cap. 

10819 


1997-1995 

Pre-Release Keyed Alike Fuel Cap. 

17501 


1997-1995 

Pre-Release Locking Fuel Cap. 

10501 


1997-1995 

OE Type Radiator Cap. 

10230 

16 

1997-1995 

Safety Release Radiator Cap. 

10330 

16 

B2500 

4-Cyl 2.5 L 




2001-1999 

OE Equivalent Fuel Cap. 

10832 


2001-1999 

Regular Keyed Alike Fuel Cap. 

17502 


2001-1999 

Regular Locking Fuel Cap. 

10502 


2001-1998 

Oil Filler Cap. 

10081 


2001-1998 

OE Type Radiator/Coolant Recovery Tank Cap. 

10233 

16 

2001-1998 

Safety Release Radiator Cap. 

✓10333 

16 

1998 

OE Equivalent Fuel Cap; W/Snap-On Fuel Cap 

10832 


1998 

Pre-Release Fuel Cap; W/O Snap-On Fuel Cap . 

10819 


1998 

Pre-Release Keyed Alike Fuel Cap; W/O Snap-On Fuel 

17501 



Cap 



1998 

Pre-Release Locking Fuel Cap; W/O Snap-On Fuel 

10501 



Cap. 



1998 

Regular Keyed Alike Fuel Cap; W/Snap-On Fuel Cap 

17502 


1998 

Regular Locking Fuel Cap; W/Snap-On Fuel Cap 

10502 


B3000 

V-6 3.0 L 




2008-2007 

Safety Release Radiator Cap 

10333 

16 

2008-2004 

OE Equivalent Fuel Cap 

10840 


2008-2004 

Regular Keyed Alike Fuel Cap. 

17510 


2008-2004 

Regular Locking Fuel Cap. 

10510 


2008-2001 

Oil Filler Cap. 

10117 


2008-2001 

OE Type Radiator/Coolant Recovery Tank Cap. 

10233 

16 

2006-2001 

Safety Release Radiator Cap. 

✓10333 

16 

2003-2001 

OE Equivalent Fuel Cap. 

10832 


2003-2001 

Regular Keyed Alike Fuel Cap 

17502 


2003-2001 

Regular Locking Fuel Cap. 

10502 


1999-1998 

Safety Release Radiator Cap. 

✓10333 

16 

1999-1997 

OE Type Radiator/Coolant Recovery Tank Cap. 

10233 

16 

1999-1995 

Oil Filler Cap 

10081 


1999 

OE Equivalent Fuel Cap . 

10832 


1999 

Regular Keyed Alike Fuel Cap 

17502 


1999 

Regular Locking Fuel Cap. 

10502 


1998 

OE Equivalent Fuel Cap; W/Snap-On Fuel Cap 

10832 


1998 

Pre-Release Fuel Cap; W/O Snap-On Fuel Cap 

10819 


1998 

Pre-Release Keyed Alike Fuel Cap; W/O Snap-On Fuel 

17501 



Cap 








Application 


Part 

Number 

PSI 

Mazda 

- Continued 



B3000 - 

Continued 



V-6 3.0 L - 

Continued 



1998 

Pre-Release Locking Fuel Cap; W/O Snap-On Fuel 

Cap 

10501 


1998 

Regular Keyed Alike Fuel Cap; W/Snap-On Fuel Cap. 

17502 


1998 

Regular Locking Fuel Cap; W/Snap-On Fuel Cap. 

10502 


1997-1995 

Pre-Release Fuel Cap 

10819 


1997-1995 

Pre-Release Keyed Alike Fuel Cap 

17501 


1997-1995 

Pre-Release Locking Fuel Cap 

10501 


1996-1995 

OE Type Radiator/Coolant Recovery Tank Cap 

10227 

13 

1996-1995 

Safetv Release Radiator Cap. 

✓10327 

13 

V-6 3.0 L FLEX 



2003-2001 

Oil Filler Cap. 

10117 


2003-1999 

OE Equivalent Fuel Cap. 

10832 


2003-1999 

Regular Keyed Alike Fuel Cap 

17502 


2003-1999 

Regular Locking Fuel Cap. 

10502 


2003-1999 

OE Type Radiator/Coolant Recovery Tank Cap. 

10233 

16 

2003-1999 

Safety Release Radiator Cap. 

✓10333 

16 

2002-2000 

Flex Fuel Keyed Alike Fuel Cap; Yellow. 

17502Y 

2002-2000 

Flex Fuel Regular Fuel Cap; Yellow. 

10832Y 


2002-2000 

Flex Fuel Regular Locking Fuel Cap; Yellow. 

10502Y 


2000-1999 

Oil Filler Cap. 

10081 


B4000 i 

V-6 4.0 L 

2010-2007 

Safety Release Radiator Cap. 

10333 

16 

2010-2004 

OE Equivalent Fuel Cap. 

10840 

2010-2004 

Regular Keyed Alike Fuel Cap. 

17510 


2010-2004 

Regular Locking Fuel Cap. 

10510 


2010-2001 

Oil Filler Cap. 

10117 


2010-1998 

OE Type Radiator/Coolant Recovery Tank Cap. 

10233 

16 

2006-1998 

Safety Release Radiator Cap. 

✓10333 

16 

2003-1999 

OE Equivalent Fuel Cap. 

10832 

2003-1999 

Regular Keyed Alike Fuel Cap. 

17502 


2003-1999 

Regular Locking Fuel Cap. 

10502 


2000-1995 

Oil Filler Cap. 

10081 


1998 

OE Equivalent Fuel Cap; W/Snap-On Fuel Cap. 

10832 


1998 

Pre-Release Fuel Cap; W/O Snap-On Fuel Cap. 

10819 


1998 

Pre-Release Keyed Alike Fuel Cap; W/O Snap-On Fuel 
Cap. 

17501 


1998 

Pre-Release Locking Fuel Cap; W/O Snap-On Fuel 

Cap. 

10501 


1998 

Regular Keyed Alike Fuel Cap; W/Snap-On Fuel Cap. 

17502 


1998 

Regular Locking Fuel Cap; W/Snap-On Fuel Cap. 

10502 


1997-1995 

Pre-Release Fuel Cap. 

10819 


1997-1995 

Pre-Release Keyed Alike Fuel Cap 

17501 


1997-1995 

Pre-Release Locking Fuel Cap 

10501 


1997-1995 

OE Type Radiator/Coolant Recovery Tank Cap. 

10227 

13 

1997-1995 

Safety Release Radiator Cap. 

✓10327 

13 



CX-7 

4-Cyl 2.3 L 

2012-2010 

OE Equivalent Fuel Cap. 

10840 


2012-2010 

Oil Filler Cap. 

10144 


2012-2010 

Regular Keyed Alike Fuel Cap. 

17510 


2012-2010 

Regular Locking Fuel Cap. 

10510 


2012-2007 

OE Type Radiator/Coolant Recovery Tank/Coolant 

Water Outlet Cap. 

10267 

20 

2009-2007 

OE Equivalent Fuel Cap. 

10838 


2009-2007 

Regular Keyed Alike Fuel Cap 

17508 


2009-2007 

Regular Locking Fuel Cap. 

10508 


2008-2007 

Oil Filler Cap. 

10101 
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Caps for Passenger Cars and LightTrucks (1995 and Newer) 


Application 


Part 

Number 

PSI 

Application 


Part 

Number 

PSI 

Mazda 

- Continued 



Mazda 

- Continued 



CX-7 - Continued 

Millenia 

- Continued 



4-Cyl 2.5 L 




V-6 2.5 L - 

Continued 



2012-2010 

OE Equivalent Fuel Cap 

10840 


2002-1995 

Safety Release Radiator Cap. 

✓10333 

16 

2012-2010 

Regular Keyed Alike Fuel Cap. 

17510 


1999-1995 

OE Equivalent Fuel Cap 

10817 


2012-2010 

Regular Locking Fuel Cap. 

10510 


1999-1995 

Pre-Release Fuel Cap. 

10819 


CX-9 




1999-1995 

Pre-Release Keyed Alike Fuel Cap. 

17501 


V-6 3.5L 




1999-1995 

Pre-Release Locking Fuel Cap. 

10501 


2007 

OE Equivalent Fuel Cap 

10840 


1999-1995 

Regular Keyed Alike Fuel Cap. 

17591 


2007 

Oil Filler Cap 

10117 


1999-1995 

Regular Locking Fuel Cap. 

10591 


2007 

Regular Keyed Alike Fuel Cap 

17510 


MPV 




2007 

Regular Locking Fuel Cap. 

10510 


V-6 2.5 L 




2007 

OE Type Radiator/Coolant Recovery Tank Cap 

10233 

16 

2001-2000 

OE Equivalent Fuel Cap 

10834 


2007 

Safety Release Radiator Cap 

10333 

16 

2001-2000 

Oil Filler Cap 

10081 


V-6 3.7 L 




2001-2000 

Regular Keyed Alike Fuel Cap 

17504 


2015-2010 

OE Equivalent Fuel Cap 

10840 


2001-2000 

Regular Locking Fuel Cap 

10504 


2015-2010 

Regular Keyed Alike Fuel Cap. 

17510 


2001-2000 

OE Type Radiator/Coolant Recovery Tank Cap 

10233 

16 

2015-2010 

Regular Locking Fuel Cap. 

10510 


2001-2000 

Safety Release Radiator Cap 

... ^10333 

16 

2015-2008 

OE Type Radiator/Coolant Recovery Tank Cap 

10233 

16 

V-6 3.0 L 




2015-2008 

Safety Release Radiator Cap 

10333 

16 

2006-2004 

Safety Release Radiator Cap. 

✓10333 

16 

2014-2008 

Oil Filler Cap 

10117 


2006-2002 

Oil Filler Cap. 

10117 


2009 

OE Equivalent Fuel Cap 

10838 


2006-2002 

OE Type Radiator/Coolant Recovery Tank Cap 

10233 

16 

2009 

Regular Keyed Alike Fuel Cap. 

17508 


2006 

OE Equivalent Fuel Cap. 

10838 


2009 

Regular Locking Fuel Cap. 

10508 


2006 

Regular Keyed Alike Fuel Cap. 

17508 


2008 

OE Equivalent Fuel Cap. 

10840 


2006 

Regular Locking Fuel Cap. 

10508 


2008 

Regular Keyed Alike Fuel Cap. 

17510 


2005-2002 

OE Equivalent Fuel Cap. 

10834 


2008 

Regular Locking Fuel Cap. 

10510 


2005-2002 

Regular Keyed Alike Fuel Cap. 

17504 


Miata 




2005-2002 

Regular Locking Fuel Cap. 

10504 


4-Cyl 1.8 L 




2003 

Safety Release Radiator Cap 

10333 

16 

2005-1999 


10082 


2002 

Safety Release Radiator Cap. 

✓10333 

16 

2005-1999 

OE Type Radiator/Coolant Recovery Tank Cap. 

10233 

16 

1998-1996 

OE Equivalent Fuel Cap. 

10817 


2005-1999 

Safety Release Radiator Cap ,, 

✓10333 

16 

1998-1996 

Pre-Release Fuel Cap. 

10819 


2003-1999 


10834 


1998-1996 

Pre-Release Keyed Alike Fuel Cap 

17501 


2003-1999 


17504 


1998-1996 

Pre-Release Locking Fuel Cap. 

10501 


2003-1999 


10504 


1998-1996 

Regular Keyed Alike Fuel Cap 

17591 


1997-1996 


10834 


1998-1996 

Regular Locking Fuel Cap 

10591 


1997-1996 

Regular Keyed Alike Fuel Cap. 

17504 


1998-1995 

Oil Filler Cap. 

10082 


1997-1996 

Regular Locking Fuel Cap. 

10504 


1998-1995 

OE Type Radiator/Coolant Recovery Tank Cap 

10227 

13 

1997-1995 


10082 


1998-1995 

Safety Release Radiator Cap 

✓10327 

13 

1997-1995 

OE Type Radiator/Coolant Recovery Tank Cap 

10227 

13 

1995 

OE Equivalent Fuel Cap 

10826 


1997-1995 

Safety Release Radiator Cap 

✓10327 

13 

1995 

Regular Keyed Alike Fuel Cap 

17596 


Millenia 




1995 

Regular Locking Fuel Cap 

10596 


V-6 2.3 L 




MX-3 




2002-2000 

OE Equivalent Fuel Cap 

10834 


4-Cyl 1.6 L 




2002-2000 

Regular Keyed Alike Fuel Cap 

17504 


1996-1995 

OE Equivalent Fuel Cap 

10826 


2002-2000 


10504 


1996-1995 

Oil Filler Cap. 

10082 


2002-1995 

Oil Filler Cap 

10082 


1996-1995 

Regular Keyed Alike Fuel Cap. 

17596 


2002-1995 

OE Type Radiator/Coolant Recovery Tank Cap 

10233 

16 

1996-1995 

Regular Locking Fuel Cap. 

10596 


2002-1995 

Safety Release Radiator Cap 

✓10333 

16 

1996-1995 

OE Type Radiator/Coolant Recovery Tank Cap 

10227 

13 

1999-1995 

OE Equivalent Fuel Cap 

10817 


1995 

Safety Release Radiator Cap 

✓10327 

13 

1999-1995 

Pre-Release Fuel Cap 

10819 


V-6 1.8 L 




1999-1995 


17501 


1995 

OE Equivalent Fuel Cap 

10826 


1999-1995 


10501 


1995 

Oil Filler Cap. 

10082 


1999-1995 

Regular Keyed Alike Fuel Cap. 

17591 


1995 

Regular Keyed Alike Fuel Cap. 

17596 


1999-1995 

Regular Locking Fuel Cap. 

10591 


1995 

Regular Locking Fuel Cap. 

10596 


V-6 2.5 L 




1995 

OE Type Radiator/Coolant Recovery Tank Cap. 

10227 

13 

2002-2000 

OE Equivalent Fuel Cap 

10834 


1995 

Safety Release Radiator Cap. 

... ✓10327 

13 

2002-2000 

Regular Keyed Alike Fuel Cap. 

17504 


MX-5 




2002-2000 

Regular Locking Fuel Cap. 

10504 


4-Cyl 2.0 L 




2002-1995 

Oil Filler Cap. 

10082 


2014-2010 

OE Equivalent Fuel Cap. 

10838 


2002-1995 

OE Type Radiator/Coolant Recovery Tank Cap. 

10233 

16 

2014-2010 

Regular Keyed Alike Fuel Cap. 

17508 



✓Check hood clearance prior to installing this cap 
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Caps for Passenger Cars and LightTmcks (1995 and Newer) 


Application 


Part 

Number 

PSI 

Application 


Part 

Number 

PSI 

Mazda 

- Continued 



Mazda 

- Continued 



MX-5 - Continued 

Protege 

- Continued 



4-Cyl 2.0 L 

- Continued 



4-Cyl 1.6 L 

- Continued 



2014-2010 

Regular Locking Fuel Cap ,, 

10508 


2003-1999 

Regular Locking Fuel Cap. 

10504 


2014-2010 

OE Type Radiator/Coolant Recovery Tank Cap 

10233 

16 

2001-2000 

Safety Release Radiator Cap. 

✓10333 

16 

2014-2010 

Safety Release Radiator Cap. 

10333 

16 

1999 

OE Type Radiator/Coolant Recovery Tank Cap 

10227 

13 

2008-2007 

Safety Release Radiator Cap. 

10333 

16 

1999 

OE Type Radiator Cap. 

10241 

13 

2008-2006 

OE Equivalent Fuel Cap 

10838 


1999 

Safety Release Radiator Cap. 

✓10327 

13 

2008-2006 

Oil Filler Cap 

10144 


4-Cyl 1.8 L 




2008-2006 

Regular Keyed Alike Fuel Cap 

17508 


2000-1999 

OE Equivalent Fuel Cap. 

10834 


2008-2006 


10508 


2000-1999 

Regular Keyed Alike Fuel Cap 

17504 


2008-2006 

OE Type Radiator/Coolant Recovery Tank Cap 

10233 

16 

2000-1999 

Regular Locking Fuel Cap. 

10504 


2006 

Safety Release Radiator Cap. 

✓10333 

16 

2000-1995 

Oil Filler Cap. 

10082 


MX-5 Miata 



2000 

OE Type Radiator/Coolant Recovery Tank Cap 

10233 

16 

4-Cyl 2.0 L 




2000 

OE Type Radiator Cap 

10242 

16 

2015-2007 


10333 

16 

2000 

Safety Release Radiator Cap 

✓10333 

16 

2015-2006 

OE Equivalent Fuel Cap. 

10838 


1999-1995 

OE Type Radiator/Coolant Recovery Tank Cap 

10227 

13 

2015-2006 


17508 


1999-1995 

OE Type Radiator Cap 

10241 

13 

2015-2006 

Reqular Lockinq Fuel Cap 

10508 


1999-1995 

Safety Release Radiator Cap. 

✓10327 

13 

2015-2006 

OE Type Radiator/Coolant Recovery Tank Cap. 

10233 

16 

1998-1995 

OE Equivalent Fuel Cap. 

10817 


2009-2006 

Oil Filler Cap. 

10144 


1998-1995 

Pre-Release Fuel Cap. 

10819 


2006 


✓10333 

16 

1998-1995 

Pre-Release Keyed Alike Fuel Cap. 

17501 


MX-6 




1998-1995 

Pre-Release Locking Fuel Cap. 

10501 


4-Cyl 2.0 L 




1998-1995 

Regular Keyed Alike Fuel Cap. 

17591 


1997-1995 

OE Equivalent Fuel Cap. 

10817 


1998-1995 

Regular Locking Fuel Cap. 

10591 


1997-1995 

Oil Filler Cap. 

10082 


4-Cyl 2.0 L 




1997-1995 

Pre-Release Fuel Cap. 

10819 


2003-2001 

OE Equivalent Fuel Cap. 

10834 


1997-1995 

Pre-Release Keyed Alike Fuel Cap. 

17501 


2003-2001 

Oil Filler Cap. 

10082 


1997-1995 

Pre-Release Locking Fuel Cap. 

10501 


2003-2001 

Regular Keyed Alike Fuel Cap. 

17504 


1997-1995 

Regular Keyed Alike Fuel Cap 

17591 


2003-2001 

Regular Locking Fuel Cap. 

10504 


1997-1995 

Regular Locking Fuel Cap. 

10591 


2003-2001 

OE Type Radiator/Coolant Recovery Tank Cap . 

10233 

16 

1997-1995 

OE Type Radiator/Coolant Recovery Tank Cap. 

10233 

16 

2003-2001 

OE Type Radiator Cap . 

10242 

16 

1997-1995 


✓10333 

16 

2003-2001 

Safety Release Radiator Cap. 

✓10333 

16 

V-6 2.5 L 




Protege5 



1997-1995 

OE Equivalent Fuel Cap . 

10817 


4-Cyl 2.0 L 




1997-1995 

Oil Filler Cap. 

10082 


2003-2002 

OE Equivalent Fuel Cap. 

10834 


1997-1995 

Pre-Release Fuel Cap 

10819 


2003-2002 

Oil Filler Cap. 

10082 


1997-1995 

Pre-Release Keyed Alike Fuel Cap. . 

17501 


2003-2002 

Regular Keyed Alike Fuel Cap. 

17504 


1997-1995 


10501 


2003-2002 

Regular Locking Fuel Cap. 

10504 


1997-1995 

Regular Keyed Alike Fuel Cap. 

17591 


2003-2002 

OE Type Radiator/Coolant Recovery Tank Cap. 

10233 

16 

1997-1995 


10591 


2003-2002 

OE Type Radiator Cap 

10242 

16 

1997-1995 

OE Type Radiator/Coolant Recovery Tank Cap 

10227 

13 

2003-2002 

Safety Release Radiator Cap. 

✓10333 

16 

1997-1995 

Safety Release Radiator Cap. 

✓10327 

13 

RX-7 | 

Protege 




2-Cyl 1.3 L 




4-Cyl 1.5 L 




1995 

OE Equivalent Fuel Cap. 

10817 


1998-1995 

OE Equivalent Fuel Cap. 

10817 


1995 

Oil Filler Cap 

10082 


1998-1995 

Oil Filler Cap. 

10082 


1995 

Pre-Release Fuel Cap 

10819 


1998-1995 

Pre-Release Fuel Cap 

10819 


1995 

Pre-Release Keyed Alike Fuel Cap 

17501 


1998-1995 


17501 


1995 

Pre-Release Locking Fuel Cap 

10501 


1998-1995 


10501 


1995 

Regular Keyed Alike Fuel Cap 

17591 


1998-1995 

Reqular Keyed Alike Fuel Cap 

17591 


1995 

Regular Locking Fuel Cap. 

10591 


1998-1995 

Regular Locking Fuel Cap 

10591 


1995 

OE Type Radiator/Coolant Recovery Tank Cap 

10227 

13 

1998-1995 

OE Type Radiator/Coolant Recovery Tank Cap 

10227 

13 

1995 

Safety Release Radiator Cap 

✓10327 

13 

1998-1995 

OE Type Radiator Cap. 

10241 

13 

RX-8 ! 

1998-1995 

Safety Release Radiator Cap. 

✓10327 

13 

2-Cyl 1.3 L 




4-Cyl 1.6 L 




2011-2009 

Oil Filler Cap. 

10144 


2003-2000 

OE Type Radiator/Coolant Recovery Tank Cap. 

10233 

16 

2011-2004 

OE Equivalent Fuel Cap. 

10838 


2003-2000 

OE Type Radiator Cap. 

10242 

16 

2011-2004 

Regular Keyed Alike Fuel Cap. 

17508 


2003-1999 

OE Equivalent Fuel Cap. 

10834 


2011-2004 

Regular Locking Fuel Cap. 

10508 


2003-1999 

Oil Filler Cap. 

10082 


2011-2004 

OE Type Radiator/Coolant Recovery Tank Cap. 

10227 

13 

2003-1999 

Regular Keyed Alike Fuel Cap. 

17504 


2010 

Safety Release Radiator Cap. 

10327 

13 










✓Check hood clearance prior to installing this cap 
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Caps for Passenger Cars and LightTrucks (1995 and Newer) 


Part 

Application Number PSI 

Part 

Application Number PSI 

Mazda - Continued 

Mazda - Continued 

RX-8 - Continued 

Tribute - Continued 

2-Cyl 1.3 L - Continued 

2009-2004 Safety Release Radiator Cap ,, ✓10327 13 

V-6 3.0 L FLEX-Continued 

2011-2010 Regular Locking Fuel Cap. 10510 

2008-2004 Oil Filler Cap, 10082 

2011-2010 OE Type Radiator Cap. 10251 17 

Tribute 

Mercedes-Benz 


4-Cyl 2.0 L 

2004-2001 OE Equivalent Fuel Cap 


10832 


B200 


2004-2001 Regular Keyed Alike Fuel Cap 17502 

2004-2001 Regular Locking Fuel Cap 10502 

2004-2001 OE Type Radiator Cap 10251 17 

2004 Oil Filler Cap. 10101 

2003- 2002 Oil Filler Cap. 10081 

2001 Oil Filler Cap. 10101 

4-Cyl 2.3 L 

2008 OE Equivalent Fuel Cap. 10840 

2008 Oil Filler Cap. 10144 

2008 Regular Keyed Alike Fuel Cap. 17510 

2008 Regular Locking Fuel Cap. 10510 

2008 OE Type Radiator Cap 10251 17 

2006-2005 OE Equivalent Fuel Cap. 10840 

2006-2005 Oil Filler Cap. 10144 

2006-2005 Regular Keyed Alike Fuel Cap. 17510 

2006-2005 Regular Locking Fuel Cap. 10510 

2006-2005 OE Type Radiator Cap. 10251 17 

4-Cyl 2.3 L ELECTRIC/GAS 

2008 OE Equivalent Fuel Cap. 10840 

2008 Oil Filler Cap. 10144 

2008 Regular Keyed Alike Fuel Cap. 17510 

2008 Regular Locking Fuel Cap. 10510 

2008 OE Type Radiator Cap. 10251 17 

4-Cyl 2.5 L 

2011-2009 OE Equivalent Fuel Cap. 10840 

2011-2009 Oil Filler Cap. 10144 

2011-2009 Regular Keyed Alike Fuel Cap 17510 

2011-2009 Regular Locking Fuel Cap 10510 

2011-2009 OE Type Radiator Cap 10251 17 

4-Cyl 2.5 L ELECTRIC/GAS 

2010-2009 OE Equivalent Fuel Cap. 10840 

2010-2009 Regular Keyed Alike Fuel Cap. 17510 

2010-2009 Regular Locking Fuel Cap 10510 

2010- 2009 OE Type Radiator Cap 10251 17 

2010 Oil Filler Cap. 10144 

V-6 3.0 L 

2009-2008 OE Equivalent Fuel Cap 10840 

2009-2008 Oil Filler Cap 10117 

2009-2008 Regular Keyed Alike Fuel Cap 17510 

2009-2008 Regular Locking Fuel Cap 10510 

2009-2008 OE Type Radiator Cap 10251 17 

2006-2005 OE Equivalent Fuel Cap. 10840 

2006-2005 Regular Keyed Alike Fuel Cap. 17510 

2006-2005 Regular Locking Fuel Cap 10510 

2006-2001 Oil Filler Cap 10117 

2006-2001 OE Type Radiator Cap 10251 17 

2004- 2001 OE Equivalent Fuel Cap. 10832 

2004-2001 Regular Keyed Alike Fuel Cap. 17502 

2004-2001 Regular Locking Fuel Cap. 10502 

V-6 3.0 L FLEX 

2011- 2010 OE Equivalent Fuel Cap. 10840 

2011-2010 Oil Filler Cap. 10117 

2011-2010 Regular Keyed Alike Fuel Cap. 17510 


4-Cyl 2.0 L 

2011-2006 OE Equivalent Fuel Cap 10845 

2011-2006 Oil Filler Cap. 10130 

B250 

4-Cyl 2.0 L 

2016-2013 Oil Filler Cap. 10130 

2015-2013 OE Type Radiator/Coolant Recovery Tank Cap 10253 21 

C32AMG 

V-6 3.2 L 

2004-2002 OE Equivalent Fuel Cap 10845 

2004-2002 Oil Filler Cap. 10130 

2004- 2002 OE Type Radiator/Coolant Recovery Tank Cap. 10253 21 

C36AMG 

6-Cyl 3.6 L 

1997-1995 OE Equivalent Fuel Cap. 10843 

1997-1995 Oil Filler Cap. 10079 

1997-1995 OE Type Radiator Cap. 10235 20 

1997-1995 Safety Release Radiator Cap. 10335 20 

1997-1995 OE Type Radiator/Coolant Recovery Tank Cap. 10253 21 

C43AMG 

V-8 4.3 L 

2000-1998 OE Equivalent Fuel Cap. 10843 

2000-1998 Oil Filler Cap. 10130 

2000-1998 OE Type Radiator/Coolant Recovery Tank Cap. 10253 21 

C55AMG 

V-8 5.5 L 

2006-2005 OE Equivalent Fuel Cap. 10845 

2006-2005 Oil Filler Cap. 10130 

2006-2005 OE Type Radiator/Coolant Recovery Tank Cap. 10253 21 

C63AMG 

V-8 6.2 L 

2014- 2012 Oil Filler Cap. 10130 

2010 OE Equivalent Fuel Cap. 10845 

2010 Oil Filler Cap. 10130 

2010 OE Type Radiator/Coolant Recovery Tank Cap 10253 21 

V-8 6.3 L 

2015- 2008 OE Equivalent Fuel Cap. 10845 

2015-2008 Oil Filler Cap. 10130 

2015-2008 OE Type Radiator/Coolant Recovery Tank Cap 10253 21 

C63AMGS 

V-8 4.0 L 

2015 OE Type Radiator/Coolant Recovery Tank Cap 10253 21 

C220 

4-Cyl 2.2 L 

1996-1995 OE Equivalent Fuel Cap 10843 

1996-1995 Oil Filler Cap 10130 

1996-1995 OE Type Radiator Cap 10235 20 

1996-1995 Safety Release Radiator Cap 10335 20 

C230 

4-Cyl 1.8 L 

2005- 2003 OE Equivalent Fuel Cap 10845 

2005-2003 Oil Filler Cap. 10130 

2005-2003 OE Type Radiator/Coolant Recovery Tank Cap 10253 21 


✓Check hood clearance prior to installing this cap 
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Caps for Passenger Cars and LightTmcks (1995 and Newer) 


Application 


Part 

Number 

PSI 

Application 


Part 

Number 

PSI 

Mercedes-Benz - Continued 



Mercedes-Benz - Continued 



C230 - Continued 

C300 - Continued I 

4-Cyl 2.3 L 




V-6 3.0 L - 

Continued 



2002 

OE Equivalent Fuel Cap 

10843 


2012-2008 

Oil Filler Cap. 

10130 


2002 

Oil Filler Cap. 

10130 


2012-2008 

OE Type Radiator/Coolant Recovery Tank Cap 

10253 

21 

2002 

OE Type Radiator/Coolant Recovery Tank Cap 

10253 

21 

2010-2008 

OE Equivalent Fuel Cap. 

10845 


2000-1999 

Oil Filler Cap 

10130 


V-6 3.0 L FLEX 



2000-1997 

OE Equivalent Fuel Cap 

10843 


2010-2008 

OE Equivalent Fuel Cap. 

10845 


2000-1997 

OE Type Radiator Cap. 

10235 

20 

2010-2008 

OE Type Radiator/Coolant Recovery Tank Cap 

10253 

21 

2000-1997 


10335 

20 

2008 

Oil Filler Cap 

10130 


1998-1997 

Oil Filler Cap 

10079 


V-6 3.5 L 




V-6 2.5 L 




2014-2013 

OE Equivalent Fuel Cap; Not For PZEV Emission USA.. 

10845 


2009-2008 

OE Equivalent Fuel Cap; Not For PZEV Emission USA. 

10845 


2014-2013 

Oil Filler Cap. 

10130 


2009-2006 

OE Type Radiator/Coolant Recovery Tank Cap 

10253 

21 

2014-2013 

OE Type Radiator/Coolant Recovery Tank Cap. 

10253 

21 

2009 

Oil Filler Cap 

10130 


C320 ! 

2008 

Oil Filler Cap; To Engine # 30903653; To 15/02/2008 

10130 


V-6 3.2 L 




2007-2006 

OE Equivalent Fuel Cap 

10845 


2005-2001 

OE Equivalent Fuel Cap. 

10845 


2007-2006 

Oil Filler CaD 

10130 


2005-2001 

Oil Filler Cap. 

10130 


V-6 2.5 L FLEX 



2005-2001 

OE Type Radiator/Coolant Recovery Tank Cap 

10253 

21 

2007 

OE Equivalent Fuel Cap 

10845 


V-6 3.2 L FLEX 



2007 

Oil Filler Cap 

10130 


2005-2004 

OE Equivalent Fuel Cap. 

10845 


2007 

OE Type Radiator/Coolant Recovery Tank Cap 

10253 

21 

2005-2004 

Oil Filler Cap. 

10130 


C240 




2005-2004 

OE Type Radiator/Coolant Recovery Tank Cap. 

10253 

21 

V-6 2.6 L 




C350 | 

2005-2001 

OE Equivalent Fuel Cap. 

10845 


V-6 3.5 L 




2005-2001 

Oil Filler Cap. 

10130 


2016-2012 

OE Equivalent Fuel Cap. 

10845 


2005-2001 

OE Type Radiator/Coolant Recovery Tank Cap. 

10253 

21 

2015-2006 

OE Type Radiator/Coolant Recovery Tank Cap 

10253 

21 

C250 




2014-2012 

OE Equivalent Fuel Cap; Not For PZEV Emission USA.. 

10845 


4-Cyl 1.8 L 




2011-2006 

Oil Filler Cap 

10130 


2015-2012 


10845 


2011 

OE Equivalent Fuel Cap. 

10838 


2015-2012 

Oil Filler Cap. 

10130 


2011 

Regular Keyed Alike Fuel Cap. 

17508 


2015-2012 

OE Type Radiator/Coolant Recovery Tank Cap. 

10253 

21 

2011 

Regular Locking Fuel Cap. 

10508 


2012 

OE Equivalent Fuel Cap; Not For PZEV Emission USA 

10845 


2010-2006 

OE Equivalent Fuel Cap. 

10845 


V-6 2.5 L 




C400 | 

2012-2010 

OE Equivalent Fuel Cap; Not For PZEV Emission USA 

10845 


V-6 3.0 L 




2012-2010 

Oil Filler Cap. 

10130 


2015 

OE Type Radiator/Coolant Recovery Tank Cap. 

10253 

21 

2012-2010 

OE Type Radiator/Coolant Recovery Tank Cap. 

10253 

21 

CL55AMG 1 

C280 




V-8 5.4 L 




6-Cyl 2.8 L 




2003 

OE Equivalent Fuel Cap. 

10843 


1997-1996 

Oil Filler Cap. 

10079 


2003 

Oil Filler Cap. 

10130 


1997-1995 

OE Equivalent Fuel Cap. 

10843 


2003 

OE Type Radiator/Coolant Recovery Tank Cap. 

10253 

21 

1997-1995 

OE Type Radiator Cap. 

10235 

20 

V-8 5.5 L 




1997-1995 

Safety Release Radiator Cap. 

10335 

20 

2006-2001 

OE Equivalent Fuel Cap. 

10843 


1997-1995 

OE Type Radiator/Coolant Recovery Tank Cap 

10253 

21 

2006-2001 

Oil Filler Cap. 

10130 


1995 

Oil Filler Cap. 

10130 


2006-2001 

OE Type Radiator/Coolant Recovery Tank Cap. 

10253 

21 

V-6 2.8 L 




CL63AMG ! 

2000-1999 

Oil Filler Cap. 

10130 


V-8 5.5 L 




2000-1998 

OE Type Radiator/Coolant Recovery Tank Cap. 

10253 

21 

2014-2011 

OE Equivalent Fuel Cap. 

10845 


2000 

OE Equivalent Fuel Cap 

10845 


2014-2011 

OE Type Radiator/Coolant Recovery Tank Cap. 

10253 

21 

1999-1998 

OE Equivalent Fuel Cap 

10843 


V-8 6.2 L 




1998 

Oil Filler Cap 

10079 


2010 

OE Equivalent Fuel Cap. 

10845 


V-6 3.0 L 




2010 

Oil Filler Cap. 

10130 


2007-2006 

OE Equivalent Fuel Cap. 

10845 


2010 

OE Type Radiator/Coolant Recovery Tank Cap. 

10253 

21 

2007-2006 

Oil Filler Cap. 

10130 


V-8 6.3 L 




2007-2006 

OE Type Radiator/Coolant Recovery Tank Cap 

10253 

21 

2010-2008 

OE Equivalent Fuel Cap. 

10845 


C300 




2010-2008 

Oil Filler Cap. 

10130 


4-Cyl 2.0 L 




2010-2008 

OE Type Radiator/Coolant Recovery Tank Cap. 

10253 

21 

2016-2015 

Oil Filler Cap 

10130 


CL65AMG 

2015 

OE Type Radiator/Coolant Recovery Tank Cap 

10253 

21 

V-12 6.0L 




V-6 3.0 L 




2014-2013 

Safety Release Radiator Cap 

10335 

20 

2012-2011 

OE Equivalent Fuel Cap; Not For PZEV Emission USA 

10845 


2014-2012 

OE Type Radiator Cap . 

10235 

20 
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Caps for Passenger Cars and LightTmcks (1995 and Newer) 


Application 


Mercedes-Benz - Continued 


Part 

Number 


PSI 


Application 


Mercedes-Benz - Continued 


Part 

Number 


PSI 


CL65 AMG - Continued ! 

V-12 6.0L 

Continued 



2014-2008 

OE Equivalent Fuel Cap. 

10845 


2014-2008 

Oil Filler Cap 

10130 


2014-2008 

OE Type Radiator/Coolant Recovery Tank Cap 

10253 

21 

2009 

OE Type Radiator Cap 

10235 

20 

2009 

Safety Release Radiator Cap 

10335 

20 

2006-2005 

OE Equivalent Fuel Cap 

10843 


2006-2005 

Oil Filler Cap 

10130 


2006-2005 

OE Type Radiator/Coolant Recovery Tank Cap 

10253 

21 

CL500 

V-8 5.0L 




2006-2000 

Oil Filler Cap 

10130 


2006-1998 

OE Equivalent Fuel Cap 

10843 


2006-1998 

OE Type Radiator/Coolant Recovery Tank Cap 

10253 

21 

1999 

Oil Filler Cap 

10079 


1998 

Oil Filler Cap 

10130 


CL550 I 

V-84.6L 




2014-2011 

OE Equivalent Fuel Cap 

10845 


2014-2011 

OE Type Radiator/Coolant Recovery Tank Cap 

10253 

21 

V-8 5.5 L 




2010-2007 

OE Equivalent Fuel Cap 

10845 


2010-2007 

OE Type Radiator/Coolant Recovery Tank Cap 

10253 

21 

2008-2007 

Oil Filler Cap. 

10130 


CL600 

V-12 5.5L 




2014-2013 

OE Type Radiator Cap. 

10235 

20 

2014-2013 

Safety Release Radiator Cap. 

10335 

20 

2014-2012 

Oil Filler Cap. 

10130 


2014-2007 

OE Equivalent Fuel Cap. 

10845 


2014-2003 

OE Type Radiator/Coolant Recovery Tank Cap. 

10253 

21 

2012 

OE Type Radiator Cap; For Intercooler. 

10235 

20 

2012 

Safety Release Radiator Cap; For Intercooler. 

10335 

20 

2011 

Oil Filler Cap; To Engine # 40034255; To 14/01/2011. 

10130 


2010-2003 

Oil Filler Cap. 

10130 


2010-2003 

OE Type Radiator Cap 

10235 

20 

2010-2003 

Safety Release Radiator Cap 

10335 

20 

2006-2003 

OE Equivalent Fuel Cap 

10843 


V-12 5.8L 




2002-2001 

OE Equivalent Fuel Cap. 

10843 


2002-2001 

Oil Filler Cap, 

10130 


2002-2001 

OE Type Radiator/Coolant Recovery Tank Cap 

10253 

21 

V-12 6.0L 




1999-1998 

OE Equivalent Fuel Cap 

10843 


1999-1998 

Oil Filler Cap 

10079 


1999-1998 

OE Type Radiator/Coolant Recovery Tank Cap 

10253 

21 

CLA45AMG 

4-Cyl 2.0 L 




2016-2014 

Oil Filler Cap 

10130 


2015-2014 

OE Type Radiator/Coolant Recovery Tank Cap 

10253 

21 

CLA250 

4-Cyl 2.0 L 




2016-2014 

Oil Filler Cap 

10130 


2015-2014 

OE Type Radiator/Coolant Recovery Tank Cap 

10253 

21 

CLK55AMG 

V-8 5.5 L 




2006-2003 

OE Equivalent Fuel Cap 

10845 


2006-2001 

Oil Filler Cap 

10130 


2006-2001 

OE Type Radiator/Coolant Recovery Tank Cap. 

10253 

21 


1CLK55 AMG - Continued ! 

V-8 5.5 L - Continued 



2002-2001 OE Equivalent Fuel Cap 

10843 


CLK63AMG 

V-8 6.3 L 



2009-2007 OE Equivalent Fuel Cap 

10845 


2009-2007 Oil Filler Cap 

10130 


2009-2007 OE Type Radiator/Coolant Recovery Tank Cap 

10253 

21 

CLK320 

V-6 3.2 L 



2005-2003 OE Equivalent Fuel Cap 

10845 


2005-2001 Oil Filler Cap 

10130 


2005-1998 OE Type Radiator/Coolant Recovery Tank Cap 

10253 

21 

2002-1998 OE Equivalent Fuel Cap 

10843 


2000-1998 Oil Filler Cap 

10079 


CLK350 !! 

V-6 3.5 L 



2009-2006 OE Equivalent Fuel Cap 

10845 


2009-2006 Oil Filler Cap 

10130 


2009-2006 OE Type Radiator/Coolant Recovery Tank Cap 

10253 

21 

CLK430 ! 

V-8 4.3 L 



2003-1999 OE Equivalent Fuel Cap 

10843 


2003-1999 Oil Filler Cap 

10130 


2003-1999 OE Type Radiator/Coolant Recovery Tank Cap 

10253 

21 

CLK500 i 

V-8 5.0 L 



2006-2003 OE Equivalent Fuel Cap 

10845 


2006-2003 Oil Filler Cap 

10130 


2006-2003 OE Type Radiator/Coolant Recovery Tank Cap 

10253 

21 

CLK550 

V-8 5.5 L 



2009-2007 OE Equivalent Fuel Cap. 

10845 


2009-2007 OE Type Radiator/Coolant Recovery Tank Cap. 

10253 

21 

2008-2007 Oil Filler Cap. 

10130 


CLS55AMG 

V-8 5.5 L 



2006 OE Equivalent Fuel Cap. 

10845 


2006 Oil Filler Cap. 

10130 


2006 OE Type Radiator/Coolant Recovery Tank Cap. 

10253 

21 

CLS63AMG II 

V-8 5.5 L 



2014-2012 OE Equivalent Fuel Cap. 

10845 


2014-2012 OE Type Radiator/Coolant Recovery Tank Cap 

10253 

21 

V-8 6.2 L 



2011-2010 OE Equivalent Fuel Cap. 

10845 


2010 Oil Filler Cap. 

10130 


2010 OE Type Radiator/Coolant Recovery Tank Cap 

10253 

21 

V-8 6.3 L 



2011-2007 OE Equivalent Fuel Cap. 

10845 


2011-2007 Oil Filler Cap. 

10130 


2011-2007 OE Type Radiator/Coolant Recovery Tank Cap . 

10253 

21 

CLS63AMGS 

V-8 5.5 L 



2017-2014 OE Equivalent Fuel Cap. 

10845 


2015-2014 OE Type Radiator/Coolant Recovery Tank Cap . 

10253 

21 

CLS400 i; 

V-6 3.0 L 



2017-2015 OE Equivalent Fuel Cap. 

10845 


2015 OE Type Radiator/Coolant Recovery Tank Cap 

10253 

21 
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Caps for Passenger Cars and LightTmcks (1995 and Newer) 


Application 


Part 

Number 

PSI 

Application 


Part 

Number 

PSI 

Mercedes-Benz - Continued 



Mercedes-Benz - Continued 



CLS500 

E300 - Continued i 

V-8 5.0 L 




6-Cyl 3.0 L 

DIESEL - Continued 



2006 

OE Equivalent Fuel Cap 

10845 


1995 

Safety Release Radiator Cap. 

10335 

20 

2006 

Oil Filler Cap. 

10130 


V-6 3.0 L 




2006 

OE Type Radiator/Coolant Recovery Tank Cap 

10253 

21 

2009-2008 

OE Equivalent Fuel Cap. 

10845 


CLS550 

2009-2008 

OE Type Radiator/Coolant Recovery Tank Cap 

10253 

21 

V-8 4.6 L 




2009 

Oil Filler Cap 

10130 


2017-2012 

OE Equivalent Fuel Cap. 

10845 


2008 

Oil Filler Cap; To Engine # 30903653; To 15/02/2008 

10130 


2015-2012 

OE Type Radiator/Coolant Recovery Tank Cap 

10253 

21 

V-6 3.5 L 




V-8 5.5 L 




2016-2015 

OE Equivalent Fuel Cap; Not For PZEV Emission USA.. 

10845 


2011-2007 

OE Equivalent Fuel Cap 

10845 


2015 

OE Type Radiator/Coolant Recovery Tank Cap. 

10253 

21 

2011-2007 

OE Type Radiator/Coolant Recovery Tank Cap 

10253 

21 

2013-2012 

OE Equivalent Fuel Cap; Not For PZEV Emission USA.. 

10845 


2008-2007 

Oil Filler Cap 

10130 


2013-2012 

OE Type Radiator/Coolant Recovery Tank Cap. 

10253 

21 

E55AMG 

E320 

V-8 5.5 L 




6-Cyl 3.2 L 




2006-2003 

OE Equivalent Fuel Cap. 

10845 


1997-1996 

OE Type Radiator/Coolant Recovery Tank Cap 

10253 

21 

2006-1999 

Oil Filler Cap 

10130 


1997-1995 

OE Equivalent Fuel Cap. 

10843 


2006-1999 

OE Type Radiator/Coolant Recovery Tank Cap 

10253 

21 

1997-1995 

Oil Filler Cap 

10079 


2002-1999 

OE Equivalent Fuel Cap. 

10843 


1995 

OE Type Radiator Cap 

10235 

20 

E63AMG 

1995 

Safety Release Radiator Cap 

10335 

20 

V-8 5.5 L 




6-Cyl 3.2 L 

DIESEL 



2015-2012 


10845 


2006-2005 

OE Equivalent Fuel Cap. 

10845 


2015-2012 

OE Type Radiator/Coolant Recovery Tank Cap 

10253 

21 

2006-2005 

OE Type Radiator/Coolant Recovery Tank Cap. 

10253 

21 

V-8 6.2 L 




2006 

Oil Filler Cap. 

10130 


2010 

OE Equivalent Fuel Cap 

10845 


2005 

Oil Filler Cap. 

10079 


2010 

Oil Filler Cap. 

10130 


V-6 3.0 L 




2010 

OE Type Radiator/Coolant Recovery Tank Cap 

10253 

21 

2009 

Oil Filler Cap 

10130 


V-8 6.3 L 




V-6 3.0 L DIESEL 



2011-2007 


10845 


2009-2007 

OE Equivalent Fuel Cap. 

10845 


2011-2007 

Oil Filler Cap 

10130 


2009-2007 

OE Type Radiator/Coolant Recovery Tank Cap. 

10253 

21 

2011-2007 




2008-2007 

Oil Filler Cap. 

10130 









FR3 AMfi S 



V-6 3.2 L 








?nn5-?nn3 


10845 


V-8 5.5 L 




2005-1998 


10079 


2016-2014 

OE Equivalent Fuel Cap. 

10845 






2015-2014 

OE Type Radiator/Coolant Recovery Tank Cap 

10253 

21 

2005-1998 

OE Type Radiator/Coolant Recovery Tank Cap 

10253 

21 





2002-1998 

OE Equivalent Fuel Cap. 



E250 

1 UO^tO 


4-Cyl 2.1 L 




E350 




2016-2014 

Oil Filler Cap 

10130 


V-6 3.0 L 








2013-2011 

Oil Filler Cap. 

10130 


2015-2014 

Oil Filler Cap; EXC ENGINE INCREASED 

10130 






PERFORMANCE. 



2013-2011 

OE Type Radiator/Coolant Recovery Tank Cap. 

10253 

21 

2015-2014 

OE Type Radiator/Coolant Recovery Tank Cap. 

10253 

21 

V-6 3.5 L 




E280 

2016-2012 

OE Equivalent Fuel Cap; Not For PZEV Emission USA., 

10845 


V-6 3.0 L 




2015-2006 

OE Type Radiator/Coolant Recovery Tank Cap. 

10253 

21 

2007 

OE Equivalent Fuel Cap. 

10845 


2014-2006 

OE Equivalent Fuel Cap. 

10845 


2007 

Oil Filler Cap. 

10130 


2011-2006 

Oil Filler Cap. 

10130 


2007 

OE Type Radiator/Coolant Recovery Tank Cap. 

10253 

21 

E400 




E300 

V-6 3.0 L 




6-Cyl 3.0 L 




2017-2015 

OE Equivalent Fuel Cap. 

10845 


1999-1998 

OE Type Radiator/Coolant Recovery Tank Cap. 

10253 

21 

2017-2015 

OE Equivalent Fuel Cap; Not For PZEV Emission USA.. 

10845 


1998-1996 

OE Equivalent Fuel Cap. 

10843 


2017-2015 

OE Equivalent Fuel Cap; PZEV Emission USA. 

10845 


6-Cyl 3.0 L DIESEL 



2015 

OE Type Radiator/Coolant Recovery Tank Cap ., 

10253 

21 

1999-1997 

Oil Filler Cap. 

10079 


V-6 3.5 L 




1999 

OE Equivalent Fuel Cap. 

10843 


2015-2013 

OE Equivalent Fuel Cap; Not For PZEV Emission USA.. 

10845 


1997-1996 

OE Type Radiator/Coolant Recovery Tank Cap 

10253 

21 

2015-2013 

OE Type Radiator/Coolant Recovery Tank Cap. 

10253 

21 

1996 

Oil Filler Cap. 

10130 


E420 




1995 

OE Equivalent Fuel Cap. 

10810 


V-8 4.2 L 




1995 

Oil Filler Cap. 

10079 


1997 

OE Equivalent Fuel Cap. 

10843 


1995 

Regular Keyed Alike Fuel Cap 

17582 


1997 

Oil Filler Cap. 

10079 


1995 

Regular Locking Fuel Cap 

10582 


1997 

OE Type Radiator/Coolant Recovery Tank Cap 

10253 

21 

1995 

OE Type Radiator Cap 

10235 

20 

1995 

OE Equivalent Fuel Cap. 

10810 
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Caps for Passenger Cars and LightTrucks (1995 and Newer) 


Application 


Mercedes-Benz - Continued 


Part 

Number 


PSI 


Application 


Mercedes-Benz - Continued 


Part 

Number 


PSI 


E420 - Continued 

V-84.2L- 

Continued 



1995 

Oil Filler Cap 

10079 


1995 

Regular Keyed Alike Fuel Cap. 

17582 


1995 

Regular Locking Fuel Cap. 

10582 


1995 

OE Type Radiator Cap 

10235 

20 

1995 

Safety Release Radiator Cap 

10335 

20 

E430 

V-84.3L 




2002-1998 

OE Equivalent Fuel Cap 

10843 


2002-1998 

Oil Filler Cap 

10130 


2002-1998 

OE Type Radiator/Coolant Recovery Tank Cap 

10253 

21 

E500 

V-8 5.0L 




2006-2003 

OE Equivalent Fuel Cap 

10845 


2006-2003 

Oil Filler Cap 

10130 


2006-2003 

OE Type Radiator/Coolant Recovery Tank Cap 

10253 

21 

E550 

V-84.6L 




2017-2012 

OE Equivalent Fuel Cap 

10845 


2016-2012 

OE Equivalent Fuel Cap; Not For PZEV Emission USA.. 

10845 


2015-2012 

OE Type Radiator/Coolant Recovery Tank Cap 

10253 

21 

V-8 5.5 L 




2011-2007 

OE Equivalent Fuel Cap 

10845 


2011-2007 

OE Type Radiator/Coolant Recovery Tank Cap 

10253 

21 

2008-2007 

Oil Filler Cap 

10130 


G55AMG 

V-8 5.4 L 




2010 

OE Equivalent Fuel Cap 

10845 


2010 

OE Type Radiator/Coolant Recovery Tank Cap. 

10253 

21 

V-8 5.5 L 




2011-2003 

OE Equivalent Fuel Cap 

10845 


2011-2003 

Oil Filler Cap. 

10130 


2011-2003 

OE Type Radiator/Coolant Recovery Tank Cap. 

10253 

21 

G63AMG 

V-8 5.5 L 




2017-2013 

OE Equivalent Fuel Cap. 

10845 


2015-2013 

OE Type Radiator/Coolant Recovery Tank Cap. 

10253 

21 

G65AMG 

V-12 6.0L 




2017-2016 

OE Equivalent Fuel Cap. 

10845 


G500 

V-8 5.0 L 




2008-2002 

OE Equivalent Fuel Cap. .. 

10845 


2008-2002 

Oil Filler Cap. 

10130 


2008-2002 

OE Type Radiator/Coolant Recovery Tank Cap. 

10253 

21 

G550 

V-8 4.0 L 




2017-2016 

OE Equivalent Fuel Cap. 

10845 


V-8 5.5 L 




2015-2009 

OE Equivalent Fuel Cap. 

10845 


2015-2009 

OE Type Radiator/Coolant Recovery Tank Cap. 

10253 

21 

2009 

Oil Filler Cap. 

10130 


GL63AMG 

V-8 5.5 L 




2016-2013 

OE Equivalent Fuel Cap. 

10838 


2015-2013 

OE Type Radiator/Coolant Recovery Tank Cap . . 

10253 

21 

2014-2013 

Regular Keyed Alike Fuel Cap. 

17508 


2014-2013 

Regular Locking Fuel Cap. 

10508 



IGL320 I 

V-6 3.0 L 

2009 

Oil Filler Cap. 

10130 


V-6 3.0 L DIESEL 



2009-2007 

Diesel Only Fuel Cap; Green 

10838D 


2009-2007 

Diesel Only Locking Fuel Cap; Green 

10508D 


2009-2007 

OE Equivalent Fuel Cap 

10838 


2009-2007 

Regular Keyed Alike Fuel Cap 

17508 


2009-2007 

Regular Locking Fuel Cap. 

10508 


2009-2007 

OE Type Radiator/Coolant Recovery Tank Cap 

10253 

21 

2008-2007 

Oil Filler Cap. 

10130 


GL350 !! 

V-6 3.0 L 

2016-2010 

Oil Filler Cap 

10130 


2015-2013 

OE Type Radiator/Coolant Recovery Tank Cap 

10253 

21 

2011 

OE Type Radiator/Coolant Recovery Tank Cap 

10253 

21 

V-6 3.0 L DIESEL 



2012 

OE Type Radiator/Coolant Recovery Tank Cap 

10253 

21 

2010 

OE Equivalent Fuel Cap 

10838 


2010 

Regular Keyed Alike Fuel Cap 

17508 


2010 

Regular Locking Fuel Cap. 

10508 


2010 

OE Type Radiator/Coolant Recovery Tank Cap 

10253 

21 

GL450 

V-6 3.0 L 

2016-2015 

OE Equivalent Fuel Cap 

10838 


2015 

OE Type Radiator/Coolant Recovery Tank Cap 

10253 

21 

V-8 4.6 L 

2014-2007 

OE Equivalent Fuel Cap 

10838 


2014-2007 

Regular Keyed Alike Fuel Cap 

17508 


2014-2007 

Regular Locking Fuel Cap. 

10508 


2014-2007 

OE Type Radiator/Coolant Recovery Tank Cap. 

10253 

21 

2008-2007 

Oil Filler Cap. 

10130 


GL550 

V-8 4.6 L 

2016-2013 

OE Equivalent Fuel Cap. 

10838 


2015-2013 

OE Type Radiator/Coolant Recovery Tank Cap. 

10253 

21 

2014-2013 

Regular Keyed Alike Fuel Cap. 

17508 


2014-2013 

Regular Locking Fuel Cap. 

10508 


V-8 5.5 L 

2012-2008 

OE Equivalent Fuel Cap. 

10838 


2012-2008 

Regular Keyed Alike Fuel Cap. 

17508 


2012-2008 

Regular Locking Fuel Cap. 

10508 


2012-2008 

OE Type Radiator/Coolant Recovery Tank Cap. 

10253 

21 

2008 

Oil Filler Cap. 

10130 


GLA45AMG 

4-Cyl 2.0 L 

2016-2015 

Oil Filler Cap. 

10130 


2015 

OE Type Radiator/Coolant Recovery Tank Cap 

10253 

21 

GLA250 i 

4-Cyl 2.0 L 

2016-2015 

Oil Filler Cap. 

10130 


2015 

OE Type Radiator/Coolant Recovery Tank Cap . 

10253 

21 

GLC300 ! 

4-Cyl 2.0 L 

2016 

Oil Filler Cap. 

10130 


GLE43AMG [ 

V-6 3.0 L 

2017 

OE Equivalent Fuel Cap. 

10838 
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Caps for Passenger Cars and LightTmcks (1995 and Newer) 


Application 


Mercedes-Benz - Continued 


Part 

Number 


PSI 


Application 


Mercedes-Benz - Continued 


Part 

Number 


PSI 


GLE63AMG 

V-8 5.5 L 

2017-2016 OE Equivalent Fuel Cap 

10838 


GLE63AMGS 

V-8 5.5 L 

2017-2016 OE Equivalent Fuel Cap 

10838 


GLE300d 

4-Cyl 2.1 L 

2016 Oil Filler Cap 

10130 


GLE350 

V-6 3.5 L 

2016 OE Equivalent Fuel Cap 

V-6 3.5 L FLEX 

10838 


2016 OE Equivalent Fuel Cap 

10838 


GLE350d 

V-6 3.0 L 

2016 Oil Filler Cap 

10130 


GLE400 

V-6 3.0 L 

2016 OE Equivalent Fuel Cap 

10838 


GLE450AMG 1 

V-6 3.0 L 

2016 OE Equivalent Fuel Cap. 

10838 




GLE550 

V-8 4.6 L 

2017-2016 OE Equivalent Fuel Cap ,, 

10838 


GLK250 

4-Cyl 2.1 L 

2015-2013 Oil Filler Cap 

10130 


2015-2013 OE Type Radiator/Coolant Recovery Tank Cap 

10253 

21 

GLK350 

V-6 3.5 L 

2015-2011 OE Equivalent Fuel Cap; Not For PZEV Emission USA 

10845 


2015-2010 OE Type Radiator/Coolant Recovery Tank Cap 

10253 

21 

2012-2011 OE Equivalent Fuel Cap; Not For PZEV Emission USA; 
Gas Tank 

10845 


2012-2010 Oil Filler Cap 

10130 


2010 OE Equivalent Fuel Cap 

10845 


GLS63AMG ij 

V-8 5.5 L 

2017 OE Equivalent Fuel Cap 

10838 


GLS450 

V-6 3.0 L 

2017 OE Equivalent Fuel Cap 

10838 


GLS550 

V-8 4.6 L 

2017 OE Equivalent Fuel Cap 

10838 


Metris | 

4-Cyl 2.0 L 

2016 Oil Filler Cap 

10130 


ML55AMG 

V-8 5.5 L 

2003-2000 OE Equivalent Fuel Cap 

10834 


2003-2000 Oil Filler Cap 

10130 


2003-2000 OE Type Radiator Cap. 

10258 

20 

2002-2000 Regular Keyed Alike Fuel Cap. 

17504 


2002-2000 Regular Locking Fuel Cap. 

10504 



| ML63 AMG | 

V-8 5.5 L - 

Continued 



2015-2012 

OE Equivalent Fuel Cap. 

10838 


2015-2012 

OE Type Radiator/Coolant Recovery Tank Cap. 

10253 

21 

2014-2012 

Regular Keyed Alike Fuel Cap. 

17508 


2014-2012 

Regular Locking Fuel Cap. 

10508 


V-8 6.2 L 




2011-2010 

OE Equivalent Fuel Cap. 

10838 


2011-2010 

Regular Keyed Alike Fuel Cap. 

17508 


2011-2010 

Regular Locking Fuel Cap. 

10508 


2010 

Oil Filler Cap. 

10130 


2010 

OE Type Radiator/Coolant Recovery Tank Cap 

10253 

21 

V-8 6.3 L 




2011-2007 

OE Equivalent Fuel Cap. 

10838 


2011-2007 

Oil Filler Cap. 

10130 


2011-2007 

Regular Keyed Alike Fuel Cap. 

17508 


2011-2007 

Regular Locking Fuel Cap. 

10508 


2011-2007 

OE Type Radiator/Coolant Recovery Tank Cap. 

10253 

21 

ML250 ! 

4-Cyl 2.1 L 




2015 

Oil Filler Cap. 

10130 


2015 

OE Type Radiator/Coolant Recovery Tank Cap 

10253 

21 

ML320 

V-6 3.0 L DIESEL 



2009-2007 

Diesel Only Fuel Cap; Green 

10838D 


2009-2007 

Diesel Only Locking Fuel Cap; Green 

10508D 


2009-2007 

OE Equivalent Fuel Cap .. .. 

10838 


2009-2007 

Oil Filler Cap. 

10130 


2009-2007 

Regular Keyed Alike Fuel Cap. 

17508 


2009-2007 

Regular Locking Fuel Cap. 

10508 


2009-2007 

OE Type Radiator/Coolant Recovery Tank Cap. 

10253 

21 

V-6 3.2 L 




2003-2000 

Oil Filler Cap. 

10130 


2003-1998 

OE Equivalent Fuel Cap. 

10834 


2003-1998 

Regular Keyed Alike Fuel Cap. 

17504 


2003-1998 

Regular Locking Fuel Cap. 

10504 


2003-1998 

OE Type Radiator Cap. 

10258 

20 

1999-1998 

Oil Filler Cap. 

10079 


ML350 ! 

V-6 3.0 L 




2015-2011 

OE Type Radiator/Coolant Recovery Tank Cap . 

10253 

21 

2015-2010 

Oil Filler Cap. 

10130 


V-6 3.0 L DIESEL 



2010 

OE Equivalent Fuel Cap. 

10838 


2010 

Regular Keyed Alike Fuel Cap. 

17508 


2010 

Regular Locking Fuel Cap. 

10508 


2010 

OE Type Radiator/Coolant Recovery Tank Cap. 

10253 

21 

V-6 3.5 L 




2015-2006 

OE Equivalent Fuel Cap 

10838 


2015-2006 

OE Type Radiator/Coolant Recovery Tank Cap 

10253 

21 

2014-2006 

Regular Keyed Alike Fuel Cap 

17508 


2014-2006 

Regular Locking Fuel Cap. 

10508 


2011-2006 

Oil Filler Cap 

10130 


V-6 3.7 L 




2005-2003 

OE Equivalent Fuel Cap. 

10834 


2005-2003 

Oil Filler Cap. 

10130 


2005-2003 

Regular Keyed Alike Fuel Cap. 

17504 


2005-2003 

Regular Locking Fuel Cap. 

10504 


2005-2003 

OE Type Radiator Cap. 

10258 

20 
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Caps for Passenger Cars and LightTrucks (1995 and Newer) 


Application 

Part 

Number 

PSI 

Application 

Part 

Number 

PSI 

Mercedes-Benz - Continued 



Mercedes-Benz - Continued 



ML400 

R320- 

Continued 



V-6 3.0 L 




V-6 3.0 L DIESEL-Continued 



2015 

OE Equivalent Fuel Cap 

10838 


2009-2007 

Diesel Only Locking Fuel Cap; Green. 

10508D 


2015 

OE Type Radiator/Coolant Recovery Tank Cap 

10253 

21 

2009-2007 

OE Equivalent Fuel Cap 

10838 


ML430 

2009-2007 

Regular Keyed Alike Fuel Cap. 

17508 


V-84.3L 




2009-2007 

Regular Locking Fuel Cap. 

10508 


2001-1999 

OE Equivalent Fuel Cap 

10834 


2009-2007 

OE Type Radiator/Coolant Recovery Tank Cap 

10253 

21 

2001-1999 

Regular Keyed Alike Fuel Cap 

17504 


2008-2007 

Oil Filler Cap. 

10130 


2001-1999 

Regular Locking Fuel Cap. 

10504 


R350 1 

2001-1999 

OE Type Radiator Cap 

10258 

20 

V-6 3.0 L 




2001 

Oil Filler Cap 

10130 


2013-2010 

Oil Filler Cap. 

10130 


2000 

Oil Filler Cap 

10079 


2013 

OE Type Radiator/Coolant Recovery Tank Cap 

10253 

21 

1999 

Oil Filler Cap 

10130 


2011 

OE Type Radiator/Coolant Recovery Tank Cap 

10253 

21 

ML450 

V-6 3.0 L DIESEL 



V-6 3.5 L 




2012 

OE Type Radiator/Coolant Recovery Tank Cap 

10253 

21 

2011 

OE Type Radiator/Coolant Recovery Tank Cap. 

10253 

21 

2010 

OE Equivalent Fuel Cap 

10838 


V-6 3.5 L ELECTRIC/GAS 



2010 

Regular Keyed Alike Fuel Cap. 

17508 


2010 

OE Type Radiator/Coolant Recovery Tank Cap 

10253 

21 

2010 

Regular Locking Fuel Cap. 

10508 


ML500 

2010 

OE Type Radiator/Coolant Recovery Tank Cap 

10253 

21 

V-8 5.0L 




V-6 3.5 L 




2007-2006 

OE Equivalent Fuel Cap 

10838 


2013-2006 

OE Equivalent Fuel Cap 

10838 


2007-2006 

Regular Keyed Alike Fuel Cap. 

17508 


2013-2006 

OE Type Radiator/Coolant Recovery Tank Cap 

10253 

21 

2007-2006 


10508 


2012 

Regular Keyed Alike Fuel Cap 

17508 


2007-2006 


10953 

21 

2012 

Regular Locking Fuel Cap. 

10508 


2007-2003 

Oil Filler Cap 

10130 

2011-2006 

Oil Filler Cap. 

10130 


2005-2002 

OE Equivalent Fuel Cap 

10834 


2010-2006 

Regular Keyed Alike Fuel Cap. 

17508 


2005-2002 

Regular Keyed Alike Fuel Cap 

17504 


2010-2006 

Regular Locking Fuel Cap. 

10508 


2005-2002 

Regular Locking Fuel Cap. 

10504 


R500 

2005-2002 

OE Type Radiator Cap. 

10258 

20 

V-8 5.0 L 




2002 

Oil Filler Cap. 

10079 


2007-2006 

OE Equivalent Fuel Cap. 

10838 


ML550 

2007-2006 

Oil Filler Cap. 

10130 


V-84.6L 




2007-2006 

Regular Keyed Alike Fuel Cap. 

17508 


2015-2012 

OE Equivalent Fuel Cap. 

10838 


2007-2006 

Regular Locking Fuel Cap. 

10508 


2015-2012 

OE Type Radiator/Coolant Recovery Tank Cap. 

10253 

21 

2007-2006 

OE Type Radiator/Coolant Recovery Tank Cap 

10253 

21 

2014-2013 

Regular Keyed Alike Fuel Cap. 

17508 


R550 

2014-2013 

Regular Locking Fuel Cap. 

10508 


V-8 5.5 L 




V-8 5.5 L 




2008 

OE Equivalent Fuel Cap. 

10838 


2011-2010 

OE Equivalent Fuel Cap. 

10838 


2008 

Oil Filler Cap; To Engine # 30242887; To 26/02/2008 

10130 


2011-2010 

Regular Keyed Alike Fuel Cap. 

17508 


2008 

OE Type Radiator/Coolant Recovery Tank Cap . 

10253 

21 

2011-2010 

Regular Locking Fuel Cap. 

10508 


S55AMG 1 

2011-2008 

OE Type Radiator/Coolant Recovery Tank Cap. 

10253 

21 

V-8 5.4 L 




2009 

OE Equivalent Fuel Cap. 

10834 


2003 

OE Equivalent Fuel Cap. 

10843 


2009 

Regular Keyed Alike Fuel Cap. 

17504 


2003 

Oil Filler Cap 

10130 


2009 

Regular Locking Fuel Cap. 

10504 


2003 

OE Type Radiator/Coolant Recovery Tank Cap 

10253 

21 

2008 

OE Equivalent Fuel Cap 

10838 


V-8 5.5 L 




2008 

Oil Filler Cap 

10130 


2006-2001 

OE Equivalent Fuel Cap. 

10843 


2008 

Regular Keyed Alike Fuel Cap 

17508 


2006-2001 

Oil Filler Cap. 

10130 


2008 

Regular Locking Fuel Cap. 

10508 


2006-2001 

OE Type Radiator/Coolant Recovery Tank Cap 

10253 

21 

R63AMG 

S63AMG 

V-8 6.3 L 




V-8 5.5 L 




2007 

OE Equivalent Fuel Cap 

10838 


2015-2011 

OE Type Radiator/Coolant Recovery Tank Cap 

10253 

21 

2007 


10130 


2013-2011 

OE Equivalent Fuel Cap 

10845 


2007 

Regular Keyed Alike Fuel Cap. 

17508 


V-8 6.2 L 




2007 

Regular Locking Fuel Cap. 

10508 


2010 

OE Equivalent Fuel Cap 

10845 


2007 

OE Type Radiator/Coolant Recovery Tank Cap. 

10253 

21 

2010 

Oil Filler Cap. 

10130 


R320 

2010 

OE Type Radiator/Coolant Recovery Tank Cap 

10253 

21 

V-6 3.0 L 




V-8 6.3 L 




2009 

Oil Filler Cap 

10130 


2010-2008 

OE Equivalent Fuel Cap 

10845 


V-6 3.0 L DIESEL 



2010-2008 

Oil Filler Cap. 

10130 


12009-2007 

Diesel Only Fuel Cap; Green. 

10838D 


2010-2008 

OE Type Radiator/Coolant Recovery Tank Cap 

10253 

21 
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Caps for Passenger Cars and LightTmcks (1995 and Newer) 


Application 


Part 

Number 

PSI 

Application 


Part 

Number 

PSI 

Mercedes-Benz - Continued 



Mercedes-Benz - Continued 



S65AMG 

S500 - Continued 

V-12 6.0L 




V-8 5.0 L - 

Continued 



2015 

OE Type Radiator/Coolant Recovery Tank Cap 

10253 

21 

1997-1995 

OE Type Radiator Cap. 

10235 

20 

2013-2012 

OE Type Radiator Cap. 

10235 

20 

1997-1995 

Safety Release Radiator Cap. 

10335 

20 

2013-2012 

Safety Release Radiator Cap. 

10335 

20 

1995 

Oil Filler Cap. 

10130 










2013-2006 

OE Equivalent Fuel Cap 

10845 


S550 | 

2013-2006 

Oil Filler Cap 

10130 


V-8 4.6 L 




2013-2006 

OE Type Radiator/Coolant Recovery Tank Cap 

10253 

21 

2015-2012 

OE Type Radiator/Coolant Recovery Tank Cap 

10253 

21 

2010-2009 

OE Type Radiator Cap. 

10235 

20 

2013-2012 


10845 


2010-2009 

Safety Release Radiator Cap. 

10335 

20 

V-8 5.5 L 




S320 

2011-2007 

OE Equivalent Fuel Cap. 

10845 


6-Cyl 3.2 L 




2011-2007 

OE Type Radiator/Coolant Recovery Tank Cap 

10253 

21 

1999-1995 

OE Equivalent Fuel Cap. 

10843 


2008-2007 

Oil Filler Cap. 

10130 


1999-1995 

Oil Filler Cap. 

10079 


S550e 1 

1999-1995 

OE Type Radiator/Coolant Recovery Tank Cap 

10253 

21 

V-6 3.0 L 




1997-1995 

OE Type Radiator Cap 

10235 

20 

2015 

OE Type Radiator/Coolant Recovery Tank Cap 

10253 

21 

1997-1995 

Safety Release Radiator Cap 

10335 

20 

S600 

S350 

V-12 5.5L 




6-Cyl 3.4 L 




2013-2012 

Oil Filler Cap. 

10130 


1995 

Oil Filler CaD 

10130 


2013-2012 

OE Type Radiator Cap. 

10235 

20 

6-Cyl 3.4 L DIESEL 



2013-2003 

OE Equivalent Fuel Cap. 

10845 


1995 

OE Equivalent Fuel Cap. 

10843 


2013-2003 


10253 

21 

V-6 3.0 L 




2013 

Safety Release Radiator Cap. 

10335 

20 

2013-2012 

Oil Filler Cap 

10130 


2011 

Oil Filler Cap; To Engine # 40034255; To 14/01/2011 

10130 


2013-2012 

OE Type Radiator/Coolant Recovery Tank Cap 

10253 

21 

2010-2009 

OE Type Radiator Cap 

10235 

20 

V-6 3.7 L 




2010-2009 

Safety Release Radiator Cap. 

10335 

20 

2006 

OE Equivalent Fuel Cap 

10845 


2010-2003 


10130 


2006 

Oil Filler Cap 

10130 


V-12 5.8 L 




2006 

OE Type Radiator/Coolant Recovery Tank Cap 

10253 

21 

2002-2001 

Oil Filler Cap 

10079 


S400 

2002-2001 

OE Type Radiator/Coolant Recovery Tank Cap. 

10253 

21 

V-6 3.5 L 




2002 

OE Equivalent Fuel Cap. 

10845 


2013-2012 

OE Equivalent Fuel Cap; Not For PZEV Emission USA.. 

10845 


2001 

OE Equivalent Fuel Cap. 

10843 


2013-2011 

OE Type Radiator/Coolant Recovery Tank Cap. 

10253 

21 

V-12 6.0 L 




2013-2010 

Oil Filler Cap. 

10130 


2015 

OE Type Radiator/Coolant Recovery Tank Cap. 

10253 

21 

V-6 3.5 L ELECTRIC/GAS 



1999-1995 

OE Equivalent Fuel Cap. 

10843 


2011-2010 

OE Equivalent Fuel Cap. 

10845 


1999-1995 

Oil Filler Cap. 

10079 


2010 

OE Type Radiator/Coolant Recovery Tank Cap. 

10253 

21 

1999-1995 

OE Type Radiator Cap 

10235 

20 









S420 

1999-1995 

Safety Release Radiator Cap. 

10335 

20 

V-84.2L 




1999-1995 

OE Type Radiator/Coolant Recovery Tank Cap. 

10253 

21 

1999-1995 

OE Equivalent Fuel Cap. 

10843 


SL55AMG | 

1999-1995 

Oil Filler Cap. 

10130 


V-8 5.5 L 




1999-1995 

OE Type Radiator/Coolant Recovery Tank Cap. 

10253 

21 

2008-2003 

OE Equivalent Fuel Cap. 

10845 


1997-1995 

OE Type Radiator Cap. 

10235 

20 

2008-2003 


10130 


1997-1995 

Safety Release Radiator Cap . 

10335 

20 

2008-2003 

OE Type Radiator/Coolant Recovery Tank Cap. 

10253 

21 

S430 

SL63AMG 1 

V-84.3L 




V-8 5.5 L 




2006-2000 

OE Equivalent Fuel Cap. 

10843 


2015-2013 

OE Type Radiator/Coolant Recovery Tank Cap. 

10253 

21 

2006-2000 

Oil Filler Cap. 

10130 


V-8 6.2 L 




2006-2000 

OE Type Radiator/Coolant Recovery Tank Cap. 

10253 

21 

2012-2011 

OE Equivalent Fuel Cap. 

10845 


S450 

2012-2011 

Oil Filler Cap. 

10130 


V-84.6L 




V-8 6.3 L 




2011-2008 

OE Equivalent Fuel Cap. 

10845 


2012-2009 

OE Equivalent Fuel Cap. 

10845 


2011-2008 

OE Type Radiator/Coolant Recovery Tank Cap. 

10253 

21 

2012-2009 

Oil Filler Cap. 

10130 


2008 

Oil Filler Cap; To Engine # 30242887; To 26/02/2008 

10130 


2009 

OE Type Radiator/Coolant Recovery Tank Cap 

10253 

21 

S500 

SL65AMG ! 

V-8 5.0 L 




V-12 6.0 L 




2006-2000 

Oil Filler Cap. 

10130 


2015-2013 

OE Type Radiator/Coolant Recovery Tank Cap. 

10253 

21 

2006-1995 

OE Equivalent Fuel Cap . 

10843 


2011-2005 

Oil Filler Cap. 

10130 


2006-1995 

OE Type Radiator/Coolant Recovery Tank Cap 

10253 

21 

2011 

OE Equivalent Fuel Cap. 

10845 


1999-1996 

Oil Filler Cap ,, 

10079 


2009-2005 

OE Equivalent Fuel Cap. 

10845 
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Caps for Passenger Cars and LightTrucks (1995 and Newer) 


Application 


Part 

Number 

PSI 

Application 

Part 

Number 

PSI 

Mercedes-Benz - Continued 



Mercedes-Benz - Continued 



SL65 AMG - Continued 

SLK55AMG 1 

V-12 6.0L 

Continued 



V-8 5.5 L 



2009-2005 

OE Type Radiator/Coolant Recovery Tank Cap 

10253 

21 

2016-2005 OE Equivalent Fuel Cap 

10845 


2009 

OE Type Radiator Cap. 

10235 

20 

2015-2005 OE Type Radiator/Coolant Recovery Tank Cap 

10253 

21 

2009 

Safety Release Radiator Cap 

10335 

20 

2011-2005 Oil Filler Cap 

10130 









SL320 

SLK230 [ 

6-Cyl 3.2 L 




4-Cyl 2.3 L 



1997-1995 

OE Equivalent Fuel Cap 

10843 


2004-2000 Oil Filler Cap 

10130 


1997-1995 

Oil Filler Cap 

10079 


2004-1998 OE Equivalent Fuel Cap 

10843 


1997-1995 

OE Type Radiator Cap 

10235 

20 

2004-1998 OE Type Radiator Cap 

10235 

20 

1997-1995 

Safety Release Radiator Cap 

10335 

20 

2004-1998 Safety Release Radiator Cap 

10335 

20 

1997-1995 

OE Type Radiator/Coolant Recovery Tank Cap 

10253 

21 

1999-1998 Oil Filler Cap 

10079 


SL400 

SLK250 1 

V-6 3.0L 




4-Cyl 1.8 L 



2015 

OE Type Radiator/Coolant Recovery Tank Cap. 

10253 

21 

2015-2012 OE Equivalent Fuel Cap 

10845 


SL500 

2015-2012 Oil Filler Cap 

10130 


V-8 5.0L 




2015-2012 OE Type Radiator/Coolant Recovery Tank Cap 

10253 

21 

2006-2003 

OE Equivalent Fuel Cap 

10845 


SLK280 

2006-2000 

Oil Filler Cap 

10130 


V-6 3.0 L 



2006-1995 

OE Type Radiator/Coolant Recovery Tank Cap 

10253 

21 

2008-2006 OE Equivalent Fuel Cap. 

10845 


2002-1995 

OE Equivalent Fuel Cap 

10843 


2008-2006 Oil Filler Cap 

10130 


1999-1995 

Oil Filler Cap 

10079 


2008-2006 OE Type Radiator/Coolant Recovery Tank Cap 

10253 

21 








1997-1995 

OE Type Radiator Cap 

10235 

20 

SLK300 

1997-1995 

Safety Release Radiator Cap 

10335 

20 

4-Cyl 2.0 L 



SL550 

2016 OE Equivalent Fuel Cap 

10845 


V-84.6L 




2016 Oil Filler Cap 

10130 


2015-2013 

OE Type Radiator/Coolant Recovery Tank Cap 

10253 

21 

V-6 3.0 L 



V-8 5.5 L 




2011-2009 OE Equivalent Fuel Cap 

10845 


2012-2007 

OE Equivalent Fuel Cap 

10845 


2011-2009 Oil Filler Cap 

10130 


2012-2007 

OE Type Radiator/Coolant Recovery Tank Cap. 

10253 

21 

2011-2009 OE Type Radiator/Coolant Recovery Tank Cap. 

10253 

21 

2011 

Oil Filler Cap. 

10130 


SLK320 

2009-2007 

Oil Filler Cap. 

10130 


V-6 3.2 L 



SL600 

2004-2001 OE Equivalent Fuel Cap. 

10843 


V-12 5.5L 




2004-2001 Oil Filler Cap. 

10130 


2011-2004 

OE Equivalent Fuel Cap. 

10845 


2004-2001 OE Type Radiator/Coolant Recovery Tank Cap. 

10253 

21 

2011-2004 

OE Type Radiator/Coolant Recovery Tank Cap. 

10253 

21 

SLK350 

2011 

Oil Filler Cap; To Engine #40034255; To 14/01/2011.... 

10130 


V-6 3.5 L 



2010-2004 

Oil Filler Cap. 

10130 


2016-2005 OE Equivalent Fuel Cap. 

10845 


2009 

OE Type Radiator Cap. 

10235 

20 


10253 

21 

2009 

Safety Release Radiator Cap. 

10335 

20 

2011-2005 Oil Filler Cap 

10130 









V-12 6.0L 




SLR McLaren ! 

2002-2000 

Oil Filler Cap 

10130 


V-8 5.4 L 



2002-1995 

OE Equivalent Fuel Cap. 

10843 


2009-2007 OE Equivalent Fuel Cap. 

10845 


2002-1995 

OE Type Radiator/Coolant Recovery Tank Cap. 

10253 

21 

2009-2007 OE Type Radiator/Coolant Recovery Tank Cap. 

10253 

21 

1999-1995 

Oil Filler Cap. 

10079 


2008-2007 Oil Filler Cap. 

10130 


1997-1995 

OE Type Radiator Cap. 

10235 

20 

V-8 5.5 L 



1997-1995 

Safety Release Radiator Cap. 

10335 

20 

2009-2005 OE Equivalent Fuel Cap. 

10845 


SLC43AMG 

2009-2005 OE Type Radiator/Coolant Recovery Tank Cap. 

10253 

21 

V-6 3.0 L 




2008-2005 Oil Filler Cap. 

10130 


2017 

OE Equivalent Fuel Cap 

10845 


SLSAMG I 

SLC300 

V-8 6.2 L 



4-Cyl 2.0 L 




2014-2013 Oil Filler Cap. 

10130 


2017 

OE Equivalent Fuel Cap, 

10845 


V-8 6.3 L 



SLK32AMG 

2015-2011 Oil Filler Cap. 

10130 


V-6 3.2 L 




2015-2011 OE Type Radiator/Coolant Recovery Tank Cap . 

10253 

21 

2004-2002 

OE Equivalent Fuel Cap 

10843 


Sprinter 2500 

2004-2002 

Oil Filler Cap 

10130 


4-Cyl 2.1 L 



2004-2002 

OE Type Radiator/Coolant Recovery Tank Cap 

10253 

21 

2016-2014 Oil Filler Cap . 

10130 






V-6 3.0 L 







2016-2010 Oil Filler Cap. 

10130 
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Caps for Passenger Cars and LightTrucks (1995 and Newer) 


Application 


Mercedes-Benz - Continued 


Sprinter 3500 

4-Cyl 2.1 L 

2016-2014 Oil Filler Cap 

V-6 3.0 L 

2016-2010 Oil Filler Cap 


Part 

Number 


10130 


10130 


PSI 


Application 


Mercury - Continued 


Part 

Number 


PSI 


Mercu 


Cougar i 

4-Cyl 2.0 L 




2002-2000 

Oil Filler Cap 

10101 


2002-1999 

OE Equivalent Fuel Cap 

10832 


2002-1999 

Regular Keyed Alike Fuel Cap. 

17502 


2002-1999 

Regular Locking Fuel Cap 

10502 


2002-1999 

OE Type Radiator Cap. 

10251 

17 

1999 

Oil Filler Cap 

10081 


V-6 2.5 L 




2002-2001 

Oil Filler Cap 

10117 


2002-1999 

OE Equivalent Fuel Cap. 

10832 


2002-1999 

Regular Keyed Alike Fuel Cap 

17502 


2002-1999 

Regular Locking Fuel Cap 

10502 


2002-1999 

OE Type Radiator Cap 

10251 

17 

2000-1999 

Oil Filler Cap 

10081 


V-6 3.8 L 




1997-1995 

Oil Filler Cap 

10081 


1997-1995 

Pre-Release Fuel Cap 

10819 


1997-1995 

Pre-Release Keyed Alike Fuel Cap 

17501 


1997-1995 

Pre-Release Locking Fuel Cap. 

10501 


1997-1995 

OE Type Radiator/Coolant Recovery Tank Cap. 

10233 

16 

1997-1995 

Safety Release Radiator Cap. 

✓10333 

16 

V-84.6L 




1997-1995 

Oil Filler Cap. 

10081 


1997-1995 

Pre-Release Fuel Cap. 

10819 


1997-1995 

Pre-Release Keyed Alike Fuel Cap. 

17501 


1997-1995 

Pre-Release Locking Fuel Cap. 

10501 


1997-1995 

OE Type Radiator Cap. 

10238 

16 

Grand Marquis 

V-84.6L 




2007-2005 

OE Equivalent Fuel Cap. 

10840 


2007-2005 

Regular Keyed Alike Fuel Cap 

17510 


2007-2005 

Regular Locking Fuel Cap. 

10510 


2007-2003 

Oil Filler Cap. 

10117 


2007-1995 

OE Type Radiator Cap 

10238 

16 

2004-1996 

OE Equivalent Fuel Cap. 

10832 


2004-1996 

Regular Keyed Alike Fuel Cap 

17502 


2004-1996 

Regular Locking Fuel Cap 

10502 


2002-1995 

Oil Filler Cap. 

10081 


1995 

Pre-Release Fuel Cap 

10819 


1995 

Pre-Release Keyed Alike Fuel Cap 

17501 


1995 

Pre-Release Locking Fuel Cap 

10501 


V-8 4.6 L FLEX 



2011-2006 

Flex Fuel Keyed Alike Fuel Cap; Yellow. 

17510Y 


2011-2006 

Flex Fuel Regular Fuel Cap; Yellow 

10840Y 


2011-2006 

Flex Fuel Regular Locking Fuel Cap; Yellow 

10510Y 


2011-2006 

OE Equivalent Fuel Cap 

10840 


2011-2006 

Oil Filler Cap 

10117 


2011-2006 

Regular Keyed Alike Fuel Cap 

17510 


2011-2006 

Regular Locking Fuel Cap 

10510 


2011-2006 

OE Type Radiator Cap. 

10238 

16 

Marauder ii 

V-8 4.6 L 




2004-2003 

OE Equivalent Fuel Cap. 

10832 



Marauder - Continued 

V-8 4.6 L - Continued 



2004-2003 Oil Filler Cap. 

10081 


2004-2003 Regular Keyed Alike Fuel Cap. 

17502 


2004-2003 Regular Locking Fuel Cap. 

10502 


2004-2003 OE Type Radiator Cap. 

10238 

16 

Mariner 

4-Cyl 2.3 L 



2008-2007 Oil Filler Cap 

10144 


2008-2005 OE Equivalent Fuel Cap. 

10840 


2008-2005 Regular Keyed Alike Fuel Cap 

17510 


2008-2005 Regular Locking Fuel Cap. 

10510 


2008-2005 OE Type Radiator Cap. 

. 10251 

17 

2006 Oil Filler Cap 

10117 


2005 Oil Filler Cap 

10144 


4-Cyl 2.3 L ELECTRIC/GAS 



2008-2006 OE Equivalent Fuel Cap. 

10840 


2008-2006 Oil Filler Cap 

. 10144 


2008-2006 Regular Keyed Alike Fuel Cap. 

. 17510 


2008-2006 Regular Locking Fuel Cap. 

. 10510 


2008-2006 OE Type Radiator Cap. 

. 10251 

17 

4-Cyl 2.5 L 



2011-2009 Oil Filler Cap 

. 10144 


2011-2009 Regular Locking Fuel Cap 

10524 


2010-2009 OE Type Radiator Cap. 

. 10251 

17 

4-Cyl 2.5 L ELECTRIC/GAS 



2011-2009 Regular Locking Fuel Cap. 

10524 


2011-2009 OE Type Radiator Cap. 

. 10251 

17 

V-6 3.0 L 



2011 -2009 Regular Locking Fuel Cap. 

10524 


2011-2005 Oil Filler Cap. 

. 10117 


2011-2005 OE Type Radiator Cap. 

10251 

17 

2008-2005 OE Equivalent Fuel Cap. 

10840 


2008-2005 Regular Keyed Alike Fuel Cap. 

. 17510 


2008-2005 Regular Locking Fuel Cap. 

10510 


V-6 3.0 L FLEX 



2011-2010 Oil Filler Cap. 

10117 


2011-2010 Regular Locking Fuel Cap. 

10524 


2010 OE Type Radiator Cap. 

10251 

17 

Milan 

4-Cyl 2.3 L 



2009-2006 OE Equivalent Fuel Cap. 

10840 


2009-2006 Oil Filler Cap. 

10144 


2009-2006 Regular Keyed Alike Fuel Cap. 

17510 


2009-2006 Regular Locking Fuel Cap. 

10510 


2009-2006 OE Type Radiator Cap. 

10238 

16 

4-Cyl 2.5 L 



2011-2010 Oil Filler Cap 

10144 


2011-2010 Regular Locking Fuel Cap 

10524 


2011-2010 OE Type Radiator Cap. 

10238 

16 

4-Cyl 2.5 L ELECTRIC/GAS 



2011-2010 Regular Locking Fuel Cap. 

10524 


2010 OE Type Radiator Cap. 

10238 

16 

V-6 3.0 L 



2009-2006 OE Equivalent Fuel Cap. 

10840 


2009-2006 Oil Filler Cap 

10117 


2009-2006 Regular Keyed Alike Fuel Cap. 

17510 



10510 


2009-2006 OE Type Radiator Cap. 

10238 

16 

V-6 3.0 L FLEX 



2011-2010 Oil Filler Cap 

10117 



✓Check hood clearance prior to installing this cap 
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Caps for Passenger Cars and LightTrucks (1995 and Newer) 


Application 


Mercury - Continued 


Part 

Number 


PSI 


Part 

Number 


PSI 


Milan - 

Continued 



V-6 3.0 L FLEX -Continued 



2011-2010 

Regular Locking Fuel Cap. 

10524 


2011-2010 

OE Type Radiator Cap. 

10238 

16 

Montego 

V-6 3.0 L 

2007-2005 

OE Equivalent Fuel Cap 

10840 


2007-2005 

Oil Filler Cap 

10117 


2007-2005 

Regular Keyed Alike Fuel Cap. 

17510 


2007-2005 

Regular Locking Fuel Cap. 

10510 


2007-2005 

OE Type Radiator Cap 

10238 

16 



Monterey 

V-6 4.2 L 

2007-2004 

OE Equivalent Fuel Cap 

10840 


2007-2004 

Oil Filler Cap 

10081 


2007-2004 

Regular Keyed Alike Fuel Cap. 

17510 


2007-2004 

Regular Locking Fuel Cap. 

10510 


2007-2004 

OE Type Radiator Cap. 

10238 

16 





Mountaineer 

V-6 4.0 L 

2010-2009 

Regular Locking Fuel Cap. 

10524 


2010-2006 

OE Type Radiator/Coolant Recovery Tank/Coolant 

Water Outlet Cap. 

10267 

20 

2010-2004 

Oil Filler Cap. 

10117 


2008-2005 

OE Equivalent Fuel Cap. 

10840 


2008-2005 

Regular Keyed Alike Fuel Cap. 

17510 


2008-2005 

Regular Locking Fuel Cap. 

10510 


2005-2004 

OE Type Radiator Cap. 

10238 

16 

2005 

OE Type Radiator/Coolant Recovery Tank/Coolant 

Water Outlet Cap; From 19/07/2005. 

10267 

20 

2004 

OE Equivalent Fuel Cap; For Black Bottom O.E. Cap 

10832 


2004 

OE Equivalent Fuel Cap; For White Bottom O.E. Cap 
W/Orange O-Ring Seal 

10840 


2004 

Regular Keyed Alike Fuel Cap; For Black Bottom O.E. 

Cap. 

17502 


2004 

Regular Keyed Alike Fuel Cap; For White Bottom O.E. 

Cap W/Orange O-Ring Seal. 

17510 


2004 

Regular Locking Fuel Cap; For Black Bottom O.E. Cap,. 

10502 


2004 

Regular Locking Fuel Cap; For White Bottom O.E. Cap 
W/Orange O-Ring Seal 

10510 


2002-1998 

OE Equivalent Fuel Cap 

10832 


2002-1998 

Regular Keyed Alike Fuel Cap 

17502 


2002-1998 

Regular Locking Fuel Cap. 

10502 


2002 

Oil Filler Cap 

10117 


2002 

OE Type Radiator Cap 

10238 

16 

2001-1999 

Oil Filler Cap 

10101 

2001-1998 

OE Type Radiator/Coolant Recovery Tank Cap 

10233 

16 

2001-1998 

Safety Release Radiator Cap 

✓10333 

16 

1998 

Oil Filler Cap 

10081 

V-6 4.0 L 

FLEX 



2005-2002 

Oil Filler Cap 

10117 


2005-2002 

OE Type Radiator Cap. 

10238 

16 

2005 

Flex Fuel Keyed Alike Fuel Cap; Yellow 

17510Y 

2005 

Flex Fuel Regular Fuel Cap; Yellow 

10840Y 


2005 

Flex Fuel Regular Locking Fuel Cap; Yellow 

10510Y 


2005 

OE Equivalent Fuel Cap 

10840 


2005 

Regular Keyed Alike Fuel Cap .. 

17510 


2005 

Regular Locking Fuel Cap .. 

10510 


2004 

Flex Fuel Keyed Alike Fuel Cap; For Black Bottom O.E. 
Cap; Yellow. 

17502Y 


2004 

Flex Fuel Keyed Alike Fuel Cap; For White Bottom O.E. 
Cap W/Orange O-Ring Seal; Yellow. 

17510Y 



Application 


Mercury - Continued 


Mountaineer - Continued 

V-6 4.0 L FLEX-Continued 

2004 Flex Fuel Regular Fuel Cap; For Black Bottom O.E. 10832Y 

Cap; Yellow. 

2004 Flex Fuel Regular Fuel Cap; For White Bottom O.E. 10840Y 

Cap W/Orange O-Ring Seal; Yellow. 

2004 Flex Fuel Regular Locking Fuel Cap; For Black Bottom 10502Y 

O.E. Cap; Yellow. 

2004 Flex Fuel Regular Locking Fuel Cap; For White Bottom 10510Y 

O.E. Cap W/Orange O-Ring Seal; Yellow 

2004 OE Equivalent Fuel Cap; For Black Bottom O.E. Cap 10832 

2004 OE Equivalent Fuel Cap; For White Bottom O.E. Cap 10840 

W/Orange O-Ring Seal 

2004 Regular Keyed Alike Fuel Cap; For Black Bottom O.E. 17502 

Cap. 

2004 Regular Keyed Alike Fuel Cap; For White Bottom O.E. 17510 

Cap W/Orange O-Ring Seal. 

2004 Regular Locking Fuel Cap; For Black Bottom O.E. Cap. 10502 

2004 Regular Locking Fuel Cap; For White Bottom O.E. Cap 10510 

W/Orange O-Ring Seal. 

2003-2002 Flex Fuel Keyed Alike Fuel Cap; Yellow. 17502Y 

2003-2002 Flex Fuel Regular Fuel Cap; Yellow. 10832Y 

2003-2002 Flex Fuel Regular Locking Fuel Cap; Yellow. 10502Y 

2003-2002 OE Equivalent Fuel Cap. 10832 

2003-2002 Regular Keyed Alike Fuel Cap. 17502 

2003-2002 Regular Locking Fuel Cap 10502 

V-8 4.6 L 

2010-2009 Regular Locking Fuel Cap 10524 

2010-2006 OE Type Radiator/Coolant Recovery Tank/Coolant 10267 20 

Water Outlet Cap. 

2010-2004 Oil Filler Cap. 10117 

2008-2005 OE Equivalent Fuel Cap. 10840 

2008-2005 Regular Keyed Alike Fuel Cap. 17510 

2008-2005 Regular Locking Fuel Cap 10510 

2005-2002 OE Type Radiator Cap. 10238 16 

2005 OE Type Radiator/Coolant Recovery Tank/Coolant 10267 20 

Water Outlet Cap; From 19/07/2005. 

2004 OE Equivalent Fuel Cap; For Black Bottom O.E. Cap. 10832 

2004 OE Equivalent Fuel Cap; For White Bottom O.E. Cap 10840 

W/Orange O-Ring Seal. 

2004 Regular Keyed Alike Fuel Cap; For Black Bottom O.E. 17502 

Cap. 

2004 Regular Keyed Alike Fuel Cap; For White Bottom O.E. 17510 

Cap W/Orange O-Ring Seal 

2004 Regular Locking Fuel Cap; For Black Bottom O.E. Cap. 10502 

2004 Regular Locking Fuel Cap; For White Bottom O.E. Cap 10510 

W/Orange O-Ring Seal. 

2003-2002 OE Equivalent Fuel Cap. 10832 

2003-2002 Oil Filler Cap. 1C081 

2003-2002 Regular Keyed Alike Fuel Cap. 17502 

2003-2002 Regular Locking Fuel Cap. 10502 

V-8 5.0 L 

2001-1998 OE Equivalent Fuel Cap. 10832 

2001-1998 Regular Keyed Alike Fuel Cap. 17502 

2001-1998 Regular Locking Fuel Cap. 10502 

2001-1997 Oil Filler Cap. 10081 

2001-1997 OE Type Radiator/Coolant Recovery Tank Cap. 10233 16 

2001-1997 Safety Release Radiator Cap. tK10333 16 

1997 OE Equivalent Fuel Cap; Early. 10833 

1997 OE Equivalent Fuel Cap; Late. 10832 

1997 Regular Keyed Alike Fuel Cap; Early 17503 

1997 Regular Keyed Alike Fuel Cap; Late. 17502 

1997 Regular Locking Fuel Cap; Early 10503 

1997 Regular Locking Fuel Cap; Late 10502 


✓Check hood clearance prior to installing this cap 
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Caps for Passenger Cars and LightTmcks (1995 and Newer) 


Application 

Part 

Number PSI 

Application 

Part 

Number PSI 

Mercury - Continued 


Mercury - Continued 


1 Mystique 

1 Sable - Continued 


V-6 3.0 L FLEX-Continued 

2001 Regular Locking Fuel Cap 10502 

2001 OE Type Radiator Cap 10238 16 


4-Cyl 2.0 L 

2000-1998 OE Equivalent Fuel Cap 10837 

2000-1998 Regular Keyed Alike Fuel Cap 17507 

2000-1998 Regular Locking Fuel Cap 10507 

2000-1998 OE Type Radiator Cap 10251 17 

2000-1995 Oil Filler Cap. 10101 

1997-1995 Pre-Release Fuel Cap 10819 

1997-1995 Pre-Release Keyed Alike Fuel Cap. 17501 

1997-1995 Pre-Release Locking Fuel Cap. 10501 

1997-1995 OE Type Radiator Cap 10250 

V-6 2.5 L 

2000-1998 OE Equivalent Fuel Cap. 10837 

2000-1998 Regular Keyed Alike Fuel Cap. 17507 

2000-1998 Regular Locking Fuel Cap. 10507 

2000-1998 OE Type Radiator Cap 10251 17 

2000-1995 Oil Filler Cap. 10081 

1997-1995 Pre-Release Fuel Cap. 10819 

1997-1995 Pre-Release Keyed Alike Fuel Cap. 17501 

1997-1995 Pre-Release Locking Fuel Cap. 10501 

1997-1995 OE Type Radiator Cap 10250 18 

Sable 

V-6 3.0 L 

2005-2004 OE Equivalent Fuel Cap; For Black Bottom O.E. Cap 10832 

2005-2004 OE Equivalent Fuel Cap; For White Bottom O.E. Cap 10840 

W/Orange O-Ring Seal. 

2005-2004 Regular Keyed Alike Fuel Cap; For Black Bottom O.E. 17502 

Cap 

2005-2004 Regular Keyed Alike Fuel Cap; For White Bottom O.E. 17510 

Cap W/Orange O-Ring Seal. 

2005-2004 Regular Locking Fuel Cap; For Black Bottom O.E. Cap. 10502 

2005-2004 Regular Locking Fuel Cap; For White Bottom O.E. Cap 10510 

W/Orange O-Ring Seal. 

2005-2001 Oil Filler Cap. 10117 

2005-1996 OE Type Radiator Cap. 10238 16 

2003-1996 OE Equivalent Fuel Cap. 10832 

2003-1996 Regular Keyed Alike Fuel Cap. 17502 

2003-1996 Regular Locking Fuel Cap. 10502 

2000-1995 Oil Filler Cap. 10081 

1995 Pre-Release Fuel Cap. 10819 

1995 Pre-Release Keyed Alike Fuel Cap. 17501 

1995 Pre-Release Locking Fuel Cap. 10501 

1995 OE Type Radiator Cap 10230 16 

1995 Safety Release Radiator Cap. 10330 16 

V-6 3.0 L FLEX 

2005-2004 OE Equivalent Fuel Cap; For Black Bottom O.E. Cap 10832 

2005-2004 OE Equivalent Fuel Cap; For White Bottom O.E. Cap 10840 

W/Orange O-Ring Seal 

2005-2004 Regular Keyed Alike Fuel Cap; For Black Bottom O.E. 17502 

Cap. 

2005-2004 Regular Keyed Alike Fuel Cap; For White Bottom O.E. 17510 

Cap W/Orange O-Ring Seal. 

2005-2004 Regular Locking Fuel Cap; For Black Bottom O.E. Cap. 10502 

2005-2004 Regular Locking Fuel Cap; For White Bottom O.E. Cap 10510 

W/Orange O-Ring Seal. 

2005-2003 Oil Filler Cap 10117 

2005-2003 OE Type Radiator Cap 10238 16 

2003 OE Equivalent Fuel Cap. 10832 

2003 Regular Keyed Alike Fuel Cap. 17502 

2003 Regular Locking Fuel Cap 10502 

2001 OE Equivalent Fuel Cap 10832 

2001 Oil Filler Cap. 10117 

2001 Regular Keyed Alike Fuel Cap 17502 


V-6 3.5 L 

2009-2008 OE Equivalent Fuel Cap 10840 

2009-2008 Oil Filler Cap. 10117 

2009-2008 Regular Keyed Alike Fuel Cap 17510 

2009-2008 Regular Locking Fuel Cap 10510 

2009-2008 OE Type Radiator Cap 10238 16 

18 V-6 3.8 L 

1995 Oil Filler Cap. 10081 

1995 Pre-Release Fuel Cap. 10819 

1995 Pre-Release Keyed Alike Fuel Cap. 17501 

1995 Pre-Release Locking Fuel Cap. 10501 

1995 OE Type Radiator Cap. 10230 16 

1995 Safety Release Radiator Cap. 10330 16 

Tracer 

4-Cyl 1.8 L 

1996-1995 Oil Filler Cap. 10082 

1996-1995 Pre-Release Fuel Cap. 10819 

1996-1995 Pre-Release Keyed Alike Fuel Cap. 17501 

1996-1995 Pre-Release Locking Fuel Cap 10501 

1996-1995 OE Type Radiator/Coolant Recovery Tank Cap. 10227 13 

1996-1995 Safety Release Radiator Cap. ✓10327 13 

4-Cyl 1.9 L 

1996-1995 Oil Filler Cap. 10100 

1996-1995 Pre-Release Fuel Cap. 10819 

1996-1995 Pre-Release Keyed Alike Fuel Cap. 17501 

1996-1995 Pre-Release Locking Fuel Cap 10501 

1996-1995 OE Type Radiator/Coolant Recovery Tank Cap. 10227 13 

1996-1995 Safety Release Radiator Cap. ✓10327 13 

4-Cyl 2.0 L 

1999-1998 OE Equivalent Fuel Cap. 10832 

1999-1998 Regular Keyed Alike Fuel Cap. 17502 

1999-1998 Regular Locking Fuel Cap. 10502 

1999-1998 OE Type Radiator/Coolant Recovery Tank Cap. 10233 16 

1999-1998 Safety Release Radiator Cap. ✓! 0333 16 

1999-1997 Oil Filler Cap. 10081 

1997 Pre-Release Fuel Cap. 10819 

1997 Pre-Release Keyed Alike Fuel Cap 17501 

1997 Pre-Release Locking Fuel Cap 10501 

1997 OE Type Radiator/Coolant Recovery Tank Cap 10227 13 

1997 Safety Release Radiator Cap ✓10327 13 

Villager 

V-6 3.0 L 

1998-1995 Oil Filler Cap 10107 

1998-1995 Pre-Release Fuel Cap 10819 

1998-1995 Pre-Release Keyed Alike Fuel Cap 17501 

1998-1995 Pre-Release Locking Fuel Cap. 10501 

1998-1995 OE Type Radiator/Coolant Recovery Tank Cap. 10227 13 

1998-1995 Safety Release Radiator Cap ✓10327 13 

V-6 3.3 L 

2002-2000 OE Equivalent Fuel Cap 10838 

2002-2000 Regular Keyed Alike Fuel Cap. 17508 

2002-2000 Regular Locking Fuel Cap. 10508 

2002-1999 Oil Filler Cap. 10107 

2002-1999 OE Type Radiator/Coolant Recovery Tank Cap. 10227 13 

2002-1999 Safety Release Radiator Cap. ✓10327 13 

1999 Pre-Release Fuel Cap. 10819 


✓Check hood clearance prior to installing this cap 
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Caps for Passenger Cars and LightTrucks (1995 and Newer) 

Application 

Part 

Number PSI 

Application 

Part 

Number PSI 

Mercury - Continued 


Mitsubishi - Continued 



Villager-Continued 

V-6 3.3 L - Continued 

1999 Pre-Release Keyed Alike Fuel Cap 
1999 Pre-Release Locking Fuel Cap. 


17501 

10501 


3-Cyl 1.5 L 

2016-2014 

OE Equivalent Fuel Cap 

10844 


4-Cyl 1.6 L 

2015-2002 

OE Equivalent Fuel Cap 

10844 


2008-2002 

Oil Filler Cap 

10111 


4-Cyl 2.0 L 

2016-2014 

OE Equivalent Fuel Cap 

10844 


Cooper Clubman 

3-Cyl 1.5 L 

2016 

OE Equivalent Fuel Cap 

10844 


4-Cyl 2.0 L 

2016 

OE Equivalent Fuel Cap 

10844 






Cooper Countryman 

4-Cyl 1.6 L 

2016-2011 

OE Equivalent Fuel Cap 

10844 


Cooper Paceman 

4-Cyl 1.6 L 

2016-2013 

OE Equivalent Fuel Cap 

10844 


Mitsubishi 

3000GT 

V-6 3.0 L 

1999-1998 

OE Equivalent Fuel Cap 

10834 


1999-1998 

Regular Keyed Alike Fuel Cap. 

17504 


1999-1998 

Regular Locking Fuel Cap. 

10504 


1999-1995 

Oil Filler Cap 

10088 


1999-1995 

OE Type Radiator/Coolant Recovery Tank Cap. 

10227 

13 

1999-1995 

Safety Release Radiator Cap 

✓10327 

13 

1997-1995 

OE Equivalent Fuel Cap 

10817 


1997-1995 

Pre-Release Fuel Cap. 

10819 


1997-1995 

Pre-Release Keyed Alike Fuel Cap. 

17501 


1997-1995 

Pre-Release Locking Fuel Cap. 

10501 


1997-1995 

Regular Keyed Alike Fuel Cap. 

17591 


1997-1995 

Regular Locking Fuel Cap. 

10591 


Diamante 

V-6 3.0 L 

1996-1995 

OE Equivalent Fuel Cap. 

10825 


1996-1995 

Oil Filler Cap. 

10088 


1996-1995 

Regular Keyed Alike Fuel Cap. 

17595 


1996-1995 

Regular Locking Fuel Cap. 

10595 


1996-1995 

OE Type Radiator Cap. 

10241 

13 

1995 

OE Type Radiator/Coolant Recovery Tank Cap. 

10227 

13 

1995 

Safety Release Radiator Cap. 

✓10327 

13 

V-6 3.5 L 

2004-1998 

OE Equivalent Fuel Cap. 

10834 


2004-1998 

Regular Keyed Alike Fuel Cap 

17504 


2004-1998 

Regular Locking Fuel Cap. 

10504 


2004-1997 

Oil Filler Cap. 

10088 


2004-1997 

OE Type Radiator Cap 

10241 

13 

1997 

OE Equivalent Fuel Cap 

10817 

1997 

Pre-Release Fuel Cap 

10819 


1997 

Pre-Release Keyed Alike Fuel Cap. 

17501 


1997 

Pre-Release Locking Fuel Cap 

10501 


1997 

Regular Keyed Alike Fuel Cap. 

17591 



| Diamante-Continued f 

V-6 3.5 L - 

Continued 



1997 

Regular Locking Fuel Cap. 

10591 


Eclipse j 

4-Cyl 2.0 L 




1999-1998 

OE Equivalent Fuel Cap 

10834 


1999-1998 

Regular Keyed Alike Fuel Cap 

17504 


1999-1998 

Regular Locking Fuel Cap 

10504 


1999-1995 

Oil Filler Cap 

10111 


1999-1995 

OE Type Radiator/Coolant Recovery Tank Cap 

10227 

13 

1999-1995 

Safety Release Radiator Cap. 

✓10327 

13 

1998-1995 

Oil Filler Cap 

10088 


1998-1995 

OE Type Radiator/Coolant Recovery Tank Cap 

10233 

16 

1998-1995 

Safety Release Radiator Cap 

... ✓TOSS 

16 

1997-1995 

OE Equivalent Fuel Cap 

10817 


1997-1995 

Pre-Release Fuel Cap 

10819 


1997-1995 

Pre-Release Keyed Alike Fuel Cap 

17501 


1997-1995 

Pre-Release Locking Fuel Cap. 

10501 


1997-1995 

Regular Keyed Alike Fuel Cap. 

17591 


1997-1995 

Regular Locking Fuel Cap. 

10591 


4-Cyl 2.4 L 




2012-2001 

OE Equivalent Fuel Cap. 

10838 


2012-2001 

Regular Keyed Alike Fuel Cap. 

17508 


2012-2001 

Regular Locking Fuel Cap. 

10508 

16 

2011-2001 

OE Type Radiator Cap. 

10242 

2011-1996 

Oil Filler Cap 

10088 


2000-1998 

OE Equivalent Fuel Cap 

10834 


2000-1998 

Regular Keyed Alike Fuel Cap. 

17504 


2000-1998 

Regular Locking Fuel Cap. 

10504 


2000 

OE Type Radiator Cap. 

10241 

13 

1999-1996 

OE Type Radiator/Coolant Recovery Tank Cap .. 

10227 

13 

1999-1996 

Safety Release Radiator Cap. 

✓10327 

13 

1997-1996 

OE Equivalent Fuel Cap 

10817 


1997-1996 

Pre-Release Fuel Cap 

10819 


1997-1996 

Pre-Release Keyed Alike Fuel Cap 

17501 


1997-1996 

Pre-Release Locking Fuel Cap. 

10501 


1997-1996 

Regular Keyed Alike Fuel Cap 

17591 


1997-1996 

Regular Locking Fuel Cap. 

10591 


V-6 3.0 L 




2005-2002 

OE Type Radiator Cap. 

10242 

16 

2005-2001 

OE Equivalent Fuel Cap 

10838 


2005-2001 

Regular Keyed Alike Fuel Cap 

17508 


2005-2001 

Regular Locking Fuel Cap. 

10508 


2005-2000 

Oil Filler Cap 

10088 


2001-2000 

OE Type Radiator Cap 

10241 

13 

2000 

OE Equivalent Fuel Cap 

10834 


2000 

Regular Keyed Alike Fuel Cap . 

17504 


2000 

Regular Locking Fuel Cap. 

10504 


V-6 3.8 L 




2012-2006 

OE Equivalent Fuel Cap 

10838 


2012-2006 

Regular Keyed Alike Fuel Cap 

17508 


2012-2006 

Regular Locking Fuel Cap 

10508 


2011-2006 

Oil Filler Cap. 

10088 


2011-2006 

OE Type Radiator Cap. 

10242 

16 

Endeavor 

V-6 3.8 L 




2011-2010 

OE Equivalent Fuel Cap. 

10838 


2011-2010 

Oil Filler Cap. 

10088 


2011-2010 

Regular Keyed Alike Fuel Cap. 

17508 


2011-2010 

Regular Locking Fuel Cap. 

10508 



✓Check hood clearance prior to installing this cap 
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Caps for Passenger Cars and LightTmcks (1995 and Newer) 


Application 


Part 

Number 

PSI 

Application 

Part 

Number 

PSI 

Mitsubishi - Continued 



Mitsubishi - Continued 



Endeavor - Continued 

Lancer - Continued | 

V-6 3.8L- 

Continued 



4-Cyl 2.4 L 



2011-2010 

OE Type Radiator Cap. 

10242 

16 

2016-2009 OE Equivalent Fuel Cap. 

10834 


2008-2004 

OE Equivalent Fuel Cap ,, 

10838 


2016-2009 Regular Locking Fuel Cap. 

10504 


2008-2004 

Oil Filler Cap 

10088 


2016 Oil Filler Cap 

10111 


2008-2004 

Regular Keyed Alike Fuel Cap. 

17508 


2015-2009 OE Type Radiator/Coolant Recovery Tank Cap 

10233 

16 

2008-2004 

Regular Locking Fuel Cap 

10508 


2014-2009 Oil Filler Cap 

10111 


2008-2004 

OE Type Radiator Cap. 

10242 

16 

2014-2009 Regular Keyed Alike Fuel Cap. 

17504 


Expo 




2011-2010 Safety Release Radiator Cap 

10333 

16 

4-Cyl 2.4 L 




2009 Safety Release Radiator Cap. 

✓10333 

16 

1995 

OE Equivalent Fuel Cap 

10825 


2006-2004 OE Equivalent Fuel Cap. 

10834 


1995 


10088 


2006-2004 Oil Filler Cap 

10088 


1995 

Regular Keyed Alike Fuel Cap 

17595 


2006-2004 Regular Keyed Alike Fuel Cap. 

17504 


1995 

Regular Locking Fuel Cap 

10595 


2006-2004 Regular Locking Fuel Cap. 

10504 


1995 

OE Type Radiator Cap 

10241 

13 

2006-2004 OE Type Radiator/Coolant Recovery Tank Cap. 

10233 

16 

Galant 




2006-2004 Safety Release Radiator Cap 

✓10333 

16 

4-Cyl 2.4 L 




Mighty Max ! 

2012-2001 

OE Equivalent Fuel Cap 

10838 


4-Cyl 2.4 L 



2012-2001 

Regular Keyed Alike Fuel Cap 

17508 


1996-1995 OE Equivalent Fuel Cap. 

10825 


2012-2001 

Regular Locking Fuel Cap 

10508 


1996-1995 Oil Filler Cap. 

10088 


2012-2001 

OE Type Radiator Cap. 

10242 

16 

1996-1995 Regular Keyed Alike Fuel Cap. 

17595 


2012-1995 

Oil Filler Cap. 

10088 


1996-1995 Regular Locking Fuel Cap. 

10595 


2000-1998 

OE Equivalent Fuel Cap. 

10834 


1996-1995 OE Type Radiator/Coolant Recovery Tank Cap. 

10227 

13 

2000-1998 

Regular Keyed Alike Fuel Cap. 

17504 


1996-1995 Safety Release Radiator Cap. 

✓10327 

13 

2000-1998 

Regular Locking Fuel Cap. 

10504 


Mirage 

2000-1995 

OE Type Radiator Cap. 

10241 

13 

3-Cyl 1.2 L 



1997-1995 

OE Equivalent Fuel Cap. 

10817 


2015-2014 OE Type Radiator Cap. 

10242 

16 

1997-1995 

Pre-Release Fuel Cap. 

10819 


2014 Oil Filler Cap. 

10111 


1997-1995 

Pre-Release Keyed Alike Fuel Cap. 

17501 


4-Cyl 1.5 L 



1997-1995 

Pre-Release Lockinq Fuel Cap 

10501 


2002-1998 OE Equivalent Fuel Cap. 

10834 


1997-1995 

Reqular Keyed Alike Fuel Cap 

17591 


2002-1998 Regular Keyed Alike Fuel Cap. 

17504 


1997-1995 

Reqular Lockinq Fuel Cap 

10591 


2002-1998 Regular Locking Fuel Cap. 

10504 


V-6 3.0 L 




2002-1995 Oil Filler Cap. 

10088 


2003-2001 

OE Equivalent Fuel Cap . 

10838 


2002-1995 OE Type Radiator Cap. 

10241 

13 

2003-2001 

Regular Keyed Alike Fuel Cap. 

17508 


1997-1995 OE Equivalent Fuel Cap. 

10825 


2003-2001 

Regular Locking Fuel Cap. 

10508 


1997-1995 Regular Keyed Alike Fuel Cap. 

17595 


2003-2001 

OE Type Radiator Cap. 

10242 

16 

1997-1995 Regular Locking Fuel Cap. 

10595 


2003-1999 

Oil Filler Cap. 

10088 


4-Cyl 1.8 L 



2000-1999 

OE Equivalent Fuel Cap 

10834 


2002-1998 OE Equivalent Fuel Cap 

10834 


2000-1999 

Reqular Keyed Alike Fuel Cap 

17504 


2002-1998 Regular Keyed Alike Fuel Cap 

17504 


2000-1999 

Regular Locking Fuel Cap 

10504 


2002-1998 Regular Locking Fuel Cap 

10504 


2000-1999 


10241 

13 

2002-1995 Oil Filler Cap 

10088 


V-6 3.8 L 




2002-1995 OE Type Radiator Cap 

10241 

13 

2009-2004 

OE Equivalent Fuel Cap. 

10838 


1997-1995 OE Equivalent Fuel Cap. 

10825 


2009-2004 

Oil Filler Cap 

10088 


1997-1995 Regular Keyed Alike Fuel Cap 

17595 


2009-2004 

Regular Keyed Alike Fuel Cap 

17508 


1997-1995 Regular Locking Fuel Cap. 

10595 


2009-2004 

Regular Locking Fuel Cap. 

10508 


Montero | 

2009-2004 

OE Type Radiator Cap 

10242 

16 

V-6 3.0 L 



Lancer 




1996-1995 OE Equivalent Fuel Cap. 

10825 


4-Cyl 2.0 L 




1996-1995 Oil Filler Cap 

10088 


2016-2002 

OE Equivalent Fuel Cap 

10834 


1996-1995 Regular Keyed Alike Fuel Cap. 

17595 


2016-2002 

Regular Locking Fuel Cap 

10504 


1996-1995 Regular Locking Fuel Cap. 

10595 


2016 

Oil Filler Cap 

10111 


1996-1995 OE Type Radiator/Coolant Recovery Tank Cap. 

10227 

13 

2015-2002 

OE Type Radiator/Coolant Recovery Tank Cap 

10233 

16 

1996-1995 Safety Release Radiator Cap. 

✓10327 

13 

2014-2008 

Oil Filler Cap 

10111 


V-6 3.5 L 



2014-2002 

Regular Keyed Alike Fuel Cap. 

17504 


2002-2001 OE Type Radiator/Coolant Recovery Tank Cap 

10227 

13 

2011-2010 

Safety Release Radiator Cap 

10333 

16 

2002-2001 Safety Release Radiator Cap 

✓10327 

13 

2009-2002 

Safety Release Radiator Cap 

✓10333 

16 

2002-1998 OE Equivalent Fuel Cap 

10834 


2007-2002 

Oil Filler Cap. 

10088 


2002-1998 Regular Keyed Alike Fuel Cap. 

17504 






2002-1998 Regular Locking Fuel Cap. 

10504 



✓Check hood clearance prior to installing this cap 
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Caps for Passenger Cars and LightTrucks (1995 and Newer) 


Application 


Part 

Number 

PSI 

Application 


Part 

Number 

PSI 

Mitsubishi - Continued 



Mitsubishi - Continued 



Monterc 

- Continued 



Outlander - Continued | 

V-6 3.5L- 

Continued 



4-Cyl 2.4 L 

- Continued 



2002-1997 

Oil Filler Cap,, 

10088 


2006-2003 

OE Equivalent Fuel Cap 

10834 


2000 

OE Type Radiator Cap. 

10241 

13 

2006-2003 

Oil Filler Cap. 

10088 


1999-1995 

OE Type Radiator/Coolant Recovery Tank Cap 

10227 

13 

2006-2003 

Regular Keyed Alike Fuel Cap 

17504 


1999-1995 

Safety Release Radiator Cap 

✓10327 

13 

2006-2003 

Regular Locking Fuel Cap. 

10504 


1997-1995 

OE Equivalent Fuel Cap 

10825 


2006-2003 

OE Type Radiator/Coolant Recovery Tank Cap 

10233 

16 

1997-1995 

Regular Keyed Alike Fuel Cap. 

17595 


2006-2003 

Safety Release Radiator Cap. 

✓10333 

16 

1997-1995 

Regular Locking Fuel Cap. 

10595 


V-6 3.0 L 




1996-1995 

Oil Filler Cap 

10083 


2016-2014 

OE Equivalent Fuel Cap 

10838 


V-6 3.8L 




2016-2007 

OE Type Radiator/Coolant Recovery Tank Cap 

10233 

16 

2006-2003 

OE Equivalent Fuel Cap 

10834 


2016 

Oil Filler Cap. 

10111 


2006-2003 

Oil Filler Cap 

10088 


2014-2007 

Oil Filler Cap. 

10111 


2006-2003 

Regular Keyed Alike Fuel Cap 

17504 


2014 

Regular Keyed Alike Fuel Cap 

17508 


2006-2003 

Regular Locking Fuel Cap. 

10504 


2014 

Regular Locking Fuel Cap. 

10508 


2006-2003 

OE Type Radiator/Coolant Recovery Tank Cap 

10233 

16 

2013 

OE Equivalent Fuel Cap; To 03/03/2013 

10834 


2006-2003 

Safety Release Radiator Cap 

✓10333 

16 

2013 

Regular Keyed Alike Fuel Cap; From 01/04/2013 

17508 


Montero Sport 



2013 

Regular Keyed Alike Fuel Cap; To 03/03/2013 

17504 


4-Cyl 2.4 L 




2013 

Regular Locking Fuel Cap; From 01/04/2013. 

10508 


1999-1997 

OE Equivalent Fuel Cap 

10834 


2013 

Regular Locking Fuel Cap; To 03/03/2013. 

10504 


1999-1997 

Oil Filler Cap 

10088 


2012-2007 

OE Equivalent Fuel Cap. 

10834 


1999-1997 

Regular Keyed Alike Fuel Cap. 

17504 


2012-2007 

Regular Keyed Alike Fuel Cap. 

17504 


1999-1997 

Regular Locking Fuel Cap. 

10504 


2012-2007 

Regular Locking Fuel Cap. 

10504 


1999-1997 


10241 

13 

2011-2010 

Safety Release Radiator Cap. 

10333 

16 

V-6 3.0 L 




2009-2007 

Safety Release Radiator Cap. 

✓10333 

16 

2003-1997 

OE Equivalent Fuel Cap. 

10834 


Outlander Sport 

2003-1997 

Oil Filler Cap. 

10088 


4-Cyl 2.0 L 




2003-1997 

Regular Keyed Alike Fuel Cap. 

17504 


2016-2013 

OE Equivalent Fuel Cap. 

10838 


2003-1997 

Regular Locking Fuel Cap. 

10504 


2016 

Oil Filler Cap. 

10111 


2003 

OE Type Radiator Cap; Dec. 2 & Older. 

10241 

13 

2015-2011 


10233 

16 

2003 

OE Type Radiator Cap; Dec. 3 & Newer. 

10242 

16 

2014-2013 

Reqular Keyed Alike Fuel Cap 

17508 


2002-1997 

OE Type Radiator Cap. 

10241 

13 

2014-2013 


10508 


V-6 3.5 L 




2014-2011 

Oil Filler Cap. 

10111 


2004-1999 

OE Equivalent Fuel Cap. 

10834 


2012 

OE Equivalent Fuel Cap; From 01/07/2012. 

10838 


2004-1999 

Oil Filler Cap. 

10088 


2012 

OE Equivalent Fuel Cap; To 03/06/2012 

10834 


2004-1999 

Regular Keyed Alike Fuel Cap 

17504 


2012 

Regular Keyed Alike Fuel Cap; From 01/07/2012 

17508 


2004-1999 

Regular Locking Fuel Cap. 

10504 


2012 

Regular Keyed Alike Fuel Cap; To 03/06/2012 

17504 


2004 

OE Type Radiator Cap 

10242 

16 

2012 

Regular Locking Fuel Cap; From 01/07/2012 

10508 


2003 

OE Type Radiator Cap; Dec. 2 & Older 

10241 

13 

2012 

Regular Locking Fuel Cap; To 03/06/2012. 

10504 


2003 

OE Type Radiator Cap; Dec. 3 & Newer 

10242 

16 

2011 

OE Equivalent Fuel Cap; W/O Threaded Filler Neck 

10841 


2002-1999 

OE Type Radiator Cap 

10241 

13 

2011 

OE Equivalent Fuel Cap; W/ Threaded Filler Neck 

10834 


Outlander 



2011 

Regular Keyed Alike Fuel Cap; W/O Threaded Filler 

17511 


4-Cyl 2.4 L 





Neck 



2016-2014 

OE Equivalent Fuel Cap 

10838 


2011 

Regular Keyed Alike Fuel Cap; W/Threaded Filler Neck. 

17504 


2016-2008 

OE Type Radiator/Coolant Recovery Tank Cap. 

10233 

16 

2011 

Regular Locking Fuel Cap; W/O Threaded Filler Neck.... 

10511 


2016 

Oil Filler Cap 

10111 


2011 

Regular Locking Fuel Cap; W/ Threaded Filler Neck. 

10504 


2014-2009 

Oil Filler Cap 

10111 


2011 

Safety Release Radiator Cap. 

10333 

16 

2014 

Regular Keyed Alike Fuel Cap. 

17508 


4-Cyl 2.4 L 




2014 

Regular Locking Fuel Cap. 

10508 


2016-2015 

OE Equivalent Fuel Cap. 

10838 


2013 

OE Equivalent Fuel Cap; To 03/03/2013 

10834 


2016 

Oil Filler Cap. 

10111 


2013 

Regular Keyed Alike Fuel Cap; From 01/04/2013 

17508 


2015 

OE Type Radiator/Coolant Recovery Tank Cap. 

10233 

16 

2013 

Regular Keyed Alike Fuel Cap; To 03/03/2013 

17504 


Raider | 

2013 

Regular Locking Fuel Cap; From 01/04/2013 

10508 


V-6 3.7 L 




2013 

Regular Locking Fuel Cap; To 03/03/2013 

10504 


2009-2008 

Oil Filler Cap. 

10148 


2012-2008 

OE Equivalent Fuel Cap 

10834 


2009-2006 

OE Equivalent Fuel Cap 

10838 


2012-2008 

Regular Keyed Alike Fuel Cap. 

17504 


2009-2006 

Regular Keyed Alike Fuel Cap. 

17508 


2012-2008 

Regular Locking Fuel Cap. 

10504 


2009-2006 

Regular Locking Fuel Cap. 

10508 


2011-2010 

Safety Release Radiator Cap 

10333 

16 

2009 

OE Type Radiator Cap; To 03/09/2008 . 

10230 

16 

2009-2008 

Safety Release Radiator Cap. 

✓10333 

16 

2009 

Safety Release Radiator Cap; To 03/09/2008 . 

10330 

16 

2008 

Oil Filler Cap. 

10088 


2008-2006 

OE Type Radiator Cap 

10230 

16 


✓Check hood clearance prior to installing this cap 
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Caps for Passenger Cars and LightTmcks (1995 and Newer) 


Application 


Mitsubishi - Continued 


Part 

Number 


PSI 


Raider - 

Continued 



V-6 3.7L- 

Continued 



2008-2006 

Safety Release Radiator Cap. 

10330 

16 

2007-2006 

Oil Filler Cap . 

10120 


V-84.7L 




2007-2006 

OE Equivalent Fuel Cap. 

10838 


2007-2006 

Oil Filler Cap 

10120 


2007-2006 

Regular Keyed Alike Fuel Cap 

17508 


2007-2006 

Regular Locking Fuel Cap. 

10508 


2007-2006 

OE Type Radiator Cap. 

10230 

16 

2007-2006 

Safety Release Radiator Cap 

10330 

16 

RVR I 

4-Cyl 2.0 L 




2016-2013 

OE Equivalent Fuel Cap 

10838 


2016-2011 

OE Type Radiator/Coolant Recovery Tank Cap 

10233 

16 

2015-2013 

Regular Keyed Alike Fuel Cap 

17508 


2015-2013 

Regular Locking Fuel Cap 

10508 


2014-2011 

Oil Filler Cap 

10111 


2012 

OE Equivalent Fuel Cap; From 01/07/2012 

10838 


2012 

OE Equivalent Fuel Cap; To 03/06/2012 

10834 


2012 

Regular Keyed Alike Fuel Cap; From 01/07/2012 

17508 


2012 

Regular Keyed Alike Fuel Cap; To 03/06/2012. 

17504 


2012 

Regular Locking Fuel Cap; From 01/07/2012. 

10508 


2012 

Regular Locking Fuel Cap; To 03/06/2012. 

10504 


2011 

OE Equivalent Fuel Cap. 

10834 


2011 

Regular Keyed Alike Fuel Cap. 

17504 


2011 

Regular Locking Fuel Cap. 

10504 


4-Cyl 2.4 L 




2016-2015 

OE Equivalent Fuel Cap. 

10838 


2016-2015 

OE Type Radiator/Coolant Recovery Tank Cap. 

10233 

16 

Nissan 

200SX !! 

4-Cyl 1.6 L 




1998-1995 

OE Equivalent Fuel Cap. 

10817 


1998-1995 

Oil Filler Cap. 

10107 


1998-1995 

Pre-Release Fuel Cap. 

10819 


1998-1995 

Pre-Release Keyed Alike Fuel Cap 

17501 


1998-1995 

Pre-Release Locking Fuel Cap... . 

10501 


1998-1995 

Regular Keyed Alike Fuel Cap 

17591 


1998-1995 

Regular Locking Fuel Cap. 

10591 


1998-1995 

OE Type Radiator/Coolant Recovery Tank Cap 

10227 

13 

1998-1995 

Safety Release Radiator Cap 

✓10327 

13 

4-Cyl 2.0 L 




1998-1995 

OE Equivalent Fuel Cap 

10817 


1998-1995 

Oil Filler Cap 

10107 


1998-1995 

Pre-Release Fuel Cap 

10819 


1998-1995 

Pre-Release Keyed Alike Fuel Cap. 

17501 


1998-1995 

Pre-Release Locking Fuel Cap 

10501 


1998-1995 

Regular Keyed Alike Fuel Cap. 

17591 


1998-1995 

Regular Locking Fuel Cap 

10591 


1998-1995 

OE Type Radiator/Coolant Recovery Tank Cap 

10227 

13 

1998-1995 

Safety Release Radiator Cap. 

✓10327 

13 





240SX ! 

4-Cyl 2.4 L 




1998-1995 

OE Equivalent Fuel Cap. 

10817 


1998-1995 

Oil Filler Cap 

10107 


1998-1995 

Pre-Release Fuel Cap. 

10819 


1998-1995 

Pre-Release Keyed Alike Fuel Cap. 

17501 


1998-1995 

Pre-Release Locking Fuel Cap. 

10501 


1998-1995 

Regular Keyed Alike Fuel Cap. 

17591 



Application 


Part 

Number 

PSI 

Nissan 

- Continued 



240SX- 

Continued 



4-Cyl 2.4 L 

- Continued 



1998-1995 

Regular Locking Fuel Cap. 

10591 


1998-1995 

OE Type Radiator/Coolant Recovery Tank Cap. 

10227 

13 

1998-1995 

Safety Release Radiator Cap. 

✓10327 

13 

300ZX j 

V-6 3.0 L 




1996-1995 

OE Equivalent Fuel Cap. 

10817 


1996-1995 

Oil Filler Cap 

10107 


1996-1995 

Pre-Release Fuel Cap 

10819 


1996-1995 

Pre-Release Keyed Alike Fuel Cap 

17501 


1996-1995 

Pre-Release Locking Fuel Cap 

10501 


1996-1995 

Regular Keyed Alike Fuel Cap 

17591 


1996-1995 

Regular Locking Fuel Cap. 

10591 


1996-1995 

OE Type Radiator/Coolant Recovery Tank Cap 

10233 

16 

1996-1995 

Safety Release Radiator Cap 

✓10333 

16 

350Z 

V-6 3.5 L 




2009-2007 

OE Type Radiator/Coolant Recovery Tank Cap 

10233 

16 

2009-2007 

Safety Release Radiator Cap . 

✓10333 

16 

2009-2003 

OE Equivalent Fuel Cap .. .. 

10838 


2009-2003 

Oil Filler Cap. 

10107 


2009-2003 

Regular Keyed Alike Fuel Cap. 

17508 


2009-2003 

Regular Locking Fuel Cap. 

10508 


2006-2003 

OE Type Radiator/Coolant Recovery Tank Cap. 

10227 

13 

2006-2003 

Safety Release Radiator Cap. 

✓10327 

13 

370Z 

V-6 3.7 L 




2017-2012 

OE Type Radiator/Coolant Recovery Tank/Coolant 

10264 

42 


Water Outlet Cap. 



2016-2009 

Oil Filler Cap. 

10107 


2015-2012 

OE Equivalent Fuel Cap. 

10834 


2015-2012 

Regular Keyed Alike Fuel Cap 

17504 


2015-2012 

Regular Locking Fuel Cap. 

10504 


2014-2012 

OE Type Radiator/Coolant Recovery Tank Cap 

10227 

13 

2014-2012 

Safety Release Radiator Cap. 

10327 

13 

2011-2009 

OE Type Radiator/Coolant Recovery Tank/Coolant 

10267 

20 


Water Outlet Cap 



2011 

OE Equivalent Fuel Cap; Early. 

10838 


2011 

OE Equivalent Fuel Cap; Late 

10834 


2011 

Regular Keyed Alike Fuel Cap; Early. 

17508 


2011 

Regular Keyed Alike Fuel Cap; Late 

17504 


2011 

Regular Locking Fuel Cap; Early 

10508 


2011 

Regular Locking Fuel Cap; Late. 

10504 


2010-2009 

OE Equivalent Fuel Cap. 

10838 


2010-2009 

Regular Keyed Alike Fuel Cap. 

17508 


2010-2009 

Regular Locking Fuel Cap. 

10508 


Almera i 

4-Cyl 1.8 L 




2005-2001 

OE Type Radiator/Coolant Recovery Tank Cap. 

10227 

13 

2005-2001 

Safety Release Radiator Cap. 

✓10327 

13 

Altima j 

4-Cyl 2.4 L 




2001-1995 

OE Equivalent Fuel Cap. 

10817 


2001-1995 

Oil Filler Cap. 

10107 


2001-1995 

Pre-Release Fuel Cap. 

10819 


2001-1995 

Pre-Release Keyed Alike Fuel Cap 

17501 


2001-1995 

Pre-Release Locking Fuel Cap 

10501 


2001-1995 

Regular Keyed Alike Fuel Cap 

17591 


2001-1995 

Regular Locking Fuel Cap. 

10591 
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Caps for Passenger Cars and LightTrucks (1995 and Newer) 


Application 


Part 

Number 

PSI 

Nissan 

- Continued 



Altima - 

Continued 



4-Cyl 2.4 L 

- Continued 



2001-1995 

OE Type Radiator/Coolant Recovery Tank Cap 

10227 

13 

2001-1995 

Safety Release Radiator Cap 

✓10327 

13 

4-Cyl 2.5 L 



2017-2007 

OE Type Radiator/Coolant Recovery Tank/Coolant 
Water Outlet Cap 

10267 

20 

2016-2012 

OE Equivalent Fuel Cap 

10834 


2016-2012 

Regular Keyed Alike Fuel Cap. 

17504 


2016-2012 

Regular Locking Fuel Cap. 

10504 


2016-2002 

Oil Filler Cap 

10107 


2011-2002 

OE Equivalent Fuel Cap 

10838 


2011-2002 

Regular Keyed Alike Fuel Cap. 

17508 


2011-2002 

Regular Locking Fuel Cap. 

10508 


2006-2002 

OE Type Radiator/Coolant Recovery Tank Cap 

10227 

13 

2006-2002 

Safety Release Radiator Cap. 

✓10327 

13 

4-Cyl 2.5 L 

ELECTRIC/GAS 


2011-2007 

OE Equivalent Fuel Cap 

10838 


2011-2007 

Oil Filler Cap. 

10107 


2011-2007 

Regular Keyed Alike Fuel Cap. 

17508 


2011-2007 

Regular Locking Fuel Cap. 

10508 


2010-2007 

OE Type Radiator/Coolant Recovery Tank/Coolant 
Water Outlet Cap 

10267 

20 

V-6 3.5 L 

2017-2007 

OE Type Radiator/Coolant Recovery Tank/Coolant 
Water Outlet Cap 

10267 

20 

2016-2012 

OE Equivalent Fuel Cap 

10834 


2016-2012 

Regular Keyed Alike Fuel Cap 

17504 


2016-2012 

Regular Locking Fuel Cap. 

10504 


2016-2002 

Oil Filler Cap 

10107 


2011-2002 

OE Equivalent Fuel Cap 

10838 


2011-2002 

Regular Keyed Alike Fuel Cap. 

17508 


2011-2002 

Regular Locking Fuel Cap. 

10508 


2006-2002 

OE Type Radiator/Coolant Recovery Tank Cap 

10227 

13 

2006-2002 

Safety Release Radiator Cap 

✓10327 

13 



Armada 

V-8 5.6L 

2017 

OE Type Radiator/Coolant Recovery Tank/Coolant 
Water Outlet Cap. 

10264 

42 

2015-2012 

OE Equivalent Fuel Cap. 

10834 


2015-2012 

Regular Keyed Alike Fuel Cap. 

17504 


2015-2012 

Regular Locking Fuel Cap. 

10504 


2015-2010 

OE Type Radiator/Coolant Recovery Tank/Coolant 
Water Outlet Cap. 

10264 

42 

2015-2005 

Oil Filler Cap. 

10107 


2011-2005 

OE Equivalent Fuel Cap 

10838 


2011-2005 

Regular Keyed Alike Fuel Cap 

17508 


2011-2005 

Regular Locking Fuel Cap. 

10508 


2010-2005 

OE Type Radiator Cap 

10238 

16 

2009 

OE Type Radiator/Coolant Recovery Tank/Coolant 
Water Outlet Cap; Early 

10264 

42 

2008-2005 

OE Type Radiator/Coolant Recovery Tank/Coolant 
Water Outlet Cap. 

10264 

42 

V-8 5.6 L FLEX 



2015-2012 

OE Equivalent Fuel Cap 

10834 


2015-2012 

Regular Keyed Alike Fuel Cap. 

17504 


2015-2012 

Regular Locking Fuel Cap .. 

10504 


2014 

Flex Fuel Keyed Alike Fuel Cap; Yellow 

17504Y 


2014 

Flex Fuel Regular Fuel Cap; Yellow. 

10834Y 


2014 

Flex Fuel Regular Locking Fuel Cap; Yellow. 

10504Y 


2012 

Flex Fuel Keyed Alike Fuel Cap; Yellow. 

17504Y 


2012 

Flex Fuel Regular Fuel Cap; Yellow. 

10834Y 


2012 

Flex Fuel Regular Locking Fuel Cap; Yellow. 

10504Y 



Application 


Nissan - Continued 


Part 

Number 


PSI 


Armada 

- Continued 



V-8 5.6 L FLEX-Continued 



2011-2007 

OE Equivalent Fuel Cap 

10838 


2011-2007 

Regular Keyed Alike Fuel Cap. 

17508 


2011-2007 

Regular Locking Fuel Cap. 

10508 


2011 

Flex Fuel Keyed Alike Fuel Cap; Yellow 

17508Y 


2011 

Flex Fuel Regular Fuel Cap; Yellow 

10838Y 


2011 

Flex Fuel Regular Locking Fuel Cap; Yellow. 

10508Y 


2009-2007 

Flex Fuel Keyed Alike Fuel Cap; Yellow 

17508Y 


2009-2007 

Flex Fuel Regular Fuel Cap; Yellow 

10838Y 


2009-2007 

Flex Fuel Regular Locking Fuel Cap; Yellow. 

10508Y 


2009-2007 

Oil Filler Cap. 

10107 


2009-2007 

OE Type Radiator Cap. 

10238 

16 

2009 

OE Type Radiator/Coolant Recovery Tank/Coolant 

10264 

42 


Water Outlet Cap; Early. 



2008-2007 

OE Type Radiator/Coolant Recovery Tank/Coolant 

10264 

42 


Water Outlet Cap. 







Cabstar 

4-Cyl 2.5 L DIESEL 



2008 

OE Type Radiator/Coolant Recovery Tank Cap. 

10227 

13 

2008 

Safety Release Radiator Cap. 

✓10327 

13 

Cube 

4-Cyl 1.8 L 




2014-2012 

OE Equivalent Fuel Cap .. 

10834 


2014-2012 

Regular Keyed Alike Fuel Cap 

17504 


2014-2012 

Regular Locking Fuel Cap. 

10504 


2014-2012 

Safety Release Radiator Cap 

10327 

13 

2014-2009 

Oil Filler Cap. 

10107 


2014-2009 

OE Type Radiator/Coolant Recovery Tank Cap 

10227 

13 

2011 

OE Equivalent Fuel Cap; Early 

10838 


2011 

OE Equivalent Fuel Cap; Late 

10834 


2011 

Regular Keyed Alike Fuel Cap; Early 

17508 


2011 

Regular Keyed Alike Fuel Cap; Late 

17504 


2011 

Regular Locking Fuel Cap; Early. 

10508 


2011 

Regular Locking Fuel Cap; Late 

10504 


2010-2009 

OE Equivalent Fuel Cap 

10838 


2010-2009 

Regular Keyed Alike Fuel Cap 

17508 


2010-2009 

Regular Locking Fuel Cap. 

10508 


2010-2009 

Safety Release Radiator Cap 

10327 

13 

Frontier 

4-Cyl 2.4 L 




2014 

OE Equivalent Fuel Cap 

10834 


2014 

Regular Keyed Alike Fuel Cap 

17504 


2014 

Regular Locking Fuel Cap. 

10504 


2014 

OE Type Radiator/Coolant Recovery Tank/Coolant 

10264 

42 


Water Outlet Cap. 



2004-2001 

OE Equivalent Fuel Cap. 

10838 


2004-2001 

Regular Keyed Alike Fuel Cap. 

17508 


2004-2001 

Regular Locking Fuel Cap. 

10508 


2004-1998 

Oil Filler Cap. 

10107 


2004-1998 

OE Type Radiator/Coolant Recovery Tank Cap. 

10227 

13 

2004-1998 

Safety Release Radiator Cap. 

✓10327 

13 

2000-1998 

OE Equivalent Fuel Cap 

10817 


2000-1998 

Pre-Release Fuel Cap. 

10819 


2000-1998 

Pre-Release Keyed Alike Fuel Cap. 

17501 


2000-1998 

Pre-Release Locking Fuel Cap. 

10501 


2000-1998 

Regular Keyed Alike Fuel Cap. 

17591 


2000-1998 

Regular Locking Fuel Cap. 

10591 


4-Cyl 2.5 L 




2017-2005 

OE Type Radiator/Coolant Recovery Tank/Coolant 

10264 

42 


Water Outlet Cap. 
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Caps for Passenger Cars and LightTrucks (1995 and Newer) 


Application 


Part 

Number 

PSI 

Application 


Part 

Number 

PSI 

Nissan 

- Continued 



Nissan 

- Continued 



Frontier 

- Continued 



GT-R - Continued ! 

4-Cyl 2.5 L 

- Continued 



V-6 3.8 L - 

Continued 



2016-2012 

OE Equivalent Fuel Cap 

10834 


2009 

Regular Keyed Alike Fuel Cap. 

17508 


2016-2012 

Regular Keyed Alike Fuel Cap. 

17504 


2009 

Regular Locking Fuel Cap. 

10508 










2016-2012 

Regular Locking Fuel Cap 

10504 


Juke i 

2016-2005 

Oil Filler Cap 

10107 


4-Cyl 1.6 L 




2011-2005 

OE Equivalent Fuel Cap 

10838 


2017-2011 

OE Type Radiator/Coolant Recovery Tank Cap 

10227 

13 

2011-2005 

Regular Keyed Alike Fuel Cap. 

17508 


2016-2011 

Oil Filler Cap 

10107 


2011-2005 

Regular Locking Fuel Cap 

10508 


2015-2012 

OE Equivalent Fuel Cap. 

10834 


2010-2005 

OE Type Radiator/Coolant Recovery Tank Cap 

10233 

16 

2015-2012 

Regular Keyed Alike Fuel Cap 

17504 


2010-2005 

Safety Release Radiator Cap. 

✓10333 

16 

2015-2012 


10504 


V-6 3.3L 




2014-2012 

Safety Release Radiator Cap. 

10327 

13 

2004-2001 

OE Equivalent Fuel Cap. 

10838 


2011 

OE Equivalent Fuel Cap; Early. 

10838 


2004-2001 

Regular Keyed Alike Fuel Cap 

17508 


2011 


10834 


2004-2001 

Regular Locking Fuel Cap. 

10508 


2011 


17508 


2004-1999 

Oil Filler Cap 

10107 


2011 


17504 


2004-1999 

OE Type Radiator/Coolant Recovery Tank Cap 

10227 

13 

2011 

Regular Locking Fuel Cap; Early. 

10508 


2004-1999 

Safety Release Radiator Cap 

✓10327 

13 

2011 


10504 










2000-1999 

OE Equivalent Fuel Cap. 

10817 


Leaf i 

2000-1999 

Pre-Release Fuel Cap. 

10819 


2013 

OE Type Radiator/Coolant Recovery Tank/Coolant 

10264 

42 

2000-1999 

Pre-Release Keyed Alike Fuel Cap. . 

17501 



Water Outlet Cap; To 12/2012. 



2000-1999 

Pre-Release Locking Fuel Cap. 

10501 


2012-2011 

OE Type Radiator/Coolant Recovery Tank/Coolant 

10264 

42 

2000-1999 


17591 



Water Outlet Cap. 



2000-1999 

Regular Locking Fuel Cap. 

10591 


Lucino 1 

V-64.0L 




4-Cyl 2.0 L 




2017-2012 

OE Type Radiator/Coolant Recovery Tank/Coolant 

10264 

42 

1996 

OE Equivalent Fuel Cap. 

10817 



Water Outlet Cap. 



1996 

Pre-Release Fuel Cap 

10819 


2016-2012 

OE Equivalent Fuel Cap . 

10834 


1996 

Pre-Release Keyed Alike Fuel Cap 

17501 


2016-2012 

Regular Keyed Alike Fuel Cap. 

17504 


1996 

Pre-Release Lockinq Fuel Cap 

10501 


2016-2012 

Regular Locking Fuel Cap 

10504 


1996 

Reqular Keyed Alike Fuel Cap 

17591 


2016-2005 

Oil Filler Cap ,, 

10107 


1996 

Regular Locking Fuel Cap. 

10591 


2011-2005 

OE Equivalent Fuel Cap 

10838 


March ! 

2011-2005 

Regular Keyed Alike Fuel Cap 

17508 


4-Cyl 1.6 L 




2011-2005 

Regular Locking Fuel Cap 

10508 


2015-2012 

OE Type Radiator/Coolant Recovery Tank Cap. 

10227 

13 

2011-2005 

OE Type Radiator/Coolant Recovery Tank Cap 

10233 

16 

Maxima 1 

2011 

Safety Release Radiator Cap. 

10333 

16 

V-6 3.0 L 




2010-2005 

Safety Release Radiator Cap. 

✓10333 

16 

2001-1995 

Oil Filler Cap. 

10107 


2010-2005 

OE Type Radiator/Coolant Recovery Tank/Coolant 

10264 

42 

2001-1995 

OE Type Radiator/Coolant Recovery Tank Cap 

10227 

13 





2001-1995 


✓10327 

13 

GT-R 

2001 


10834 

V-6 3.8 L 




2001 

Regular Keyed Alike Fuel Cap 

17504 


2017-2015 

OE Type Radiator/Coolant Recovery Tank/Coolant 

10267 

20 






Water Outlet Cap. 



2001 

Regular Locking Fuel Cap. 

10504 


2015-2012 

OE Equivalent Fuel Cap. 

10834 


2000-1995 

OE Equivalent Fuel Cap. 

10817 


2015-2012 

Regular Keyed Alike Fuel Cap. 

17504 


2000-1995 

Pre-Release Fuel Cap 

10819 


2015-2012 

Regular Locking Fuel Cap. 

10504 


2000-1995 

Pre-Release Keyed Alike Fuel Cap 

17501 


2014-2009 

OE Type Radiator/Coolant Recovery Tank/Coolant 

10264 

42 

2000-1995 

Pre-Release Locking Fuel Cap 

10501 



Water Outlet Cap 



2000-1995 

Regular Keyed Alike Fuel Cap. 

17591 


2014 

OE Type Radiator/Coolant Recovery Tank Cap 

10227 

13 

2000-1995 

Regular Locking Fuel Cap. 

10591 


2014 

Safety Release Radiator Cap 

10327 

13 

V-6 3.5 L 




2013-2009 

OE Type Radiator/Coolant Recovery Tank/Coolant 

10267 

20 

2017-2016 

OE Type Radiator/Coolant Recovery Tank/Coolant 

10267 

20 


Water Outlet Cap. 




Water Outlet Cap., 



2011 

OE Equivalent Fuel Cap; Early 

10838 


2016 

Oil Filler Cap. 

10107 


2011 

OE Equivalent Fuel Cap; Late 

10834 


2014-2012 


10834 


2011 

Regular Keyed Alike Fuel Cap; Early. 

17508 


2014-2012 


17504 


2011 

Regular Keyed Alike Fuel Cap; Late 

17504 


2014-2012 


10504 


2011 

Regular Locking Fuel Cap; Early 

10508 


2014-2009 

OE Type Radiator/Coolant Recovery Tank/Coolant 

10267 

20 

2011 

Regular Locking Fuel Cap; Late 

10504 



Water Outlet Cap 



2010 

OE Equivalent Fuel Cap 

10834 


2014-2002 

Oil Filler Cap. 

10107 


2010 

Regular Keyed Alike Fuel Cap. 

17504 


2011-2002 

OE Equivalent Fuel Cap. 

10838 


2010 

Regular Locking Fuel Cap. 

10504 


2011-2002 

Regular Keyed Alike Fuel Cap 

17508 


2009 

OE Equivalent Fuel Cap. 

10838 


2011-2002 

Regular Locking Fuel Cap. 

10508 



✓Check hood clearance prior to installing this cap 
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Caps for Passenger Cars and LightTrucks (1995 and Newer) 


Application 


Nissan - Continued 


Part 

Number 


PSI 


Application 


Nissan - Continued 


Part 

Number 


PSI 


Maxima 

- Continued 



V-6 3.5L- 

Continued 



2008-2002 

OE Type Radiator/Coolant Recovery Tank Cap 

10227 

13 

2008-2002 

Safety Release Radiator Cap .. 

✓10327 

13 

Micra i 

4-Cyl 1.4 L 




2007-2005 

OE Type Radiator/Coolant Recovery Tank Cap 

10227 

13 

4-Cyl 1.6 L 




2017-2016 

OE Type Radiator/Coolant Recovery Tank Cap. 

10227 

13 

2017 

OE Equivalent Fuel Cap 

10834 


2016 

Oil Filler Cap 

10107 


Murano 

4-Cyl 2.5 L 




2016 

OE Type Radiator/Coolant Recovery Tank Cap 

10233 

16 

V-6 3.5L 




2017-2015 

OE Type Radiator/Coolant Recovery Tank Cap 

10233 

16 

2016 

Oil Filler Cap 

10107 


2014-2012 

OE Equivalent Fuel Cap 

10834 


2014-2012 

Regular Keyed Alike Fuel Cap. 

17504 


2014-2012 

Regular Locking Fuel Cap. 

10504 


2014-2009 

Oil Filler Cap 

10107 


2014-2009 

OE Type Radiator/Coolant Recovery Tank/Coolant 

10267 

20 


Water Outlet Cap 



2011 

OE Equivalent Fuel Cap; Early. 

10838 


2011 

OE Equivalent Fuel Cap; Late. 

10834 


2011 

Regular Keyed Alike Fuel Cap; Early. 

17508 


2011 

Regular Keyed Alike Fuel Cap; Late. 

17504 


2011 

Regular Locking Fuel Cap; Early. 

10508 


2011 

Regular Locking Fuel Cap; Late. 

10504 


2010-2003 

OE Equivalent Fuel Cap. 

10838 


2010-2003 

Regular Keyed Alike Fuel Cap. 

17508 


2010-2003 

Regular Locking Fuel Cap. 

10508 


2007-2003 

Oil Filler Cap. 

10107 


2007-2003 

OE Type Radiator/Coolant Recovery Tank Cap. 

10227 

13 

2007-2003 

Safety Release Radiator Cap. 

✓10327 

13 

NP300 S 

4-Cyl 2.4 L 




2015-2010 

OE Type Radiator/Coolant Recovery Tank Cap 

10227 

13 

NV200 ! 

4-Cyl 2.0 L 




2017-2013 

OE Type Radiator/Coolant Recovery Tank Cap. 

10227 

13 

2016-2013 

Oil Filler Cap, 

10107 


2015-2013 

OE Equivalent Fuel Cap, 

10834 


2015-2013 

Regular Keyed Alike Fuel Cap. 

17504 


2015-2013 

Regular Locking Fuel Cap. 

10504 


N VI500 ! 

V-64.0L 




2017-2012 

OE Type Radiator/Coolant Recovery Tank/Coolant 

10264 

42 


Water Outlet Cap 



2016-2012 

Oil Filler Cap 

10107 


2015-2012 

OE Equivalent Fuel Cap 

10834 


2015-2012 

Regular Keyed Alike Fuel Cap. 

17504 


2015-2012 

Regular Locking Fuel Cap. 

10504 


NV2500 

V-64.0L 




2017-2012 

OE Type Radiator/Coolant Recovery Tank/Coolant 

10264 

42 


Water Outlet Cap. 



2016-2012 

Oil Filler Cap. 

10107 


2015-2012 

OE Equivalent Fuel Cap. 

10834 


2015-2012 

Regular Keyed Alike Fuel Cap. 

17504 


2015-2012 

Regular Locking Fuel Cap. 

10504 



NV2500 

- Continued 



V-8 5.6 L 




2017-2012 

OE Type Radiator/Coolant Recovery Tank/Coolant 

10264 

42 


Water Outlet Cap 



2016-2012 

Oil Filler Cap. 

10107 


2015-2012 

OE Equivalent Fuel Cap 

10834 


2015-2012 

Regular Keyed Alike Fuel Cap 

17504 


2015-2012 

Regular Locking Fuel Cap. 

10504 


2014-2012 

OE Type Radiator/Coolant Recovery Tank Cap 

10233 

16 

2014-2012 

Safety Release Radiator Cap 

10333 

16 

NV3500 i 

V-6 4.0 L 




2017-2012 

OE Type Radiator/Coolant Recovery Tank/Coolant 

10264 

42 


Water Outlet Cap. 



2016-2012 

Oil Filler Cap. 

10107 


2015-2012 

OE Equivalent Fuel Cap. 

10834 


2015-2012 

Regular Keyed Alike Fuel Cap. 

17504 


2015-2012 

Regular Locking Fuel Cap. 

10504 


V-8 5.6 L 




2017-2012 

OE Type Radiator/Coolant Recovery Tank/Coolant 

10264 

42 


Water Outlet Cap. 



2016-2012 

Oil Filler Cap. 

10107 


2015-2012 

OE Equivalent Fuel Cap 

10834 


2015-2012 

Regular Keyed Alike Fuel Cap. 

17504 


2015-2012 

Regular Locking Fuel Cap. 

10504 


2014-2012 

OE Type Radiator/Coolant Recovery Tank Cap. 

10233 

16 

2014-2012 

Safety Release Radiator Cap. 

10333 

16 

Pathfinder i 

4-Cyl 2.5 L 




2014 

Oil Filler Cap. 

10107 


4-Cyl 2.5 L 

ELECTRIC/GAS 



2014 

OE Equivalent Fuel Cap 

10834 


2014 

Regular Keyed Alike Fuel Cap 

17504 


2014 

Regular Locking Fuel Cap. 

10504 


2014 

OE Type Radiator/Coolant Recovery Tank Cap 

10233 

16 

2014 

Safety Release Radiator Cap. 

10333 

16 

V-6 3.0 L 




1995 

OE Equivalent Fuel Cap 

10817 


1995 

Oil Filler Cap. 

10107 


1995 

Pre-Release Fuel Cap 

10819 


1995 

Pre-Release Keyed Alike Fuel Cap 

17501 


1995 

Pre-Release Locking Fuel Cap. 

10501 


1995 

Regular Keyed Alike Fuel Cap 

17591 


1995 

Regular Locking Fuel Cap. 

10591 


1995 

OE Type Radiator/Coolant Recovery Tank Cap 

10227 

13 

1995 

Safety Release Radiator Cap. 

✓10327 

13 

V-6 3.3 L 




2000-1996 

OE Equivalent Fuel Cap 

10817 


2000-1996 

Oil Filler Cap. 

10107 


2000-1996 

Pre-Release Fuel Cap. 

10819 


2000-1996 

Pre-Release Keyed Alike Fuel Cap. 

17501 


2000-1996 

Pre-Release Locking Fuel Cap. 

10501 


2000-1996 

Regular Keyed Alike Fuel Cap. 

17591 


2000-1996 

Regular Locking Fuel Cap. 

10591 


2000-1996 

OE Type Radiator/Coolant Recovery Tank Cap. 

10227 

13 

2000-1996 

Safety Release Radiator Cap. 

✓10327 

13 

V-6 3.5 L 




2017-2013 

OE Type Radiator/Coolant Recovery Tank Cap. 

10233 

16 

2016-2013 

OE Equivalent Fuel Cap. 

10834 


2016-2013 

Oil Filler Cap. 

10107 


2016-2013 

Regular Keyed Alike Fuel Cap. 

17504 
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Caps for Passenger Cars and LightTmcks (1995 and Newer) 


Application 


Part 

Number 

PSI 

Application 


Part 

Number 

PSI 

Nissan 

- Continued 



Nissan 

- Continued 



Pathfinder - Continued 

Pickup 

Continued 



V-6 3.5L- 

Continued 



4-Cyl 2.4 L 

- Continued 



2016-2013 

Regular Locking Fuel Cap ,, 

10504 


2004-1995 

Safety Release Radiator Cap. 

10333 

16 

2014-2013 

Safety Release Radiator Cap. 

10333 

16 

V-6 3.0 L 




2004-2002 

OE Equivalent Fuel Cap 

10838 


1995 

OE Equivalent Fuel Cap. 

10817 


2004-2002 

Regular Keyed Alike Fuel Cap. 

17508 


1995 

Oil Filler Cap 

10107 


2004-2002 

Regular Locking Fuel Cap 

10508 


1995 

Pre-Release Fuel Cap 

10819 


2004-2001 

Oil Filler Cap 

10107 


1995 

Pre-Release Keyed Alike Fuel Cap 

17501 


2004-2001 


10227 

13 

1995 

Pre-Release Locking Fuel Cap 

10501 


2004-2001 


✓10327 

13 

1995 

Regular Keyed Alike Fuel Cap 

17591 


2001 

OE Equivalent Fuel Cap 

10834 


1995 

Regular Locking Fuel Cap. 

10591 


2001 

Regular Keyed Alike Fuel Cap. 

17504 


1995 

OE Type Radiator/Coolant Recovery Tank Cap 

10227 

13 

2001 

Regular Locking Fuel Cap 

10504 


1995 

Safety Release Radiator Cap 

✓10327 

13 

V-64.0L 




Quest 

2012-2005 

Oil Filler Cap 

10107 


V-6 3.0 L 




2012 

OE Equivalent Fuel Cap 

10834 


1998-1995 


10817 


2012 

Regular Keyed Alike Fuel Cap 

17504 


1998-1995 

Oil Filler Cap. 

10107 


2012 

Regular Locking Fuel Cap 

10504 


1998-1995 

Pre-Release Fuel Cap. 

10819 


2012 

OE Type Radiator/Coolant Recovery Tank/Coolant 

10264 

42 

1998-1995 

Pre-Release Keyed Alike Fuel Cap 

17501 



Water Outlet Cap. 



1998-1995 

Pre-Release Locking Fuel Cap 

10501 


2011-2005 

OE Equivalent Fuel Cap. 

10838 


1998-1995 

Regular Keyed Alike Fuel Cap .. . 

17591 


2011-2005 

Regular Keyed Alike Fuel Cap. 

17508 


1998-1995 

Regular Locking Fuel Cap. 

10591 


2011-2005 

Regular Locking Fuel Cap. 

10508 


1998-1995 

OE Type Radiator/Coolant Recovery Tank Cap. 

10227 

13 

2011-2005 

OE Type Radiator/Coolant Recovery Tank Cap . ., 

10233 

16 

1998-1995 

Safety Release Radiator Cap. 

✓10327 

13 

2011 

Safety Release Radiator Cap 

10333 

16 

V-6 3.3 L 




2010-2005 

Safety Release Radiator Cap. 

✓10333 

16 

2002-2000 

OE Equivalent Fuel Cap. 

10838 


2010-2005 

OE Type Radiator/Coolant Recovery Tank/Coolant 
Water Outlet Cap. 

10264 

42 

2002-2000 

Regular Keyed Alike Fuel Cap. 

17508 


V-8 5.6 L 




2002-2000 

Regular Locking Fuel Cap. 

10508 


2012-2011 

OE Type Radiator/Coolant Recovery Tank/Coolant 

10264 

42 

2002-1999 

Oil Filler Cap. 

10107 



Water Outlet Cap. 



2002-1999 

OE Type Radiator/Coolant Recovery Tank Cap. 

10227 

13 

2012-2008 

Oil Filler Cap 

10107 


2002-1999 


✓10327 

13 

2012 

OE Equivalent Fuel Cap 

10834 


1999 


10817 


2012 

Regular Keyed Alike Fuel Cap. 

17504 


1999 


10819 


2012 

Regular Locking Fuel Cap 

10504 


1999 

Pre-Release Keyed Alike Fuel Cap 

17501 


2011-2008 

OE Equivalent Fuel Cap 

10838 


1999 

Pre-Release Lockinq Fuel Cap 

10501 


2011-2008 

Regular Keyed Alike Fuel Cap 

17508 


1999 


17591 


2011-2008 

Regular Locking Fuel Cap. 

10508 


1999 


10591 


2010-2008 

OE Type Radiator/Coolant Recovery Tank Cap. 

10233 

16 

V-6 3.5 L 




2010 

Safety Release Radiator Cap. 

10333 

16 

2017-2011 

OE Type Radiator/Coolant Recovery Tank/Coolant 

10267 

20 

2009-2008 

Safety Release Radiator Cap. 

✓10333 

16 


Water Outlet Cap 



2009-2008 

OE Type Radiator/Coolant Recovery Tank/Coolant 

10264 

42 

2016-2011 

Oil Filler Cap. 

10107 



Water Outlet Cap. 



2015-2011 

OE Equivalent Fuel Cap. 

10834 


Pathfinder Armada 



2015-2011 

Regular Keyed Alike Fuel Cap. 

17504 


V-8 5.6 L 




2015-2011 

Regular Locking Fuel Cap. 

10504 


2004 


10838 


2009-2004 

OE Equivalent Fuel Cap. 

10838 


2004 


10107 


2009-2004 

Oil Filler Cap. 

10107 


2004 

Reqular Keyed Alike Fuel Cap 

17508 


2009-2004 

Regular Keyed Alike Fuel Cap. 

17508 


2004 

Reqular Lockinq Fuel Cap 

10508 


2009-2004 

Regular Locking Fuel Cap. 

10508 


2004 

OE Type Radiator Cap . 

10238 

16 

2009-2004 

OE Type Radiator/Coolant Recovery Tank Cap. 

10227 

13 

2004 

OE Type Radiator/Coolant Recovery Tank/Coolant 

10264 

42 

2009-2004 

Safety Release Radiator Cap. 

✓10327 

13 

Pickup 

Water Outlet Cap. 



Rogue 

4-Cyl 2.5 L 




4-Cyl 2.4 L 




2017-2008 

OE Type Radiator/Coolant Recovery Tank Cap. 

10227 

13 

2004-1995 

OE Equivalent Fuel Cap. 

10817 


2016-2008 

Oil Filler Cap. 

10107 


2004-1995 

Oil Filler Cap. 

10107 


2015-2012 

OE Equivalent Fuel Cap. 

10834 


2004-1995 

Pre-Release Fuel Cap 

10819 


2015-2012 

Regular Keyed Alike Fuel Cap. 

17504 


2004-1995 

Pre-Release Keyed Alike Fuel Cap 

17501 


2015-2012 

Regular Locking Fuel Cap. 

10504 


2004-1995 

Pre-Release Locking Fuel Cap 

10501 


2014-2012 

Safety Release Radiator Cap 

10327 

13 

2004-1995 

Regular Keyed Alike Fuel Cap 

17591 


2011 

OE Equivalent Fuel Capj Early 

10838 

2004-1995 

Regular Locking Fuel Cap 

10591 


2011 

OE Equivalent Fuel Capj Late 

10834 


2004-1995 

OE Type Radiator/Coolant Recovery Tank Cap 

10233 

16 





✓Check hood clearance prior to installing this cap 
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Caps for Passenger Cars and LightTrucks (1995 and Newer) 


Application 


Nissan - Continued 


Part 

Number 


PSI 


Rogue - 

Continued 



4-Cyl 2.5 L 

- Continued 



2011 

Regular Keyed Alike Fuel Cap; Early. 

17508 


2011 

Regular Keyed Alike Fuel Cap; Late. 

17504 


2011 

Regular Locking Fuel Cap; Early. 

10508 


2011 

Regular Locking Fuel Cap; Late. 

10504 


2010-2008 

OE Equivalent Fuel Cap 

10838 


2010-2008 

Regular Keyed Alike Fuel Cap. 

17508 


2010-2008 

Regular Locking Fuel Cap. 

10508 


2010-2008 

Safety Release Radiator Cap 

10327 

13 

Rogue Select 

4-Cyl 2.5 L 




2015-2014 

OE Equivalent Fuel Cap 

10834 


2015-2014 

Oil Filler Cap 

10107 


2015-2014 

Regular Keyed Alike Fuel Cap. 

17504 


2015-2014 

Regular Locking Fuel Cap. 

10504 


2015-2014 

OE Type Radiator/Coolant Recovery Tank Cap 

10227 

13 

2014 

Safety Release Radiator Cap 

10327 

13 

Sentra 

4-Cyl 1.6 L 




2000-1995 

OE Equivalent Fuel Cap 

10817 


2000-1995 

Pre-Release Fuel Cap. 

10819 


2000-1995 

Pre-Release Keyed Alike Fuel Cap. 

17501 


2000-1995 

Pre-Release Locking Fuel Cap. 

10501 


2000-1995 

Regular Keyed Alike Fuel Cap. 

17591 


2000-1995 

Regular Locking Fuel Cap. 

10591 


2000-1995 

OE Type Radiator/Coolant Recovery Tank Cap. 

10227 

13 

2000-1995 

Safety Release Radiator Cap. 

✓10327 

13 

1999-1995 

Oil Filler Cap. 

10107 


4-Cyl 1.8 L 




2017-2013 

OE Type Radiator/Coolant Recovery Tank Cap. 

10227 

13 

2016-2013 

Oil Filler Cap. 

10107 


2014-2013 

Safety Release Radiator Cap. 

10327 

13 

2013 

OE Equivalent Fuel Cap. 

10834 


2013 

Regular Keyed Alike Fuel Cap. 

17504 


2013 

Regular Locking Fuel Cap. 

10504 


2006-2000 

OE Equivalent Fuel Cap, 

10838 


2006-2000 

Oil Filler Cap 

10107 


2006-2000 

Regular Keyed Alike Fuel Cap. 

17508 


2006-2000 

Regular Locking Fuel Cap. 

10508 


2006-2000 

OE Type Radiator/Coolant Recovery Tank Cap 

10227 

13 

2006-2000 

Safety Release Radiator Cap 

✓10327 

13 

4-Cyl 2.0 L 




2012-2010 

Safety Release Radiator Cap 

10327 

13 

2012-2007 

OE Equivalent Fuel Cap 

10838 


2012-2007 

Oil Filler Cap 

10107 


2012-2007 

Regular Keyed Alike Fuel Cap 

17508 


2012-2007 

Regular Locking Fuel Cap. 

10508 


2012-2007 

OE Type Radiator/Coolant Recovery Tank Cap 

10227 

13 

2009-2007 

Safety Release Radiator Cap 

✓10327 

13 

2001-2000 

OE Equivalent Fuel Cap 

10838 


2001-2000 

Regular Keyed Alike Fuel Cap 

17508 


2001-2000 

Regular Locking Fuel Cap. 

10508 


2001-1998 

Oil Filler Cap. 

10107 


2001-1998 

OE Type Radiator/Coolant Recovery Tank Cap. 

10227 

13 

2001-1998 

Safety Release Radiator Cap. 

✓10327 

13 

1999-1996 

OE Equivalent Fuel Cap 

10817 


1999-1996 

Pre-Release Fuel Cap. 

10819 


1999-1996 

Pre-Release Keyed Alike Fuel Cap. 

17501 


1999-1996 

Pre-Release Locking Fuel Cap. 

10501 



Application 


Part 

Number 

PSI 

Nissan 

- Continued 



Sentra - 

Continued 



4-Cyl 2.0 L 

- Continued 



1999-1996 

Regular Keyed Alike Fuel Cap. 

17591 


1999-1996 

Regular Locking Fuel Cap. 

10591 


4-Cyl 2.5 L 

2012-2010 

Safety Release Radiator Cap 

10327 

13 

2012-2002 

OE Equivalent Fuel Cap 

10838 

2012-2002 

Oil Filler Cap. 

10107 


2012-2002 

Regular Keyed Alike Fuel Cap 

17508 


2012-2002 

Regular Locking Fuel Cap. 

10508 


2012-2002 

OE Type Radiator/Coolant Recovery Tank Cap 

10227 

13 

2009-2002 

Safety Release Radiator Cap 

✓10327 

13 




Tiida j 

4-Cyl 1.8 L 

2014-2007 

OE Type Radiator/Coolant Recovery Tank Cap 

10227 

13 

2012-2009 

OE Type Radiator/Coolant Recovery Tank/Coolant 
Water Outlet Cap 

10267 

20 

2012-2007 

Safety Release Radiator Cap 

✓10327 

13 

2008-2007 

OE Equivalent Fuel Cap. 

10838 


2008-2007 

Regular Keyed Alike Fuel Cap 

17508 


2008-2007 

Regular Locking Fuel Cap. 

10508 


Titan I 

V-8 5.6 L 

2017 

OE Type Radiator/Coolant Recovery Tank/Coolant 
Water Outlet Cap. 

10264 

42 

2015-2012 

OE Equivalent Fuel Cap. 

10834 


2015-2012 

Regular Keyed Alike Fuel Cap. 

17504 


2015-2012 

Regular Locking Fuel Cap. 

10504 


2015-2004 

Oil Filler Cap. 

10107 


2015-2004 

OE Type Radiator/Coolant Recovery Tank/Coolant 
Water Outlet Cap 

10264 

42 

2011-2004 

OE Equivalent Fuel Cap 

10838 


2011-2004 

Regular Keyed Alike Fuel Cap 

17508 


2011-2004 

Regular Locking Fuel Cap 

10508 


2010-2004 

OE Tvoe Radiator Cap. 

10238 

16 

V-8 5.6 L FLEX 


2015-2012 

OE Equivalent Fuel Cap 

10834 


2015-2012 

Regular Keyed Alike Fuel Cap. 

17504 


2015-2012 

Regular Locking Fuel Cap. 

10504 


2014 

Flex Fuel Keyed Alike Fuel Cap.. 

17504Y 


2014 

Flex Fuel Regular Fuel Cap 

10834Y 


2014 

Flex Fuel Regular Locking Fuel Cap 

10504Y 


2013-2012 

Flex Fuel Keyed Alike Fuel Cap; Yellow. 

17504Y 


2013-2012 

Flex Fuel Regular Fuel Cap; Yellow. 

10834Y 


2013-2012 

Flex Fuel Regular Locking Fuel Cap; Yellow. 

10504Y 


2011-2005 

OE Equivalent Fuel Cap. 

10838 


2011-2005 

Regular Keyed Alike Fuel Cap. 

17508 


2011-2005 

Regular Locking Fuel Cap. 

10508 


2011 

Flex Fuel Keyed Alike Fuel Cap; Yellow. 

17508Y 


2011 

Flex Fuel Regular Fuel Cap; Yellow . 

10838Y 


2011 

Flex Fuel Regular Locking Fuel Cap; Yellow. 

10508Y 


2010-2005 

OE Type Radiator/Coolant Recovery Tank/Coolant 
Water Outlet Cap. 

10264 

42 

2009-2005 

Oil Filler Cap 

10107 


2009-2005 

OE Type Radiator Cap. 

10238 

16 

2008-2007 

Flex Fuel Keyed Alike Fuel Cap; Yellow 

17508Y 

2008-2007 

Flex Fuel Regular Fuel Cap; Yellow 

10838Y 


2008-2007 

Flex Fuel Regular Locking Fuel Cap; Yellow. 

10508Y 


Titan XD ! 

V-8 5.0 L 

2017-2016 

OE Type Radiator/Coolant Recovery Tank/Coolant 
Water Outlet Cap. 

10264 

42 
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Caps for Passenger Cars and LightTrucks (1995 and Newer) 


Application 


Part 

Number 

PSI 

Application 


Part 

Number 

PSI 

Nissan 

- Continued 



Nissan 

- Continued 



Titan XD - Continued 

Versa - 

Continued 



V-8 5.6 L 




4-Cyl 1.6 L 

- Continued 



2017-2016 

OE Type Radiator/Coolant Recovery Tank/Coolant 

10264 

42 

2009 

Safety Release Radiator Cap. 

✓10327 

13 


Water Outlet Cap 



4-Cyl 1.8 L 




2016 

Oil Filler Cap 

10107 


2012-2010 

Safety Release Radiator Cap. 

10327 

13 

Tsubame 



2012-2007 

OE Equivalent Fuel Cap. 

10838 


4-Cyl 1.6 L 




2012-2007 

Oil Filler Cap. 

10107 


2003 

OE Equivalent Fuel Cap 

10817 


2012-2007 

Regular Keyed Alike Fuel Cap 

17508 


2003 

Pre-Release Fuel Cap 

10819 


2012-2007 

Regular Locking Fuel Cap. 

10508 


2003 

Pre-Release Keyed Alike Fuel Cap 

17501 


2012-2007 

OE Type Radiator/Coolant Recovery Tank Cap 

10227 

13 

2003 

Pre-Release Locking Fuel Cap 

10501 


?nnQ-?nn7 


✓10327 

13 

2003 

Regular Keyed Alike Fuel Cap. 

17591 


Versa Note 


2003 

Regular Locking Fuel Cap 

10591 


4-Cyl 1.6 L 




2003 

OE Type Radiator/Coolant Recovery Tank Cap 

10227 

13 

2017-2014 

OE Type Radiator/Coolant Recovery Tank Cap 

10227 

13 

2003 

Safety Release Radiator Cap 

✓10327 

13 

2016-2014 

Oil Filler Cap. 

10107 


1999 

OE Equivalent Fuel Cap. 

10817 


2015-2014 

OE Equivalent Fuel Cap. 

10834 


1999 

Pre-Release Fuel Cap. 

10819 


2015-2014 

Regular Keyed Alike Fuel Cap. 

17504 


1999 

Pre-Release Keyed Alike Fuel Cap. 

17501 


2015-2014 

Regular Locking Fuel Cap. 

10504 


1999 

Pre-Release Locking Fuel Cap. 

10501 


2014 

Safety Release Radiator Cap. 

10327 

13 

1999 

Regular Keyed Alike Fuel Cap. 

17591 


Xtprra 




1999 

Regular Locking Fuel Cap. 

10591 


4-Cyl 2.4 L 




1999 

OE Type Radiator/Coolant Recovery Tank Cap. 

10227 

13 

2004-2001 

OE Equivalent Fuel Cap. 

10838 


1999 

Safety Release Radiator Cap. 

✓10327 

13 

2004-2001 

Regular Keyed Alike Fuel Cap 

17508 


1996-1995 

OE Equivalent Fuel Cap. 

10817 


2004-2001 

Regular Locking Fuel Cap. 

10508 


1996-1995 

Pre-Release Fuel Cap. 

10819 


2004-2000 

Oil Filler Cap. 

10107 


1996-1995 

Pre-Release Keyed Alike Fuel Cap 

17501 


2004-2000 

OE Type Radiator/Coolant Recovery Tank Cap. 

10227 

13 

1996-1995 

Pre-Release Locking Fuel Cap... 

10501 


2004-2000 

Safety Release Radiator Cap. 

✓10327 

13 

1996-1995 

Regular Keyed Alike Fuel Cap 

17591 


2000 

OE Equivalent Fuel Cap. 

10817 


1996-1995 

Regular Locking Fuel Cap. 

10591 


2000 

Pre-Release Fuel Cap. 

10819 


1996-1995 

OE Type Radiator/Coolant Recovery Tank Cap 

10227 

13 

2000 

Pre-Release Keyed Alike Fuel Cap. 

17501 


1996-1995 

Safety Release Radiator Cap 

✓10327 

13 

2000 

Pre-Release Locking Fuel Cap. 

10501 


Tsuru 




2000 

Regular Keyed Alike Fuel Cap. 

17591 


4-Cyl 1.6 L 




2000 

Regular Locking Fuel Cap. 

10591 


2005-1995 

OE Equivalent Fuel Cap 

10817 


V-6 3.3 L 




2005-1995 

Pre-Release Fuel Cap 

10819 


2004-2001 

OE Equivalent Fuel Cap. 

10838 


2005-1995 

Pre-Release Keyed Alike Fuel Cap 

17501 


2004-2001 

Regular Keyed Alike Fuel Cap. 

17508 


2005-1995 

Pre-Release Locking Fuel Cap 

10501 


2004-2001 

Regular Locking Fuel Cap. 

10508 


2005-1995 

Regular Keyed Alike Fuel Cap. 

17591 


2004-2000 

Oil Filler Cap. 

10107 


2005-1995 

Regular Locking Fuel Cap 

10591 


2004-2000 

OE Type Radiator/Coolant Recovery Tank Cap 

10227 

13 

4-Cyl 2.0 L 




2004-2000 

Safety Release Radiator Cap. 

✓10327 

13 

1996-1995 

OE Equivalent Fuel Cap 

10817 


2000 

OE Equivalent Fuel Cap. 

10817 


1996-1995 

Pre-Release Fuel Cap 

10819 


2000 

Pre-Release Fuel Cap 

10819 


1996-1995 

Pre-Release Keyed Alike Fuel Cap 

17501 


?nnn 


17501 


1996-1995 

Pre-Release Locking Fuel Cap 

10501 


?nnn 


10501 


1996-1995 

Regular Keyed Alike Fuel Cap. 

17591 


2000 

Regular Keyed Alike Fuel Cap 

17591 


1996-1995 

Regular Locking Fuel Cap 

10591 


2000 


10591 


Urvan 




V-6 4.0 L 



4-Cyl 2.4 L 




2015-2012 

OE Equivalent Fuel Cap. 

10834 


2008-2004 

OE Type Radiator/Coolant Recovery Tank Cap 

10227 

13 

2015-2012 

Regular Keyed Alike Fuel Cap. 

17504 


Versa 




2015-2012 

Regular Locking Fuel Cap. 

10504 


4-Cyl 1.6 L 




2015-2005 

Oil Filler Cap. 

10107 


2017-2009 

OE Type Radiator/Coolant Recovery Tank Cap 

10227 

13 

2015-2005 

OE Type Radiator/Coolant Recovery Tank/Coolant 

10264 

42 

2016-2009 

Oil Filler Cap. 

10107 



Water Outlet Cap. 



2015-2012 

OE Equivalent Fuel Cap. 

10834 


2011-2005 

OE Equivalent Fuel Cap. 

10838 


2015-2012 

Regular Keyed Alike Fuel Cap. 

17504 


2011-2005 

Regular Keyed Alike Fuel Cap. 

17508 


2015-2012 

Regular Locking Fuel Cap. 

10504 


2011-2005 

Regular Locking Fuel Cap. 

10508 


2014-2010 

Safety Release Radiator Cap. 

10327 

13 

2011-2005 

OE Type Radiator/Coolant Recovery Tank Cap. 

10233 

16 

2011-2009 

OE Equivalent Fuel Cap. 

10838 


2011-2005 

Safety Release Radiator Cap. 

✓10333 

16 

2011-2009 

Regular Keyed Alike Fuel Cap. 

17508 






2011-2009 

Regular Locking Fuel Cap. 

10508 
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Caps for Passenger Cars and LightTrucks (1995 and Newer) 


Application 


Nissan - Continued 


Part 

Number 


PSI 


Application 


Oldsmobile - Continued 


Part 

Number 


PSI 


X-Trail 

4-Cyl 2.5 L 




2008 

OE Equivalent Fuel Cap, 

10838 


2008 

Regular Keyed Alike Fuel Cap. 

17508 


2008 

Regular Locking Fuel Cap. 

10508 


Oldsmobile 

88 

V-6 3.8L 




1999-1998 

OE Equivalent Fuel Cap 

10836 


1999-1998 

Regular Keyed Alike Fuel Cap 

17506 


1999-1998 

Regular Locking Fuel Cap. 

10506 


1999-1995 

Oil Filler Cap 

10099 


1999-1995 

OE Type Radiator Cap 

10236 

0 

1999-1995 

OE Type Radiator Cap 

10231 

16 

1999-1995 

Safety Release Radiator Cap 

10331 

16 

1997 

OE Equivalent Fuel Cap 

10834 


1997 

Regular Keyed Alike Fuel Cap 

17504 


1997 

Regular Locking Fuel Cap. 

10504 


1996 

OE Equivalent Fuel Cap; Enq. VIN 1. .. 

10817 


1996 

OE Equivalent Fuel Cap; Eng. VIN K. 

10834 


1996 

Pre-Release Keyed Alike Fuel Cap; Eng. VIN 1. 

17501 


1996 

Regular Keyed Alike Fuel Cap; Eng. VIN 1. 

17591 


1996 

Regular Keyed Alike Fuel Cap; Eng. VIN K. 

17504 


1996 

Regular Locking Fuel Cap; Eng. VIN 1. 

10591 


1996 

Regular Locking Fuel Cap; Eng. VIN K. 

10504 


1995 

OE Equivalent Fuel Cap. 

10817 


1995 

Pre-Release Fuel Cap. 

10819 


1995 

Pre-Release Keyed Alike Fuel Cap. 

17501 


1995 

Pre-Release Locking Fuel Cap. 

10501 


1995 

Regular Keyed Alike Fuel Cap. 

17591 


1995 

Regular Locking Fuel Cap. 

10591 


98 ! 

V-6 3.8L 




1996-1995 

OE Equivalent Fuel Cap 

10817 


1996-1995 

Oil Filler Cap 

10099 


1996-1995 

Pre-Release Fuel Cap. 

10819 


1996-1995 

Pre-Release Keyed Alike Fuel Cap 

17501 


1996-1995 

Pre-Release Locking Fuel Cap 

10501 


1996-1995 

Regular Keyed Alike Fuel Cap 

17591 


1996-1995 

Regular Locking Fuel Cap. 

10591 


1996-1995 

OE Type Radiator Cap 

10236 

0 

1996-1995 

OE Type Radiator Cap 

10231 

16 

1996-1995 

Safety Release Radiator Cap 

10331 

16 

Achieva 

4-Cyl 2.3 L 




1995 

OE Equivalent Fuel Cap 

10817 


1995 

Oil Filler Cap 

10132 


1995 

Pre-Release Fuel Cap .. 

10819 


1995 

Pre-Release Keyed Alike Fuel Cap. 

17501 


1995 

Pre-Release Locking Fuel Cap. 

10501 


1995 

Regular Keyed Alike Fuel Cap. 

17591 


1995 

Regular Locking Fuel Cap. 

10591 


1995 

OE Type Radiator Cap. 

10239 

15 

4-Cyl 2.4 L 




1998-1997 

OE Equivalent Fuel Cap. 

10836 


1998-1997 

Regular Keyed Alike Fuel Cap. 

17506 


1998-1997 

Regular Locking Fuel Cap. 

10506 


1998-1996 

Oil Filler Cap. 

10105 


1998-1996 

OE Type Radiator Cap. 

10239 

15 

1996 

OE Equivalent Fuel Cap. 

10834 



Achieva 

- Continued 



4-Cyl 2.4 L 

- Continued 



1996 

Regular Keyed Alike Fuel Cap. 

17504 


1996 

Regular Locking Fuel Cap. 

10504 


V-6 3.1 L 




1998-1997 

OE Equivalent Fuel Cap 

10836 


1998-1997 

Regular Keyed Alike Fuel Cap 

17506 


1998-1997 

Regular Locking Fuel Cap 

10506 


1998-1995 

Oil Filler Cap. 

10099 


1998-1995 

OE Type Radiator Cap 

10239 

15 

1996 

OE Equivalent Fuel Cap 

10834 


1996 

Regular Keyed Alike Fuel Cap 

17504 


1996 

Regular Locking Fuel Cap. 

10504 


1995 

OE Equivalent Fuel Cap 

. 10817 


1995 

Pre-Release Fuel Cap 

. 10819 


1995 

Pre-Release Keyed Alike Fuel Cap 

. 17501 


1995 

Pre-Release Locking Fuel Cap. 

10501 


1995 

Regular Keyed Alike Fuel Cap 

. 17591 


1995 

Regular Locking Fuel Cap. 

. 10591 


Alero 

4-Cyl 2.2 L 




2004-2002 

OE Equivalent Fuel Cap. 

. 10836 


2004-2002 

Oil Filler Cap. 

. 10099 


2004-2002 

Regular Keyed Alike Fuel Cap. 

. 17506 


2004-2002 

Regular Locking Fuel Cap. 

. 10506 


2004-2002 

OE Type Radiator Cap. 

10248 

15 

4-Cyl 2.4 L 




2001-1999 

OE Equivalent Fuel Cap. 

. 10836 


2001-1999 

Oil Filler Cap. 

. 10105 


2001-1999 

Regular Keyed Alike Fuel Cap. 

17506 


2001-1999 

Regular Locking Fuel Cap. 

10506 


2001-1999 

OE Type Radiator Cap. 

10248 

15 

V-6 3.4 L 




2004-1999 

OE Equivalent Fuel Cap 

10836 


2004-1999 

Oil Filler Cap. 

10099 


2004-1999 

Regular Keyed Alike Fuel Cap . 

17506 


2004-1999 

Regular Locking Fuel Cap 

10506 


2004-1999 

OE Type Radiator Cap. 

10248 

15 

Aurora [ 

V-6 3.5 L 




2002-2001 

OE Equivalent Fuel Cap. 

10836 


2002-2001 

Oil Filler Cap. 

10099 


2002-2001 

Regular Keyed Alike Fuel Cap. 

17506 


2002-2001 

Regular Locking Fuel Cap. 

10506 


2002-2001 

OE Type Radiator Cap. 

10234 

18 

2002-2001 

Safety Release Radiator Cap. 

10334 

18 

V-8 4.0 L 




2003-2001 

OE Equivalent Fuel Cap 

10836 


2003-2001 

Oil Filler Cap. 

10099 


2003-2001 

Regular Keyed Alike Fuel Cap 

17506 


2003-2001 

Regular Locking Fuel Cap 

10506 


2003-2001 

OE Type Radiator Cap. 

. 10234 

18 

2003-2001 

Safety Release Radiator Cap 

. 10334 

18 

1999-1998 

OE Equivalent Fuel Cap 

. 1C836 


1999-1998 

Regular Keyed Alike Fuel Cap 

. 17506 


1999-1998 

Regular Locking Fuel Cap 

. 10506 


1999-1995 

Oil Filler Cap 

. 10099 


1999-1995 

OE Type Radiator Cap. 

. 10239 

15 

1997-1995 

OE Equivalent Fuel Cap. 

. 10817 


1997-1995 

Pre-Release Fuel Cap. 

10819 
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Caps for Passenger Cars and LightTrucks (1995 and Newer) 


Application 


Part 

Number 

PSI 

Application 


Part 

Number 

PSI 

Oldsmobile - Continued 



Oldsmobile - Continued 



Aurora - 

Continued 



Cutlass Supreme - Continued | 

V-84.0L- 

Continued 



V-6 3.4 L 




1997-1995 

Pre-Release Keyed Alike Fuel Cap.. . 

17501 


1996-1995 

OE Equivalent Fuel Cap. 

10817 


1997-1995 

Pre-Release Locking Fuel Cap 

10501 


1996-1995 

Pre-Release Fuel Cap. 

10819 


1997-1995 

Regular Keyed Alike Fuel Cap 

17591 


1996-1995 

Pre-Release Keyed Alike Fuel Cap 

17501 


1997-1995 

Reaular Lockina Fuel CaD 

10591 


1996-1995 

Pre-Release Locking Fuel Cap 

10501 


Bravada 



1996-1995 

Regular Keyed Alike Fuel Cap. 

17591 


6-Cyl 4.2 L 




1996-1995 

Regular Locking Fuel Cap. 

10591 


2004-2002 


10836 


1996-1995 

OE Type Radiator Cap. 

10231 

16 

2004-2002 


10099 


1996-1995 

Safety Release Radiator Cap 

10331 

16 

2004-2002 

Regular Keyed Alike Fuel Cap 

17506 


Intrigue 




2004-2002 

Regular Locking Fuel Cap 

10506 


V-6 3.5 L 




2004-2002 

OE Type Radiator Cap 

10248 

15 

2002-2000 

OE Type Radiator Cap 

10248 

15 

V-64.3L 




2002-1999 

OE Equivalent Fuel Cap. 

10836 


2001-1996 

OE Equivalent Fuel Cap 

10836 


2002-1999 

Oil Filler Cap 

10099 


2001-1996 

Oil Filler Cap 

10099 


2002-1999 

Regular Keyed Alike Fuel Cap 

17506 


2001-1996 

Regular Keyed Alike Fuel Cap 

. 17506 


2002-1999 

Regular Locking Fuel Cap. 

10506 


2001-1996 

Regular Locking Fuel Cap 

. 10506 


1999 

OE Type Radiator Cap 

10239 

15 

2001-1996 

OE Type Radiator Cap. 

10230 

16 

V-6 3.8 L 




2001-1996 

Safety Release Radiator Cap. 

. 10330 

16 

1999-1998 

OE Equivalent Fuel Cap. 

. 10836 


Cutlass 




1999-1998 

Oil Filler Cap. 

. 10099 


V-6 3.1 L 




1999-1998 

Regular Keyed Alike Fuel Cap. 

17506 


1999-1997 

OE Equivalent Fuel Cap. 

. 10836 


1999-1998 

Regular Locking Fuel Cap. 

10506 


1999-1997 

Oil Filler Cap. 

10099 


1999-1998 

OE Type Radiator Cap. 

10231 

16 

1999-1997 


17506 


1999-1998 

Safety Release Radiator Cap. 

10331 

16 

1999-1997 

Regular Locking Fuel Cap. 

. 10506 


LSS 




1999 

OE Type Radiator Cap. 

10248 

15 

V-6 3.8 L 




1998-1997 

OE TvDe Radiator CaD. 

10239 

15 

1999-1997 

OE Equivalent Fuel Cap. 

. 10836 


Cutlass Ciera 



1999-1997 

Regular Keyed Alike Fuel Cap. 

. 17506 


4-Cyl 2.2 L 




1999-1997 

Regular Locking Fuel Cap. 

10506 


1996-1995 

OE Equivalent Fuel Cap. 

10817 


1999-1996 

Oil Filler Cap. 

10099 


1996-1995 


10122 


1999-1996 

OE Type Radiator Cap. 

10236 

0 

1996-1995 


10819 


1999-1996 

OE Type Radiator Cap. 

10231 

16 

1996-1995 


17501 


1999-1996 

Safety Release Radiator Cap. 

10331 

16 

1996-1995 

Pre-Release Lockinq Fuel Cap 

10501 


1997-1996 

OE Equivalent Fuel Cap. 

10834 


1996-1995 


17591 


1997-1996 

Regular Keyed Alike Fuel Cap. 

17504 


1996-1995 

Reqular Lockinq Fuel Cap 

10591 


1997-1996 

Regular Locking Fuel Cap. 

10504 


1996-1995 

OE Type Radiator Cap 

10231 

16 

1996 

OE Equivalent Fuel Cap. 

10817 


1996-1995 

Safety Release Radiator Cap 

10331 

16 

1996 

Pre-Release Fuel Cap. 

10819 


V-6 3.1 L 




1996 

Pre-Release Keyed Alike Fuel Cap 

17501 


1996-1995 

OE Equivalent Fuel Cap . 

10817 


1996 

Pre-Release Locking Fuel Cap 

10501 


1996-1995 

Oil Filler Cap 

10099 


1996 

Regular Keyed Alike Fuel Cap. 

17591 


1996-1995 

Pre-Release Fuel Cap ,, 

10819 


1996 

Regular Locking Fuel Cap. 

10591 


1996-1995 

Pre-Release Keyed Alike Fuel Cap 

17501 


Regency 1 

1996-1995 

Pre-Release Locking Fuel Cap 

10501 


V-6 3.8 L 




1996-1995 

Regular Keyed Alike Fuel Cap 

17591 


1998-1997 

Oil Filler Cap 

10099 


1996-1995 

Regular Locking Fuel Cap 

10591 


1998-1997 

OE Type Radiator Cap 

10236 

0 

1996-1995 

OE Type Radiator Cap. 

10231 

16 

1998-1997 

OE Type Radiator Cap 

10231 

16 

1996-1995 

Safety Release Radiator Cap. 

10331 

16 

1998-1997 

Safety Release Radiator Cap. 

. 10331 

16 

Cutlass Supreme 



1998 

OE Equivalent Fuel Cap. 

. 10836 


V-6 3.1 L 




1998 

Regular Keyed Alike Fuel Cap 

. 17506 


1997-1995 

OE Equivalent Fuel Cap. 

10817 


1998 

Regular Locking Fuel Cap. 

10506 


1997-1995 

Oil Filler Cap. 

10099 


1997 

OE Equivalent Fuel Cap. 

10834 


1997-1995 

Pre-Release Fuel Cap 

10819 


1997 

Regular Keyed Alike Fuel Cap. 

. 17504 


1997-1995 

Pre-Release Keyed Alike Fuel Cap 

17501 


1997 

Reaular Lockina Fuel CaD. 

10504 


1997-1995 

Pre-Release Locking Fuel Cap 

10501 


Silhouette 



1997-1995 

Regular Keyed Alike Fuel Cap 

. 17591 


V-6 3.4 L 




1997-1995 

Regular Locking Fuel Cap 

10591 


2004-1998 

OE Equivalent Fuel Cap 

10836 


1997-1995 

OE Type Radiator Cap. 

. 10231 

16 

2004-1998 

Regular Keyed Alike Fuel Cap 

17506 


1997-1995 

Safety Release Radiator Cap. 

10331 

16 

2004-1998 

Regular Locking Fuel Cap 

10506 
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Caps for Passenger Cars and LightTrucks (1995 and Newer) 


Application 


Part 

Number 

PSI 

Application 


Part 

Number 

PSI 

Oldsmobile - Continued 



Plymouth - Continued 



Silhouette - Continued 

Breeze 

Continued 



V-6 3.4L- 

Continued 



4-Cyl 2.4 L 




2004-1996 

Oil Filler Cap,, 

10099 


2000-1997 

Safety Release Radiator Cap. 

10331 

16 

2004-1996 

OE Type Radiator Cap. 

10231 

16 

2000-1996 

Oil Filler Cap. 

10111 


2004-1996 

Safety Release Radiator Cap 

10331 

16 

2000-1996 

OE Type Radiator Cap 

10231 

16 

1997-1996 

OE Equivalent Fuel Cap 

10817 


2000 

OE Equivalent Fuel Cap 

10838 


1997-1996 

Pre-Release Fuel Cap. 

10819 


2000 

Regular Keyed Alike Fuel Cap. 

17508 


1997-1996 

Pre-Release Keyed Alike Fuel Cap. 

17501 


2000 

Regular Locking Fuel Cap. 

10508 


1997-1996 

Pre-Release Locking Fuel Cap 

10501 


1999-1997 

Pre-Release Fuel Cap. 

10819 


1997-1996 

Regular Keyed Alike Fuel Cap. 

17591 


1999-1997 

Pre-Release Keyed Alike Fuel Cap. 

17501 


1997-1996 

Regular Locking Fuel Cap. 

. 10591 


1999-1997 

Pre-Release Locking Fuel Cap. 

10501 


1996 

OE Type Radiator Cap. 

10236 

0 

1999-1996 

OE Equivalent Fuel Cap 

10817 


V-6 3.8L 




1999-1996 

Regular Keyed Alike Fuel Cap. 

17591 


1995 

OE Equivalent Fuel Cap 

10817 


1999-1996 

Regular Locking Fuel Cap. 

10591 


1995 

Oil Filler Cap 

10099 


Colt 




1995 

Pre-Release Fuel Cap. 

10819 


4-Cyl 1.5 L 




1995 

Pre-Release Keyed Alike Fuel Cap. 

17501 


1995 

OE Equivalent Fuel Cap 

10825 


1995 

Pre-Release Locking Fuel Cap. 

. 10501 


1995 

Reqular Keyed Alike Fuel Cap 

17595 


1995 

Regular Keyed Alike Fuel Cap. 

17591 


1995 

Regular Locking Fuel Cap. 

10595 


1995 

Regular Locking Fuel Cap. 

10591 


1995 

OE Type Radiator Cap. 

10241 

13 

1995 

OE Type Radiator Cap. 

10236 

0 

Grand Voyager 1 

1995 

OE Type Radiator Cap. 

. 10231 

16 

4-Cyl 2.4 L 




1995 

Safety Release Radiator Cap. 

. 10331 

16 

1997-1996 

OE Equivalent Fuel Cap. 

10817 


Plymouth 

1997-1996 

Oil Filler Cap. 

10111 


Acclaim 

1997-1996 

Pre-Release Fuel Cap. 

10819 


4-Cyl 2.5 L 




1997-1996 

Pre-Release Keyed Alike Fuel Cap. 

17501 


1995 

OE Equivalent Fuel Cap. 

10817 


1997-1996 

Pre-Release Locking Fuel Cap. 

10501 


1995 

Oil Filler Cap. 

10111 


1997-1996 

Regular Keyed Alike Fuel Cap. 

17591 


1995 

Pre-Release Fuel Cap. 

10819 


1997-1996 

Regular Locking Fuel Cap. 

10591 


1995 


17501 


1997-1996 

OE Type Radiator Cap. 

10231 

16 

1995 


10501 


1997-1996 

Safety Release Radiator Cap. 

10331 

16 

1995 

Regular Keyed Alike Fuel Cap 

17591 


V-6 3.0 L 




1995 

Regular Locking Fuel Cap. 

10591 


2000-1995 

Oil Filler Cap. 

10088 


1995 


10931 

16 

2000-1995 

OE Type Radiator Cap. 

10231 

16 

1995 


10331 

16 

2000-1995 

Safety Release Radiator Cap. 

10331 

16 

V-6 3.0L 



2000 

OE Equivalent Fuel Cap. 

10838 


1995 

OE Equivalent Fuel Cap 

10817 


2000 

Regular Keyed Alike Fuel Cap 

17508 


1995 

Oil Filler Cap 

10088 


2000 

Regular Locking Fuel Cap. 

10508 


1995 

Pre-Release Fuel Cap. 

10819 


1999 

OE Equivalent Fuel Cap; Nov. 1,1998 & Newer 

10838 


1995 

Pre-Release Keyed Alike Fuel Cap. 

17501 


1999 

OE Equivalent Fuel Cap; Oct. 31,1998 & Older 

10817 


1995 


10501 


1999 

Pre-Release Fuel Cap; Oct. 31,1998 & Older 

10819 


1995 

Regular Keyed Alike Fuel Cap. 

17591 


1999 

Pre-Release Keyed Alike Fuel Cap; Oct. 31,1998 & 

17501 


1995 

Regular Locking Fuel Cap. 

. 10591 










1999 

Pre-Release Locking Fuel Cap; Oct. 31,1998 & Older 

10501 


1995 

OE Type Radiator Cap 

10231 

16 









1999 

Regular Keyed Alike Fuel Cap; Nov. 1,1998 & Newer 

17508 


1995 

Safety Release Radiator Cap 

. 10331 

16 





Breeze 




1999 

Regular Keyed Alike Fuel Cap; Oct. 31,1998 & Older.... 

17591 





1999 


10508 


4-Cyl 2.0 L 




1999 

Regular Locking Fuel Cap; Oct. 31,1998 & Older. 

10591 


2000-1996 

Oil Filler Cap 

10111 










1998-1995 

OE Equivalent Fuel Cap. 

10817 


2000-1996 

OE Type Radiator Cap 

10231 

16 









1998-1995 

Pre-Release Fuel Cap. 

10819 


2000-1996 

Safety Release Radiator Cap 

10331 

16 









1998-1995 

Pre-Release Keyed Alike Fuel Cap. 

17501 


2000 

OE Equivalent Fuel Cap 

10838 










1998-1995 

Pre-Release Locking Fuel Cap. 

10501 


2000 

Regular Keyed Alike Fuel Cap. 

17508 










1998-1995 

Regular Keyed Alike Fuel Cap. 

17591 


2000 

Regular Locking Fuel Cap. 

10508 










1998-1995 

Regular Locking Fuel Cap. 

10591 


1999-1996 

OE Equivalent Fuel Cap. 

10817 


V-6 3.3 L 




1999-1996 

Pre-Release Fuel Cap. 

. 10819 


2000-1999 

Oil Filler Cap. 

10111 


1999-1996 

Pre-Release Keyed Alike Fuel Cap. 

17501 


2000-1995 

OE Type Radiator Cap. 

10231 

16 

1999-1996 

Pre-Release Locking Fuel Cap. 

. 10501 


2000-1995 

Safety Release Radiator Cap. 

10331 

16 

1999-1996 

Regular Keyed Alike Fuel Cap. 

17591 


2000 

OE Equivalent Fuel Cap 

10838 


1999-1996 

Regular Locking Fuel Cap. 

10591 


2000 

Regular Keyed Alike Fuel Cap 

17508 



182 













































































































Caps for Passenger Cars and LightTmcks (1995 and Newer) 


Application 

Part 

Number 

PSI 

Application 


Part 

Number 

PSI 

Plymouth - Continued 



Plymouth - Continued 



Grand Voyager - Continued 

Grand Voyager - Continued I 

V-6 3.3L- 

Continued 



V-6 3.3 L FLEX-Continued 



2000 

Regular Locking Fuel Cap ,, 

10508 


1998 

Regular Locking Fuel Cap. 

10591 


1999 

OE Equivalent Fuel Cap; Nov. 1,1998 & Newer 

10838 


V-6 3.8 L 




1999 


10817 


1999-1995 

OE Type Radiator Cap 

10231 

16 

1999 


10819 


1999-1995 

Safety Release Radiator Cap. 

10331 

16 

1999 

Pre-Release Keyed Alike Fuel Cap; Oct. 31,1998 & 

17501 


1999 

OE Equivalent Fuel Cap; Nov. 1,1998 & Newer. 

10838 



Older 



1999 

OE Equivalent Fuel Cap; Oct. 31,1998 & Older 

10817 


1999 

Pre-Release Locking Fuel Cap; Oct. 31,1998 & Older 

10501 


1999 

Oil Filler Cap. 

10111 


1999 

Regular Keyed Alike Fuel Cap; Nov. 1,1998 & Newer 

17508 


1999 

Pre-Release Fuel Cap; Oct. 31,1998 & Older 

10819 


1999 

Regular Keyed Alike Fuel Cap; Oct. 31,1998 & Older 

17591 


1999 

Pre-Release Keyed Alike Fuel Cap; Oct. 31,1998 & 

17501 


1999 

Reqular Lockinq Fuel Cap; Nov. 1,1998 & Newer 

10508 



Older. 



1999 

Regular Locking Fuel Cap; Oct. 31,1998 & Older. 

10591 


1999 

Pre-Release Locking Fuel Cap; Oct. 31,1998 & Older 

10501 


1998-1995 

OE Equivalent Fuel Cap. 

10817 


1999 

Regular Keyed Alike Fuel Cap; Nov. 1,1998 & Newer.... 

17508 


1998-1995 

Oil Filler Cap. 

10066 


1999 

Regular Keyed Alike Fuel Cap; Oct. 31,1998 & Older. .. 

17591 


1998-1995 

Pre-Release Fuel Cap. 

10819 


1999 

Regular Locking Fuel Cap; Nov. 1,1998 & Newer. 

10508 


1998-1995 


17501 


1999 

Regular Locking Fuel Cap; Oct. 31,1998 & Older. 

10591 


1998-1995 

Pre-Release Lockinq Fuel Cap, . . 

10501 


1998-1995 

OE Equivalent Fuel Cap. 

10817 


1998-1995 

Regular Keyed Alike Fuel Cap. 

17591 


1998-1995 

Oil Filler Cap. 

10066 


1998-1995 

Regular Locking Fuel Cap. 

10591 


1998-1995 

Pre-Release Fuel Cap. 

10819 


V-6 3.3 L CNG 



1998-1995 

Pre-Release Keyed Alike Fuel Cap. 

17501 


1996 

OE Equivalent Fuel Cap. 

10817 


1998-1995 

Pre-Release Locking Fuel Cap. 

10501 


1996 

Oil Filler Cap. 

10066 


1998-1995 

Regular Keyed Alike Fuel Cap. 

17591 


1996 

Pre-Release Fuel Cap. 

10819 


1998-1995 

Regular Locking Fuel Cap. 

10591 


1996 

Pre-Release Keyed Alike Fuel Cap 

17501 


Neon 1 

1996 

Pre-Release Locking Fuel Cap. . 

10501 


4-Cyl 2.0 L 




1996 

Regular Keyed Alike Fuel Cap 

17591 


2001-2000 

OE Equivalent Fuel Cap. 

10838 


1996 

Regular Locking Fuel Cap 

10591 


2001-2000 


17508 


1996 

OE Type Radiator Cap . 

10231 

16 

2001-2000 


10508 


1996 

Safetv Release Radiator CaD 

10331 

16 

2001-1995 


10111 


V-6 3.3 L FLEX 



2001-1995 

OE Type Radiator Cap. 

10230 

16 

2000-1999 

Oil Filler Cap 

10111 


2001-1995 

Safety Release Radiator Cap. 

10330 

16 

2000-1998 

OE Type Radiator Cap. 

10231 

16 

1999 

OE Equivalent Fuel Cap; Dec. 31,1998 & Older. 

10817 


2000-1998 

Safety Release Radiator Cap. 

10331 

16 

1999 


10838 


2000 

Flex Fuel Keyed Alike Fuel Cap; Yellow. 

17508Y 


1999 

Pre-Release Fuel Cap; Dec. 31,1998 & Older 

10819 


2000 

Flex Fuel Regular Fuel Cap; Yellow 

10838Y 


1999 

Pre-Release Keyed Alike Fuel Cap; Dec. 31,1998 & 

17501 


2000 

Flex Fuel Regular Locking Fuel Cap; Yellow 

10508Y 



Older 



2000 

OE Equivalent Fuel Cap 

10838 


1999 

Pre-Release Locking Fuel Cap; Dec. 31,1998 & Older. 

10501 


2000 

Regular Keyed Alike Fuel Cap 

17508 


1999 

Regular Keyed Alike Fuel Cap; Dec. 31,1998 & Older 

17591 


2000 

Regular Locking Fuel Cap 

10508 


1999 

Regular Keyed Alike Fuel Cap; Jan. 1 & Newer 

17508 


1999 

Flex Fuel Keyed Alike Fuel Cap; Nov. 1,1998 & Newer; 

17508Y 


1999 

Regular Locking Fuel Cap; Dec. 31,1998 & Older. 

10591 



Yellow. 



1999 

Regular Locking Fuel Cap; Jan. 1 & Newer. 

10508 


1999 

Flex Fuel Regular Fuel Cap; Nov. 1,1998 & Newer; 

10838Y 


1998-1995 

OE Equivalent Fuel Cap. 

10817 






1998-1995 

Pre-Release Fuel Cap. 

10819 


1999 

Flex Fuel Regular Locking Fuel Cap; Nov. 1,1998 & 

10508Y 










1998-1995 

Pre-Release Keyed Alike Fuel Cap. 

17501 


1999 

OE Equivalent Fuel Cap; Nov. 1,1998 & Newer 

10838 


1998-1995 

Pre-Release Locking Fuel Cap. 

10501 


1999 

OE Equivalent Fuel Cap; Oct. 31,1998 & Older 

10817 


1998-1995 

Regular Keyed Alike Fuel Cap. 

17591 


1999 

Pre-Release Fuel Cap; Oct. 31,1998 & Older 

10819 


1998-1995 

Regular Locking Fuel Cap. 

10591 


1999 

Pre-Release Keyed Alike Fuel Cap; Oct. 31,1998 & 

17501 


Prowler 





Older 



V-6 3.5 L 




1999 

Pre-Release Locking Fuel Cap; Oct. 31,1998 & Older 

10501 


2001-1999 

OE Equivalent Fuel Cap. 

10817 


1999 

Regular Keyed Alike Fuel Cap; Nov. 1,1998 & Newer 

17508 


2001-1999 

Regular Keyed Alike Fuel Cap. 

17591 


1999 

Regular Keyed Alike Fuel Cap; Oct. 31,1998 & Older 

17591 


2001-1999 

Regular Locking Fuel Cap. 

10591 


1999 

Regular Locking Fuel Cap; Nov. 1,1998 & Newer 

10508 


2001-1999 

OE Type Radiator Cap. 

10234 

18 

1999 

Regular Locking Fuel Cap; Oct. 31,1998 & Older 

10591 


2001-1999 

Safety Release Radiator Cap 

10334 

18 

1998 

OE Equivalent Fuel Cap. 

10817 


2001 

Oil Filler Cap. 

10111 


1998 

Oil Filler Cap. 

10066 


2001 

Pre-Release Fuel Cap 

10819 


1998 

Pre-Release Fuel Cap. 

10819 


2001 

Pre-Release Keyed Alike Fuel Cap 

17501 


1998 

Pre-Release Keyed Alike Fuel Cap. 

17501 


2001 

Pre-Release Locking Fuel Cap 

10501 


1998 

Pre-Release Locking Fuel Cap. 

10501 


1999 

Pre-Release Fuel Cap 

10819 


1998 

Regular Keyed Alike Fuel Cap. 

17591 


1999 

Pre-Release Keyed Alike Fuel Cap 

17501 
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Caps for Passenger Cars and LightTrucks (1995 and Newer) 


Application 


Part 

Number 


PSI 


Application 


Part 

Number PSI 


Plymouth - Continued 

Plymouth - Continued 

1 Prowler-Continued 

1 Voyager - Continued 1 


V-6 3.0 L - Continued 


V-6 3.5 L - Continued 

1999 Pre-Release Locking Fuel Cap 10501 

1997 OE Equivalent Fuel Cap 10817 

1997 Oil Filler Cap. 10111 

1997 Pre-Release Fuel Cap. 10819 

1997 Pre-Release Keyed Alike Fuel Cap 17501 

1997 Pre-Release Locking Fuel Cap. 10501 

1997 Regular Keyed Alike Fuel Cap. 17591 

1997 Regular Locking Fuel Cap. 10591 

1997 OE Type Radiator Cap. 10230 16 

1997 Safety Release Radiator Cap. 10330 16 

Voyager 

1995 OE Equivalent Fuel Cap. 10817 

1995 Oil Filler Cap. 10088 

1995 Regular Keyed Alike Fuel Cap. 17591 

1995 Regular Locking Fuel Cap. 10591 

1995 OE Type Radiator Cap. 10231 16 

4-Cyl 2.4 L 

2000-1996 Oil Filler Cap. 10111 

2000-1996 OE Type Radiator Cap 10231 16 

2000-1996 Safety Release Radiator Cap. 10331 16 

2000 OE Equivalent Fuel Cap. 10838 

2000 Regular Keyed Alike Fuel Cap. 17508 

2000 Regular Locking Fuel Cap. 10508 

1999 OE Equivalent Fuel Cap; Nov. 1,1998 & Newer. 10838 

1999 OE Equivalent Fuel Cap; Oct. 31,1998 & Older 10817 

1999 Pre-Release Fuel Cap; Oct. 31,1998 & Older 10819 

1999 Pre-Release Keyed Alike Fuel Cap; Oct. 31,1998 & 17501 

Older 

1999 Pre-Release Locking Fuel Cap; Oct. 31,1998 & Older 10501 

1999 Regular Keyed Alike Fuel Cap; Nov. 1,1998 & Newer 17508 

1999 Regular Keyed Alike Fuel Cap; Oct. 31,1998 & Older 17591 

1999 Regular Locking Fuel Cap; Nov. 1,1998 & Newer. 10508 

1999 Regular Locking Fuel Cap; Oct. 31,1998 & Older 10591 

1998-1996 OE Equivalent Fuel Cap. 10817 

1998-1996 Pre-Release Fuel Cap 10819 

1998-1996 Pre-Release Keyed Alike Fuel Cap. 17501 

1998-1996 Pre-Release Locking Fuel Cap. 10501 

1998-1996 Regular Keyed Alike Fuel Cap. 17591 

1998-1996 Regular Locking Fuel Cap. 10591 

4-Cyl 2.5 L 

1995 OE Equivalent Fuel Cap. 10817 

1995 Oil Filler Cap. 10111 

1995 Pre-Release Fuel Cap. 10819 

1995 Pre-Release Keyed Alike Fuel Cap. 17501 

1995 Pre-Release Locking Fuel Cap. 10501 

1995 Regular Keyed Alike Fuel Cap. 17591 

1995 Regular Locking Fuel Cap. 10591 

1995 OE Type Radiator Cap. 10231 16 

1995 Safety Release Radiator Cap. 10331 16 

V-6 3.0 L 

2000-1995 Oil Filler Cap. 10088 

2000-1995 OE Type Radiator Cap. 10231 16 

2000-1995 Safety Release Radiator Cap. 10331 16 

2000 OE Equivalent Fuel Cap. 10838 

2000 Regular Keyed Alike Fuel Cap. 17508 

2000 Regular Locking Fuel Cap 10508 

1999 OE Equivalent Fuel Cap; Nov. 1,1998 & Newer 10838 

1999 OE Equivalent Fuel Cap; Oct. 31,1998 & Older 10817 


1999 Pre-Release Fuel Cap; Oct. 31,1998 & Older 10819 

1999 Pre-Release Keyed Alike Fuel Cap; Oct. 31,1998 & 17501 

Older 

1999 Pre-Release Locking Fuel Cap; Oct. 31,1998 & Older... 10501 

1999 Regular Keyed Alike Fuel Cap; Nov. 1,1998 & Newer.... 17508 

1999 Regular Keyed Alike Fuel Cap; Oct. 31,1998 & Older 17591 

1999 Regular Locking Fuel Cap; Nov. 1,1998 & Newer 10508 

1999 Regular Locking Fuel Cap; Oct. 31,1998 & Older 10591 

1998-1995 OE Equivalent Fuel Cap. 10817 

1998-1995 Pre-Release Fuel Cap 10819 

1998-1995 Pre-Release Keyed Alike Fuel Cap. 17501 

1998-1995 Pre-Release Locking Fuel Cap. 10501 

1998-1995 Regular Keyed Alike Fuel Cap. 17591 

1998-1995 Regular Locking Fuel Cap. 10591 

V-6 3.3 L 

2000-1999 Oil Filler Cap. 10111 

2000-1995 OE Type Radiator Cap. 10231 16 

2000-1995 Safety Release Radiator Cap. 10331 16 

2000 OE Equivalent Fuel Cap. 10838 

2000 Regular Keyed Alike Fuel Cap. 17508 

2000 Regular Locking Fuel Cap 10508 

1999 OE Equivalent Fuel Cap; Nov. 1,1998 & Newer 10838 

1999 OE Equivalent Fuel Cap; Oct. 31,1998 & Older 10817 

1999 Pre-Release Fuel Cap; Oct. 31,1998 & Older 10819 

1999 Pre-Release Keyed Alike Fuel Cap; Oct. 31,1998 & 17501 

Older. 

1999 Pre-Release Locking Fuel Cap; Oct. 31,1998 & Older. 10501 

1999 Regular Keyed Alike Fuel Cap; Nov. 1,1998 & Newer.... 17508 

1999 Regular Keyed Alike Fuel Cap; Oct. 31,1998 & Older... 17591 

1999 Regular Locking Fuel Cap; Nov. 1,1998 & Newer. 10508 

1999 Regular Locking Fuel Cap; Oct. 31,1998 & Older. 10591 

1998-1995 OE Equivalent Fuel Cap. 10817 

1998-1995 Oil Filler Cap. 10066 

1998-1995 Pre-Release Fuel Cap 10819 

1998-1995 Pre-Release Keyed Alike Fuel Cap. 17501 

1998-1995 Pre-Release Locking Fuel Cap. 10501 

1998-1995 Regular Keyed Alike Fuel Cap. 17591 

1998-1995 Regular Locking Fuel Cap. 10591 

V-6 3.3 L CNG 

1995 OE Equivalent Fuel Cap. 10817 

1995 Oil Filler Cap. 10066 

1995 Pre-Release Fuel Cap. 10819 

1995 Pre-Release Keyed Alike Fuel Cap 17501 

1995 Pre-Release Locking Fuel Cap. 10501 

1995 Regular Keyed Alike Fuel Cap. 17591 

1995 Regular Locking Fuel Cap. 10591 

1995 OE Type Radiator Cap. 10231 16 

1995 Safety Release Radiator Cap. 10331 16 

V-6 3.3 L FLEX 

2000-1999 Oil Filler Cap. 10111 

2000-1998 OE Type Radiator Cap 10231 16 

2000-1998 Safety Release Radiator Cap 10331 16 

2000 Flex Fuel Keyed Alike Fuel Cap; Yellow. 17508Y 

2000 Flex Fuel Regular Fuel Cap; Yellow 10838Y 

2000 Flex Fuel Regular Locking Fuel Cap; Yellow 10508Y 

2000 OE Equivalent Fuel Cap 10838 

2000 Regular Keyed Alike Fuel Cap 17508 

2000 Regular Locking Fuel Cap 10508 
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Caps for Passenger Cars and LightTmcks (1995 and Newer) 


Application 

Part 

Number 

PSI 

Application 


Part 

Number 

PSI 

Plymouth - Continued 



Pontiac - Continued 



Voyager - Continued 

Bonneville - Continued i 

V-6 3.3 L FLEX-Continued 



V-6 3.8 L - 

Continued 



1999 

Flex Fuel Keyed Alike Fuel Cap; Nov. 1,1998 & Newer; 
Yellow. 

17508Y 


2005-1995 

OE Type Radiator Cap. 

10231 

16 



2005-1995 

Safety Release Radiator Cap. 

10331 

16 

1999 

Flex Fuel Regular Fuel Cap; Nov. 1,1998 & Newer; 
Yellow. 

10838Y 


1999-1995 

OE Type Radiator Cap. 

10236 

0 







1999 

Flex Fuel Regular Locking Fuel Cap; Nov. 1,1998 & 
Newer; Yellow. 

10508Y 


1997-1996 

1997 

Regular Keyed Alike Fuel Cap. 

OE Equivalent Fuel Cap; W/O Threaded Filler Neck. 

17504 

10836 


1999 

OE Equivalent Fuel Cap; Nov. 1,1998 & Newer. 

10838 


1997 

OE Equivalent Fuel Cap; W/ Threaded Filler Neck. 

10834 


1999 

OE Equivalent Fuel Cap; Oct. 31,1998 & Older. 

10817 


1997 

Regular Locking Fuel Cap; W/O Threaded Filler Neck ... 

10506 


1999 

Pre-Release Fuel Cap; Oct. 31,1998 & Older. 

10819 


1997 

Regular Locking Fuel Cap; W/ Threaded Filler Neck. 

10504 


1999 

Pre-Release Keyed Alike Fuel Cap; Oct. 31,1998 & 

17501 


1996-1995 

OE Equivalent Fuel Cap. 

10817 



Older 



1996-1995 

Pre-Release Fuel Cap. 

10819 


1999 

Pre-Release Locking Fuel Cap; Oct. 31,1998 & Older 

10501 


1996-1995 

Pre-Release Keyed Alike Fuel Cap 

17501 


1999 

Regular Keyed Alike Fuel Cap; Nov. 1,1998 & Newer 

17508 


1996-1995 

Pre-Release Locking Fuel Cap 

10501 


1999 

Regular Keyed Alike Fuel Cap; Oct. 31,1998 & Older 

17591 


1996-1995 

Regular Keyed Alike Fuel Cap. 

17591 


1999 

Regular Locking Fuel Cap; Nov. 1,1998 & Newer 

10508 


1996-1995 

Regular Locking Fuel Cap .. .. 

10591 


1999 

1998 

1998 

1998 

1998 

Regular Locking Fuel Cap; Oct. 31,1998 & Older 

OE Equivalent Fuel Cap 

Oil Filler Cap 

Pre-Release Fuel Cap 

Pre-Release Keyed Alike Fuel Cap 

10591 

10817 

10066 

10819 

17501 


1996 

1996 

V-8 4.6 L 

2005-2004 

2005-2004 

2005-2004 

2005-2004 

2005 

2005 

OE Equivalent Fuel Cap. 

Regular Locking Fuel Cap. 

OE Equivalent Fuel Cap. 

Oil Filler Cap. 

Regular Keyed Alike Fuel Cap. 

Regular Locking Fuel Cap. 

10834 

10504 

10836 

10099 

17506 

10506 

10234 

10334 

10231 


1998 

Pre-Release Locking Fuel Cap 

10501 



1998 

Regular Keyed Alike Fuel Cap 

17591 



1998 

Regular Locking Fuel Cap. 

10591 


18 

18 

V-6 3.8 L 




Safety Release Radiator Cap. 

1999-1997 

OE Type Radiator Cap. 

10231 

16 

2004 

OE Type Radiator Cap. 

16 





1999-1997 

Safety Release Radiator Cap. 

10331 

16 

2004 

Safety Release Radiator Cap. 

10331 

16 





1999 

OE Equivalent Fuel Cap; Nov. 1,1998 & Newer 

10838 





Firebird 1 

1999 

OE Equivalent Fuel Cap; Oct. 31,1998 & Older 

10817 


V-6 3.4 L 




1999 

Oil Filler Cap 

10111 


OE Equivalent Fuel Cap. 

Oil Filler Cap. 

Pre-Release Fuel Cap. 

10822 

10072 

10823 


1999 

1999 

Pre-Release Fuel Cap; Oct. 31,1998 & Older. 

Pre-Release Keyed Alike Fuel Cap; Oct. 31,1998 & 

Older. 

10819 

17501 


1995 

1995 

1995 


1999 

Pre-Release Locking Fuel Cap; Oct. 31,1998 & Older 

10501 


1995 

Regular Keyed Alike Fuel Cap 

17594 






1999 

1999 

1999 

Regular Keyed Alike Fuel Cap; Nov. 1,1998 & Newer 
Regular Keyed Alike Fuel Cap; Oct. 31,1998 & Older 
Regular Locking Fuel Cap; Nov. 1,1998 & Newer 

17508 

17591 

10508 


1995 

1995 

Regular Locking Fuel Cap. 

OE Type Radiator Cap. ... 

10594 

10234 

18 


1995 

Safety Release Radiator Cap. 

10334 

18 




1999 

1998-1997 

1998-1997 

1998-1997 

Regular Locking Fuel Cap; Oct. 31,1998 & Older... 

OE Equivalent Fuel Cap 

Oil Filler Cap ,, 

Pre-Release Fuel Cap 

10591 

10817 

10066 

10819 


V-6 3.8 L 

2002-2000 

OE Type Radiator Cap. 

10236 

0 


2002-1999 

2002-1999 

OE Equivalent Fuel Cap. 

Regular Keyed Alike Fuel Cap. 

10836 

17506 






1998-1997 

Pre-Release Keyed Alike Fuel Cap 

17501 


2002-1999 

Regular Locking Fuel Cap. 

10506 


1998-1997 

Pre-Release Locking Fuel Cap 

10501 

17591 

10591 


2002-1995 

Oil Filler Cap. 

10099 


1998-1997 

1998-1997 

Regular Keyed Alike Fuel Cap. 

Regular Locking Fuel Cap 


2002-1995 

OE Type Radiator Cap 

10234 

18 


2002-1995 

Safety Release Radiator Cap. 

10334 

10846 

18 


1998 

OE Equivalent Fuel Cap. 






Kontiac 



1998 


17516 

10516 


Aztek 

1998 

Regular Locking Fuel Cap. 


V-6 3.4 L 




1997-1995 

OE Equivalent Fuel Cap. 

10822 


2005-2001 

OE Equivalent Fuel Cap. 

10836 


1997-1995 

Pre-Release Fuel Cap .. .. 

10823 


2005-2001 

Oil Filler Cap. 

10099 


1997-1995 

1997-1995 

V-8 5.7 L 

2002-1999 

2002-1999 

Regular Keyed Alike Fuel Cap. 

Regular Locking Fuel Cap. 

17594 

10594 


2005-2001 

Regular Keyed Alike Fuel Cap 

17506 



2005-2001 

Regular Locking Fuel Cap 

10506 



2005-2001 

OE Type Radiator Cap 

10231 

16 

OE Equivalent Fuel Cap. 

10836 

17506 

10506 


2005-2001 

Safety Release Radiator Cap. 

10331 

16 


Bonneville 

2002-1999 

Regular Locking Fuel Cap. 


V-6 3.8 L 




2002-1998 

Oil Filler Cap. 

10099 


2005-1998 

OE Equivalent Fuel Cap. 

10836 


2002-1995 

OE Type Radiator Cap. 

10234 

18 

2005-1998 

Regular Locking Fuel Cap. 

10506 


2002-1995 

Safety Release Radiator Cap. 

10334 

18 

2005-1997 

Regular Keyed Alike Fuel Cap. 

17506 


1998 

OE Equivalent Fuel Cap. 

10846 





2005-1995 

Oil Filler Cap. 

10099 


1998 

Regular Keyed Alike Fuel Cap. 

17516 
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Caps for Passenger Cars and LightTrucks (1995 and Newer) 


Application 

Part 

Number 

PSI 

Application 


Part 

Number 

PSI 

Pontiac - Continued 



Pontiac - Continued 



Firebird - Continued 

G5 - Continued | 

V-8 5.7 L - Continued 



4-Cyl 2.4 L 

- Continued 



1998 Regular Locking Fuel Cap 

10516 


2008-2007 

Regular Locking Fuel Cap. 

10511 


1998 OE Type Radiator Cap 

10236 

0 

2008-2007 

OE Type Radiator Cap. . . 

10248 

15 

1997-1995 OE Equivalent Fuel Cap 

10822 


G6 




1997-1995 Oil Filler Cap 

10105 


4-Cyl 2.4 L 




1997-1995 Pre-Release Fuel Cap. 

10823 


2010-2009 

Reqular Lockinq Fuel Cap 

10511 


1997-1995 Regular Keyed Alike Fuel Cap. 

17594 


2010-2006 

OE Equivalent Fuel Cap 

10841 


1997-1995 Regular Locking Fuel Cap 

10594 


2010-2006 

Regular Keyed Alike Fuel Cap 

17511 


Firefly 



2010-2006 

OE Type Radiator Cap. 

10248 

15 

3-Cyl 1.0 L 



2009-2006 

Oil Filler Cap. 

10099 


2000-1998 Oil Filler Cap 

10081 


2008-2006 

Regular Locking Fuel Cap 

10523 


2000-1998 OE Type Radiator Cap 

10242 

16 

4-Cyl 2.4 L 

FLEX 



2000-1995 OE Equivalent Fuel Cap 

. 10825 


2010 

OE Equivalent Fuel Cap 

10841 


2000-1995 Regular Keyed Alike Fuel Cap 

17595 


2010 

Regular Keyed Alike Fuel Cap. 

17511 


2000-1995 Regular Locking Fuel Cap 

. 10595 


2010 

Regular Locking Fuel Cap. 

10511 


1997-1995 Oil Filler Cap 

10101 


2010 

OE Type Radiator Cap. 

10248 

15 

1997-1995 OE Type Radiator Cap 

. 10241 

13 

V-6 3.5 L 




4-Cyl 1.3 L 



2010-2005 

OE Equivalent Fuel Cap 

10841 


2000-1998 Oil Filler Cap 

10081 


2010-2005 

Oil Filler Cap. 

10099 


2000-1998 OE Type Radiator Cap. 

. 10242 

16 

2010-2005 

Regular Keyed Alike Fuel Cap 

17511 



10825 


2010-2005 

OE Type Radiator Cap 

10248 

15 

2000-1995 Reqular Keyed Alike Fuel Cap. .. 

17595 


2010 

Regular Locking Fuel Cap. 

10511 



10595 


2009-2005 

Reqular Lockinq Fuel Cap. 

10523 


1997-1996 OE Type Radiator Cap. 

10241 

13 

V-6 3.5 L FLEX 



1997-1995 Oil Filler Cap. 

10101 


2010-2009 

OE Equivalent Fuel Cap 

10841 


1995 OE Type Radiator Cap. 

10242 

16 

2010-2009 

Regular Keyed Alike Fuel Cap. 

17511 


G3 



2010-2009 

OE Type Radiator Cap. 

10248 

15 

4-Cyl 1.6 L 



2010 

Regular Locking Fuel Cap. 

10511 


2010-2009 Oil Filler Cap. 

10140 


2009 

Oil Filler Cap. 

10099 


2010-2009 OE Type Radiator Cap. 

. 10259 

20 

2009 

Regular Locking Fuel Cap. 

10523 


2010-2008 Regular Locking Fuel Cap. 

10511 


V-6 3.6 L 




2010-2007 OE Equivalent Fuel Cap. 

10841 


2009-2007 

OE Equivalent Fuel Cap. 

10841 


2010-2007 Regular Keyed Alike Fuel Cap. 

17511 


2009-2007 

Oil Filler Cap. 

10099 


2007 Regular Locking Fuel Cap. 

10523 


2009-2007 

Regular Keyed Alike Fuel Cap. 

17511 


G3 Wave 

2009-2007 

Regular Locking Fuel Cap. 

10523 


2009-2007 


10248 

15 

4-Cyl 1.6 L 




2009 OE Equivalent Fuel Cap . . 

10841 


V-6 3.9 L 




2009 Regular Keyed Alike Fuel Cap 

17511 


2009-2006 

OE Equivalent Fuel Cap 

10841 





2009-2006 


10099 


2009 Regular Locking Fuel Cap 

10511 






2009 OE Type Radiator Cap 

10259 

20 

2009-2006 

Regular Keyed Alike Fuel Cap .. 

17511 





2009-2006 

Regular Locking Fuel Cap. 

10523 


b4 



2009-2006 


10248 

15 

4-Cyl 2.2 L 



r±Q 




2006 OE Type Radiator Cap. 

10248 

15 

bo 




4-Cyl 2.4 L 



V-6 3.6 L 




2006 OE Equivalent Fuel Cap 

10841 


2009-2008 

OE Equivalent Fuel Cap 

10834 


2006 Regular Keyed Alike Fuel Cap. 

17511 


2009-2008 

Oil Filler Cap. 

10099 


2006 Regular Locking Fuel Cap. 

10511 


2009-2008 

Regular Keyed Alike Fuel Cap. 

17504 


2006 OE Type Radiator Cap 

10248 

15 

2009-2008 

Regular Locking Fuel Cap. 

10504 


G5 



2009 

OE Type Radiator/Coolant Recovery Tank Cap; Not 

10269 

18.5 




For 2009 Half-Model Year Breaking Point 



4-Cyl 2.2 L 



2009 

OE Type Radiator Cap; For 2009 Half-Model Year 

10271 

20 

2010-2007 OE Equivalent Fuel Cap 

10841 



Breaking Point. 



2010-2007 Reqular Keyed Alike Fuel Cap 

17511 


2008 

OE Type Radiator/Coolant Recovery Tank Cap 

10269 

18.5 

2010-2007 Regular Locking Fuel Cap 

10511 


V-8 6.0 L 





10248 

15 

2009-2008 

OE Equivalent Fuel Cap 

10834 


2009-2007 Oil Filler Cap 

. 10099 


2009-2008 

Oil Filler Cap. 

10099 


4-Cyl 2.4 L 



2009-2008 

Regular Keyed Alike Fuel Cap. 

17504 


2008-2007 OE Equivalent Fuel Cap 

10841 


2009-2008 

Regular Locking Fuel Cap. 

10504 


2008-2007 Oil Filler Cap 

10099 


2009 

OE Type Radiator/Coolant Recovery Tank Cap; Not 

10269 

18.5 





For 2009 Half-Model Year Breaking Point 



2008-2007 Regular Keyed Alike Fuel Cap 

17511 
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Caps for Passenger Cars and LightTmcks (1995 and Newer) 


Application 


Pontiac - Continued 


Part 

Number 


PSI 


Application 


Pontiac - Continued 


Part 

Number 


PSI 


G8 - Continued 

V-8 6.0L- 

Continued 



2009 

OE Type Radiator Cap; For 2009 Half-Model Year 
Breaking Point. 

10271 

20 

2008 

OE Type Radiator/Coolant Recovery Tank Cap 

10269 

18.5 

V-8 6.2 L 

2009 

OE Equivalent Fuel Cap 

10834 


2009 

Oil Filler Cap 

10099 


2009 

Regular Keyed Alike Fuel Cap 

17504 


2009 

Regular Locking Fuel Cap 

10504 


2009 

OE Type Radiator/Coolant Recovery Tank Cap; Not 

For 2009 Half-Model Year Breaking Point 

10269 

18.5 

2009 

OE Type Radiator Cap; For 2009 Half-Model Year 
Breaking Point. 

10271 

20 

Grand Am 

4-Cyl 2.2 L 

2005-2002 

OE Equivalent Fuel Cap. 

10836 


2005-2002 

Oil Filler Cap. 

10099 


2005-2002 

Regular Keyed Alike Fuel Cap. 

17506 


2005-2002 

Regular Locking Fuel Cap. 

10506 


2005-2002 

OE Type Radiator Cap. 

10248 

15 

4-Cyl 2.3 L 


1995 

OE Equivalent Fuel Cap. 

10817 


1995 

Oil Filler Cap. 

10132 


1995 

Pre-Release Fuel Cap. 

10819 


1995 

Pre-Release Keyed Alike Fuel Cap 

17501 


1995 

Pre-Release Locking Fuel Cap. . . 

10501 


1995 

Regular Keyed Alike Fuel Cap 

17591 


1995 

Regular Locking Fuel Cap. 

10591 


1995 

OE Type Radiator Cap 

10239 

15 

4-Cyl 2.4 L 


2001-1999 

OE Type Radiator Cap. 

10248 

15 

2001-1997 

OE Equivalent Fuel Cap 

10836 

2001-1997 

Regular Keyed Alike Fuel Cap. 

17506 


2001-1997 

Regular Locking Fuel Cap 

10506 


2001-1996 

Oil Filler Cap 

10105 


1998-1996 

OE Type Radiator Cap 

10239 

15 

1996 

OE Equivalent Fuel Cap 

10834 


1996 

Regular Keyed Alike Fuel Cap. 

17504 


1996 

Regular Locking Fuel Cap 

10504 


V-6 3.1L 

1998-1997 

OE Equivalent Fuel Cap. 

10836 


1998-1997 

Regular Keyed Alike Fuel Cap 

17506 


1998-1997 

Regular Locking Fuel Cap 

10506 


1998-1995 

Oil Filler Cap. 

10099 


1998-1995 

OE Type Radiator Cap. 

10239 

15 

1996 

OE Equivalent Fuel Cap. 

10834 

1996 

Regular Keyed Alike Fuel Cap. 

17504 


1996 

Regular Locking Fuel Cap. 

10504 


1995 

OE Equivalent Fuel Cap. 

10817 


1995 

Pre-Release Fuel Cap. 

10819 


1995 

Pre-Release Keyed Alike Fuel Cap. 

17501 


1995 

Pre-Release Locking Fuel Cap. 

10501 


1995 

Regular Keyed Alike Fuel Cap. 

17591 


1995 

Regular Locking Fuel Cap. 

10591 


V-6 3.4 L 

2005-1999 

OE Equivalent Fuel Cap. 

10836 


2005-1999 

Oil Filler Cap. 

10099 


2005-1999 

Regular Keyed Alike Fuel Cap 

17506 


2005-1999 

Regular Locking Fuel Cap. 

10506 


2005-1999 

OE Type Radiator Cap. 

10248 

15 




Grand Prix 

V-6 3.1 L 




2003-1998 

OE Equivalent Fuel Cap. 

10836 


2003-1998 

Regular Keyed Alike Fuel Cap. 

17506 


2003-1998 

Regular Locking Fuel Cap. 

10506 


2003-1995 

Oil Filler Cap. 

10099 


2003-1995 

OE Type Radiator Cap. 

10231 

16 

2003-1995 

Safety Release Radiator Cap. 

10331 

16 

1997-1995 

Pre-Release Fuel Cap. 

10819 


1997-1995 

Pre-Release Keyed Alike Fuel Cap 

17501 


1997-1995 

Pre-Release Locking Fuel Cap 

10501 


1996-1995 

OE Equivalent Fuel Cap. 

10817 


1996-1995 

Regular Keyed Alike Fuel Cap. 

17591 


1996-1995 

Regular Locking Fuel Cap. 

10591 


V-6 3.4 L 




1996-1995 

OE Equivalent Fuel Cap. 

10817 


1996-1995 

Pre-Release Fuel Cap 

10819 


1996-1995 

Pre-Release Keyed Alike Fuel Cap 

17501 


1996-1995 

Pre-Release Locking Fuel Cap. 

10501 


1996-1995 

Regular Keyed Alike Fuel Cap. 

17591 


1996-1995 

Regular Locking Fuel Cap. 

10591 


1996-1995 

OE Type Radiator Cap. 

10231 

16 

1996-1995 

Safety Release Radiator Cap. 

10331 

16 

V-6 3.8 L 




2008-2005 

OE Equivalent Fuel Cap. 

10841 


2008-2005 

Regular Keyed Alike Fuel Cap. 

17511 


2008-2005 

Regular Locking Fuel Cap. 

10511 


2008-1997 

Oil Filler Cap. 

10099 


2008 

OE Type Radiator/Coolant Recovery Tank Cap. 

10269 

18.5 

2007-2004 

OE Type Radiator Cap. 

10248 

15 

2004-1998 

OE Equivalent Fuel Cap. 

10836 


2004-1998 

Regular Keyed Alike Fuel Cap. 

17506 


2004-1998 

Regular Locking Fuel Cap. 

10506 


2003-1997 

OE Type Radiator Cap. 

10231 

16 

2003-1997 

Safety Release Radiator Cap 

10331 

16 

1997 

Pre-Release Fuel Cap 

10819 


1997 

Pre-Release Keyed Alike Fuel Cap 

17501 


1997 

Pre-Release Locking Fuel Cap 

10501 


V-8 5.3 L 




2008-2005 

OE Equivalent Fuel Cap. 

10841 


2008-2005 

Oil Filler Cap. 

10099 


2008-2005 

Regular Keyed Alike Fuel Cap. 

17511 


2008-2005 

Regular Locking Fuel Cap. 

10511 


2008 

OE Type Radiator/Coolant Recovery Tank Cap. 

10269 

18.5 

2007-2005 

OE Type Radiator Cap. 

10248 

15 

GTO 

V-8 5.7 L 




2004 

OE Equivalent Fuel Cap. 

10841 


2004 

Oil Filler Cap 

10099 


2004 

Regular Keyed Alike Fuel Cap 

17511 


2004 

Regular Locking Fuel Cap. 

10511 


2004 

OE Type Radiator Cap 

10239 

15 

V-8 6.0 L 




2006-2005 

OE Equivalent Fuel Cap. 

10841 


2006-2005 

Oil Filler Cap 

10099 


2006-2005 

Regular Keyed Alike Fuel Cap. 

17511 


2006-2005 

Regular Locking Fuel Cap. 

10511 


2006-2005 

OE Type Radiator Cap. 

10234 

18 

2006-2005 

Safety Release Radiator Cap. 

10334 

18 


187 














































































































Caps for Passenger Cars and LightTrucks (1995 and Newer) 


Application 


Part 

Number 

PSI 

Application 

Part 

Number 

PSI 

Pontiac - Continued 



Pontiac - Continued 



Montana 

Sunfire 

- Continued 



V-6 3.4 L 




4-Cyl 2.2 L 

- Continued 



2005-1999 

OE Equivalent Fuel Cap 

10836 


2005-1997 

Regular Locking Fuel Cap. 

10506 


2005-1999 

Oil Filler Cap. 

10099 


2001-2000 

Oil Filler Cap. 

10123 


2005-1999 

Regular Keyed Alike Fuel Cap. 

17506 


1999 

Oil Filler Cap 

10105 


2005-1999 

Regular Locking Fuel Cap. 

10506 


1998-1995 

Oil Filler Cap 

10122 


2005-1999 

OE Type Radiator Cap 

10231 

16 

1998-1995 

OE Type Radiator Cap. 

10239 

15 

2005-1999 

Safety Release Radiator Cap 

10331 

16 

1996-1995 

OE Equivalent Fuel Cap 

10834 


V-6 3.5 L 




1996-1995 

Regular Keyed Alike Fuel Cap. 

17504 


2006-2005 

OE Equivalent Fuel Cap 

10841 


1996-1995 

Regular Locking Fuel Cap. 

10504 


2006-2005 

Oil Filler Cap 

10099 


4-Cyl 2.3 L 



2006-2005 

Regular Keyed Alike Fuel Cap 

17511 


1995 

OE Equivalent Fuel Cap 

10834 


2006-2005 

Regular Locking Fuel Cap. 

10511 


1995 

Oil Filler Cap. 

10132 


2006-2005 

OE Type Radiator Cap 

10231 

16 

1995 

Regular Keyed Alike Fuel Cap 

. 17504 


2006-2005 

Safety Release Radiator Cap 

10331 

16 

1995 

Regular Locking Fuel Cap 

10504 


2005 

OE Type Radiator Cap 

10236 

0 

1995 

OE Tvpe Radiator CaD 

10239 

15 

V-6 3.9 L 




4-Cyl 2.4 L 



2009-2006 

OE Equivalent Fuel Cap 

10841 


2002-1999 

OE Type Radiator Cap 

10248 

15 

2009-2006 

Oil Filler Cap 

10099 


2002-1998 

Oil Filler Cap. 

10105 


2009-2006 

Regular Keyed Alike Fuel Cap. 

17511 


2002-1997 

OE Equivalent Fuel Cap 

. 10836 


2009-2006 

Regular Locking Fuel Cap. .. 

10511 


2002-1997 

Regular Keyed Alike Fuel Cap. 

17506 


2009-2006 

OE Type Radiator/Coolant Recovery Tank Cap. 

10269 

18.5 

2002-1997 

Regular Locking Fuel Cap. 

10506 


V-6 3.9 L FLEX 



1998-1996 

OE Type Radiator Cap. 

10239 

15 

2008 

OE Equivalent Fuel Cap 

10841 


1997 


10122 


2008 

Oil Filler Cap. 

10099 


1996 

OE Equivalent Fuel Cap. 

10834 


2008 

Regular Keyed Alike Fuel Cap. 

17511 


1996 


10105 


2008 

Regular Locking Fuel Cap. 

10511 


1996 

Regular Keyed Alike Fuel Cap. 

17504 


2008 

OE Type Radiator/Coolant Recovery Tank Cap. 

10269 

18.5 

1996 

Regular Locking Fuel Cap. 

10504 


Pursuit 

Sunrunner f 

4-Cyl 2.2 L 




4-Cyl 1.6 L 




2006-2005 

OE Equivalent Fuel Cap. 

10841 


1997-1995 

OE Equivalent Fuel Cap. 

10825 


2006-2005 

Oil Filler Cap. 

10099 


1997-1995 

Regular Keyed Alike Fuel Cap. 

17595 


2006-2005 

Regular Keyed Alike Fuel Cap 

17511 


1997-1995 

Regular Locking Fuel Cap. 

10595 


2006-2005 

Regular Locking Fuel Cap. 

10511 


1997-1995 


10242 

16 

2006-2005 

OE Type Radiator Cap 

10248 

15 

1997 


10081 


4-Cyl 2.4 L 




1996 

Oil Filler Cap. 

10101 


2006 

OE Equivalent Fuel Cap. 

10841 


1995 

Oil Filler Cap; Eng.VIN6 

10101 


2006 

Oil Filler Cap. 

10099 


1995 

Oil Filler Cap; Eng. VINU 

10083 


2006 

Regular Keyed Alike Fuel Cap. 

17511 


Torrent 




2006 

Regular Locking Fuel Cap. 

10511 


V-6 3.4 L 




2006 

OE Type Radiator Cap. 

10248 

15 

2009-2006 

OE Equivalent Fuel Cap 

10841 


Solstice 




2009-2006 

Regular Keyed Alike Fuel Cap 

17511 


4-Cyl 2.0 L 




2009-2006 

Regular Locking Fuel Cap 

10511 


2009-2007 

OE Equivalent Fuel Cap 

10841 


2009-2006 

OE Type Radiator Cap 

10248 

15 

2009-2007 

Oil Filler Cap 

10099 


2009 

Oil Filler Cap. 

10099 


2009-2007 

Regular Keyed Alike Fuel Cap 

17511 


2008-2007 

Oil Filler Cap. 

10117 


2009-2007 

Regular Locking Fuel Cap. 

10523 


2006 

Oil Filler Cap. 

10099 


2009-2007 

OE Type Radiator Cap 

10248 

15 

V-6 3.6 L 




4-Cyl 2.4 L 




2009-2008 

OE Equivalent Fuel Cap 

10841 


2009-2006 

OE Equivalent Fuel Cap 

10841 


2009-2008 

Oil Filler Cap. 

10099 


2009-2006 

Oil Filler Cap 

10099 


2009-2008 

Regular Keyed Alike Fuel Cap 

. 17511 


2009-2006 

Regular Keyed Alike Fuel Cap. 

17511 


2009-2008 

Regular Locking Fuel Cap. 

. 10511 


2009-2006 

Regular Locking Fuel Cap. 

10523 


2009-2008 

OE Type Radiator Cap. 

10248 

15 

2009-2006 

OE Type Radiator Cap. 

10248 

15 

Trans Sport 



Sunfire 




V-6 3.1 L 




4-Cyl 2.2 L 




1995 

OE Equivalent Fuel Cap 

. 10817 


2005-2002 

Oil Filler Cap 

10099 


1995 

Oil Filler Cap. 

. 10072 


2005-1999 

OE Type Radiator Cap 

10248 

15 

1995 

Pre-Release Fuel Cap 

10819 


2005-1997 

OE Equivalent Fuel Cap 

10836 


1995 

Pre-Release Keyed Alike Fuel Cap. 

17501 


2005-1997 

Regular Keyed Alike Fuel Cap. 

17506 


1995 

Pre-Release Lockina Fuel Cao. 

10501 
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Caps for Passenger Cars and LightTmcks (1995 and Newer) 


Application 


Pontiac - Continued 


Part 

Number 


PSI 


Application 


Pontiac - Continued 


Part 

Number 


PSI 


Trans Sport-Continued 

V-6 3.1 L- 

Continued 



1995 

Regular Keyed Alike Fuel Cap 

17591 


1995 

Regular Locking Fuel Cap 

10591 


1995 

OE Type Radiator Cap. 

10236 

0 

1995 

OE Type Radiator Cap. 

10231 

16 

1995 

Safety Release Radiator Cap. 

10331 

16 

V-6 3.4 L 




1998-1996 

Oil Filler Cap 

10099 


1998-1996 

OE Type Radiator Cap 

10231 

16 

1998-1996 

Safety Release Radiator Cap 

10331 

16 

1998 

OE Equivalent Fuel Cap. 

10836 


1998 

Regular Keyed Alike Fuel Cap 

17506 


1998 

Regular Locking Fuel Cap. 

10506 


1997-1996 

OE Equivalent Fuel Cap 

10817 


1997-1996 

Pre-Release Fuel Cap 

. 10819 


1997-1996 

Pre-Release Keyed Alike Fuel Cap 

17501 


1997-1996 

Pre-Release Locking Fuel Cap 

. 10501 


1997-1996 

Regular Keyed Alike Fuel Cap. 

17591 


1997-1996 

Regular Locking Fuel Cap. 

10591 


1996 

OE Type Radiator Cap. 

10236 

0 

V-6 3.8 L 




1995 

OE Equivalent Fuel Cap. 

. 10817 


1995 

Oil Filler Cap. 

. 10099 


1995 

Pre-Release Fuel Cap. 

. 10819 


1995 

Pre-Release Keyed Alike Fuel Cap. 

17501 


1995 

Pre-Release Locking Fuel Cap. 

10501 


1995 

Regular Keyed Alike Fuel Cap 

17591 


1995 

Regular Locking Fuel Cap. 

10591 


1995 

OE Type Radiator Cap 

10236 

0 

1995 

OE Type Radiator Cap 

10231 

16 

1995 

Safety Release Radiator Cap 

10331 

16 

Vibe 

4-Cyl 1.8 L 




2010-2007 

Oil Filler Cap. 

10080 


2010-2003 

OE Equivalent Fuel Cap . 

10834 


2010-2003 

Regular Keyed Alike Fuel Cap 

17504 


2010-2003 

Regular Locking Fuel Cap 

10504 


2010-2003 

OE Type Radiator Cap. 

10241 

13 

2006 

Oil Filler Cap 

10135 


2005-2003 

Oil Filler Cap 

10080 


2005 

OE Equivalent Fuel Cap 

10839 


2005 

Oil Filler Cap 

10088 


2005 

Regular Keyed Alike Fuel Cap. 

17509 


2005 

Regular Locking Fuel Cap 

. 10509 


4-Cyl 2.4 L 




2010-2009 

OE Equivalent Fuel Cap 

10834 


2010-2009 

Oil Filler Cap. 

10080 


2010-2009 

Regular Keyed Alike Fuel Cap 

17504 


2010-2009 

Regular Locking Fuel Cap 

. 10504 


2010-2009 

OE Type Radiator Cap 

10241 

13 

Wave 

4-Cyl 1.6 L 




2008-2007 

OE Equivalent Fuel Cap 

. 10841 


2008-2007 

Regular Keyed Alike Fuel Cap 

17511 


2008-2007 

Regular Locking Fuel Cap. 

10511 


2008-2005 

OE Type Radiator Cap. 

10259 

20 

2005 

OE Equivalent Fuel Cap. 

. 10841 


2005 

Regular Keyed Alike Fuel Cap. 

17511 


2005 

Regular Locking Fuel Cap. 

10511 



|Wave5 | 

4-Cyl 1.6 L-Continued 



2007-2005 OE Equivalent Fuel Cap. 

10841 


2007-2005 Regular Keyed Alike Fuel Cap. 

17511 


2007-2005 Regular Locking Fuel Cap. 

10511 


2007-2005 OE Type Radiator Cap. 

10259 

20 

Porsche 

|718 Boxster 

4-Cyl 2.0 L 



2017 OE Equivalent Fuel Cap. 

10826 


2017 Regular Keyed Alike Fuel Cap 

17596 


2017 Regular Locking Fuel Cap 

10596 


4-Cyl 2.5 L 



2017 OE Equivalent Fuel Cap. 

10826 


2017 Regular Keyed Alike Fuel Cap 

. 17596 


2017 Regular Locking Fuel Cap. 

. 10596 


718 Cayman | 

4-Cyl 2.0 L 



2017 OE Equivalent Fuel Cap. 

10826 


2017 Regular Keyed Alike Fuel Cap 

17596 


2017 Regular Locking Fuel Cap. 

. 10596 


4-Cyl 2.5 L 



2017 OE Equivalent Fuel Cap. 

. 10826 


2017 Regular Keyed Alike Fuel Cap 

. 17596 


2017 Regular Locking Fuel Cap 

10596 


911 ! 

6-Cyl 3.0 L 



2017 OE Equivalent Fuel Cap. 

. 10826 


2017 Regular Keyed Alike Fuel Cap. 

17596 


2017 Regular Locking Fuel Cap. 

10596 


6-Cyl 3.4 L 



2016-2012 OE Equivalent Fuel Cap. 

. 10826 


2016-2012 Regular Keyed Alike Fuel Cap. 

. 17596 


2016-2012 Regular Locking Fuel Cap. 

10596 


2001-1999 OE Equivalent Fuel Cap. 

10826 


2001-1999 Regular Keyed Alike Fuel Cap. 

17596 


2001-1999 Regular Locking Fuel Cap. 

10596 


6-Cyl 3.6 L 



2012-2001 OE Equivalent Fuel Cap. 

10826 


2012-2001 Regular Keyed Alike Fuel Cap. 

17596 


2012-2001 Regular Locking Fuel Cap. 

10596 


1998-1995 OE Equivalent Fuel Cap. 

10826 


1998-1995 Regular Keyed Alike Fuel Cap. 

17596 


1998-1995 Regular Locking Fuel Cap. 

10596 


6-Cyl 3.8 L 



2017-2005 OE Equivalent Fuel Cap. 

10826 


2017-2005 Regular Keyed Alike Fuel Cap 

17596 


2017-2005 Regular Locking Fuel Cap. 

10596 


6-Cyl 4.0 L 



2017-2016 OE Equivalent Fuel Cap. 

10826 


2017-2016 Regular Keyed Alike Fuel Cap. 

17596 


2017-2016 Regular Locking Fuel Cap. 

10596 


928 

V-8 5.4 L 



1995 OE Type Radiator Cap. 

10229 

13 

1995 Safety Release Radiator Cap. 

10329 

13 

968 

4-Cyl 3.0 L 



1995 OE Equivalent Fuel Cap. 

10826 


1995 Regular Keyed Alike Fuel Cap. 

17596 
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Caps for Passenger Cars and LightTrucks (1995 and Newer) 


Part 

Application Number PSI 

Part 

Application Number PSI 

Porsche - Continued 

Porsche - Continued 

1968 - Continued 

1 Cayman- Continued 1 


6-Cyl 2.7 L - Continued 

2016-2014 Regular Locking Fuel Cap 10596 


4-Cyl 3.0 L - Continued 

1995 Regular Locking Fuel Cap 10596 

1995 OE Type Radiator Cap 10230 16 

1995 Safety Release Radiator Cap 10330 16 

Boxster 

6-Cyl 2.5 L 

1999-1997 OE Equivalent Fuel Cap 10826 

1999-1997 Regular Keyed Alike Fuel Cap 17596 

1999-1997 Regular Locking Fuel Cap 10596 

1998-1997 OE Type Radiator Cap 10225 20 

6-Cyl 2.7 L 

2016-2013 OE Equivalent Fuel Cap. 10826 

2016-2013 Regular Keyed Alike Fuel Cap. 17596 

2016-2013 Regular Locking Fuel Cap. 10596 

2008-2000 OE Equivalent Fuel Cap. 10826 

2008-2000 Regular Keyed Alike Fuel Cap. 17596 

2008-2000 Regular Locking Fuel Cap. 10596 

6-Cyl 2.9 L 

2012-2009 OE Equivalent Fuel Cap. 10826 

2012-2009 Regular Keyed Alike Fuel Cap. 17596 

2012-2009 Regular Locking Fuel Cap. 10596 

6-Cyl 3.2 L 

2006-2000 OE Equivalent Fuel Cap. 10826 

2006-2000 Regular Keyed Alike Fuel Cap. 17596 

2006-2000 Regular Locking Fuel Cap. 10596 

6-Cyl 3.4 L 

2016-2007 OE Equivalent Fuel Cap. 10826 

2016-2007 Regular Keyed Alike Fuel Cap. 17596 

2016-2007 Regular Locking Fuel Cap. 10596 

6-Cyl 3.8 L 

2016 OE Equivalent Fuel Cap. 10826 

2016 Regular Keyed Alike Fuel Cap. 17596 

2016 Regular Locking Fuel Cap. 10596 

Cayenne 

V-6 3.2 L 

2006-2004 OE Equivalent Fuel Cap. 10826 

2006-2004 Regular Keyed Alike Fuel Cap. 17596 

2006-2004 Regular Locking Fuel Cap. 10596 

2006-2004 OE Type Radiator Cap. 10249 22 

2006 Oil Filler Cap. 10079 

V-6 3.6 L 

2010-2009 OE Type Radiator Cap. 10249 22 

2010-2008 OE Equivalent Fuel Cap. 10826 

2010-2008 Regular Keyed Alike Fuel Cap 17596 

2010-2008 Regular Locking Fuel Cap 10596 

V-84.5L 

2006-2003 OE Equivalent Fuel Cap. 10826 

2006-2003 Regular Keyed Alike Fuel Cap. 17596 

2006-2003 Regular Locking Fuel Cap. 10596 

2006-2003 OE Type Radiator Cap 10249 22 

V-84.8L 

2010-2008 OE Equivalent Fuel Cap 10826 

2010-2008 Regular Keyed Alike Fuel Cap 17596 

2010-2008 Regular Locking Fuel Cap 10596 

2010-2008 OE Type Radiator Cap. 10249 22 

Cayman 

6-Cyl 2.7 L 

2016-2014 OE Equivalent Fuel Cap 10826 

2016-2014 Regular Keyed Alike Fuel Cap. 17596 


2008-2007 OE Equivalent Fuel Cap 10826 

2008-2007 Regular Keyed Alike Fuel Cap. 17596 

2008-2007 Regular Locking Fuel Cap 10596 

6-Cyl 2.9 L 

2012-2009 OE Equivalent Fuel Cap 10826 

2012-2009 Regular Keyed Alike Fuel Cap 17596 

2012-2009 Regular Locking Fuel Cap 10596 

6-Cyl 3.4 L 

2016-2014 OE Equivalent Fuel Cap. 10826 

2016-2014 Regular Keyed Alike Fuel Cap. 17596 

2016-2014 Regular Locking Fuel Cap 10596 

2012-2006 OE Equivalent Fuel Cap. 10826 

2012-2006 Regular Keyed Alike Fuel Cap. 17596 

2012-2006 Regular Locking Fuel Cap 10596 

6-Cyl 3.8 L 

2016 OE Equivalent Fuel Cap. 10826 

2016 Regular Keyed Alike Fuel Cap. 17596 

2016 Regular Locking Fuel Cap. 10596 

Panamera 

V-6 3.6 L 

2013 OE Type Radiator Cap. 10249 22 

V-8 4.8 L 

2013 OE Type Radiator Cap. 10249 22 


Ram 


1500 

V-6 3.0 L 


2017-2014 OE Type Radiator Cap. 10230 16 

V-6 3.0 L DIESEL 

2015-2014 OE Equivalent Fuel Cap. 10838 

2015-2014 Regular Keyed Alike Fuel Cap. 17508 

2015-2014 Regular Locking Fuel Cap 10508 

2014 OE Type Radiator Cap. 10271 20 

V-6 3.6 L 

2017-2015 OE Type Radiator Cap. 10230 16 

2016 OE Equivalent Fuel Cap. 10838 

2016 Regular Locking Fuel Cap. 10508 

V-6 3.6 L FLEX 

2015-2013 OE Equivalent Fuel Cap. 10838 

2015-2013 Regular Keyed Alike Fuel Cap. 17508 

2015-2013 Regular Locking Fuel Cap. 10508 

2015 Flex Fuel Keyed Alike Fuel Cap. 17508Y 

2015 Flex Fuel Regular Fuel Cap. 10838Y 

2015 Flex Fuel Regular Locking Fuel Cap. 10508Y 

2014-2013 Flex Fuel Keyed Alike Fuel Cap; Yellow. 17508Y 

2014-2013 Flex Fuel Regular Fuel Cap; Yellow. 10838Y 

2014-2013 Flex Fuel Regular Locking Fuel Cap; Yellow 10508Y 

2014-2013 OE Type Radiator Cap. 10230 16 

2014-2013 Safety Release Radiator Cap 10330 16 

V-6 3.7 L 

2012-2011 OE Equivalent Fuel Cap 10838 

2012-2011 Oil Filler Cap. 10148 

2012-2011 Regular Keyed Alike Fuel Cap 17508 

2012-2011 Regular Locking Fuel Cap 10508 

2012-2011 OE Type Radiator Cap. 10230 16 

2012- 2011 Safety Release Radiator Cap 10330 16 

V-8 4.7 L FLEX 

2013- 2011 Flex Fuel Keyed Alike Fuel Cap; Yellow 17508Y 
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Caps for Passenger Cars and LightTmcks (1995 and Newer) 


Application 

Part 

Number 

PSI 

Application 


Part 

Number 

PSI 

Ram- 

Continued 



Ram- 

Continued 



1500 - Continued 

3500 i 

V-8 4.7 L FLEX-Continued 



6-Cyl 6.7 L 




2013-2011 

Flex Fuel Regular Fuel Cap; Yellow 

10838Y 


2016-2015 

Oil Filler Cap. 

10111 


2013-2011 

Flex Fuel Regular Locking Fuel Cap; Yellow 

10508Y 


2016 

OE Equivalent Fuel Cap. 

10838 


2013-2011 

OE Equivalent Fuel Cap 

10838 


6-Cyl 6.7 L 

DIESEL 



2013-2011 

Oil Filler Cap 

10148 


2015-2011 

OE Equivalent Fuel Cap. 

10838 


2013-2011 


17508 


2015-2011 

Regular Keyed Alike Fuel Cap 

17508 


2013-2011 

Reqular Lockinq Fuel Cap 

10508 


2015-2011 

Regular Locking Fuel Cap. 

10508 


2013-2011 


10230 

16 

2014-2013 

OE Type Radiator Cap 

10271 

20 

2013-2011 


10330 

16 

2014-2011 

Oil Filler Cap. 

10111 


V-8 5.7 L 




2013-2011 

Diesel Only Fuel Cap; Green 

10838D 


2017-2011 

OE Type Radiator Cap. 

10230 

16 

2013-2011 

Diesel Only Locking Fuel Cap; Green 

10508D 


2016-2011 

OE Equivalent Fuel Cap 

10838 


2012-2011 

OE Type Radiator Cap 

10234 

18 

2016-2011 

Oil Filler Cap 

10111 


2012-2011 

Safety Release Radiator Cap. 

10334 

18 

2016-2011 

Regular Locking Fuel Cap 

10508 


V-8 5.7 L 




2015-2011 

Reqular Keyed Alike Fuel Cap 

17508 


2017-2011 

OE Type Radiator Cap 

10230 

16 

2014-2011 

Safety Release Radiator Cap 

10330 

16 

2016-2011 

OE Equivalent Fuel Cap. 

10838 


2500 




2016-2011 

Oil Filler Cap. 

10111 


6-Cyl 6.7 L 




2015-2011 

Regular Keyed Alike Fuel Cap 

17508 


2016-2015 

Oil Filler CaD 

10111 


2015-2011 

Regular Locking Fuel Cap. 

10508 


6-Cyl 6.7 L DIESEL 



2014-2011 

Safety Release Radiator Cap 

10330 

16 

2014-2013 

OE Type Radiator Cap 

10271 

20 

V-8 6.4 L 




2014-2011 


10838 


2017-2016 

OE Type Radiator Cap 

10230 

16 

2014-2011 

Oil Filler Cap 

10111 


2016-2014 

OE Equivalent Fuel Cap. 

10838 


2014-2011 

Regular Keyed Alike Fuel Cap. 

17508 


2015-2014 

Regular Keyed Alike Fuel Cap. 

17508 


2014-2011 

Regular Locking Fuel Cap. 

10508 


2015-2014 

Regular Locking Fuel Cap. 

10508 


2013-2011 


10838D 


2014 

OE Type Radiator Cap. 

10230 

16 

2013-2011 

Diesel Only Locking Fuel Cap; Green. 

10508D 


2014 

OE Type Radiator Cap. 

10271 

20 

2012-2011 

OE Type Radiator Cap. 

10234 

18 

c/v 1 

2012-2011 

Safety Release Radiator Cap. 

10334 

18 

V-6 3.6 L 




V-8 5.7 L 




2015 

OE Type Radiator Cap. 

10230 

16 

2017-2011 

OE Type Radiator Cap. 

10230 

16 

2012 

OE TvDe Radiator CaD 

10230 

16 

2016-2011 

OE Equivalent Fuel Cap. 

10838 


V-6 3.6 L FLEX 



2016-2011 

Oil Filler Cap. 

10111 


2015-2012 

OE Equivalent Fuel Cap. 

10838 


2015-2011 

Reqular Keyed Alike Fuel Cap 

17508 


2015-2012 

Regular Keyed Alike Fuel Cap. 

17508 


2015-2011 

Reqular Lockinq Fuel Cap 

10508 


2015-2012 

Regular Locking Fuel Cap. 

10508 


2014-2011 


10330 

16 

2014-2013 

OE Type Radiator Cap. 

10230 

16 

V-8 5.7 L BI-FUEL 



2014-2013 

Safety Release Radiator Cap. 

10330 

16 

2012 

OE Equivalent Fuel Cap. 

10838 


2014-2012 

Flex Fuel Keyed Alike Fuel Cap; Yellow. 

17508Y 


2012 

Oil Filler Cap. 

10111 


2014-2012 

Flex Fuel Regular Fuel Cap; Yellow. 

10838Y 


2012 

Regular Keyed Alike Fuel Cap. 

17508 


2014-2012 

Flex Fuel Regular Locking Fuel Cap; Yellow 

10508Y 


2012 

Regular Locking Fuel Cap ,, 

10508 


2012 

Oil Filler Cap. 

10148 


2012 

OE Type Radiator Cap. 

10230 

16 

Dakota 




2012 

Safety Release Radiator Cap. 

10330 

16 

V-6 3.7 L 




V-8 5.7LCNG 



2011-2010 

OE Equivalent Fuel Cap. 

10838 


2017 

OE Equivalent Fuel Cap 

10838 


2011-2010 

Oil Filler Cap 

10148 


2014-2013 

OE Equivalent Fuel Cap 

10838 


2011-2010 

Regular Keyed Alike Fuel Cap 

17508 


2014-2013 

Oil Filler Cap 

10111 


2011-2010 

Regular Locking Fuel Cap. 

10508 


2014-2013 

Regular Keyed Alike Fuel Cap. 

17508 


2011 

OE Type Radiator Cap 

10230 

16 

2014-2013 

Regular Locking Fuel Cap. 

10508 


?M1 


10330 

16 

2014-2013 

OE Type Radiator Cap 

10230 

16 

V-8 4.7 L FLEX 


2014-2013 

Safety Release Radiator Cap 

10330 

16 

2011 


17508Y 


V-8 6.4 L 




2011 

Flex Fuel Regular Fuel Cap; Yellow. 

10838Y 


2015-2014 

OE Equivalent Fuel Cap 

10838 


2011 

Flex Fuel Regular Locking Fuel Cap; Yellow 

10508Y 


2015-2014 

Regular Keyed Alike Fuel Cap. 

17508 


2011 

OE Equivalent Fuel Cap. 

10838 


2015-2014 

Regular Locking Fuel Cap 

10508 


2011 

Oil Filler Cap. 

10148 


2014 

OE Type Radiator Cap. 

10230 

16 

2011 

Regular Keyed Alike Fuel Cap 

17508 


2014 

OE Type Radiator Cap. 

10271 

20 

2011 

Reqular Lockinq Fuel Cap 

10508 






2011 

OE Type Radiator Cap. 

10230 

16 





2011 

Safety Release Radiator Cap 

10330 

16 
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Caps for Passenger Cars and LightTrucks (1995 and Newer) 


Application 


Part 

Number 

PSI 

Application 


Part 

Number 

PSI 

Ram- 

Continued 



Saab- 

Continued 



ProMaster 1500 

9-5 1 

V-6 3.6 L FLEX 



4-Cyl 2.0 L 




2015-2014 

OE Equivalent Fuel Cap 

10838 


2011 

OE Equivalent Fuel Cap 

10834 


2015-2014 

Regular Keyed Alike Fuel Cap. 

17508 


2011 

Regular Keyed Alike Fuel Cap. 

17504 


2015-2014 

Reaular Lockina Fuel CaD 

10508 


2011 

Regular Locking Fuel Cap. 

10504 


ProMaster 2500 



2011 

OE Type Radiator Cap 

10271 

20 

V-6 3.6 L FLEX 



4-Cyl 2.3 L 




2015-2014 

OE Equivalent Fuel Cap 

10838 


2009-2007 

OE Equivalent Fuel Cap 

10841 


2015-2014 

Regular Keyed Alike Fuel Cap 

17508 


2009-2007 

Regular Locking Fuel Cap 

10511 


2015-2014 

Regular Locking Fuel Cap. 

10508 


2009-2006 

OE Type Radiator/Coolant Recovery Tank Cap 

10261 

20 

ProMaster 3500 

2009-1999 

OE Type Radiator Cap 

10259 

20 

V-6 3.6 L FLEX 



2009 

Regular Keyed Alike Fuel Cap; From Vin # 83507318 

17511 


2015-2014 

OE Equivalent Fuel Cap 

10838 


2008-2007 

Regular Keyed Alike Fuel Cap 

17511 


2015-2014 

Regular Keyed Alike Fuel Cap. 

17508 


2008-1999 

Oil Filler Cap. 

10146 


2015-2014 

Regular Locking Fuel Cap. 

10508 


2006-1999 

OE Equivalent Fuel Cap 

10834 


2014 


17508Y 


2006-1999 

Regular Keyed Alike Fuel Cap 

17504 


2014 


10838Y 


2006-1999 

Regular Locking Fuel Cap. 

10504 


2014 

Flex Fuel Regular Locking Fuel Cap 

10508Y 


V-6 2.8 L 

Oil Filler Cap. 

10099 






2011-2010 


OaaD 




2011-2010 


10271 

20 

9-3 

V-6 3.0 L 


4-Cyl 2.0 L 




2003-1999 

OE Equivalent Fuel Cap 

10834 


2011-2009 

OE Equivalent Fuel Cap; From Vin # 61113250 

10848 


2003-1999 

Regular Keyed Alike Fuel Cap 

17504 


2011-2009 

Regular Keyed Alike Fuel Cap; BioPower Engine. 

17518 


2003-1999 

Regular Locking Fuel Cap 

10504 


2011-2009 

Regular Keyed Alike Fuel Cap; Exc. BioPower Engine... 

17511 


2003-1999 

OE Type Radiator Cap. 

10259 

20 

2011-2009 

Regular Locking Fuel Cap; BioPower Engine. 

10518 


9-7x 




2011-2008 

OE Equivalent Fuel Cap. 

10841 


6-Cyl 4.2 L 




2011-2008 

Regular Locking Fuel Cap. 

10511 


2009-2005 

OE Equivalent Fuel Cap. 

10841 


2011-2004 

Oil Filler Cap. 

10099 


2009-2005 

Oil Filler Cap. 

10099 


2008 

Regular Keyed Alike Fuel Cap. 

17511 


2009-2005 

Regular Keyed Alike Fuel Cap. 

17511 


2007-2004 

OE Equivalent Fuel Cap. 

10848 


2009-2005 

Regular Locking Fuel Cap. 

10511 


2007-2004 

Regular Keyed Alike Fuel Cap. 

17518 


2009-2005 

OE Type Radiator Cap. 

10248 

15 

2007-2004 

Regular Locking Fuel Cap. 

10518 


V-8 5.3 L 




2003-1999 

OE Equivalent Fuel Cap... . 

10834 


2009-2005 

OE Equivalent Fuel Cap. 

10841 


2003-1999 

Regular Locking Fuel Cap. 

10504 


2009-2005 

Oil Filler Cap. 

10099 


2003-1999 

OE Type Radiator Cap. 

10259 

20 

2009-2005 

Regular Keyed Alike Fuel Cap. 

17511 


2003 

Oil Filler Cap; Eng. VIN Y or S 

10099 


2009-2005 

Regular Locking Fuel Cap. 

10511 


2003 

Regular Keyed Alike Fuel Cap; W/Threaded Filler Neck. 

17504 


2009-2005 

OE Type Radiator Cap. 

10248 

15 

2002-1999 

Oil Filler Cap 

10146 


V-8 6.0 L 




2002-1999 

Regular Keyed Alike Fuel Cap. 

17504 


2009-2008 

OE Equivalent Fuel Cap. 

10841 


4-Cyl 2.3 L 




2009-2008 

Oil Filler Cap. 

10099 


2002-2001 

OE Equivalent Fuel Cap 

10834 


2009-2008 

Regular Keyed Alike Fuel Cap 

17511 


2002-2001 

Regular Keyed Alike Fuel Cap. 

17504 


2009-2008 

Regular Locking Fuel Cap. 

10511 


2002-2001 

Regular Locking Fuel Cap. 

10504 

20 

2009-2008 

OE Type Radiator Cap. 

10248 

15 

2002-1999 

OE Type Radiator Cap. 

10259 

onn 




2000-1999 

OE Equivalent Fuel Cap 

10826 


4-Cyl 2.0 L 




2000-1999 

Regular Keyed Alike Fuel Cap 

17596 


1998-1996 

OE Equivalent Fuel Cap 

10834 


2000-1999 

Regular Locking Fuel Cap. 

10596 


1998-1996 

Regular Keyed Alike Fuel Cap. 

17504 


V-6 2.8 L 




1998-1996 

Regular Locking Fuel Cap. 

10504 


2009-2008 

OE Equivalent Fuel Cap 

10841 










1998-1995 

OE Type Radiator Cap 

10259 

20 

2009-2008 

Regular Locking Fuel Cap. 

10511 


1995 

OE Equivalent Fuel Cap 

10826 


2009-2006 

Oil Filler Cap 

10099 










1995 

Regular Keyed Alike Fuel Cap. 

17596 


2009 

OE Equivalent Fuel Cap; From Vin # 61113250 

10848 



_ . .... - r 1 r 



2009 

Regular Keyed Alike Fuel Cap; BioPower Engine . 

17518 


4-Cyl 2.3 L 




2009 

Regular Keyed Alike Fuel Cap; Exc. BioPower Engine... 

17511 


1998-1996 

OE Equivalent Fuel Cap 

10834 


2009 

Regular Locking Fuel Cap; BioPower Engine. 

10518 


1998-1996 

Regular Keyed Alike Fuel Cap 

17504 


2008 

Regular Keyed Alike Fuel Cap. 

17511 


1998-1996 

Regular Locking Fuel Cap 

10504 


2007-2006 

OE Equivalent Fuel Cap. 

10848 


1998-1995 

OE Type Radiator Cap 

10259 

20 

2007-2006 

Regular Keyed Alike Fuel Cap. 

17518 


1995 

OE Equivalent Fuel Cap 

10826 


2007-2006 

Regular Locking Fuel Cap. 

10518 


1995 

Regular Keyed Alike Fuel Cap 

17596 
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Caps for Passenger Cars and LightTmcks (1995 and Newer) 


Part 

Application Number 


Saab - Continued 


900 - Continued 

4-Cyl 2.3 L - Continued 

1995 Regular Locking Fuel Cap 10596 

V-6 2.5 L 

1997-1996 OE Equivalent Fuel Cap 10834 

1997-1996 Regular Keyed Alike Fuel Cap 17504 

1997-1996 Regular Locking Fuel Cap 10504 

1997- 1995 OE Type Radiator Cap 10259 

1995 OE Equivalent Fuel Cap 10826 

1995 Regular Keyed Alike Fuel Cap. 17596 

1995 Regular Locking Fuel Cap 10596 

9000 

4-Cyl 2.3 L 

1998- 1995 OE Equivalent Fuel Cap. 10826 

1998-1995 Regular Keyed Alike Fuel Cap. 17596 

1998-1995 Regular Locking Fuel Cap. 10596 

1998-1995 OE Type Radiator Cap. 10260 

V-6 3.0 L 

1997-1995 OE Equivalent Fuel Cap. 10826 

1997-1995 Regular Keyed Alike Fuel Cap. 17596 

1997-1995 Regular Locking Fuel Cap. 10596 

1997-1995 OE Type Radiator Cap 10260 


Saturn 


Astra 

4-Cyl 1.8 L 


2009-2008 OE Equivalent Fuel Cap. 10841 

2009-2008 Regular Keyed Alike Fuel Cap. 17511 

2009-2008 Regular Locking Fuel Cap. 10511 

Aura 

4-Cyl 2.4 L 

2009-2008 OE Equivalent Fuel Cap. 10841 

2009-2008 Regular Keyed Alike Fuel Cap. 17511 

2009-2008 Regular Locking Fuel Cap. 10511 

2009-2007 Oil Filler Cap. 10099 

2009-2007 OE Type Radiator Cap. 10248 

4-Cyl 2.4 L ELECTRIC/GAS 

2009-2008 Oil Filler Cap 10099 

2009-2008 OE Type Radiator Cap. 10248 

2009-2007 OE Equivalent Fuel Cap. 10841 

2009-2007 Regular Keyed Alike Fuel Cap. 17511 

2009-2007 Regular Locking Fuel Cap 10511 

V-6 3.5 L 

2008-2007 OE Equivalent Fuel Cap. 10841 

2008-2007 Oil Filler Cap. 10099 

2008-2007 Regular Keyed Alike Fuel Cap. 17511 

2008-2007 Regular Locking Fuel Cap 10511 

2008- 2007 OE Type Radiator Cap 10248 

V-6 3.6 L 

2009- 2007 OE Equivalent Fuel Cap 10841 

2009-2007 Oil Filler Cap 10099 

2009-2007 Regular Keyed Alike Fuel Cap 17511 

2009-2007 Regular Locking Fuel Cap 10511 

2009-2007 OE Type Radiator Cap 10248 

Ion 

4-Cyl 2.0 L 

2007-2006 OE Equivalent Fuel Cap. 10841 

2007-2006 Regular Keyed Alike Fuel Cap. 17511 

2007-2006 Regular Locking Fuel Cap. 10511 

2007-2004 Oil Filler Cap. 10099 

2007-2004 OE Type Radiator Cap 10248 


Part 

Application Number PSI 


Saturn - Continued 


Ion - Continued 

4-Cyl 2.0 L - Continued 

2005-2004 OE Equivalent Fuel Cap. 10836 

2005-2004 Regular Keyed Alike Fuel Cap. 17506 

2005-2004 Regular Locking Fuel Cap. 10506 

4-Cyl 2.2 L 

2007-2006 OE Equivalent Fuel Cap. 10841 

2007-2006 Regular Keyed Alike Fuel Cap. 17511 

2007-2006 Regular Locking Fuel Cap. 10511 

2007-2003 Oil Filler Cap. 10099 

2007-2003 OE Type Radiator Cap. 10248 15 

2005-2003 OE Equivalent Fuel Cap. 10836 

2005-2003 Regular Keyed Alike Fuel Cap. 17506 

2005-2003 Regular Locking Fuel Cap. 10506 

4-Cyl 2.4 L 

2007-2006 Oil Filler Cap. 10099 

2007-2006 OE Type Radiator Cap. 10248 15 

2007 OE Equivalent Fuel Cap. 10841 

2007 Regular Keyed Alike Fuel Cap. 17511 

2007 Regular Locking Fuel Cap. 10511 

2006 OE Equivalent Fuel Cap. 10836 

2006 Regular Keyed Alike Fuel Cap. 17506 

2006 Regular Locking Fuel Cap. 10506 

LI oo 

4-Cyl 2.2 L 

2002-2001 OE Equivalent Fuel Cap. 10836 

2002-2001 Oil Filler Cap. 10099 

2002-2001 Regular Keyed Alike Fuel Cap. 17506 

2002-2001 Regular Locking Fuel Cap. 10506 

2002- 2001 OE Type Radiator Cap. 10259 20 

L200 

4-Cyl 2.2 L 

2003- 2001 OE Equivalent Fuel Cap. 10836 

2003-2001 Oil Filler Cap. 10099 

2003-2001 Regular Keyed Alike Fuel Cap. 17506 

2003-2001 Regular Locking Fuel Cap. 10506 

2003-2001 OE Type Radiator Cap. 10259 20 

L300 

4-Cyl 2.21 

2004 OE Equivalent Fuel Cap. 10836 

2004 Oil Filler Cap. 10099 

2004 Regular Keyed Alike Fuel Cap. 17506 

2004 Regular Locking Fuel Cap. 10506 

2004 OE Type Radiator Cap. 10259 20 

V-6 3.0 L 

2005-2001 OE Equivalent Fuel Cap. 10836 

2005-2001 Oil Filler Cap. 10140 

2005-2001 Regular Keyed Alike Fuel Cap. 17506 

2005-2001 Regular Locking Fuel Cap. 10506 

2005-2001 OE Type Radiator Cap. 10259 20 

LS 

4-Cyl 2.2 L 

2000 OE Equivalent Fuel Cap. 10836 

2000 Oil Filler Cap. 10099 

2000 Regular Keyed Alike Fuel Cap. 17506 

2000 Regular Locking Fuel Cap. 10506 

2000 OE Type Radiator Cap. 10259 20 

LSI 

4-Cyl 2.2 L 

2000 OE Equivalent Fuel Cap. 10836 


PSI 

■ 

20 

15 

15 

■ 

15 

15 

15 

15 

15 
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Caps for Passenger Cars and LightTrucks (1995 and Newer) 


Application 


Saturn - Continued 


Part 

Number 


PSI 


Application 


Saturn - Continued 


Part 

Number 


PSI 


LSI - Continued 

4-Cyl 2.2 L 

- Continued 



2000 

Oil Filler Cap 

10099 


2000 

Regular Keyed Alike Fuel Cap. 

17506 


2000 

Regular Locking Fuel Cap. 

10506 


2000 

OE Type Radiator Cap 

10259 

20 

LS2 

V-6 3.0L 




2000 

OE Equivalent Fuel Cap 

10836 


2000 

Oil Filler Cap 

10140 


2000 

Regular Keyed Alike Fuel Cap 

17506 


2000 

Regular Locking Fuel Cap. 

10506 


2000 

OE Type Radiator Cap 

10259 

20 

LW1 

4-Cyl 2.2 L 




2000 

OE Equivalent Fuel Cap 

10836 


2000 

Oil Filler Cap 

10099 


2000 

Regular Keyed Alike Fuel Cap. 

17506 


2000 

Regular Locking Fuel Cap. 

10506 


2000 

OE Type Radiator Cap. 

10259 

20 





LW2 

V-6 3.0 L 




2000 

OE Equivalent Fuel Cap 

10836 


2000 

Oil Filler Cap 

10140 


2000 

Regular Keyed Alike Fuel Cap. 

17506 


2000 

Regular Locking Fuel Cap. 

10506 


2000 

OE Type Radiator Cap. 

10259 

20 

LW200 

4-Cyl 2.2 L 




2003-2001 

OE Equivalent Fuel Cap. 

10836 


2003-2001 

Oil Filler Cap. 

10099 


2003-2001 

Regular Keyed Alike Fuel Cap. 

17506 


2003-2001 

Regular Locking Fuel Cap. 

10506 


2003-2001 

OE Type Radiator Cap. 

10259 

20 

LW300 

V-6 3.0 L 




2003-2001 

OE Equivalent Fuel Cap. 

10836 


2003-2001 

Oil Filler Cap. 

10140 


2003-2001 

Regular Keyed Alike Fuel Cap. 

17506 


2003-2001 

Regular Locking Fuel Cap. 

10506 


2003-2001 

OE Type Radiator Cap. 

10259 

20 

Outlook 

V-6 3.6 L 




2010-2007 

OE Type Radiator Cap 

10248 

15 

2010 

OE Equivalent Fuel Cap; 1/4 TURN CAP 

10841 


2010 

OE Equivalent Fuel Cap; FULL TURN CAP 

10834 


2010 

Oil Filler Cap; SAE 5W-30; DEXOS; VENTED 

10099 


2010 

Regular Keyed Alike Fuel Cap; 1/4 TURN CAP 

17511 


2010 

Regular Keyed Alike Fuel Cap; FULL TURN CAP 

17504 


2010 

Regular Locking Fuel Cap; 1/4 TURN CAP 

10511 


2010 

Regular Locking Fuel Cap; FULL TURN CAP 

10504 


2009-2007 

OE Equivalent Fuel Cap 

10841 


2009-2007 

Oil Filler Cap 

10099 


2009-2007 

Regular Keyed Alike Fuel Cap. 

17511 


2009-2007 

Regular Locking Fuel Cap. 

10511 


Relay 

V-6 3.5 L 




2006-2005 

OE Equivalent Fuel Cap 

10841 


2006-2005 

Oil Filler Cap 

10099 


2006-2005 

Regular Keyed Alike Fuel Cap . 

17511 



| Relay-Continued | 

V-6 3.5 L - 

Continued 



2006-2005 

Regular Locking Fuel Cap. 

10511 


2006-2005 

OE Type Radiator Cap. 

10231 

16 

2006-2005 

Safety Release Radiator Cap. 

10331 

16 

2005 

OE Type Radiator Cap 

10236 

0 

V-6 3.9 L 




2007-2006 

OE Equivalent Fuel Cap 

10841 


2007-2006 

Oil Filler Cap. 

10099 


2007-2006 

Regular Keyed Alike Fuel Cap 

17511 


2007-2006 

Regular Locking Fuel Cap. 

10511 


2007 

OE Type Radiator/Coolant Recovery Tank Cap 

10269 

18.5 

2006 

OE Type Radiator Cap 

10248 

15 

2006 

OE Type Radiator Cap 

10231 

16 

V-6 3.9 L FLEX 



2007 

OE Equivalent Fuel Cap 

10841 


2007 

Oil Filler Cap 

10099 


2007 

Regular Keyed Alike Fuel Cap 

17511 


2007 

Regular Locking Fuel Cap. 

10511 


2007 

OE Type Radiator/Coolant Recovery Tank Cap 

10269 

18.5 

SCI 

4-Cyl 1.9 L 




2002-1998 

OE Equivalent Fuel Cap 

10836 


2002-1998 

Regular Keyed Alike Fuel Cap 

17506 


2002-1998 

Regular Locking Fuel Cap. 

10506 


2002-1995 

Oil Filler Cap. 

10099 


2002-1995 

OE Type Radiator Cap. 

10239 

15 

1997-1995 

Pre-Release Fuel Cap. 

10819 


1997-1995 

Pre-Release Keyed Alike Fuel Cap. 

17501 


1997-1995 

Pre-Release Locking Fuel Cap. 

10501 


SC2 

4-Cyl 1.9 L 




2002-1998 

OE Equivalent Fuel Cap 

10836 


2002-1998 

Regular Keyed Alike Fuel Cap. 

17506 


2002-1998 

Regular Locking Fuel Cap. 

10506 


2002-1995 

Oil Filler Cap 

10099 


2002-1995 

OE Type Radiator Cap. 

10239 

15 

1997-1995 

Pre-Release Fuel Cap 

10819 


1997-1995 

Pre-Release Keyed Alike Fuel Cap 

17501 


1997-1995 

Pre-Release Locking Fuel Cap. 

10501 


Sky 1 

4-Cyl 2.0 L 




2010-2007 

OE Equivalent Fuel Cap 

10841 


2010-2007 

Oil Filler Cap 

10099 


2010-2007 

Regular Keyed Alike Fuel Cap. 

17511 


2010-2007 

Regular Locking Fuel Cap. 

10511 


2010-2007 

OE Type Radiator Cap 

10248 

15 

4-Cyl 2.4 L 




2010-2007 

OE Equivalent Fuel Cap 

10841 


2010-2007 

Regular Keyed Alike Fuel Cap 

17511 


2010-2007 

Regular Locking Fuel Cap 

10511 


2010-2007 

OE Type Radiator Cap 

10248 

15 

2009-2007 

Oil Filler Cap. 

10099 


SL ! 

4-Cyl 1.9 L 




2002-1998 

OE Equivalent Fuel Cap 

10836 


2002-1998 

Regular Keyed Alike Fuel Cap. 

17506 


2002-1998 

Regular Locking Fuel Cap. 

10506 


2002-1995 

Oil Filler Cap. 

10099 


2002-1995 

OE Type Radiator Cap. 

10239 

15 
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Caps for Passenger Cars and LightTmcks (1995 and Newer) 


Application 


Part 

Number 


PSI Application 


Part 

Number 


PSI 


Saturn 

- Continued 



SL - Continued 

4-Cyl 1.9 L 

- Continued 



1997-1995 

Pre-Release Fuel Cap . 

10819 


1997-1995 

Pre-Release Keyed Alike Fuel Cap. . 

17501 


1997-1995 

Pre-Release Locking Fuel Cap 

10501 


SL1 

4-Cyl 1.9 L 




2002-1998 

OE Equivalent Fuel Cap. 

10836 


2002-1998 

Regular Keyed Alike Fuel Cap 

17506 


2002-1998 

Regular Locking Fuel Cap 

10506 


2002-1995 

Oil Filler Cap. 

10099 


2002-1995 

OE Type Radiator Cap 

10239 

15 

1997-1995 

Pre-Release Fuel Cap 

10819 


1997-1995 

Pre-Release Keyed Alike Fuel Cap 

17501 


1997-1995 

Pre-Release Locking Fuel Cap 

10501 


SL2 

4-Cyl 1.9 L 




2002-1998 

OE Equivalent Fuel Cap 

10836 


2002-1998 

Regular Keyed Alike Fuel Cap 

17506 


2002-1998 

Regular Locking Fuel Cap 

10506 


2002-1995 

Oil Filler Cap.. 

10099 


2002-1995 

OE Type Radiator Cap. 

10239 

15 

1997-1995 

Pre-Release Fuel Cap. 

10819 


1997-1995 

Pre-Release Keyed Alike Fuel Cap. 

17501 


1997-1995 

Pre-Release Locking Fuel Cap. 

10501 


SW1 

4-Cyl 1.9 L 




1999-1998 

OE Equivalent Fuel Cap. 

10836 


1999-1998 

Regular Keyed Alike Fuel Cap. 

17506 


1999-1998 

Regular Locking Fuel Cap. 

10506 


1999-1995 

Oil Filler Cap. 

10099 


1999-1995 

OE Type Radiator Cap. 

10239 

15 

1997-1995 

Pre-Release Fuel Cap. 

10819 


1997-1995 

Pre-Release Keyed Alike Fuel Cap. 

17501 


1997-1995 

Pre-Release Locking Fuel Cap. 

10501 


SW2 

4-Cyl 1.9 L 




2001-1998 

OE Equivalent Fuel Cap. 

10836 


2001-1998 

Regular Keyed Alike Fuel Cap 

17506 


2001-1998 

Regular Locking Fuel Cap. 

10506 


2001-1995 

Oil Filler Cap 

10099 


2001-1995 

OE Type Radiator Cap 

10239 

15 

1997-1995 

Pre-Release Fuel Cap 

10819 


1997-1995 

Pre-Release Keyed Alike Fuel Cap 

17501 


1997-1995 

Pre-Release Locking Fuel Cap 

10501 






Vue ! 

4-Cyl 2.2 L 




2007-2004 

OE Equivalent Fuel Cap 

10841 


2007-2004 

Regular Keyed Alike Fuel Cap 

17511 


2007-2004 

Regular Locking Fuel Cap 

10511 


2007-2003 

OE Type Radiator Cap. 

10248 

15 

2007-2002 

Oil Filler Cap 

10099 


2003-2002 

OE Equivalent Fuel Cap; W/Metal Filler Door 

10836 


2003-2002 

OE Equivalent Fuel Cap; W/Plastic Filler Door 

10841 


2003-2002 

Regular Keyed Alike Fuel Cap; W/Metal Filler Door 

17506 


2003-2002 

Regular Keyed Alike Fuel Cap; W/Plastic Filler Door. 

17511 


2003-2002 

Regular Locking Fuel Cap; W/Metal Filler Door. 

10506 


2003-2002 

Regular Locking Fuel Cap; W/Plastic Filler Door. 

10511 


2002 

OE Type Radiator Cap. 

10259 

20 


Saturn - Continued 


|Vue - Continued 1 

4-Cyl 2.4 L 




2010-2008 

OE Type Radiator Cap. 

10248 

15 

2010 

OE Equivalent Fuel Cap. 

10834 


2010 

Regular Keyed Alike Fuel Cap. 

17504 


2010 

Regular Locking Fuel Cap. 

10504 


2009-2008 

Oil Filler Cap. 

10099 


2008 

OE Equivalent Fuel Cap. 

10834 


2008 

Regular Keyed Alike Fuel Cap. 

17504 


2008 

Regular Locking Fuel Cap. 

10504 


4-Cyl 2.4 L 

ELECTRIC/GAS 



2009-2008 

OE Equivalent Fuel Cap. 

10834 


2009-2008 

Regular Keyed Alike Fuel Cap 

17504 


2009-2008 

Regular Locking Fuel Cap. 

10504 


2009-2007 

Oil Filler Cap. 

10099 


2009-2007 

OE Type Radiator Cap 

10248 

15 

2007 

OE Equivalent Fuel Cap. 

10841 


2007 

Regular Keyed Alike Fuel Cap 

17511 


2007 

Regular Locking Fuel Cap. 

10511 


V-6 3.0 L 




2003-2002 

OE Equivalent Fuel Cap; W/Metal Filler Door 

10836 


2003-2002 

OE Equivalent Fuel Cap; W/Plastic Filler Door. 

10841 


2003-2002 

Oil Filler Cap. 

10140 


2003-2002 

Regular Keyed Alike Fuel Cap; W/Metal Filler Door. 

17506 


2003-2002 

Regular Keyed Alike Fuel Cap; W/Plastic Filler Door. 

17511 


2003-2002 

Regular Locking Fuel Cap; W/Metal Filler Door. 

10506 


2003-2002 

Regular Locking Fuel Cap; W/Plastic Filler Door. 

10511 


2003 

OE Type Radiator Cap. 

10248 

15 

2002 

OE Type Radiator Cap . 

10259 

20 

V-6 3.5 L 




2010-2004 

OE Type Radiator Cap. 

10248 

15 

2009-2008 

OE Equivalent Fuel Cap. 

10834 


2009-2008 

Oil Filler Cap. 

10099 


2009-2008 

Regular Keyed Alike Fuel Cap. 

17504 


2009-2008 

Regular Locking Fuel Cap. 

10504 


2007-2004 

OE Equivalent Fuel Cap. 

10841 


2007-2004 

Oil Filler Cap. 

10081 


2007-2004 

Regular Keyed Alike Fuel Cap. 

17511 


2007-2004 

Regular Locking Fuel Cap. 

10511 


V-6 3.6 L 




2010-2008 

OE Equivalent Fuel Cap. 

10834 


2010-2008 

Oil Filler Cap 

10099 


2010-2008 

Regular Keyed Alike Fuel Cap. 

17504 


2010-2008 

Regular Locking Fuel Cap. 

10504 


2010-2008 

OE Type Radiator Cap 

10248 

15 

Scion 

FR-S i 

4-Cyl 2.0 L 




2016-2013 

OE Type Radiator Cap. 

10242 

16 

iM 

4-Cyl 1 .8 L 




2016 

OE Equivalent Fuel Cap. 

10834 


2016 

Oil Filler Cap 

10135 


2016 

Regular Keyed Alike Fuel Cap 

17504 


2016 

Regular Locking Fuel Cap. 

10504 


iQ 1 

2013 

OE Equivalent Fuel Cap. 

10834 


2013 

Regular Keyed Alike Fuel Cap. 

17504 


2013 

Regular Locking Fuel Cap. 

10504 
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Caps for Passenger Cars and LightTrucks (1995 and Newer) 


Application 

Part 

Number 

PSI 

Application 


Part 

Number 

PSI 

Scion - Continued 



Subaru - Continued 



iQ - Continued 

B9 Tribeca - Continued 

4-Cyl 1.3 L 



6-Cyl 3.0 L 

- Continued 



2015-2012 OE Equivalent Fuel Cap 

10834 


2007-2006 

Regular Keyed Alike Fuel Cap. 

17508 


2015-2012 Oil Filler Cap 

10135 


2007-2006 

Regular Locking Fuel Cap. 

10508 


2015-2012 Regular Keyed Alike Fuel Cap. 

17504 


2007-2006 

OE Type Radiator Cap. 

10241 

13 

2015-2012 Regular Locking Fuel Cap 

10504 


Baja 




2015-2012 OE Type Radiator Cap 

10242 

16 

4-Cyl 2.5 L 




tc 



2006-2004 

Safety Release Radiator Cap 

10333 

16 

4-Cyl 2.4 L 



2006-2004 

OE Type Radiator/Coolant Recovery Tank/Coolant 

10267 

20 

2010-2005 OE Equivalent Fuel Cap 

10839 



Water Outlet Cap. 



2010-2005 Oil Filler Cap 

10135 


2006-2003 

OE Equivalent Fuel Cap 

10834 


2010-2005 Regular Keyed Alike Fuel Cap 

17509 


2006-2003 

Oil Filler Cap 

10110 


2010-2005 Regular Locking Fuel Cap 

10509 


2006-2003 

Regular Keyed Alike Fuel Cap 

17504 


2010-2005 OE Type Radiator Cap 

10241 

13 

2006-2003 

Regular Locking Fuel Cap. 

10504 


4-Cyl 2.5 L 



2006-2003 

OE Type Radiator/Coolant Recovery Tank Cap 

10233 

16 

2016-2011 OE Equivalent Fuel Cap 

10834 


2003 

Safety Release Radiator Cap. 

✓10333 

16 

2016-2011 Oil Filler Cap 

10135 


BRZ 

2016-2011 Regular Keyed Alike Fuel Cap 

17504 


4-Cyl 2.0 L 




2016-2011 Regular Locking Fuel Cap 

10504 


2016-2013 

OE Equivalent Fuel Cap. 

10834 


2012-2011 OE Type Radiator Cap 

10254 

16 

2015-2013 

Regular Keyed Alike Fuel Cap. 

17504 


xA 

2015-2013 

Regular Locking Fuel Cap. 

10504 


4-Cyl 1.5 L 



Crosstrek 1 

2006-2005 Oil Filler Cap 

10135 


4-Cyl 2.0 L 




2006-2004 OE Equivalent Fuel Cap 

10834 


2016 

OE Equivalent Fuel Cap. 

10834 


2006-2004 Regular Keyed Alike Fuel Cap. 

17504 


Forester 



2006-2004 Regular Locking Fuel Cap. 

10504 


4-Cyl 2.0 L 




2006-2004 OE Type Radiator Cap. 

10242 

16 

2016-2014 

OE Equivalent Fuel Cap. 

10834 


2004 Oil Filler Cap. 

10080 


2015-2014 

Regular Keyed Alike Fuel Cap. 

17504 


xB 



2015-2014 

Regular Locking Fuel Cap. 

10504 


4-Cyl 1.5 L 



4-Cyl 2.5 L 




2006-2005 Oil Filler Cap. 

10135 


2016-2013 

OE Equivalent Fuel Cap. 

10834 


2006-2004 OE Equivalent Fuel Cap. 

10834 


2015-2013 

Regular Keyed Alike Fuel Cap. 

17504 


2006-2004 Regular Keyed Alike Fuel Cap. 

17504 


2015-2013 

Regular Locking Fuel Cap. 

10504 


2006-2004 Regular Locking Fuel Cap. 

10504 


2013-2007 

OE Type Radiator/Coolant Recovery Tank/Coolant 

10267 

20 

2006-2004 OE Type Radiator Cap 

10242 

16 

2013-1998 

Oil Filler Cap. 

10110 


2004 Oil Filler Cap,. ... 

10080 


2012 

OE Equivalent Fuel Cap 

10838 


4-Cyl 2.4 L 



2012 

Regular Keyed Alike Fuel Cap. 

17508 


2014-2008 OE Equivalent Fuel Cap. 

10834 









2012 

Regular Locking Fuel Cap. 

10508 


2014-2008 Oil Filler Cap 

10135 









2011-2007 

Safety Release Radiator Cap. 

10333 

16 


17504 









2011-1999 

OE Type Radiator/Coolant Recovery Tank Cap 

10233 

16 

2014-2008 Regular Locking Fuel Cap. 

10504 


2011 

OE Equivalent Fuel Cap 

10834 


2012-2008 OE Type Radiator Cap. 

10254 

16 








2011 

Regular Keyed Alike Fuel Cap 

17504 


xD 



2011 

Regular Locking Fuel Cap. 

10504 


4-Cyl 1.8 L 



2010-2009 

OE Equivalent Fuel Cap 

10838 


2014-2008 OE Equivalent Fuel Cap 

10834 


2010-2009 

Regular Keyed Alike Fuel Cap. 

17508 


2014-2008 Oil Filler Cap 

10135 


2010-2009 

Regular Locking Fuel Cap. 

10508 


2014-2008 Regular Keyed Alike Fuel Cap 

17504 


2008-2001 

OE Equivalent Fuel Cap 

10834 


2014-2008 Regular Locking Fuel Cap 

10504 


2008-2001 

Regular Keyed Alike Fuel Cap .. . 

17504 


2014-2008 OE Type Radiator Cap 

10242 

16 

2008-2001 

Reqular Lockinq Fuel Cap . 

10504 


SRT 

2006-1999 

Safety Release Radiator Cap. 

✓10333 

16 

Viper 

2000-1998 

OE Equivalent Fuel Cap. 

10817 


V-10 8.4L 



2000-1998 

Pre-Release Fuel Cap. 

10819 


2014-2013 OE Type Radiator Cap 

10235 

20 

2000-1998 


17501 


2014-2013 Safety Release Radiator Cap 

10335 

20 

2000-1998 

Pre-Release Locking Fuel Cap. 

10501 


Subaru 

2000-1998 

Regular Keyed Alike Fuel Cap. 

17591 


B9 T ribeca 



2000-1998 

Regular Locking Fuel Cap. 

10591 


6-Cyl 3.0 L 



1998 

OE Type Radiator/Coolant Recovery Tank Cap . 

10227 

13 

2007-2006 OE Equivalent Fuel Cap 

10838 


1998 

Safety Release Radiator Cap 

✓10327 

13 

2007-2006 Oil Filler Cap 

10110 
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Caps for Passenger Cars and LightTmcks (1995 and Newer) 


Application 

Part 

Number PSI 

Application 

Part 

Number PSI 

Subaru - Continued 


Subaru - Continued 


llmpreza 

llmpreza-Continued 


4-Cyl 1.8 L 

1997-1995 OE Equivalent Fuel Cap 10817 

1997-1995 Oil Filler Cap. 10110 

1997-1995 Pre-Release Fuel Cap 10819 

1997-1995 Pre-Release Keyed Alike Fuel Cap 17501 

1997-1995 Pre-Release Locking Fuel Cap. 10501 

1997-1995 Regular Keyed Alike Fuel Cap. 17591 

1997-1995 Regular Locking Fuel Cap. 10591 

1997-1995 OE Type Radiator/Coolant Recovery Tank Cap. 10227 13 

1997- 1995 Safety Release Radiator Cap. ✓10327 13 

4-Cyl 2.0 L 

2014-2012 OE Equivalent Fuel Cap. 10834 

2014-2012 Regular Keyed Alike Fuel Cap. 17504 

2014-2012 Regular Locking Fuel Cap. 10504 

2005-2004 Safety Release Radiator Cap. 10333 16 

2005-2004 OE Type Radiator/Coolant Recovery Tank/Coolant 10267 20 

Water Outlet Cap. 

2005-2002 OE Equivalent Fuel Cap. 10834 

2005-2002 Oil Filler Cap. 10110 

2005-2002 Regular Keyed Alike Fuel Cap 17504 

2005-2002 Regular Locking Fuel Cap. 10504 

2005-2002 OE Type Radiator/Coolant Recovery Tank Cap 10233 16 

2003-2002 Safety Release Radiator Cap. ✓10333 16 

4-Cyl 2.2 L 

2001-1999 OE Type Radiator/Coolant Recovery Tank Cap 10233 16 

2001-1999 Safety Release Radiator Cap. ✓lOSSS 16 

2001-1995 Oil Filler Cap. 10110 

2001 OE Equivalent Fuel Cap 10834 

2001 Regular Keyed Alike Fuel Cap 17504 

2001 Regular Locking Fuel Cap 10504 

2000-1995 OE Equivalent Fuel Cap 10817 

2000-1995 Pre-Release Fuel Cap 10819 

2000-1995 Pre-Release Keyed Alike Fuel Cap 17501 

2000-1995 Pre-Release Locking Fuel Cap. 10501 

2000-1995 Regular Keyed Alike Fuel Cap. 17591 

2000-1995 Regular Locking Fuel Cap. 10591 

1998- 1995 OE Type Radiator/Coolant Recovery Tank Cap. 10227 13 

1998-1995 Safety Release Radiator Cap. ✓10327 13 

4-Cyl 2.5 L 

2014-2013 OE Equivalent Fuel Cap. 10834 

2014-2013 Regular Keyed Alike Fuel Cap. 17504 

2014-2013 Regular Locking Fuel Cap. 10504 

2014-2004 OE Type Radiator/Coolant Recovery Tank/Coolant 10267 20 

Water Outlet Cap. 

2014-1998 Oil Filler Cap. 10110 

2012-2008 OE Equivalent Fuel Cap. 10838 

2012-2008 Regular Keyed Alike Fuel Cap. 17508 

2012-2008 Regular Locking Fuel Cap 10508 

2011-2004 Safety Release Radiator Cap 10333 16 

2011-1999 OE Type Radiator/Coolant Recovery Tank Cap 10233 16 

2007-2001 OE Equivalent Fuel Cap. 10834 

2007-2001 Regular Keyed Alike Fuel Cap. 17504 

2007-2001 Regular Locking Fuel Cap 10504 

2003-1999 Safety Release Radiator Cap ✓lOSSS 16 

2000-1998 OE Equivalent Fuel Cap 10817 

2000-1998 Pre-Release Fuel Cap 10819 

2000-1998 Pre-Release Keyed Alike Fuel Cap 17501 

2000-1998 Pre-Release Locking Fuel Cap. 10501 

2000-1998 Regular Keyed Alike Fuel Cap. 17591 

2000-1998 Regular Locking Fuel Cap 10591 


4-Cyl 2.5 L - Continued 

1998 OE Type Radiator/Coolant Recovery Tank Cap 10227 13 

1998 Safety Release Radiator Cap ✓10327 13 

Justy 

3- Cyl 1.2 L 

1995 OE Equivalent Fuel Cap. 10825 

1995 Oil Filler Cap. 10110 

1995 Regular Keyed Alike Fuel Cap. 17595 

1995 Regular Locking Fuel Cap. 10595 

1995 OE Type Radiator/Coolant Recovery Tank Cap. 10227 13 

1995 Safety Release Radiator Cap. ✓10327 13 

Legacy 

4- Cyl 2.2 L 

1999-1995 OE Equivalent Fuel Cap. 10817 

1999-1995 Oil Filler Cap. 10110 

1999-1995 Pre-Release Fuel Cap 10819 

1999-1995 Pre-Release Keyed Alike Fuel Cap. 17501 

1999-1995 Pre-Release Locking Fuel Cap 10501 

1999-1995 Regular Keyed Alike Fuel Cap. 17591 

1999-1995 Regular Locking Fuel Cap 10591 

1999-1995 OE Type Radiator/Coolant Recovery Tank Cap. 10227 13 

1999- 1995 Safety Release Radiator Cap. ✓10327 13 

4-Cyl 2.5 L 

2016-2015 OE Type Radiator Cap. 10242 16 

2016 OE Equivalent Fuel Cap. 10834 

2014-2010 OE Equivalent Fuel Cap. 10834 

2014-2010 Regular Keyed Alike Fuel Cap. 17504 

2014-2010 Regular Locking Fuel Cap. 10504 

2014-2005 Safety Release Radiator Cap. 10333 16 

2014-2000 OE Type Radiator/Coolant Recovery Tank Cap 10233 16 

2012-1996 Oil Filler Cap. 10110 

2009-2005 OE Equivalent Fuel Cap. 10838 

2009-2005 Regular Keyed Alike Fuel Cap. 17508 

2009-2005 Regular Locking Fuel Cap 10508 

2009-2005 OE Type Radiator/Coolant Recovery Tank/Coolant 10267 20 

Water Outlet Cap 

2004-2001 OE Equivalent Fuel Cap 10834 

2004-2001 Regular Keyed Alike Fuel Cap 17504 

2004-2001 Regular Locking Fuel Cap 10504 

2004-2000 Safety Release Radiator Cap. ✓10333 16 

2000- 1996 OE Equivalent Fuel Cap. 10817 

2000-1996 Pre-Release Fuel Cap. 10819 

2000-1996 Pre-Release Keyed Alike Fuel Cap 17501 

2000-1996 Pre-Release Locking Fuel Cap. 10501 

2000-1996 Regular Keyed Alike Fuel Cap. 17591 

2000-1996 Regular Locking Fuel Cap 10591 

1999-1996 OE Type Radiator/Coolant Recovery Tank Cap. 10227 13 

1999-1996 Safety Release Radiator Cap. ✓10327 13 

6-Cyl 3.0 L 

2009-2008 OE Equivalent Fuel Cap. 10838 

2009-2008 Oil Filler Cap. 10110 

2009-2008 Regular Keyed Alike Fuel Cap. 17508 

2009-2008 Regular Locking Fuel Cap. 10508 

2009-2008 OE Type Radiator Cap. 10242 16 

6-Cyl 3.6 L 

2016-2010 OE Type Radiator Cap. 10242 16 

2016 OE Equivalent Fuel Cap. 10834 

2014-2010 OE Equivalent Fuel Cap. 10834 

2014-2010 Oil Filler Cap. 10110 


✓Check hood clearance prior to installing this cap 
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Caps for Passenger Cars and LightTrucks (1995 and Newer) 


Application 


Part 

Number 

PSI 

Application 

Part 

Number 

PSI 

Subaru - Continued 



Subaru - Continued 



Legacy 

Continued 



Tribeca - Continued 

6-Cyl 3.6 L 

- Continued 



6-Cyl 3.6 L - Continued 



2014-2010 

Regular Keyed Alike Fuel Cap. 

17504 


2014-2013 Regular Locking Fuel Cap 

10504 


2014-2010 

Reaular Lockina Fuel CaD 

10504 


2014-2008 Oil Filler Cap 

10110 


Outback 



2014-2008 OE Type Radiator Cap. 

10241 

13 

4-Cyl 2.5 L 




2012-2008 OE Equivalent Fuel Cap 

10838 


2016-2015 

OE Type Radiator Cap 

10242 

16 

2012-2008 Regular Keyed Alike Fuel Cap 

17508 


2016 

OE Equivalent Fuel Cap 

10834 


2012-2008 Regular Locking Fuel Cap. 

10508 


2014-2010 

OE Equivalent Fuel Cap 

10834 


WRX I 

2014-2010 

Regular Keyed Alike Fuel Cap 

17504 


4-Cyl 2.0 L 



2014-2010 

Regular Locking Fuel Cap. 

10504 


2016-2015 OE Equivalent Fuel Cap 

10834 


2014-2005 

Safety Release Radiator Cap 

10333 

16 

2015 Regular Keyed Alike Fuel Cap 

17504 


2014-2000 

OE Type Radiator/Coolant Recovery Tank Cap 

10233 

16 

2015 Regular Locking Fuel Cap 

10504 


2012-2000 

Oil Filler Cap 

10110 


4-Cyl 2.5 L 



2009-2005 

OE Equivalent Fuel Cap 

10838 


2014-2013 OE Equivalent Fuel Cap 

10834 


2009-2005 

Regular Keyed Alike Fuel Cap 

17508 


2014-2013 Regular Keyed Alike Fuel Cap 

17504 


2009-2005 

Regular Locking Fuel Cap. 

10508 


2014-2013 Regular Locking Fuel Cap 

10504 


2009-2005 

OE Type Radiator/Coolant Recovery Tank/Coolant 

10267 

20 

2014-2012 Oil Filler Cap 

10110 



Water Outlet Cap. 



2014-2012 OE Type Radiator/Coolant Recovery Tank/Coolant 

10267 

20 

2004-2001 


10834 


Water Outlet Cap. 



2004-2001 

Regular Keyed Alike Fuel Cap 

17504 


2012 OE Equivalent Fuel Cap. 

10838 


2004-2001 

Regular Locking Fuel Cap. 

10504 


2012 Regular Keyed Alike Fuel Cap. 

17508 


2004-2000 

Safety Release Radiator Cap 

✓10333 

16 

2012 Regular Locking Fuel Cap. 

10508 









2000 

OE Equivalent Fuel Cap. 

10817 


WRX STI 1 

2000 

Pre-Release Fuel Cap. 

10819 


4-Cyl 2.5 L 



2000 

Pre-Release Keyed Alike Fuel Cap. 

17501 


2016-2013 OE Equivalent Fuel Cap. 

10834 


2000 

Pre-Release Locking Fuel Cap. 

10501 


2016-2013 OE Type Radiator/Coolant Recovery Tank/Coolant 

10267 

20 

2000 

Regular Keyed Alike Fuel Cap 

17591 


Water Outlet Cap. 



2000 

Regular Locking Fuel Cap. 

10591 


2015-2013 Oil Filler Cap . 

10110 


6-Cyl 3.0 L 




2015-2013 Regular Keyed Alike Fuel Cap 

17504 


2009-2005 

OE Equivalent Fuel Cap, 

10838 


2015-2013 Regular Locking Fuel Cap 

10504 


2009-2005 

Regular Keyed Alike Fuel Cap. 

17508 


XV 

2009-2005 

Regular Locking Fuel Cap. 

10508 


4-Cyl 2.0 L 



2009-2001 

Oil Filler Cap 

10110 


2014-2013 OE Equivalent Fuel Cap 

10834 


2009-2001 


1024? 

16 

2014-2013 Regular Keyed Alike Fuel Cap 

17504 


2004-2001 

OE Equivalent Fuel Cap 

10834 

2014-2013 Regular Locking Fuel Cap 

10504 


2004-2001 

Regular Keyed Alike Fuel Cap. 

17504 


XV Crosstrek 1 

2004-2001 

Regular Locking Fuel Cap. 

10504 


4-Cyl 2.0 L 



6-Cyl 3.6 L 




2015-2013 OE Equivalent Fuel Cap 

10834 


2016-2010 

OE Type Radiator Cap 

10242 

16 

2015-2013 Regular Keyed Alike Fuel Cap 

17504 


2016 

OE Equivalent Fuel Cap 

10834 


2015-2013 Regular Locking Fuel Cap. 

10504 


2014-2010 

OE Equivalent Fuel Cap 

10834 


4-Cyl 2.0 L ELECTRIC/GAS 



2014-2010 

Oil Filler Cap 

10110 


2014 OE Equivalent Fuel Cap 

10834 


2014-2010 


17504 


2014 Regular Keyed Alike Fuel Cap 

17504 


2014-2010 

Regular Locking Fuel Cap. 

10504 


2014 Regular Locking Fuel Cap 

10504 


svx 

Suzuki 

6-Cyl 3.3 L 




Aerio | 

1997-1995 

OE Equivalent Fuel Cap 

10817 


4-Cyl 2.0 L 



1997-1995 

Oil Filler Cap 

10110 



10825 


1997-1995 

Pre-Release Fuel Cap. 

10819 


2003-2002 Oil Filler Cap 

10081 


1997-1995 

Pre-Release Keyed Alike Fuel Cap. 

17501 



17595 


1997-1995 

Pre-Release Locking Fuel Cap. 

10501 



10595 


1997-1995 

Regular Keyed Alike Fuel Cap. 

17591 



10242 

16 

1997-1995 

Regular Locking Fuel Cap. 

10591 


4-Cyl 2.3 L 



1997-1995 

OE Type Radiator/Coolant Recovery Tank Cap. 

10227 

13 

2007-2005 Oil Filler Cap 

10134 


1997-1995 

Safety Release Radiator Cap. 

✓10327 

13 


10834 


Tribeca 




2007-2004 Regular Keyed Alike Fuel Cap. 

17504 


6-Cyl 3.6 L 




2007-2004 Regular Locking Fuel Cap. 

10504 


2014-2013 

OE Equivalent Fuel Cap. 

10834 


2007-2004 OE Type Radiator Cap. 

10242 

16 

2014-2013 

Regular Keyed Alike Fuel Cap. 

17504 


2004 Oil Filler Cap. 

10081 



✓Check hood clearance prior to installing this cap 


198 
















































































































Caps for Passenger Cars and LightTmcks (1995 and Newer) 


Application 


Part 

Number 

PSI 

Application 

Part 

Number 

PSI 

Suzuki 

- Continued 



Suzuki - Continued 



Equator 

Grand Vitara - Continued ! 

4-Cyl 2.5 L 




V-6 2.7 L - Continued 



2012-2009 

OE Equivalent Fuel Cap 

10838 


2001 OE Type Radiator Cap. 

10242 

16 

2012-2009 

Regular Keyed Alike Fuel Cap 

17508 


V-6 3.2 L 



2012-2009 

Reqular Lockinq Fuel Cap 

10508 


2010-2009 OE Equivalent Fuel Cap 

10834 


V-64.0L 




2009 Regular Keyed Alike Fuel Cap 

17504 


2011-2009 

OE Equivalent Fuel Cap. 

10838 


2009 Regular Locking Fuel Cap. 

10504 


2011-2009 

Regular Keyed Alike Fuel Cap 

17508 


Kizashi 1 

2011-2009 

Regular Locking Fuel Cap. 

10508 


4-Cyl 2.4 L 



2011-2009 

OE Type Radiator/Coolant Recovery Tank Cap 

10233 

16 

2013-2010 OE Equivalent Fuel Cap. 

10834 


2011-2009 

Safety Release Radiator Cap 

10333 

16 

2013-2010 Oil Filler Cap 

10134 


Esteem 




2013-2010 Regular Keyed Alike Fuel Cap 

17504 


4-Cyl 1.6 L 




2013-2010 Regular Locking Fuel Cap. 

10504 


2001-1995 

OE Equivalent Fuel Cap 

10825 


2013-2010 OE Type Radiator Cap 

10242 

16 








2001-1995 

Regular Keyed Alike Fuel Cap 

17595 


Reno ! 

2001-1995 

Regular Locking Fuel Cap 

10595 


4-Cyl 2.0 L 



2000-1995 

OE Type Radiator Cap. 

10242 

16 


10841 


1999-1995 

Oil Filler Cap 

10081 


2008-2005 Oil Filler Cap 

10140 


4-Cyl 1.8 L 




2008-2005 Regular Keyed Alike Fuel Cap. 

17511 


2002-2001 

OE Type Radiator Cap. 

10241 

13 


10511 


2002-1999 

OE Equivalent Fuel Cap. 

10825 


2008-2005 OE Type Radiator/Coolant Recovery Tank Cap 

10261 

20 

2002-1999 

Oil Filler Cap 

10081 


Samurai i 

2002-1999 

Regular Keyed Alike Fuel Cap 

17595 


4-Cyl 1.3 L 



2002-1999 

Regular Locking Fuel Cap 

10595 



10817 


2002-1999 

OE Type Radiator Cap. 

10242 

16 

1995 Oil Filler Cap 

10083 


Forenza 

1995 Pre-Release Fuel Cap .. .. 

10819 


4-Cyl 2.0 L 




1995 Pre-Release Keyed Alike Fuel Cap 

17501 


2008-2004 

OE Equivalent Fuel Cap. 

10841 


1995 Pre-Release Locking Fuel Cap. 

10501 


2008-2004 

Oil Filler Cap. 

10140 


1995 Regular Keyed Alike Fuel Cap. 

17591 


2008-2004 

Regular Keyed Alike Fuel Cap. 

17511 


1995 Regular Locking Fuel Cap. 

10591 


2008-2004 

Regular Locking Fuel Cap. 

10511 


1995 OE Type Radiator/Coolant Recovery Tank Cap. 

10227 

13 

2008-2004 

OE Type Radiator/Coolant Recovery Tank Cap. 

10261 

20 

1995 Safety Release Radiator Cap. 

.... ^10327 

13 

Grand Vitara 

Sidekick 

4-Cyl 2.4 L 




4-Cyl 1.6 L 



2013-2009 

OE Equivalent Fuel Cap. 

10834 


1998-1996 Oil Filler Cap. 

10081 


2013-2009 

Oil Filler Cap. 

10134 


1998-1995 OE Equivalent Fuel Cap. 

10825 


2013-2009 

Regular Keyed Alike Fuel Cap. 

17504 


1998-1995 Regular Keyed Alike Fuel Cap. 

17595 


2013-2009 

Regular Locking Fuel Cap. 

10504 


1998-1995 Regular Locking Fuel Cap. 

10595 


2013-2009 

OE Type Radiator Cap. 

10242 

16 


10242 

16 

V-6 2.5 L 




1995 Oil Filler Cap; W/8-Valve Eng. 

10083 


2005-2004 

OE Equivalent Fuel Cap. 

10834 


1995 Oil Filler Cap; W/16-Valve Eng. 

10081 


2005-2004 

Regular Keyed Alike Fuel Cap. 

17504 


4-Cyl 1.8 L 



2005-2004 

Regular Locking Fuel Cap. 

10504 


1998-1996 OE Equivalent Fuel Cap. 

10825 


2005-1999 

OE Type Radiator Cap 

10242 

16 

1998-1996 Oil Filler Cap . 

10081 


2005 

Oil Filler Cap 

10134 


1998-1996 Regular Keyed Alike Fuel Cap. 

17595 


2004-1999 

Oil Filler Cap 

10081 


1998-1996 Regular Locking Fuel Cap. 

10595 


2003-1999 

OE Equivalent Fuel Cap. 

10825 


1998-1996 OE Type Radiator Cap. 

10242 

16 

2003-1999 

Regular Keyed Alike Fuel Cap 

17595 


Swift ! 

2003-1999 

Regular Locking Fuel Cap. 

10595 


4-Cyl 1.3 L 



V-6 2.7 L 




2001 -1995 OE Equivalent Fuel Cap. 

10825 


2008-2006 

OE Equivalent Fuel Cap 

10834 


2001-1995 Oil Filler Cap 

10081 


2008-2006 

Oil Filler Cap 

10134 


2001 -1995 Regular Keyed Alike Fuel Cap. 

17595 


2008-2006 

Regular Keyed Alike Fuel Cap 

17504 


2001 -1995 Regular Locking Fuel Cap. 

10595 


2008-2006 

Regular Locking Fuel Cap 

10504 

16 

2001-1995 OE Type Radiator Cap 

10242 

16 

2008-2006 

2008-2006 

OE Type Radiator/Coolant Recovery Tank Cap 
Safety Release Radiator Cap. 

10233 

✓10333 

Swift* l! 

16 

4-Cyl 1.6 L 



2001 

OE Equivalent Fuel Cap 

10825 


2004 OE Equivalent Fuel Cap. 

10841 


2001 

Oil Filler Cap 

10081 


2004 Regular Keyed Alike Fuel Cap 

17511 


2001 

Regular Keyed Alike Fuel Cap. 

17595 


2004 Regular Locking Fuel Cap. 

10511 


2001 

Regular Locking Fuel Cap 

10595 


2004 OE Type Radiator Cap 

10259 

20 


✓Check hood clearance prior to installing this cap 
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Caps for Passenger Cars and LightTrucks (1995 and Newer) 


Application 


Part 

Number 

PSI 

Application 


Part 

Number 

PSI 

Suzuki 

- Continued 



Suzuki 

- Continued 



SX4 

XL-7 - Continued 

4-Cyl 2.0 L 




V-6 2.7 L - 

Continued 



2013-2011 

Regular Keyed Alike Fuel Cap. 

17504 


2003-2002 

Regular Locking Fuel Cap. 

10595 


2013-2011 

Regular Locking Fuel Cap. 

10504 


2003-2002 

OE Type Radiator Cap. . . 

10242 

16 

2013-2007 

OE Equivalent Fuel Cap 

10834 


V-6 3.6 L 




2013-2007 


10134 


2009-2007 

OE Equivalent Fuel Cap 

10841 


2013-2007 


10242 

16 

2009-2007 

Regular Keyed Alike Fuel Cap 

17511 


2009-2007 


17504 


2009-2007 

Regular Locking Fuel Cap. 

10511 


2009-2007 


10504 


2009-2007 

OE Type Radiator Cap. 

10248 

15 









SX4 Crossover 

Toyota 

4-Cyl 2.0 L 




4Runner 



2012 

OE Equivalent Fuel Cap 

10834 


4-Cyl 2.4 L 




2012 

Oil Filler Cap 

10134 


1995 

OE Equivalent Fuel Cap 

10825 


2012 

Regular Keyed Alike Fuel Cap 

17504 


1995 

Oil Filler Cap. 

10080 


2012 

Regular Locking Fuel Cap. 

10504 


1995 

Regular Keyed Alike Fuel Cap 

17595 


2012 

OE Type Radiator Cap 

10242 

16 

1995 

Regular Locking Fuel Cap. 

10595 


Verona 

1995 

OE Type Radiator/Coolant Recovery Tank Cap 

10227 

13 

6-Cyl 2.5 L 




1995 

Safety Release Radiator Cap 

✓10327 

13 

2006-2004 

OE Equivalent Fuel Cap 

10834 


4-Cyl 2.7 L 




2006-2004 

Regular Keyed Alike Fuel Cap. 

17504 


2010 

OE Equivalent Fuel Cap 

10834 


2006-2004 

Regular Locking Fuel Cap .. 

10504 


2010 

Oil Filler Cap. 

10135 


2006-2004 

OE Type Radiator Cap. 

10259 

20 

2010 

Reqular Keyed Alike Fuel Cap 

17504 










Vitara 

2010 

Regular Locking Fuel Cap. 

10504 


4-Cyl 1.6 L 




2010 

OE Type Radiator Cap. 

10241 

13 

2002-2001 

Oil Filler Cap. 

10081 


2000-1996 

OE Equivalent Fuel Cap. 

10825 


2002-1999 

OE Equivalent Fuel Cap. 

10825 


2000-1996 

Oil Filler Cap. 

10080 


2002-1999 

Regular Keyed Alike Fuel Cap. 

17595 


2000-1996 

Regular Keyed Alike Fuel Cap. 

17595 


2002-1999 

Regular Locking Fuel Cap. 

10595 


2000-1996 

Regular Locking Fuel Cap. 

10595 


2002-1999 

OE Type Radiator Cap. 

10242 

16 

2000-1996 

OE Type Radiator Cap. 

10241 

13 

2000-1999 

Oil Filler Cap. 

10134 


V-6 3.0 L 




4-Cyl 2.0 L 




1995 

OE Equivalent Fuel Cap. 

10825 


2003-1999 

OE Equivalent Fuel Cap. 

10825 


1995 

Oil Filler Cap. 

10080 


2003-1999 

Oil Filler Cap. 

10081 


1995 

Regular Keyed Alike Fuel Cap . 

17595 


2003-1999 

Regular Keyed Alike Fuel Cap 

17595 


1995 

Regular Locking Fuel Cap. 

10595 


2003-1999 

Regular Locking Fuel Cap. 

10595 


1995 

OE Type Radiator/Coolant Recovery Tank Cap 

10227 

13 

2003-1999 

OE Type Radiator Cap. 

10242 

16 

1995 

Safety Release Radiator Cap. 

✓10327 

13 

V-6 2.5 L 




V-6 3.4 L 




2004 

OE Equivalent Fuel Cap. 

10834 


2002-2001 

OE Equivalent Fuel Cap. 

10834 


2004 

Oil Filler Cap. 

10081 


2002-2001 

Regular Keyed Alike Fuel Cap . 

17504 


2004 

Regular Keyed Alike Fuel Cap. 

17504 


2002-2001 

Regular Locking Fuel Cap. 

10504 


2004 

Regular Locking Fuel Cap. 

10504 


2002-2001 

OE Type Radiator Cap. 

10242 

16 

2004 

OE Type Radiator Cap. 

10242 

16 

2002-1996 

Oil Filler Cap 

10080 


X-90 




2000-1996 

OE Equivalent Fuel Cap 

10825 


4-Cyl 1.6 L 




2000-1996 

Regular Keyed Alike Fuel Cap 

17595 


1998-1996 

OE Equivalent Fuel Cap 

10825 


2000-1996 

Regular Locking Fuel Cap. 

10595 


1998-1996 


10081 


2000-1996 

OE Type Radiator Cap. 

10241 

13 

1998-1996 

Regular Keyed Alike Fuel Cap 

17595 


V-6 4.0 L 




1998-1996 

Regular Locking Fuel Cap. 

10595 


2016-2010 

OE Equivalent Fuel Cap 

10834 


1998-1996 

OE Type Radiator Cap 

10242 

16 

2016-2010 

Regular Keyed Alike Fuel Cap 

17504 


XL-7 

2016-2010 

Regular Locking Fuel Cap. 

10504 


V-6 2.7 L 




2013-2010 

OE Type Radiator Cap 

10241 

13 

2006-2004 

OE Equivalent Fuel Cap 

10834 


2012-2004 

Oil Filler Cap. 

10135 


2006-2004 

Oil Filler Cap 

10134 


2009-2003 

OE Equivalent Fuel Cap 

10839 


2006-2004 

Regular Keyed Alike Fuel Cap. 

17504 


2009-2003 

Regular Keyed Alike Fuel Cap 

17509 


2006-2004 

Regular Locking Fuel Cap. 

10504 


2009-2003 

Regular Locking Fuel Cap 

10509 


2006-2004 

OE Type Radiator/Coolant Recovery Tank Cap 

10233 

16 

2009 

OE Type Radiator Cap; From 02/2009 

10241 

13 

2006-2004 

Safety Release Radiator Cap 

✓10333 

16 

2009 

OE Type Radiator Cap; To 01/2009. 

10242 

16 

2003-2002 

OE Equivalent Fuel Cap 

10825 

2008-2003 

OE Type Radiator Cap. 

10242 

16 

2003-2002 

Oil Filler Cap 

10081 


2003 

Oil Filler Cap. 

10080 


2003-2002 

Regular Keyed Alike Fuel Cap . 

17595 







✓Check hood clearance prior to installing this cap 


200 




















































































































Caps for Passenger Cars and LightTmcks (1995 and Newer) 


Application 


Part 

Number 

PSI 

Toyota 

- Continued 



4Runner - Continued 

V-84.7L 

2009-2003 

OE Equivalent Fuel Cap 

10839 


2009-2003 

Regular Keyed Alike Fuel Cap. 

17509 


2009-2003 

Regular Locking Fuel Cap 

10509 


2009-2003 

OE Type Radiator Cap. 

10242 

16 

2009 

Oil Filler Cap 

10135 

2008-2003 

Oil Filler Cap 

10080 


Avalon i 

4-Cyl 2.5 L 

2016 

Oil Filler Cap. 

10135 


2016 

OE Type Radiator Cap 

10242 

16 

2014-2013 

Oil Filler Cap. 

10135 

2014-2013 

OE Type Radiator Cap 

10242 

16 

4-Cyl 2.5 L 

ELECTRIC/GAS 

2016 

OE Equivalent Fuel Cap 

10834 


2016 

Regular Keyed Alike Fuel Cap 

17504 


2016 

Regular Locking Fuel Cap 

10504 


2015-2013 

OE Type Radiator Cap. 

10254 

16 

2014-2013 

OE Equivalent Fuel Cap 

10834 


2014-2013 

Regular Keyed Alike Fuel Cap 

17504 


2014-2013 

Regular Locking Fuel Cap. 

10504 


V-6 3.0 L 

2004-2000 

OE Equivalent Fuel Cap. 

10834 


2004-2000 

Regular Keyed Alike Fuel Cap. 

17504 


2004-2000 

Regular Locking Fuel Cap. 

10504 


2004-1997 

Oil Filler Cap. 

10121 


2004-1995 

OE Type Radiator/Coolant Recovery Tank Cap. 

10233 

16 

2004-1995 

Safety Release Radiator Cap. 

✓10333 

16 

1999-1995 

OE Equivalent Fuel Cap. 

10825 

1999-1995 

Regular Keyed Alike Fuel Cap. 

17595 


1999-1995 

Regular Locking Fuel Cap. 

10595 


1996-1995 

Oil Filler Cap. 

10113 


V-6 3.5 L 

2016 

OE Equivalent Fuel Cap. 

10834 


2016 

Oil Filler Cap. 

10135 


2016 

Regular Keyed Alike Fuel Cap 

17504 


2016 

Regular Locking Fuel Cap 

10504 


2016 

OE Type Radiator Cap . . 

10242 

16 

2014-2007 

OE Equivalent Fuel Cap. 

10834 

2014-2007 

Regular Keyed Alike Fuel Cap 

17504 


2014-2007 

Regular Locking Fuel Cap 

10504 


2014-2005 

Oil Filler Cap. 

10135 


2014-2005 

OE Type Radiator Cap 

10242 

16 

2006-2005 

OE Equivalent Fuel Cap. 

10839 

2006-2005 

Regular Keyed Alike Fuel Cap 

17509 


2006-2005 

Regular Locking Fuel Cap 

10509 


Camry 

4-Cyl 2.2 L 

2001-2000 

OE Equivalent Fuel Cap 

10834 


2001-2000 

Regular Keyed Alike Fuel Cap. 

17504 


2001-2000 

Regular Locking Fuel Cap 

10504 


2001-1995 

Oil Filler Cap 

10080 


2001-1995 

OE Type Radiator Cap. 

10241 

13 

1999 

OE Equivalent Fuel Cap; Models made in USA.; Early 

10825 


1999 

OE Equivalent Fuel Cap; Models made in USA.; Late. 

10834 


1999 

Regular Keyed Alike Fuel Cap; Models made in USA.; 
Early. 

17595 


1999 

Regular Keyed Alike Fuel Cap; Models made in USA.; 
Late. 

17504 


1999 

Regular Locking Fuel Cap; Models made in USA.; Early 

10595 



Part 

Number 


Application 


Toyota - Continued 


Camry - Continued 

4-Cyl 2.2 L - Continued 

1999 Regular Locking Fuel Cap; Models made in USA.; Late 10504 

1998-1995 OE Equivalent Fuel Cap 10825 

1998-1995 Regular Keyed Alike Fuel Cap. 17595 

1998-1995 Regular Locking Fuel Cap 10595 

4-Cyl 2.2 L CNG 

2001-2000 OE Equivalent Fuel Cap 10834 

2001-2000 Oil Filler Cap 10080 

2001-2000 Regular Keyed Alike Fuel Cap 17504 

2001-2000 Regular Locking Fuel Cap 10504 

2001- 2000 OE Type Radiator Cap. 10241 

4-Cyl 2.4 L 

2009-2007 OE Equivalent Fuel Cap. 10834 

2009-2007 Regular Keyed Alike Fuel Cap. 17504 

2009-2007 Regular Locking Fuel Cap 10504 

2009-2002 Oil Filler Cap. 10135 

2009-2002 OE Type Radiator Cap. 10242 

2006-2003 OE Equivalent Fuel Cap. 10839 

2006-2003 Regular Keyed Alike Fuel Cap. 17509 

2006-2003 Regular Locking Fuel Cap 10509 

2002 OE Equivalent Fuel Cap. 10834 

2002 OE Equivalent Fuel Cap; W/O Threaded Filler Neck. 10839 

2002 Regular Keyed Alike Fuel Cap; W/O Threaded Filler 17509 

Neck. 

2002 Regular Keyed Alike Fuel Cap; W/Threaded Filler Neck. 17504 

2002 Regular Locking Fuel Cap. 10504 

2002 Regular Locking Fuel Cap; W/O Threaded Filler Neck.... 10509 

4-Cyl 2.4 L ELECTRIC/GAS 

2011-2007 OE Equivalent Fuel Cap 10825 

2011-2007 Oil Filler Cap 10135 

2011-2007 Regular Keyed Alike Fuel Cap 17595 

2011-2007 Regular Locking Fuel Cap 10595 

2011-2007 OE Type Radiator Cap 10242 

4-Cyl 2.5 L 

2016-2010 OE Equivalent Fuel Cap 10834 

2016-2010 Oil Filler Cap 10135 

2016-2010 Regular Keyed Alike Fuel Cap. 17504 

2016-2010 Regular Locking Fuel Cap 10504 

2016-2010 OE Type Radiator Cap 10242 

2013 OE Type Radiator Cap 10254 

4-Cyl 2.5 L ELECTRIC/GAS 

2016-2015 OE Equivalent Fuel Cap. 10834 

2016-2015 Regular Keyed Alike Fuel Cap. 17504 

2016-2015 Regular Locking Fuel Cap 10504 

2016 Oil Filler Cap. 10135 

2015-2013 OE Type Radiator Cap. 10254 

2012 OE Equivalent Fuel Cap. 10834 

2012 Regular Keyed Alike Fuel Cap. 17504 

2012 Regular Locking Fuel Cap. 10504 

2012 OE Type Radiator Cap. 10242 

V-6 3.0 L 

2006-2003 OE Equivalent Fuel Cap. 10839 

2006-2003 Regular Keyed Alike Fuel Cap. 17509 

2006-2003 Regular Locking Fuel Cap. 10509 

2006-1999 Oil Filler Cap. 10121 

2006-1995 OE Type Radiator/Coolant Recovery Tank Cap. 10233 

2006-1995 Safety Release Radiator Cap. ✓10333 

2002- 2000 OE Equivalent Fuel Cap. 10834 

2002-2000 Regular Locking Fuel Cap 10504 

2002 OE Equivalent Fuel Cap; W/O Threaded Filler Neck. 10839 


PSI 


13 


16 


16 


16 

16 


16 


16 


16 

16 
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Caps for Passenger Cars and LightTrucks (1995 and Newer) 


Application 


Part 

Number 

PSI 

Toyota 

- Continued 



Camry - Continued I 

V-6 3.0L- 

Continued 



2002 

Regular Keyed Alike Fuel Cap; W 10 Threaded Filler 

17509 



Neck. 



2002 

Regular Keyed Alike Fuel Cap; W/Threaded Filler Neck. 

17504 


2002 

Regular Locking Fuel Cap; W/O Threaded Filler Neck 

10509 


2001-2000 

Regular Keyed Alike Fuel Cap 

17504 


1999 

OE Equivalent Fuel Cap; Models made in USA.; Early 

10825 


1999 

OE Equivalent Fuel Cap; Models made in USA.; Late 

10834 


1999 

Regular Keyed Alike Fuel Cap; Models made in USA.; 

17595 



Early. 



1999 

Regular Keyed Alike Fuel Cap; Models made in USA.; 

17504 



Late. 



1999 

Regular Locking Fuel Cap; Models made in USA.; Early 

10595 


1999 

Regular Locking Fuel Cap; Models made in USA.; Late 

10504 


1998-1995 

OE Equivalent Fuel Cap. 

10825 


1998-1995 

Oil Filler Cap. 

10113 


1998-1995 

Regular Keyed Alike Fuel Cap. 

17595 


1998-1995 

Regular Locking Fuel Cap. 

10595 


V-6 3.3 L 




2006-2004 

OE Equivalent Fuel Cap 

10839 


2006-2004 

Oil Filler Cap 

10121 


2006-2004 

Regular Keyed Alike Fuel Cap 

17509 


2006-2004 

Regular Locking Fuel Cap. 

10509 


2006-2004 

OE Type Radiator/Coolant Recovery Tank Cap 

10233 

16 

2006-2004 

Safety Release Radiator Cap 

✓10333 

16 

V-6 3.5 L 




2016-2010 

Oil Filler Cap 

10135 


2016-2007 

OE Equivalent Fuel Cap 

10834 


2016-2007 

Regular Keyed Alike Fuel Cap. 

17504 


2016-2007 

Regular Locking Fuel Cap. 

10504 


2016-2007 

OE Type Radiator Cap. 

10242 

16 

2009 

Oil Filler Cap 

10080 


2008-2007 

Oil Filler Cap 

10135 


Celica 

4-Cyl 1.8 L 




2005-2000 

OE Equivalent Fuel Cap 

10834 


2005-2000 

Oil Filler Cap 

10080 


2005-2000 

Regular Keyed Alike Fuel Cap 

17504 


2005-2000 

Regular Locking Fuel Cap. 

10504 


2005-2000 

OE Type Radiator Cap. 

10254 

16 

1997-1995 

OE Equivalent Fuel Cap. 

10825 


1997-1995 

Oil Filler Cap. 

10080 


1997-1995 

Regular Keyed Alike Fuel Cap. 

17595 


1997-1995 

Regular Locking Fuel Cap. 

10595 


1997-1995 

OE Type Radiator Cap. 

10241 

13 

4-Cyl 2.2 L 




1999-1995 

OE Equivalent Fuel Cap. 

10825 


1999-1995 

Oil Filler Cap. 

10080 


1999-1995 

Regular Keyed Alike Fuel Cap 

17595 


1999-1995 

Regular Locking Fuel Cap. 

10595 


1999-1995 

OE Type Radiator Cap. 

10241 

13 

Corolla ! 

4-Cyl 1.6 L 




1997-1995 

OE Equivalent Fuel Cap. 

10825 


1997-1995 

Oil Filler Cap. 

10080 


1997-1995 

Regular Keyed Alike Fuel Cap. 

17595 


1997-1995 

Regular Locking Fuel Cap. 

10595 


1997-1995 

OE Type Radiator Cap. 

10241 

13 

4-Cyl 1.8 L 




2016-2007 

Regular Keyed Alike Fuel Cap. 

17504 



Application 


Part 

Number 

PSI 

Toyota 

- Continued 



Corolla ■ 

- Continued 



4-Cyl 1.8 L 

- Continued 



2016-2003 

Oil Filler Cap. 

10135 


2016-2000 

OE Equivalent Fuel Cap 

10834 


2016-2000 

Regular Locking Fuel Cap. 

10504 


2016-1995 

OE Type Radiator Cap 

10241 

13 

2006-2005 

OE Equivalent Fuel Cap; W/O Threaded Filler Neck. 

10839 


2006-2005 

Regular Keyed Alike Fuel Cap; W/O Threaded Filler 

17509 



Neck. 



2006-2005 

Regular Keyed Alike Fuel Cap; W/Threaded Filler Neck. 

17504 


2006-2005 

Regular Locking Fuel Cap; W/O Threaded Filler Neck.... 

10509 


2004-2000 

Regular Keyed Alike Fuel Cap 

17504 


2002-1995 

Oil Filler Cap. 

10080 


1999-1995 

OE Equivalent Fuel Cap. 

10825 


1999-1995 

Regular Keyed Alike Fuel Cap. 

17595 


1999-1995 

Regular Locking Fuel Cap. 

10595 


4-Cyl 2.4 L 




2012-2009 

OE Equivalent Fuel Cap. 

10834 


2012-2009 

OE Type Radiator Cap. 

10241 

13 

2011-2009 

Oil Filler Cap. 

10135 


2011-2009 

Regular Keyed Alike Fuel Cap. 

17504 


2011-2009 

Regular Locking Fuel Cap. 

10504 


Echo 

4-Cyl 1.5 L 




2005-2000 

OE Equivalent Fuel Cap. 

10834 


2005-2000 

Regular Keyed Alike Fuel Cap. 

17504 


2005-2000 

Regular Locking Fuel Cap. 

10504 


2005-2000 

OE Type Radiator Cap. 

10242 

16 

2005 

Oil Filler Cap. 

10135 


2004-2003 

Oil Filler Cap. 

10080 


2002-2000 

Oil Filler Cap. 

10135 


FJ Cruiser ; 

V-6 4.0 L 




2014-2010 

OE Type Radiator Cap 

10241 

13 

2014-2007 

OE Equivalent Fuel Cap 

10834 


2014-2007 

Regular Keyed Alike Fuel Cap 

17504 


2014-2007 

Regular Locking Fuel Cap 

10504 


2012-2007 

Oil Filler Cap. 

10135 


2011-2010 

OE Type Radiator Cap 

10242 

16 

2009 

OE Type Radiator Cap; From 02/2009 

10241 

13 

2009 

OE Type Radiator Cap; To 01/2009 

10242 

16 

2008-2007 

OE Type Radiator Cap 

10242 

16 

Hiace 1 

4-Cyl 2.7 L 




2014-2006 

OE Type Radiator Cap. 

10254 

16 

Highlander 

4-Cyl 2.4 L 




2007-2001 

Oil Filler Cap 

10135 


2007-2001 

OE Type Radiator Cap. 

10242 

16 

2007 

OE Equivalent Fuel Cap 

10834 


2007 

Regular Keyed Alike Fuel Cap 

17504 


2007 

Regular Locking Fuel Cap 

10504 


2006-2004 

OE Equivalent Fuel Cap. 

10839 


2006-2004 

Regular Keyed Alike Fuel Cap. 

17509 


2006-2004 

Regular Locking Fuel Cap. 

10509 


2003-2001 

OE Equivalent Fuel Cap. 

10834 


2003-2001 

Regular Keyed Alike Fuel Cap. 

17504 


2003-2001 

Regular Locking Fuel Cap. 

10504 


4-Cyl 2.7 L 




2016-2015 

Regular Keyed Alike Fuel Cap. 

17504 



✓Check hood clearance prior to installing this cap 
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Caps for Passenger Cars and LightTmcks (1995 and Newer) 


Application 


Part 

Number 

PSI 

Application 


Part 

Number 

PSI 

Toyota 

- Continued 



Toyota 

- Continued 



Highlander - Continued 

Land Cruiser \ 

4-Cyl 2.7 L 

- Continued 



6-Cyl 4.5 L 




2016-2009 

OE Equivalent Fuel Cap 

10834 


1997-1995 

OE Equivalent Fuel Cap. 

10825 


2016-2009 

Oil Filler Cap. 

10135 


1997-1995 

Oil Filler Cap. 

10080 


2016-2009 

Regular Locking Fuel Cap 

10504 


1997-1995 

Regular Keyed Alike Fuel Cap. 

17595 


2016-2009 

OE Type Radiator Cap. 

10242 

16 

1997-1995 

Regular Locking Fuel Cap. 

10595 


2014 

Regular Keyed Alike Fuel Cap; From 12/2013 

17504 


1997-1995 

OE Type Radiator/Coolant Recovery Tank Cap 

10227 

13 

2013-2009 

Regular Keyed Alike Fuel Cap. 

17504 


1997-1995 

Safety Release Radiator Cap. 

✓10327 

13 

V-6 3.0L 




V-84.7L 




2003-2001 

OE Equivalent Fuel Cap. 

10834 


2007-2000 

OE Equivalent Fuel Cap. 

10834 


2003-2001 

Oil Filler Cap 

10121 


2007-2000 

Regular Keyed Alike Fuel Cap 

17504 


2003-2001 

Regular Keyed Alike Fuel Cap 

17504 


2007-2000 

Regular Locking Fuel Cap. 

10504 


2003-2001 

Regular Locking Fuel Cap 

10504 


2007-1998 

Oil Filler Cap. 

10080 


2003-2001 

OE Type Radiator Cap. 

10242 

16 

2007-1998 

OE Type Radiator/Coolant Recovery Tank Cap 

10233 

16 

V-6 3.3L 




2007-1998 

Safety Release Radiator Cap. 

✓10333 

16 

2007-2004 

Oil Filler Cap 

10121 


1999-1998 

OE Equivalent Fuel Cap. 

10825 


2007 

OE Equivalent Fuel Cap 

10834 


1999-1998 

Regular Keyed Alike Fuel Cap 

17595 


2007 

Regular Keyed Alike Fuel Cap. 

17504 


1999-1998 

Regular Locking Fuel Cap. 

10595 


2007 

Regular Locking Fuel Cap 

10504 


V-8 5.7 L 




2007 

OE Type Radiator Cap. 

10242 

16 

2016-2013 

OE Equivalent Fuel Cap. 

10834 


2006-2004 

OE Equivalent Fuel Cap 

10839 


2016-2013 

Oil Filler Cap. 

10135 


2006-2004 

Regular Keyed Alike Fuel Cap. 

17509 


2016-2013 

Regular Keyed Alike Fuel Cap. 

17504 


2006-2004 

Regular Locking Fuel Cap. 

10509 


2016-2013 

Regular Locking Fuel Cap. 

10504 


2006 

OE Type Radiator Cap. 

10241 

13 

2016-2013 

OE Type Radiator Cap. 

10242 

16 

2005-2004 

OE TvDe Radiator Car) 

10242 

16 

2011-2008 

OE Equivalent Fuel Cap. 

10834 


V-6 3.3 L ELECTRIC/GAS 



2011-2008 

Oil Filler Cap. 

10135 


2010-2009 

OE Type Radiator Cap. 

10242 

16 

2011-2008 


17504 


2010-2006 

OE Equivalent Fuel Cap. 

10834 


2011-2008 

Regular Locking Fuel Cap. 

10504 


2010-2006 

Oil Filler Cap. 

10121 


2011-2008 

OE Type Radiator Cap 

10242 

16 

2010-2006 

Regular Keyed Alike Fuel Cap. 

17504 


Matrix 




2010-2006 

Regular Locking Fuel Cap. 

10504 


4-Cyl 1.8 L 




2008-2007 

OE Type Radiator Cap. 

10241 

13 

2014-2003 

OE Equivalent Fuel Cap. 

10834 


2006 

OE Type Radiator Cap. 

10242 

16 

2014-2003 

Oil Filler Cap. 

10135 


V-6 3.5 L 




2014-2003 

Regular Keyed Alike Fuel Cap. 

17504 


2016-2015 

Regular Keyed Alike Fuel Cap 

17504 


2014-2003 

Regular Locking Fuel Cap. 

10504 


2016-2011 

Oil Filler Cap. 

10135 


2014-2003 

OE Type Radiator Cap. 

10241 

13 

2016-2008 

OE Equivalent Fuel Cap . 

10834 


2005 

OE Equivalent Fuel Cap. 

10839 


2016-2008 

Regular Locking Fuel Cap. 

10504 


POOF 


17509 


2016-2008 

OE Type Radiator Cap 

10242 

16 

2005 

Regular Locking Fuel Cap. 

10509 


2014 

Regular Keyed Alike Fuel Cap; From 12/2013. 

17504 


4-Cyl 2.4 L 




2013-2008 

Regular Keyed Alike Fuel Cap 

17504 


2013-2009 

OE Equivalent Fuel Cap. 

10834 


2010-2009 

Oil Filler Cap; W/O Trlr. Tow. Pkg. 

10135 


2013-2009 

Oil Filler Cap 

10135 


2010-2009 

Oil Filler Cap; W/Trlr. Tow. Pkg. 

10080 


2013-2009 

Regular Keyed Alike Fuel Cap 

17504 


2008 

Oil Filler Cap; W/O Trans. Oil Cooler 

10135 


2013-2009 

Regular Locking Fuel Cap. 

10504 


2008 

Oil Filler Cap; W/Trans. Oil Cooler. 

10080 


2013-2009 


10241 

13 

V-6 3.5 L ELECTRIC/GAS 



MR2 




2016 

OE Equivalent Fuel Cap 

10834 


4-Cyl 2.0 L 




2016 

Regular Keyed Alike Fuel Cap. 

17504 


1995 

OE Equivalent Fuel Cap. 

10825 


2016 

Regular Locking Fuel Cap 

10504 


1995 

Oil Filler Cap. 

10080 


2016 

OE Type Radiator Cap. 

10242 

16 

1995 

Regular Keyed Alike Fuel Cap. 

17595 


2015-2014 

OE Equivalent Fuel Cap; From 01/2014 

10834 


1995 

Regular Locking Fuel Cap. 

10595 


2015-2014 

Regular Keyed Alike Fuel Cap; From 01/2014 

17504 


1995 

OE Type Radiator/Coolant Recovery Tank Cap. 

10227 

13 

2015-2014 

Regular Locking Fuel Cap; From 01/2014 

10504 


1995 

Safety Release Radiator Cap. 

.... ✓10327 

13 

2013-2011 

OE Equivalent Fuel Cap 

10834 


4-Cyl 2.2 L 




2013-2011 

Regular Keyed Alike Fuel Cap 

17504 


1995 


10825 


2013-2011 

Regular Locking Fuel Cap. 

10504 


1995 

Oil Filler Cap 

10080 


2011 

OE Type Radiator Cap. 

10242 

16 

1995 

Regular Keyed Alike Fuel Cap 

17595 


Hilux 

1995 

Regular Locking Fuel Cap. 

10595 


4-Cyl 2.7 L 




1995 

OE Type Radiator/Coolant Recovery Tank Cap. 

10227 

13 

2014-2004 

OE Type Radiator Cap. 

10242 

16 

1995 

Safety Release Radiator Cap 

✓10327 

13 
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Caps for Passenger Cars and LightTrucks (1995 and Newer) 


Application 


Part 

Number 

PSI 

Application 

Part 

Number 

PSI 

Toyota 

- Continued 



Toyota - Continued 



MR2 Spyder 

Prius - Continued | 

4-Cyl 1.8 L 




4-Cyl 1.8 L ELECTRIC - Continued 



2005-2004 

Oil Filler Cap,, 

10135 


2011-2010 Regular Locking Fuel Cap 

10504 


2005-2000 

OE Equivalent Fuel Cap 

10834 


2011-2010 OE Type Radiator Cap. 

10254 

16 

2005-2000 

Regular Keyed Alike Fuel Cap. 

17504 


4-Cyl 1.8 L ELECTRIC/GAS 



2005-2000 


10504 


2015-2010 OE Equivalent Fuel Cap 

10834 


2005-2000 

OE Type Radiator Cap 

10254 

16 

2015-2010 Oil Filler Cap 

10135 


2003 

Oil Filler Cap 

10080 


2015-2010 Regular Keyed Alike Fuel Cap 

17504 


2002 

Oil Filler Cap 

10135 


2015-2010 Regular Locking Fuel Cap 

10504 


2001-2000 


10080 


2012-2010 OE Type Radiator Cap 

10254 

16 








Paseo 

Prius C | 

4-Cyl 1.5 L 




4-Cyl 1.5 L 



1999-1995 

OE Equivalent Fuel Cap 

10825 


2016 Oil Filler Cap 

10135 


1999-1995 

Oil Filler Cap 

10080 


2016 OE Type Radiator Cap 

10242 

16 

1999-1995 

Reqular Keyed Alike Fuel Cap 

17595 


2014-2012 Oil Filler Cap 

10135 


1999-1995 


10595 


2014-2012 OE Type Radiator Cap 

10242 

16 

1999-1995 

OE Type Radiator Cap 

10241 

13 

4-Cyl 1.5 L ELECTRIC/GAS 



Pickup 




2016 OE Equivalent Fuel Cap 

10834 


4-Cyl 2.4 L 




2016 Regular Keyed Alike Fuel Cap 

17504 


1995 


10825 


2016 Regular Locking Fuel Cap 

10504 


1995 


10080 


2014-2012 OE Equivalent Fuel Cap 

10834 


1995 

Regular Keyed Alike Fuel Cap. 

17595 


2014-2012 Regular Keyed Alike Fuel Cap 

17504 


1995 

Regular Locking Fuel Cap. 

10595 


2014-2012 Regular Locking Fuel Cap 

10504 


1995 

OE Type Radiator/Coolant Recovery Tank Cap. 

10227 

13 

2013 OE Type Radiator Cap 

10254 

16 

1995 

Safety Release Radiator Cap. 

✓10327 

13 

Prius Plua-ln 

V-6 3.0 L 




4-Cyl 1.8 L 



1995 


10825 


2015-2012 Oil Filler Cap 

10135 


1995 

Oil Filler Cap. 

10080 


2015 OE Equivalent Fuel Cap; From 10/2013. 

10834 


1995 

Regular Keyed Alike Fuel Cap. 

17595 


2015 Regular Keyed Alike Fuel Cap; From 10/2013. 

17504 


1995 

Regular Locking Fuel Cap. 

10595 


2015 Regular Locking Fuel Cap; From 10/2013. 

10504 


1995 

OE Type Radiator/Coolant Recovery Tank Cap. 

10227 

13 

4-Cyl 1.8 L ELECTRIC/GAS 



1995 

Safety Release Radiator Cap. 

✓10327 

13 

2014-2013 OE Equivalent Fuel Cap. 

10834 


Previa 




2014-2013 Regular Keyed Alike Fuel Cap. 

17504 


4-Cyl 2.4 L 




2014-2013 Regular Locking Fuel Cap. 

10504 


1997-1995 

OE Equivalent Fuel Cap. 

10825 


2012 OE Equivalent Fuel Cap; From 01/2012. 

10834 


1997-1995 

Oil Filler Cap. 

10112 


Prius V 1 

1997-1995 

Regular Keyed Alike Fuel Cap 

17595 


4-Cyl 1.8 L 



1997-1995 

Regular Locking Fuel Cap. 

10595 


2016 Oil Filler Cap. 

10135 


1997-1995 

OE Type Radiator/Coolant Recovery Tank Cap 

10227 

13 

4-Cyl 1.8 L ELECTRIC/GAS 



1997-1995 

Safety Release Radiator Cap 

✓10327 

13 

2016 OE Equivalent Fuel Cap. 

10834 


Priiis 




2016 Regular Keyed Alike Fuel Cap. 

17504 


4-Cyl 1.5 L 

ELECTRIC/GAS 



2016 Regular Locking Fuel Cap. 

10504 


2009-2005 

Oil Filler Cap. 

10135 


2014-2012 Oil Filler Cap . 

10135 


2009-2004 

OE Equivalent Fuel Cap 

10839 


2014 OE Equivalent Fuel Cap; To 11/2014. 

10834 


2009-2004 

Regular Keyed Alike Fuel Cap. 

17509 


2014 Regular Keyed Alike Fuel Cap; To 11/2014 .. 

17504 


2009-2004 

Regular Locking Fuel Cap. 

10509 


2014 Regular Locking Fuel Cap; To 11/2014 

10504 


2009-2001 

OE Type Radiator Cap. 

10241 

13 

2013-2012 OE Equivalent Fuel Cap. 

10834 


2004-2001 

Oil Filler Cap 

10080 


2013-2012 Regular Keyed Alike Fuel Cap 

17504 


2003-2001 

OE Equivalent Fuel Cap 

10834 


2013-2012 Regular Locking Fuel Cap 

10504 


2003-2001 

Regular Keyed Alike Fuel Cap. 

17504 


2012 OE Type Radiator Cap 

10254 

16 

2003-2001 

Regular Locking Fuel Cap. 

10504 


RAV4 [ 

4-Cyl 1.8 L 




2014-2012 OE Equivalent Fuel Cap 

10834 


2016 

OE Equivalent Fuel Cap 

10834 


2014-2012 Regular Keyed Alike Fuel Cap 

17504 


2016 

Oil Filler Cap 

10135 


2014-2012 Regular Locking Fuel Cap 

10504 


2016 

Regular Keyed Alike Fuel Cap 

17504 


2003-2001 OE Equivalent Fuel Cap 

10834 


2016 

Regular Locking Fuel Cap. 

10504 


2003-2001 Regular Keyed Alike Fuel Cap 

17504 


4-Cyl 1.8 L 

ELECTRIC 



2003-2001 Regular Locking Fuel Cap 

10504 


2011-2010 

OE Equivalent Fuel Cap 

10834 


2000-1998 OE Equivalent Fuel Cap 

10825 


2011-2010 

Oil Filler Cap 

10135 


2000-1998 Regular Keyed Alike Fuel Cap 

17595 


2011-2010 

Regular Keyed Alike Fuel Cap 

17504 


2000-1998 Regular Locking Fuel Cap 

10595 










✓Check hood clearance prior to installing this cap 
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Caps for Passenger Cars and LightTmcks (1995 and Newer) 


Application 


Part 

Number 

PSI 

Toyota 

- Continued 



RAV4- 

Continued 



4-Cyl 2.0 L 

2003-2001 

OE Equivalent Fuel Cap 

10834 


2003-2001 

Regular Keyed Alike Fuel Cap 

17504 


2003-2001 

Regular Locking Fuel Cap 

10504 


2003-2000 

OE Type Radiator Cap. 

10242 

16 

2003-1996 

Oil Filler Cap 

10080 

2000-1996 

OE Equivalent Fuel Cap 

10825 


2000-1996 

Regular Keyed Alike Fuel Cap 

17595 


2000-1996 

Regular Locking Fuel Cap 

10595 


1999 

OE Type Radiator Cap. 

10241 

13 

1998 

OE Type Radiator Cap. 

10242 

16 

1997-1996 

OE Type Radiator Cap. 

10241 

13 

4-Cyl 2.4 L 

2008-2006 

OE Type Radiator Cap 

10254 

16 

2008-2005 

Oil Filler Cap 

10135 


2008-2004 

OE Equivalent Fuel Cap 

10834 


2008-2004 

Regular Keyed Alike Fuel Cap 

17504 


2008-2004 

Regular Locking Fuel Cap. 

10504 


2005-2004 

OE Type Radiator Cap. 

10242 

16 

2004 

Oil Filler Cap. 

10080 

4-Cyl 2.5 L 

2016-2009 

OE Equivalent Fuel Cap. 

10834 


2016-2009 

Oil Filler Cap. 

10135 


2016-2009 

Regular Keyed Alike Fuel Cap. 

17504 


2016-2009 

Regular Locking Fuel Cap. 

10504 


2015-2014 

OE Type Radiator Cap; NORTH AMERICA PRODUCT 
PARTS 

10254 

16 

2013-2009 

OE Type Radiator Cap. 

10254 

16 

4-Cyl 2.5 L 

ELECTRIC/GAS 

2016 

OE Equivalent Fuel Cap 

10834 


2016 

Regular Keyed Alike Fuel Cap 

17504 


2016 

Regular Locking Fuel Cap 

10504 


V-6 3.5 L 



2012-2006 

OE Equivalent Fuel Cap . 

10834 


2012-2006 

Regular Keyed Alike Fuel Cap. 

17504 


2012-2006 

Regular Locking Fuel Cap ,, 

10504 


2012-2006 

OE Type Radiator Cap. 

10254 

16 

2012 

Oil Filler Cap 

10135 

2011-2009 

Oil Filler Cap 

10080 


2008-2006 

Oil Filler Cap 

10135 


Sequoia i 

V-84.6L 

2012-2010 

OE Equivalent Fuel Cap. 

10834 


2012-2010 

Oil Filler Cap 

10135 


2012-2010 

Regular Keyed Alike Fuel Cap 

17504 


2012-2010 

Regular Locking Fuel Cap 

10504 


2012-2010 

OE Type Radiator Cap 

10242 

16 

V-84.7L 

2009-2008 

OE Equivalent Fuel Cap 

10834 


2009-2008 

Regular Keyed Alike Fuel Cap 

17504 


2009-2008 

Regular Locking Fuel Cap 

10504 


2009-2008 

OE Type Radiator Cap. 

10242 

16 

2008-2001 

Oil Filler Cap 

10080 


2007-2005 

OE Equivalent Fuel Cap. 

10839 


2007-2005 

Regular Keyed Alike Fuel Cap. 

17509 


2007-2005 

Regular Locking Fuel Cap. 

10509 


2007-2001 

OE Type Radiator Cap. 

10241 

13 

2004-2001 

OE Equivalent Fuel Cap. 

10834 

2004-2001 

Regular Keyed Alike Fuel Cap. 

17504 


2004-2001 

Regular Locking Fuel Cap. 

10504 



Application 


Part 

Number 

PSI 

Toyota 

- Continued 



Sequoia 

i - Continued 



V-8 5.7 L 




2016-2008 

OE Equivalent Fuel Cap. 

10834 


2016-2008 

Oil Filler Cap. 

10135 


2016-2008 

Regular Keyed Alike Fuel Cap. 

17504 


2016-2008 

Regular Locking Fuel Cap. 

10504 


2016-2008 

OE Type Radiator Cap. 

10242 

16 

V-8 5.7 L FLEX 



2015-2009 

OE Equivalent Fuel Cap. 

10834 


2015-2009 

Regular Keyed Alike Fuel Cap 

17504 


2015-2009 

Regular Locking Fuel Cap. 

10504 


2014-2009 

OE Type Radiator Cap 

10242 

16 

2014 

Flex Fuel Keyed Alike Fuel Cap 

17504Y 


2014 

Flex Fuel Regular Fuel Cap. 

10834Y 


2014 

Flex Fuel Regular Locking Fuel Cap. 

10504Y 


2013-2009 

Flex Fuel Keyed Alike Fuel Cap; Yellow 

17504Y 


2013-2009 

Flex Fuel Regular Fuel Cap; Yellow. 

10834Y 


2013-2009 

Flex Fuel Regular Locking Fuel Cap; Yellow. 

10504Y 


2013-2009 

Oil Filler Cap. 

10135 


Sienna i 

4-Cyl 2.7 L 




2013-2011 

OE Equivalent Fuel Cap. 

10834 


2013-2011 

Oil Filler Cap. 

10135 


2013-2011 

Regular Keyed Alike Fuel Cap. 

17504 


2013-2011 

Regular Locking Fuel Cap. 

10504 


2013-2011 

OE Type Radiator Cap. 

10242 

16 

V-6 3.0 L 




2003-1999 

OE Equivalent Fuel Cap. 

10834 


2003-1999 

Regular Keyed Alike Fuel Cap. 

17504 


2003-1999 

Regular Locking Fuel Cap. 

10504 


2003-1998 

Oil Filler Cap. 

10121 


2003-1998 

OE Type Radiator/Coolant Recovery Tank Cap. 

10233 

16 

2003-1998 

Safety Release Radiator Cap. 

✓10333 

16 

1998 

OE Equivalent Fuel Cap. 

10825 


1998 

Regular Keyed Alike Fuel Cap. 

17595 


1998 

Regular Locking Fuel Cap. 

10595 


V-6 3.3 L 




2006-2004 

OE Equivalent Fuel Cap. 

10839 


2006-2004 

Oil Filler Cap. 

10121 


2006-2004 

Regular Keyed Alike Fuel Cap 

17509 


2006-2004 

Reqular Lockinq Fuel Cap 

10509 


2006-2004 

. 

OE Type Radiator/Coolant Recovery Tank Cap 

10233 

16 

2006-2004 

Safety Release Radiator Cap 

✓10333 

16 

V-6 3.5 L 




2016-2007 

OE Equivalent Fuel Cap. 

10834 


2016-2007 

Oil Filler Cap. 

10135 


2016-2007 

Regular Keyed Alike Fuel Cap. 

17504 


2016-2007 

Regular Locking Fuel Cap. 

10504 


2016-2007 

OE Type Radiator Cap. 

10242 

16 

Solara | 

4-Cyl 2.2 L 




2001-2000 

OE Equivalent Fuel Cap. 

10834 


2001-2000 

Regular Keyed Alike Fuel Cap 

17504 


2001-2000 

Regular Locking Fuel Cap. 

10504 


2001-1999 

Oil Filler Cap 

10080 


2001-1999 

OE Type Radiator Cap 

10241 

13 

1999 

OE Equivalent Fuel Cap; Models made in USA.; Early 

10825 


1999 

OE Equivalent Fuel Cap; Models made in USA.; Late 

10834 


1999 

Regular Keyed Alike Fuel Cap; Models made in USA.; 

17595 



Early. 
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Caps for Passenger Cars and LightTrucks (1995 and Newer) 


Application 


Part 

Number 

PSI 

Toyota 

- Continued 



Solara - 

Continued 



4-Cyl 2.2 L 

- Continued 



1999 

Regular Keyed Alike Fuel Cap; Models made in USA.; 
Late 

17504 


1999 

Regular Locking Fuel Cap; Models made in USA.; Early 

10595 


1999 

Regular Locking Fuel Cap; Models made in USA.; Late 

10504 


4-Cyl 2.4 L 

2008-2007 

OE Equivalent Fuel Cap 

10834 


2008-2007 

Regular Keyed Alike Fuel Cap. 

17504 


2008-2007 

Regular Locking Fuel Cap. 

10504 


2008-2002 

Oil Filler Cap 

10135 


2008-2002 

OE Type Radiator Cap. 

10242 

16 

2006-2004 

OE Equivalent Fuel Cap 

10839 


2006-2004 

Regular Keyed Alike Fuel Cap. 

17509 


2006-2004 

Regular Locking Fuel Cap. .. 

10509 


2003-2002 

OE Equivalent Fuel Cap. 

10834 


2003-2002 

Regular Keyed Alike Fuel Cap. 

17504 


2003-2002 

Regular Locking Fuel Cap. 

10504 


V-6 3.0 L 

2003-2000 

OE Equivalent Fuel Cap. 

10834 


2003-2000 

Regular Keyed Alike Fuel Cap. 

17504 


2003-2000 

Regular Locking Fuel Cap. 

10504 


2003-1999 

Oil Filler Cap. 

10121 


2003-1999 

OE Type Radiator/Coolant Recovery Tank Cap. 

10233 

16 

2003-1999 

Safety Release Radiator Cap. 

✓10333 

16 

1999 

OE Equivalent Fuel Cap; Models made in USA.; Early 

10825 

1999 

OE Equivalent Fuel Cap; Models made in USA.; Late... 

10834 


1999 

Regular Keyed Alike Fuel Cap; Models made in USA.; 
Early. 

17595 


1999 

Regular Keyed Alike Fuel Cap; Models made in USA.; 
Late. 

17504 


1999 

Regular Locking Fuel Cap; Models made in USA.; Early 

10595 


1999 

Regular Locking Fuel Cap; Models made in USA.; Late.. 

10504 


V-6 3.3 L 

2008-2007 

OE Equivalent Fuel Cap 

10834 


2008-2007 

Regular Keyed Alike Fuel Cap. 

17504 


2008-2007 

Regular Locking Fuel Cap. 

10504 


2008-2005 

OE Type Radiator/Coolant Recovery Tank Cap 

10233 

16 

2008-2005 

Safety Release Radiator Cap 

✓10333 

16 

2008-2004 

Oil Filler Cap. 

10121 


2006-2004 

OE Equivalent Fuel Cap. 

10839 


2006-2004 

Regular Keyed Alike Fuel Cap. 

17509 


2006-2004 

Regular Locking Fuel Cap. 

10509 


2004 

OE Type Radiator Cap. 

10242 

16 



Supra 

6-Cyl 3.0 L 

1998-1997 

Oil Filler Cap. 

10121 


1998-1995 

OE Equivalent Fuel Cap. 

10825 


1998-1995 

Regular Keyed Alike Fuel Cap 

17595 


1998-1995 

Regular Locking Fuel Cap. 

10595 


1998-1995 

OE Type Radiator Cap 

10242 

16 

1996-1995 

Oil Filler Cap. 

10113 

T100 

4-Cyl 2.7 L 

1998-1995 

OE Equivalent Fuel Cap. 

10825 


1998-1995 

Oil Filler Cap. 

10080 


1998-1995 

Regular Keyed Alike Fuel Cap. 

17595 


1998-1995 

Regular Locking Fuel Cap. 

10595 


1998-1995 

OE Type Radiator/Coolant Recovery Tank Cap. 

10227 

13 

1998-1995 

OE Type Radiator Cap. 

10241 

13 

1998-1995 

Safety Release Radiator Cap 

✓10327 

13 




Application 


Part 

Number 

PSI 

Toyota 

- Continued 



|T100 - Continued 

V-6 3.4 L 

1998-1995 

OE Equivalent Fuel Cap 

10825 


1998-1995 

Oil Filler Cap. 

10080 


1998-1995 

Regular Keyed Alike Fuel Cap 

17595 


1998-1995 

Regular Locking Fuel Cap. 

10595 


1998-1995 

OE Type Radiator/Coolant Recovery Tank Cap 

10227 

13 

1998-1995 

Safety Release Radiator Cap. 

✓10327 

13 



Tacoma ! 

4-Cyl 2.4 L 

2004-2000 

OE Equivalent Fuel Cap 

10834 


2004-2000 

Regular Keyed Alike Fuel Cap 

17504 


2004-2000 

Regular Locking Fuel Cap 

10504 


2004-1995 

Oil Filler Cap 

10080 


2004-1995 

OE Type Radiator/Coolant Recovery Tank Cap 

10227 

13 

2004-1995 

Safety Release Radiator Cap 

✓10327 

13 

1999 

OE Equivalent Fuel Cap; Models made in USA.; Early 

10825 


1999 

Regular Keyed Alike Fuel Cap; Models made in USA.; 
Early. 

17595 


1999 

Regular Locking Fuel Cap; Models made in USA.; Early 

10595 


1998-1995 

OE Equivalent Fuel Cap 

10825 


1998-1995 

Regular Keyed Alike Fuel Cap. 

17595 


1998-1995 

Regular Locking Fuel Cap. 

10595 


4-Cyl 2.7 L 

2016-2009 

OE Equivalent Fuel Cap. 

10834 


2016-2009 

Regular Keyed Alike Fuel Cap. 

17504 


2016-2009 

Regular Locking Fuel Cap. 

10504 


2016-2005 

Oil Filler Cap. 

10135 


2015-2010 

OE Type Radiator Cap. 

10241 

13 

2009 

OE Type Radiator Cap; From 02/2009. 

10241 

13 

2009 

OE Type Radiator Cap; To 01/2009 . 

10242 

16 

2008-2005 

OE Equivalent Fuel Cap 

10839 

2008-2005 

Regular Keyed Alike Fuel Cap 

17509 


2008-2005 

Regular Locking Fuel Cap. 

10509 


2008-2005 

OE Type Radiator Cap. 

10242 

16 

2004-2000 

OE Equivalent Fuel Cap 

10834 

2004-2000 

Regular Keyed Alike Fuel Cap 

17504 


2004-2000 

Regular Locking Fuel Cap. 

10504 


2004-1995 

Oil Filler Cap 

10080 


2004-1995 

OE Type Radiator/Coolant Recovery Tank Cap 

10227 

13 

2004-1995 

Safety Release Radiator Cap 

✓10327 

13 

1999 

OE Equivalent Fuel Cap; Models made in USA.; Early 

10825 


1999 

Regular Keyed Alike Fuel Cap; Models made in USA.; 
Early. 

17595 


1999 

Regular Locking Fuel Cap; Models made in USA.; Early 

10595 


1998-1995 

OE Equivalent Fuel Cap. 

10825 


1998-1995 

Regular Keyed Alike Fuel Cap. 

17595 


1998-1995 

Regular Locking Fuel Cap. 

10595 


V-6 3.4 L 

2004-2000 

OE Equivalent Fuel Cap 

10834 


2004-2000 

Regular Keyed Alike Fuel Cap . 

17504 


2004-2000 

Reqular Lockinq Fuel Cap 

10504 


2004-1995 

w w CP T. 

Oil Filler Cap. 

10080 


2004-1995 

OE Type Radiator/Coolant Recovery Tank Cap 

10227 

13 

2004-1995 

Safety Release Radiator Cap 

✓10327 

13 

1999 

OE Equivalent Fuel Cap; Models made in USA.; Early 

10825 

1999 

Regular Keyed Alike Fuel Cap; Models made in USA.; 
Early 

17595 


1999 

Regular Locking Fuel Cap; Models made in USA.; Early 

10595 


1998-1995 

OE Equivalent Fuel Cap. 

10825 


1998-1995 

Regular Keyed Alike Fuel Cap. 

17595 







✓Check hood clearance prior to installing this cap 
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Caps for Passenger Cars and LightTrucks (1995 and Newer) 


Application 


Part 

Number 

PSI 

Application 


Part 

Number 

PSI 

Toyota 

- Continued 



Toyota 

- Continued 



Tacoma 

- Continued 



Tundra 

Continued 



V-6 3.4L- 

Continued 



V-84.7L- 

Continued 



1998-1995 

Regular Locking Fuel Cap ,, 

10595 


2009-2007 

Regular Locking Fuel Cap. 

10504 


V-6 3.5 L 




2009-2007 

OE Type Radiator Cap. 

10242 

16 

2016 

OE Equivalent Fuel Cap. 

10834 


2008-2000 


10080 


2016 

Regular Keyed Alike Fuel Cap 

17504 


2006-2003 


10839 


2016 

Regular Locking Fuel Cap. 

10504 


2006-2003 


17509 


V-6 4.0 L 




2006-2003 

Regular Locking Fuel Cap. 

10509 


2015-2011 

Oil Filler Cap 

10135 


2006-2000 


10241 

13 

2015-2010 

OE Type Radiator Cap. 

10241 

13 

2002-2000 

OE Equivalent Fuel Cap. 

10834 


2015-2009 

OE Equivalent Fuel Cap 

10834 


2002-2000 

Regular Keyed Alike Fuel Cap. 

17504 


2015-2009 

Regular Keyed Alike Fuel Cap 

17504 


2002-2000 

Regular Locking Fuel Cap. 

10504 


2015-2009 

Regular Locking Fuel Cap 

10504 


V-8 5.7 L 




2011-2010 

OE Type Radiator Cap. 

. 10242 

16 

2016-2007 

Oil Filler Cap. 

10135 


2010 

Oil Filler Cap 

10080 


2016-2007 

Regular Keyed Alike Fuel Cap 

17504 


2009-2005 

Oil Filler Cap 

10135 


2016-2007 

Regular Locking Fuel Cap. 

10504 


2009 

OE Type Radiator Cap; From 02/2009 

10241 

13 

2016-2007 

OE Type Radiator Cap 

10242 

16 

2009 

OE Type Radiator Cap; To 01/2009. 

10242 

16 

2016 

OE Equivalent Fuel Cap. 

10834 


2008-2005 

OE Equivalent Fuel Cap 

. 10839 


2014-2007 


10834 


2008-2005 

Regular Keyed Alike Fuel Cap 

. 17509 


V-8 5.7 L FLEX 



2008-2005 

Regular Locking Fuel Cap 

10509 


2015-2009 

OE Equivalent Fuel Cap. 

10834 


2008-2005 

OE Type Radiator Cap. 

. 10242 

16 

2015-2009 

Regular Keyed Alike Fuel Cap. 

17504 


Tercel 




2015-2009 

Regular Locking Fuel Cap. 

10504 


4-Cyl 1.5 L 




2014-2009 

OE Type Radiator Cap. 

10242 

16 

1999-1995 


10825 


2014 

Flex Fuel Keyed Alike Fuel Cap. 

17504Y 


1999-1995 

Oil Filler Cap. 

. 10080 


2014 

Flex Fuel Regular Fuel Cap. 

10834Y 


1999-1995 


17595 


2014 

Flex Fuel Regular Locking Fuel Cap. 

10504Y 


1999-1995 


10595 


2013-2009 

Flex Fuel Keyed Alike Fuel Cap; Yellow. 

17504Y 


1999-1995 


10241 

13 

2013-2009 

Flex Fuel Regular Fuel Cap; Yellow 

10834Y 


Tundra 




2013-2009 

Flex Fuel Regular Locking Fuel Cap; Yellow . 

10504Y 


V-6 3.4 L 




2013-2009 

Oil Filler Cap . 

10135 


2004-2003 

OE Equivalent Fuel Cap. 

10839 


Venza | 

2004-2003 

Regular Keyed Alike Fuel Cap 

17509 


4-Cyl 2.7 L 




2004-2003 

Regular Locking Fuel Cap. 

10509 


2015-2009 

OE Equivalent Fuel Cap. 

10834 


2004-2000 

Oil Filler Cap. 

10080 


2015-2009 

Oil Filler Cap. 

10135 


2004-2000 

OE Type Radiator Cap 

10241 

13 

2015-2009 

Regular Keyed Alike Fuel Cap. 

17504 


2002-2000 

OE Equivalent Fuel Cap 

10834 


2015-2009 

Regular Locking Fuel Cap. 

10504 


2002-2000 


17504 


2015-2009 

OE Type Radiator Cap, . . . 

10242 

16 

2002-2000 

Regular Locking Fuel Cap 

10504 


V-6 3.5 L 




V-6 4.0 L 




2015-2012 

Oil Filler Cap 

10135 


2014-2007 

OE Equivalent Fuel Cap . 

10834 


2015-2009 

OE Equivalent Fuel Cap. 

10834 


2014-2007 


17504 


2015-2009 

Regular Keyed Alike Fuel Cap 

17504 


2014-2007 

Reqular Lockinq Fuel Cap 

10504 


2015-2009 

Regular Locking Fuel Cap. 

10504 


2014-2007 


10242 

16 

2015-2009 

OE Type Radiator Cap 

10242 

16 

2012 

Oil Filler Cap 

10135 


2011-2010 

Oil Filler Cap 

10080 


2011-2010 

Oil Filler Cap 

10080 


2009 

Oil Filler Cap; Models made in Japan.. 

10080 


2009-2005 

Oil Filler Cap 

10135 


2009 

Oil Filler Cap; Models made in USA.. 

10135 


2006-2005 

OE Equivalent Fuel Cap 

10839 


Yaris | 

2006-2005 

Regular Keyed Alike Fuel Cap 

17509 


4-Cyl 1.5 L 




2006-2005 

Regular Locking Fuel Cap 

10509 


2016-2006 

OE Equivalent Fuel Cap. 

10834 


2006-2005 

OE Type Radiator Cap. 

10241 

13 

2016-2006 

Regular Keyed Alike Fuel Cap. 

17504 


V-84.6L 




2016-2006 

Regular Locking Fuel Cap. 

10504 


2016-2010 

OE Equivalent Fuel Cap. 

10834 


2016-2006 

OE Type Radiator Cap 

10242 

16 

2016-2010 

Oil Filler Cap. 

10135 


2011-2006 

Oil Filler CaD 

10135 


2016-2010 

Regular Keyed Alike Fuel Cap 

. 17504 


Volkswagen 



2016-2010 

Regular Locking Fuel Cap. 

. 10504 






2016-2010 

OE Type Radiator Cap 

10242 

16 

Dccllc 







4-Cyl 1.8 L 




V-84.7L 




2017-2014 

OE Type Radiator Cap. 

10249 

22 

2009-2007 

OE Equivalent Fuel Cap 

10834 










2005-2004 

OE Equivalent Fuel Cap; No OE Tether. 

10835 


2009-2007 

Regular Keyed Alike Fuel Cap 

17504 










2005-2004 

OE Equivalent Fuel Cap; OE Has Tether. 

10827 
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Caps for Passenger Cars and LightTrucks (1995 and Newer) 



Part 


Part 

Application 

Number PSI 

Application 

Number PSI 


Volkswaqen - Continued 


Beetle - 

Continued 



4-Cyl 1.8 L 

- Continued 



2005-2004 

Regular Keyed Alike Fuel Cap; No OE Tether. 

17505 


2005-2004 

Regular Keyed Alike Fuel Cap; OE Has Tether. 

17597 


2005-2004 

Regular Locking Fuel Cap; No OE Tether. 

10505 


2005-2004 

Regular Locking Fuel Cap; OE Has Tether 

10597 


2005-1999 

Oil Filler Cap 

10079 


2005-1999 

OE Type Radiator Cap 

10249 

22 

2003-1999 

OE Equivalent Fuel Cap 

10835 


2003-1999 

Regular Keyed Alike Fuel Cap. 

17505 


2003-1999 

Regular Locking Fuel Cap. 

10505 


4-Cyl 1.9 L 




2006-1998 

Oil Filler Cap 

10079 


4-Cyl 1.9 L 

DIESEL 



2006-1998 

OE Type Radiator Cap. 

10249 

22 

2005-2004 

OE Equivalent Fuel Cap; No OE Tether 

10835 


2005-2004 

OE Equivalent Fuel Cap; OE Has Tether 

10827 


2005-2004 

Regular Keyed Alike Fuel Cap; No OE Tether. 

17505 


2005-2004 

Regular Keyed Alike Fuel Cap; OE Has Tether. 

17597 


2005-2004 

Regular Locking Fuel Cap; No OE Tether. 

10505 


2005-2004 

Regular Locking Fuel Cap; OE Has Tether 

10597 


2003-1998 

OE Equivalent Fuel Cap. 

10835 


2003-1998 

Regular Keyed Alike Fuel Cap. 

17505 


2003-1998 

Regular Locking Fuel Cap. 

10505 


4-Cyl 2.0 L 




2015-2012 

OE Type Radiator Cap. 

10249 

22 

2008-2007 

OE Equivalent Fuel Cap. 

10837 


2008-2007 

Regular Keyed Alike Fuel Cap. 

17507 


2008-2007 

Regular Locking Fuel Cap. 

10507 


2007 

OE Type Radiator Cap. 

10249 

22 

2006 

OE Equivalent Fuel Cap. 

10827 


2006 

Regular Keyed Alike Fuel Cap. 

17597 


2006 

Regular Locking Fuel Cap. 

10597 


2005-2004 

OE Equivalent Fuel Cap; No OE Tether. 

10835 


2005-2004 

OE Equivalent Fuel Cap; OE Has Tether 

10827 


2005-2004 

Regular Keyed Alike Fuel Cap; No OE Tether. 

17505 


2005-2004 

Regular Keyed Alike Fuel Cap; OE Has Tether. 

17597 


2005-2004 

Regular Locking Fuel Cap; No OE Tether. 

10505 


2005-2004 

Regular Locking Fuel Cap; OE Has Tether 

10597 


2005-1998 

Oil Filler Cap 

10079 


2005-1998 

OE Type Radiator Cap. 

10249 

22 

2003-1998 

OE Equivalent Fuel Cap 

10835 


2003-1998 

Regular Keyed Alike Fuel Cap. 

17505 


2003-1998 

Regular Locking Fuel Cap. 

10505 


4-Cyl 2.0 L 

DIESEL 



2014-2013 

OE Type Radiator Cap 

10249 

22 

5-Cyl 2.5 L 




2014-2012 

Oil Filler Cap 

10079 


2014-2012 

OE Type Radiator Cap. 

10249 

22 

2010-2006 

OE Equivalent Fuel Cap 

10827 


2010-2006 

Oil Filler Cap 

10079 


2010-2006 

Regular Keyed Alike Fuel Cap. 

17597 


2010-2006 

Regular Locking Fuel Cap. 

10597 


2010-2006 

OE Type Radiator Cap 

10249 

22 





Beetle Cabrio 

5-Cyl 2.5 L 




2010 

OE Equivalent Fuel Cap 

10827 


2010 

Regular Keyed Alike Fuel Cap 

17597 


2010 

Regular Locking Fuel Cap. 

10597 


2010 

OE Type Radiator Cap. 

10249 

22 






Volkswagen - Continued 


|Bora ij 

5-Cyl 2.5 L - Continued 



2008-2006 OE Equivalent Fuel Cap. 

10827 


2008-2006 Regular Keyed Alike Fuel Cap. 

17597 


2008-2006 Regular Locking Fuel Cap. 

10597 


Cabrio 

4-Cyl 2.0 L 



2002-1995 OE Equivalent Fuel Cap 

10835 


2002-1995 Oil Filler Cap 

10079 


2002-1995 Regular Keyed Alike Fuel Cap 

17505 


2002-1995 Regular Locking Fuel Cap 

10505 


2002-1995 OE Type Radiator Cap 

10243 

20 

CC l! 

4-Cyl 2.0 L 



2017-2009 OE Type Radiator Cap. 

10249 

22 

V-6 3.6 L 



2015-2009 Oil Filler Cap 

10079 


2010-2009 OE Type Radiator Cap 

10249 

22 

Corrado ! 

V-6 2.8 L 



1995 OE Equivalent Fuel Cap 

10835 


1995 Oil Filler Cap 

10079 


1995 Regular Locking Fuel Cap. 

10505 


1995 OE Type Radiator Cap. 

10243 

20 

Derby 

4-Cyl 1.8 L 



1999 OE Equivalent Fuel Cap 

10817 


1999 Pre-Release Fuel Cap 

10819 


1999 Pre-Release Keyed Alike Fuel Cap 

17501 


1999 Pre-Release Locking Fuel Cap. 

10501 


1999 Regular Keyed Alike Fuel Cap. 

17591 


1999 Regular Locking Fuel Cap. 

10591 


1996-1995 OE Equivalent Fuel Cap. 

10835 


1 996-1995 Regular Keyed Alike Fuel Cap. 

17505 


1996-1995 Regular Locking Fuel Cap. 

10505 


Eos 1 

4-Cyl 2.0 L 



2016-2007 OE Type Radiator Cap. 

10249 

22 

V-6 3.2 L 



2008-2007 Oil Filler Cap. 

10079 


2008-2007 OE Type Radiator Cap. 

10249 

22 

EuroVan ! 

5-Cyl 2.4 L 



1997-1996 Oil Filler Cap. 

10079 


1997-1995 Regular Locking Fuel Cap 

10505 


1997-1995 OE Type Radiator Cap. 

10243 

20 

5-Cyl 2.5 L 



1996-1995 Regular Locking Fuel Cap. 

10505 


1996-1995 OE Type Radiator Cap. 

10243 

20 

V-6 2.8 L 



2003-1999 Oil Filler Cap. 

10079 


2003-1999 OE Type Radiator Cap. 

10243 

20 

1997 OE Type Radiator Cap. 

10243 

20 

GLI 

4-Cyl 2.0 L 



2010 OE Equivalent Fuel Cap; W/Threaded Filler Neck. 

10827 


2010 Regular Keyed Alike Fuel Cap; W/Threaded Filler Neck 

17597 


2010 Regular Locking Fuel Cap; W/Threaded Filler Neck. 

10597 


Golf 

2015-2014 OE Equivalent Fuel Cap 

10827 
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Caps for Passenger Cars and LightTrucks (1995 and Newer) 


Application 


Part 

Number 

PSI 

Application 


Part 

Number 

PSI 

Volkswagen - Continued 



Volkswagen - Continued 



Golf-Continued 

Golf-Continued I 

- Continued 



4-Cyl 2.0 L 

- Continued 



2015-2014 

Regular Keyed Alike Fuel Cap 

17597 


2005-2004 

Regular Locking Fuel Cap; W/Central Locking Fuel Cap 

10505 


2015-2014 

Regular Locking Fuel Cap ,, 

10597 


2005-2004 

Regular Locking Fuel Cap; W/O Central Locking Fuel 

10597 


4-Cyl 1.8 L 





Cap. 



2006-2000 

Oil Filler Cap 

10079 


2003-1995 

OE Equivalent Fuel Cap. 

10835 


2006-2000 

OE Type Radiator Cap 

10249 

22 

2003-1995 

Regular Keyed Alike Fuel Cap 

17505 


2006 

OE Equivalent Fuel Cap. 

10835 


2003-1995 

Regular Locking Fuel Cap. 

10505 


?nnfi 


17505 


1999-1995 

OE Type Radiator Cap 

10243 

20 

2006 

Regular Locking Fuel Cap 

10505 


4-Cyl 2.0 L DIESEL 



2005 

OE Equivalent Fuel Cap; W/Central Locking Fuel Cap 

10835 


2014-2010 

OE Type Radiator Cap 

10249 

22 

2005 

OE Equivalent Fuel Cap; W/O Central Locking Fuel 

10827 


2013 

OE Equivalent Fuel Cap. 

10834 



Cap 



2013 

Regular Keyed Alike Fuel Cap. 

17504 


2005 

Regular Keyed Alike Fuel Cap; W/Central Locking Fuel 

17505 


2013 

Regular Locking Fuel Cap. 

10504 



Cap. 



2012 

OE Equivalent Fuel Cap. 

10827 


2005 

Regular Keyed Alike Fuel Cap; W/O Central Locking 

Fuel Cap 

17597 


2012 

Regular Keyed Alike Fuel Cap. 

17597 


2005 

Regular Locking Fuel Cap; W/Central Locking Fuel Cap 

10505 


2012 

Regular Locking Fuel Cap. 

10597 


2005 

Regular Locking Fuel Cap; W/O Central Locking Fuel 

10597 


2011-2010 

OE Equivalent Fuel Cap. 

10834 



Cap 



2011-2010 

Regular Keyed Alike Fuel Cap. 

17504 


2004-1997 

OE Equivalent Fuel Cap 

10835 


2011-2010 

Regular Locking Fuel Cap. 

10504 


2004-1997 

Regular Keyed Alike Fuel Cap 

17505 


5-Cyl 2.5 L 




2004-1995 

Regular Locking Fuel Cap 

10505 


2014-2010 

Oil Filler Cap. 

10079 


1999-1995 


10243 

20 

2014-2010 

OE Type Radiator Cap. 

10249 

22 

1998-1995 

Oil Filler Cap 

10079 


2013-2010 

OE Equivalent Fuel Cap; W/Threaded Filler Neck. 

10827 


4-Cyl 1.9 L 




2013-2010 

Regular Keyed Alike Fuel Cap; W/Threaded Filler Neck. 

17597 


2006-1995 

Oil Filler Cap. 

10079 


2013-2010 

Regular Locking Fuel Cap; W/Threaded Filler Neck. 

10597 


1998-1995 

OE Type Radiator Cap 

10243 

20 

V-6 2.8 L 




4-Cyl 1.9 L 

DIESEL 



2005-2000 

OE Type Radiator Cap. 

10249 

22 

2006-1999 

OE Type Radiator Cap. 

10249 

22 

2005-1995 

Oil Filler Cap. 

10079 


2006 

OE Equivalent Fuel Cap 

10835 


2005 

OE Equivalent Fuel Cap; W/Central Locking Fuel Cap 

10835 


2006 

Regular Keyed Alike Fuel Cap 

17505 


2005 

OE Equivalent Fuel Cap; W/O Central Locking Fuel 

10827 


2006 

Regular Locking Fuel Cap 

10505 



Cap 



2005-2004 

OE Equivalent Fuel Cap; W/Central Locking Fuel Cap.. 

10835 


2005 

Regular Keyed Alike Fuel Cap; W/Central Locking Fuel 
Cap. 

17505 


2005-2004 

OE Equivalent Fuel Cap; W/O Central Locking Fuel 

10827 


2005 

Regular Keyed Alike Fuel Cap; W/O Central Locking 

17597 







Fuel Cap 



2005-2004 

Regular Keyed Alike Fuel Cap; W/Central Locking Fuel 
Cap. 

17505 


2005 

Regular Locking Fuel Cap; W/Central Locking Fuel Cap 

10505 


2005-2004 

Regular Keyed Alike Fuel Cap; W/O Central Locking 

17597 


2005 

Regular Locking Fuel Cap; W/O Central Locking Fuel 

10597 



Fuel Cap. 







2005-2004 

Regular Locking Fuel Cap; W/Central Locking Fuel Cap 

10505 


2004-1995 

OE Equivalent Fuel Cap. 

10835 


2005-2004 

Regular Locking Fuel Cap; W/O Central Locking Fuel 

10597 


2004-1995 

Regular Keyed Alike Fuel Cap. 

17505 



Cap. 



2004-1995 

Regular Locking Fuel Cap. 

10505 


2003-1997 

OE Equivalent Fuel Cap 

10835 


1999-1995 

OE Type Radiator Cap. 

10243 

20 

2003-1997 

Regular Keyed Alike Fuel Cap 

17505 


V-6 3.2 L 




2003-1995 

Regular Locking Fuel Cap 

10505 


2004 

OE Equivalent Fuel Cap. 

10835 


1995 

OE Equivalent Fuel Cap 

10835 


2004 

Oil Filler Cap 

10079 


4-Cyl 2.0 L 




2004 

Regular Keyed Alike Fuel Cap 

17505 


2013-2012 

OE Equivalent Fuel Cap; W/Threaded Filler Neck 

10827 


2004 

Regular Locking Fuel Cap. 

10505 


2013-2012 

Regular Keyed Alike Fuel Cap; W/Threaded Filler Neck, 

17597 


2004 

OE Type Radiator Cap. 

10249 

22 

2013-2012 

Regular Locking Fuel Cap; W/Threaded Filler Neck 

10597 


Golf City 



2013-2012 

OE Type Radiator Cap. 

10249 

22 

4-Cyl 2.0 L 




2007-2006 

OE Equivalent Fuel Cap. 

10835 


2010-2007 

Oil Filler Cap. 

10079 


2007-2006 

Regular Keyed Alike Fuel Cap. 

17505 


2010-2007 

OE Type Radiator Cap 

10249 

22 

2007-2006 

Regular Locking Fuel Cap. 

10505 


2007 

OE Equivalent Fuel Cap. 

10835 


2007-2000 

OE Type Radiator Cap. 

10249 

22 

2007 


17505 


2006-1995 

Oil Filler Cap. 

10079 


2007 

Regular Locking Fuel Cap. 

10505 


2005-2004 

OE Equivalent Fuel Cap; W/Central Locking Fuel Cap 

10835 


Golf SDortwaaen 



2005-2004 

OE Equivalent Fuel Cap; W/O Central Locking Fuel 

Cap 

10827 


5-Cyl 2.5 L 








2013-2010 

OE Equivalent Fuel Cap; W/Threaded Filler Neck 

10827 


2005-2004 

Regular Keyed Alike Fuel Cap; W/Central Locking Fuel 

17505 







Cap. 



2013-2010 

Regular Keyed Alike Fuel Cap; W/Threaded Filler Neck. 

17597 


2005-2004 

Regular Keyed Alike Fuel Cap; W/O Central Locking 

17597 


2013-2010 

Regular Locking Fuel Cap; W/Threaded Filler Neck 

10597 



Fuel Cap. 



2013-2010 

OE Type Radiator Cap 

10249 

22 
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Caps for Passenger Cars and LightTrucks (1995 and Newer) 


Application 


Part 

Number 

PSI 

Application 


Part 

Number 

PSI 

Volkswagen - Continued 



Volkswagen - Continued 



GTI 

Jetta - Continued i 

2015 

OE Equivalent Fuel Cap 

10827 


4-Cyl 1.9 L DIESEL - Continued 



2015 

Regular Keyed Alike Fuel Cap. 

17597 


2005-2002 

Regular Keyed Alike Fuel Cap; W/Central Locking Fuel 

17505 


2015 

Regular Locking Fuel Cap. 

10597 



Cap. 



4-Cyl 2.0 L 




2005-2002 

Regular Keyed Alike Fuel Cap; W/O Central Locking 

Fuel Cap 

17597 


2014-2006 

OE Type Radiator Cap 

10249 

22 

2005-2002 

Regular Locking Fuel Cap; W/Central Locking Fuel Cap 

10505 


2014 

OE Equivalent Fuel Cap 

10827 


2005-2002 

Regular Locking Fuel Cap; W/O Central Locking Fuel 

10597 


2014 

Regular Keyed Alike Fuel Cap. 

17597 



Cap. 



2014 

Regular Locking Fuel Cap. 

10597 


2001-1997 

OE Equivalent Fuel Cap. 

10835 


2013-2007 

OE Equivalent Fuel Cap; W/Threaded Filler Neck 

10827 


2001-1997 

Regular Keyed Alike Fuel Cap. 

17505 


2013-2007 

Regular Keyed Alike Fuel Cap; W/Threaded Filler Neck. 

17597 


2001-1995 

Regular Locking Fuel Cap. 

10505 


2013-2007 

Regular Locking Fuel Cap; W/Threaded Filler Neck. 

10597 


1999-1997 

OE Type Radiator Cap. 

10243 

20 

2006 

OE Equivalent Fuel Cap 

10835 


4-Cyl 2.0 L 




2006 


17505 


2015-2003 

OE Type Radiator Cap. 

10249 

22 

2006 

Regular Locking Fuel Cap. .. 

10505 


2014 

OE Equivalent Fuel Cap; W/O Locking system; From 

10827 







01/07/2013. 



Jetta 




2013-2011 

OE Equivalent Fuel Cap 

10827 


2015 

OE Equivalent Fuel Cap. 

10827 


2013 

Regular Keyed Alike Fuel Cap 

17597 


2015 

Regular Keyed Alike Fuel Cap. 

17597 


2013 

Regular Locking Fuel Cap. 

10597 


2015 

Regular Locking Fuel Cap. 

10597 


2010 

OE Equivalent Fuel Cap; W/Threaded Filler Neck. 

10827 


4-Cyl 1.4 L 




2010 

Regular Keyed Alike Fuel Cap; W/Threaded Filler Neck. 

17597 


2016-2015 

OE Type Radiator Cap. 

10249 

22 









2010 

Regular Locking Fuel Cap; W/Threaded Filler Neck. 

10597 


4-Cv 1.4 LELECTR C/GAS 







2016 

OE Equivalent Fuel Cap. 

10827 


2009 

OE Equivalent Fuel Cap 

10827 


2014-2013 

OE Equivalent Fuel Cap; To 30/09/2013. 

10827 


2009 

Regular Keyed Alike Fuel Cap 

17597 


2014-2013 

Regular Keyed Alike Fuel Cap; To 30/09/2013. 

17597 


2009 

Regular Locking Fuel Cap. 

10597 






2008-2006 


10827 


2014-2013 

Regular Locking Fuel Cap; To 30/09/2013. 

10597 






2014-2013 

OE Type Radiator Cap. 

10249 

22 

2008-2006 

Regular Keyed Alike Fuel Cap; W/Threaded Filler Neck 

17597 


4-Cyl 1.8 L 




2008-2006 

Regular Locking Fuel Cap; W/Threaded Filler Neck. 

10597 


2017-2014 

OE Type Radiator Cap. 

10249 

22 

2005-2002 

OE Equivalent Fuel Cap; W/Central Locking Fuel Cap.... 

10835 


2014 

OE Equivalent Fuel Cap; W/O Locking system; From 

10827 


2005-2002 

OE Equivalent Fuel Cap; W/O Central Locking Fuel 

10827 



01/07/2013 







2005-2002 

OE Equivalent Fuel Cap; W/Central Locking Fuel Cap 

10835 


2005-2002 

Regular Keyed Alike Fuel Cap; W/Central Locking Fuel 
Cap. 

17505 


2005-2002 

OE Equivalent Fuel Cap; W/O Central Locking Fuel 

10827 


2005-2002 

Regular Keyed Alike Fuel Cap; W/O Central Locking 

17597 







Fuel Cap 



2005-2002 

Regular Keyed Alike Fuel Cap; W/Central Locking Fuel 
Cap. 

17505 


2005-2002 

Regular Locking Fuel Cap; W/Central Locking Fuel Cap 

10505 


2005-2002 

Regular Keyed Alike Fuel Cap; W/O Central Locking 

17597 


2005-2002 

Regular Locking Fuel Cap; W/O Central Locking Fuel 

10597 



Fuel Cap. 







2005-2002 

Regular Locking Fuel Cap; W/Central Locking Fuel Cap 

10505 


2005-1995 

Oil Filler Cap. 

10079 


2005-2002 

Regular Locking Fuel Cap; W/O Central Locking Fuel 

10597 


2002 

OE Type Radiator Cap; W/Central Locking Fuel Cap 

10249 

22 


Cap. 



2001-2000 

OE Type Radiator Cap. 

10249 

22 

2005-2000 

Oil Filler Cap. 

10079 


2001-1995 

OE Equivalent Fuel Cap 

10835 


2005-2000 

OE Type Radiator Cap. 

10249 

22 

2001-1995 

Regular Keyed Alike Fuel Cap. 

17505 


2001-1998 

OE Equivalent Fuel Cap. 

10835 


2001-1995 

Regular Locking Fuel Cap. 

10505 


2001-1998 

Regular Keyed Alike Fuel Cap. 

17505 


1999-1995 

OE Type Radiator Cap. 

10243 

20 

2001-1998 

Regular Locking Fuel Cap. 

10505 


4-Cyl 2.0 L 

DIESEL 



1999-1995 


10243 

20 

2014-2009 

OE Type Radiator Cap. 

10249 

22 

1996-1995 


10505 


2013-2010 

Regular Keyed Alike Fuel Cap. 

17504 


1996 

OE Equivalent Fuel Cap 

10835 


2013-2009 

OE Equivalent Fuel Cap. 

10834 


1996 

Regular Keyed Alike Fuel Cap. 

17505 


2013-2009 

Regular Locking Fuel Cap. 

10504 


1995 

Oil Filler Cap 

10079 


2009 

Regular Keyed Alike Fuel Cap; W/Threaded Filler Neck. 

17504 


4-Cyl 1.9 L 




5-Cyl 2.5 L 




2005-1995 

Oil Filler Cap 

10079 


2014-2005 

Oil Filler Cap. 

10079 


1996-1995 


10243 

20 

2014-2005 

OE Type Radiator Cap. 

10249 

22 

4-Cvl 1.9 L DIESEL 



2014 

OE Equivalent Fuel Cap; W/O Locking system; From 

10827 


2006-2000 

OE Type Radiator Cap. 

10249 

22 


01/07/2013 . 



2006 

OE Equivalent Fuel Cap 

10835 


2013-2005 

OE Equivalent Fuel Cap; W/Threaded Filler Neck. 

10827 


2006 

Regular Keyed Alike Fuel Cap. 

17505 


2013-2005 

Regular Keyed Alike Fuel Cap; W/Threaded Filler Neck 

17597 


2006 

Regular Locking Fuel Cap. 

10505 


2013-2005 

Regular Locking Fuel Cap; W/Threaded Filler Neck 

10597 


2005-2002 

OE Equivalent Fuel Cap; W/Central Locking Fuel Cap.... 

10835 


V-6 2.8 L 




2005-2002 

OE Equivalent Fuel Cap; W/O Central Locking Fuel 

10827 


2004-2002 

OE Equivalent Fuel Cap; W/Central Locking Fuel Cap 

10835 



Cap. 



2004-2002 

OE Equivalent Fuel Cap; W/O Central Locking Fuel 

10827 







Cap 
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Caps for Passenger Cars and LightTrucks (1995 and Newer) 


Part 

Application Number 


Volkswagen - Continued 


Jetta - Continued 

V-6 2.8 L - Continued 

2004-2002 Regular Keyed Alike Fuel Cap; W/Central Locking Fuel 17505 
Cap 

2004-2002 Regular Keyed Alike Fuel Cap; W/O Central Locking 17597 

Fuel Cap. 

2004-2002 Regular Locking Fuel Cap; W/Central Locking Fuel Cap 10505 

2004-2002 Regular Locking Fuel Cap; W/O Central Locking Fuel 10597 

Cap. 

2004-1999 OE Type Radiator Cap 10249 

2004- 1995 Oil Filler Cap. 10079 

2001-1995 OE Equivalent Fuel Cap. 10835 

2001-1995 Regular Keyed Alike Fuel Cap. 17505 

2001-1995 Regular Locking Fuel Cap. 10505 

1998-1995 OE Type Radiator Cap 10243 

Jetta City 

4-Cyl 2.0 L 

2009- 2007 OE Type Radiator Cap 10249 

2009 OE Equivalent Fuel Cap 10827 

2009 Regular Keyed Alike Fuel Cap. 17597 

2009 Regular Locking Fuel Cap 10597 

2008-2007 OE Equivalent Fuel Cap; W/Threaded Filler Neck 10827 

2008-2007 Regular Keyed Alike Fuel Cap; W/Threaded Filler Neck 17597 

2008-2007 Regular Locking Fuel Cap; W/Threaded Filler Neck 10597 

2007 Oil Filler Cap 10079 

Passat 

4-Cyl 1.8 L 

2017-2014 OE Type Radiator Cap 10249 

2005- 1998 OE Equivalent Fuel Cap. 10835 

2005-1998 Oil Filler Cap. 10079 

2005-1998 Regular Keyed Alike Fuel Cap. 17505 

2005-1998 Regular Locking Fuel Cap. 10505 

2005-1998 OE Type Radiator Cap 10249 

4-Cyl 1.9 L 

1997-1995 Oil Filler Cap. 10079 

1995 OE Type Radiator Cap 10243 

4-Cyl 1.9 L DIESEL 

1997-1996 OE Equivalent Fuel Cap. 10835 

1997-1996 Regular Keyed Alike Fuel Cap. 17505 

1997-1996 OE Type Radiator Cap. 10243 

1997-1995 Regular Locking Fuel Cap. 10505 

4-Cyl 2.0 L 

2010- 2006 OE Type Radiator Cap 10249 

2005-2004 Oil Filler Cap. 10079 

1996-1995 OE Equivalent Fuel Cap. 10835 

1996-1995 Oil Filler Cap. 10079 

1996-1995 Regular Keyed Alike Fuel Cap. 17505 

1996-1995 Regular Locking Fuel Cap. 10505 

1996-1995 OE Type Radiator Cap 10243 

4- Cyl 2.0 L DIESEL 

2014-2012 OE Type Radiator Cap 10249 

2005-2004 OE Equivalent Fuel Cap. 10835 

2005-2004 Regular Keyed Alike Fuel Cap. 17505 

2005-2004 Regular Locking Fuel Cap 10505 

2005-2004 OE Type Radiator Cap. 10249 

5- Cyl 2.5 L 

2014-2012 Oil Filler Cap 10079 

2014-2012 OE Type Radiator Cap. 10249 

8-Cyl 4.0 L 

2004-2002 OE Equivalent Fuel Cap. 10835 

2004-2002 Oil Filler Cap. 10079 


Part 

Application Number PSI 


Volkswagen - Continued 


Passat - Continued 

8-Cyl 4.0 L - Continued 

2004-2002 Regular Keyed Alike Fuel Cap 17505 

2004-2002 Regular Locking Fuel Cap 10505 

2004- 2002 OE Type Radiator Cap. 10249 22 

V-6 2.8 L 

2005- 1998 OE Type Radiator Cap 10249 22 

2005-1995 OE Equivalent Fuel Cap 10835 

2005-1995 Regular Keyed Alike Fuel Cap 17505 

2005- 1995 Regular Locking Fuel Cap 10505 

2005 Oil Filler Cap. 10130 

2004-1995 Oil Filler Cap. 10079 

1997-1995 OE Type Radiator Cap. 10243 20 

V-6 3.6 L 

2017-2012 OE Type Radiator Cap. 10249 22 

2015-2012 Oil Filler Cap. 10079 

2010-2006 Oil Filler Cap. 10079 

2008- 2006 OE Type Radiator Cap. 10249 22 

Passat CC 

4-Cyl 2.0 L 

2012-2009 OE Type Radiator Cap. 10249 22 

V-6 3.6 L 

2010-2009 Oil Filler Cap. 10079 

2010-2009 OE Type Radiator Cap. 10249 22 

Phaeton 

12-Cyl 6.0 L 

2006- 2004 OE Equivalent Fuel Cap. 10827 

2006-2004 Oil Filler Cap. 10079 

2006-2004 Regular Keyed Alike Fuel Cap. 17597 

2006-2004 Regular Locking Fuel Cap. 10597 

V-8 4.2L 

2006-2004 OE Equivalent Fuel Cap. 10827 

2006-2004 Regular Keyed Alike Fuel Cap. 17597 

2006-2004 Regular Locking Fuel Cap. 10597 

Pointer 

4- Cyl 1.8 L 

1999-1998 OE Equivalent Fuel Cap. 10817 

1999-1998 Pre-Release Fuel Cap. 10819 

1999-1998 Pre-Release Keyed Alike Fuel Cap. 17501 

1999-1998 Pre-Release Locking Fuel Cap. 10501 

1999-1998 Regular Keyed Alike Fuel Cap. 17591 

1999-1998 Regular Locking Fuel Cap. 10591 

R32 

V-6 3.2 L 

2008 OE Equivalent Fuel Cap; W/Threaded Filler Neck. 10827 

2008 Oil Filler Cap. 10079 

2008 Regular Keyed Alike Fuel Cap; W/Threaded Filler Neck 17597 

2008 Regular Locking Fuel Cap; W/Threaded Filler Neck. 10597 

2008 OE Type Radiator Cap 10249 22 

Rabbit 

5- Cyl 2.5 L 

2009- 2006 Oil Filler Cap. 10079 

2009-2006 OE Type Radiator Cap 10249 22 

2009 OE Equivalent Fuel Cap. 10827 

2009 Regular Keyed Alike Fuel Cap. 17597 

2009 Regular Locking Fuel Cap. 10597 

2008-2006 OE Equivalent Fuel Cap; W/Threaded Filler Neck. 10827 

2008-2006 Regular Keyed Alike Fuel Cap; W/Threaded Filler Neck. 17597 

2008-2006 Regular Locking Fuel Cap; W/Threaded Filler Neck. 10597 


PSI 

■ 

22 

20 

22 

22 

22 

20 

20 

22 

20 

22 

22 

22 
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Caps for Passenger Cars and LightTrucks (1995 and Newer) 


Application 


Part 

Number 

PSI 

Application 


Part 

Number 

PSI 

Volkswagen - Continued 



Volkswagen - Continued 



Routan 

Touareg - Continued 

V-6 3.6 L 




V-8 4.2 L - 

Continued 



2014-2011 

OE Equivalent Fuel Cap 

10838 


2009-2004 

Regular Keyed Alike Fuel Cap. 

17596 


2014-2011 

Regular Keyed Alike Fuel Cap. 

17508 


2009-2004 

Regular Locking Fuel Cap. 

10596 


2014-2011 

Regular Locking Fuel CaD 

10508 


2009-2004 

OE Type Radiator Cap 

10249 

22 

V-6 3.6 L FLEX 



V-104.9 L 




2014-2011 

OE Equivalent Fuel Cap 

10838 


2004 

OE Type Radiator Cap 

10249 

22 

2014-2011 

Regular Keyed Alike Fuel Cap 

17508 


V-104.9 L 

DIESEL 



2014-2011 


10508 


2007 

OE Equivalent Fuel Cap 

10835 


2012-2011 


17508Y 


2007 

Regular Keyed Alike Fuel Cap 

17505 


2012-2011 

Flex Fuel Regular Fuel Cap; Yellow 

10838Y 


2007 

Regular Locking Fuel Cap. 

10505 


2012-2011 


10508Y 


2007 

OE Type Radiator Cap. 

10249 

22 

V-6 3.8 L 




2004 

OE Type Radiator Cap. 

10242 

16 

2010-2009 

OE Equivalent Fuel Cap 

10838 


V-10 5.0L 




2010-2009 

Oil Filler Cap 

10111 


2008-2005 

Oil Filler Cap 

10079 


2010-2009 

Regular Keyed Alike Fuel Cap. 

17508 


V-10 5.0L 

DIESEL 



2010-2009 


10508 


2008-2005 

OE Type Radiator Cap 

10249 

22 

V-6 4.0 L 




2008 

OE Equivalent Fuel Cap 

10826 


2010-2009 

OE Equivalent Fuel Cap 

10838 


2008 

Regular Keyed Alike Fuel Cap. 

17596 


2010-2009 

Oil Filler Cap 

10111 


2008 

Regular Locking Fuel Cap. 

10596 


2010-2009 

Regular Keyed Alike Fuel Cap 

17508 


2007 

OE Equivalent Fuel Cap. 

10835 


2010-2009 

Regular Locking Fuel Cap. 

10508 


2007 

Regular Keyed Alike Fuel Cap 

. 17505 


Sedan 




2007 

Regular Locking Fuel Cap. 

. 10505 


4-Cyl 1.6 L 




2006 

OE Equivalent Fuel Cap 

. 10826 


1995 

OE Equivalent Fuel Cap 

10817 


2006 

Regular Keyed Alike Fuel Cap 

. 17596 


1995 


10819 


2006 

Regular Locking Fuel Cap .. .. 

10596 


1995 

Pre-Release Keyed Alike Fuel Cap. 

17501 


2005 

OE Equivalent Fuel Cap. 

10835 


1995 

Pre-Release Locking Fuel Cap. 

10501 


2005 

Regular Keyed Alike Fuel Cap. 

. 17505 


1995 

Regular Keyed Alike Fuel Cap. 

17591 


2005 

Regular Locking Fuel Cap. 

. 10505 


1995 

Regular Locking Fuel Cap. 

10591 


Volvo 

Tiguan 

850 | 

4-Cyl 2.0 L 




5-Cyl 2.3 L 




2009 

OE Type Radiator Cap. 

10249 

22 

1997-1995 

OE Equivalent Fuel Cap. 

. 10817 


Touareg 



1997-1995 

Oil Filler Cap. 

. 10129 


V-6 3.0 L 




1997-1995 

Pre-Release Fuel Cap. 

10819 


2016-2015 

OE Type Radiator Cap. 

10249 

22 

1997-1995 


17501 


2009 

OE TvDe Radiator CaD. 

10249 

22 

1997-1995 


10501 


V-6 3.0 L DIESEL 



1997-1995 

Regular Keyed Alike Fuel Cap. 

17591 


2014-2010 

OE Type Radiator Cap. 

10249 

22 

1997-1995 

Regular Locking Fuel Cap. 

10591 


2010 

OE Equivalent Fuel Cap. 

10826 


1997-1995 

OE Type Radiator Cap. 

10244 

22 

2010 

Regular Keyed Alike Fuel Cap. 

17596 


5-Cyl 2.4 L 




2010 

Regular Locking Fuel Cap. 

10596 


1997-1995 

OE Equivalent Fuel Cap 

10817 


2009 

OE Equivalent Fuel Cap. 

10834 


1997-1995 

Oil Filler Cap. 

10129 


2009 

Regular Locking Fuel Cap. 

10504 


1997-1995 

Pre-Release Fuel Cap 

10819 


V-6 3.0 L ELECTRIC/GAS 



1997-1995 

Pre-Release Keyed Alike Fuel Cap. 

17501 


2014-2011 

OE Type Radiator Cap. 

10249 

22 

1997-1995 


10501 


V-6 3.2 L 




1997-1995 

Regular Keyed Alike Fuel Cap 

17591 


2006-2004 

OE Equivalent Fuel Cap. 

10826 


1997-1995 

Regular Locking Fuel Cap. 

10591 


2006-2004 

Oil Filler Cap. 

10079 


1997-1995 

OE Type Radiator Cap 

10244 

22 

2006-2004 

Regular Keyed Alike Fuel Cap. 

17596 


940 




2006-2004 

Regular Locking Fuel Cap. 

10596 


4-Cyl 2.3 L 




2006-2004 

OE Type Radiator Cap. 

10249 

22 

1995 

OE Equivalent Fuel Cap. 

10817 


V-6 3.6 L 




1995 

Oil Filler Cap 

10129 


2017-2007 

OE Type Radiator Cap 

10249 

22 

1995 

Pre-Release Fuel Cap. 

10819 


2015-2007 

Oil Filler Cap 

10079 


1995 

Pre-Release Keyed Alike Fuel Cap. 

17501 


2010-2007 

OE Equivalent Fuel Cap 

10826 


1995 

Pre-Release Locking Fuel Cap. 

10501 


2010-2007 

Regular Keyed Alike Fuel Cap 

17596 


1995 

Regular Keyed Alike Fuel Cap 

. 17591 


2010-2007 

Regular Locking Fuel Cap. 

10596 


1995 

Regular Locking Fuel Cap... 

. 10591 


V-8 4.2 L 




1995 

OE Type Radiator Cap 

. 10244 

22 

2009-2004 

OE Equivalent Fuel Cap 

10826 
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Caps for Passenger Cars and LightTmcks (1995 and Newer) 


Application 

Part 

Number 

PSI 

Application 


Part 

Number 

PSI 

Volvo - Continued 



Volvo - Continued 



960 

S40 - Continued 1 

6-Cyl 2.9 L 



5-Cyl 2.4 L 

- Continued 



1997-1995 OE Equivalent Fuel Cap 

10817 


2010-2008 

Regular Keyed Alike Fuel Cap. 

17521 


1997-1995 Oil Filler Cap 

10129 


2010-2008 

Regular Locking Fuel Cap. 

10521 


1997-1995 Pre-Release Fuel Cap 

10819 


2010-2004 

OE Type Radiator Cap. 

10262 

21 

1997-1995 Pre-Release Keyed Alike Fuel Cap 

17501 


2008-2004 

Oil Filler Cap. 

10129 


1997-1995 Pre-Release Locking Fuel Cap 

10501 


2007 

OE Equivalent Fuel Cap. 

10834 


1997-1995 Regular Keyed Alike Fuel Cap 

17591 


2007 

Regular Keyed Alike Fuel Cap. 

17504 


1997-1995 Regular Locking Fuel Cap 

10591 


2007 

Regular Locking Fuel Cap. 

10504 


1997-1995 OE Type Radiator Cap 

. 10244 

22 

2007 

OE Type Radiator Cap 

10244 

22 

C30 



2006-2004 

OE Equivalent Fuel Cap. 

10851 


4-Cyl 1.6 L 



2006-2004 

Regular Keyed Alike Fuel Cap. 

17521 


2012-2011 OE Type Radiator Cap 

10262 

21 

2006-2004 

Regular Locking Fuel Cap. 

10521 


5-Cyl 2.4 L 



5-Cyl 2.5 L 




2011-2007 OE Type Radiator Cap 

10262 

21 

2011-2009 

OE Equivalent Fuel Cap. 

10851 


2010-2007 OE Equivalent Fuel Cap 

10851 


2011-2009 

Regular Keyed Alike Fuel Cap 

17521 


2010-2007 Regular Keyed Alike Fuel Cap 

17521 


2011-2009 

Regular Locking Fuel Cap. 

10521 


2007 Regular Locking Fuel Cap 

10521 


2011-2004 

OE Type Radiator Cap 

10262 

21 

5-Cyl 2.5 L 



2008-2004 

Oil Filler Cap. 

10129 


2013-2007 OE Equivalent Fuel Cap 

10851 


2008 

OE Equivalent Fuel Cap. 

10834 


2013-2007 Regular Keyed Alike Fuel Cap 

. 17521 


2008 

Regular Keyed Alike Fuel Cap. 

17504 


2013-2007 Regular Locking Fuel Cap 

. 10521 


2008 

Regular Locking Fuel Cap. 

10504 


2013-2007 OE Type Radiator Cap 

10262 

21 

2007-2004 

OE Equivalent Fuel Cap. 

10851 


C70 



2007-2004 

Regular Keyed Alike Fuel Cap. 

17521 


5-Cyl 2.3 L 



2007-2004 

Regular Locking Fuel Cap. 

10521 


2004-1999 OE Equivalent Fuel Cap 

10834 


2007 

OE Type Radiator Cap. 

10244 

22 

2004-1999 Regular Keyed Alike Fuel Cap 

17504 


S60 




2004-1999 Regular Locking Fuel Cap. 

10504 


4-Cyl 1.6 L 




2004-1998 Oil Filler Cap. 

. 10129 


2015-2011 

OE Type Radiator Cap. 

10262 

21 

2004-1998 OE Type Radiator Cap. 

10244 

22 

4-Cyl 2.0 L 





10817 


2015-2012 

OE Type Radiator Cap. 

10262 

21 

1998 Pre-Release Fuel Cap. 

10819 


2015 

OE Equivalent Fuel Cap. 

10834 


1998 Pre-Release Keyed Alike Fuel Cap 

17501 


2015 

Regular Keyed Alike Fuel Cap. 

17504 


1998 Pre-Release Lockinq Fuel Cap 

10501 


2015 

Regular Locking Fuel Cap. 

10504 


1998 Regular Keyed Alike Fuel Cap. 

17591 


5-Cyl 2.3 L 




1998 Regular Locking Fuel Cap. 

10591 


2004-2001 

OE Equivalent Fuel Cap. 

10834 


5-Cyl 2.4 L 



2004-2001 

Oil Filler Cap 

10129 



10834 


2004-2001 

Regular Keyed Alike Fuel Cap 

17504 


2004-1998 Oil Filler Cap. 

10129 


2004-2001 

Regular Locking Fuel Cap. 

10504 



17504 


2004-2001 

OE Type Radiator Cap. 

10244 

22 

2004-1998 Regular Locking Fuel Cap. 

10504 


5-Cyl 2.4 L 




2004-1998 OE Type Radiator Cap. 

10244 

22 

2009-2001 

OE Equivalent Fuel Cap. 

10834 


5-Cyl 2.5 L 



2009-2001 

Oil Filler Cap. 

10129 



10851 


2009-2001 

Regular Keyed Alike Fuel Cap. 

17504 



17521 


2009-2001 

Regular Locking Fuel Cap. 

10504 



10521 


2009-2001 

OE Type Radiator Cap 

10244 

22 

2013-2006 OE Type Radiator Cap 

10262 

21 

5-Cyl 2.5 L 




2007-2006 Oil Filler Cap 

10129 


2015-2012 

OE Equivalent Fuel Cap. 

10834 


2007-2006 OE Type Radiator Cap 

10244 

22 

2015-2012 

Regular Locking Fuel Cap. 

10504 


S40 



2015-2012 

OE Type Radiator Cap 

10262 

21 

4-Cyl 1.9 L 



2015 

Regular Keyed Alike Fuel Cap 

17504 


2004-2000 OE Equivalent Fuel Cap 

10834 


2014 

Regular Keyed Alike Fuel Cap; To Chassis # 421699 

17504 


2004-2000 Oil Filler Cap 

10129 


2013-2012 

Regular Keyed Alike Fuel Cap 

17504 


2004-2000 Regular Keyed Alike Fuel Cap. 

17504 


2009-2003 

OE Equivalent Fuel Cap. 

10834 


2004-2000 Regular Locking Fuel Cap 

10504 


2009-2003 

Oil Filler Cap. 

10129 



10244 

22 

2009-2003 

Regular Keyed Alike Fuel Cap 

17504 


4-Cyl 2.0 L 



2009-2003 

Regular Locking Fuel Cap. 

10504 


2011 OE Type Radiator Cap 

10262 

21 

2009-2003 

OE Type Radiator Cap 

10244 

22 

5-Cyl 2.4 L 



6-Cyl 3.0 L 




2010-2008 OE Equivalent Fuel Cap 

10851 


2015-2011 

OE Equivalent Fuel Cap .. .. 

10834 
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Caps for Passenger Cars and LightTrucks (1995 and Newer) 


Part 

Application Number PSI 

Part 

Application Number PSI 

Volvo - Continued 

Volvo - Continued 

|S60 - Continued 

S80 - Continued 1 


6-Cyl 3.2 L 


6-Cyl 3.0 L - Continued 

2015-2011 Regular Keyed Alike Fuel Cap 17504 

2015-2011 Regular Locking Fuel Cap 10504 

2015-2011 OE Type Radiator Cap 10262 21 

S70 

5-Cyl 2.3 L 

2000-1998 Oil Filler Cap 10129 

2000-1998 OE Type Radiator Cap 10244 22 

2000 OE Equivalent Fuel Cap. 10834 

2000 Regular Keyed Alike Fuel Cap 17504 

2000 Regular Locking Fuel Cap 10504 

1999 OE Equivalent Fuel Cap. 10825 

1999 Regular Keyed Alike Fuel Cap. 17595 

1999 Regular Locking Fuel Cap. 10595 

1998 OE Equivalent Fuel Cap. 10817 

1998 Pre-Release Fuel Cap. 10819 

1998 Pre-Release Keyed Alike Fuel Cap. 17501 

1998 Pre-Release Locking Fuel Cap. 10501 

1998 Regular Keyed Alike Fuel Cap. 17591 

1998 Regular Locking Fuel Cap. 10591 

5-Cyl 2.4 L 

2000-1999 OE Equivalent Fuel Cap. 10834 

2000-1999 Regular Keyed Alike Fuel Cap. 17504 

2000-1999 Regular Locking Fuel Cap. 10504 

2000-1998 Oil Filler Cap. 10129 

2000- 1998 OE Type Radiator Cap. 10244 22 

1998 OE Equivalent Fuel Cap. 10817 

1998 Pre-Release Fuel Cap 10819 

1998 Pre-Release Keyed Alike Fuel Cap 17501 

1998 Pre-Release Locking Fuel Cap. 10501 

1998 Regular Keyed Alike Fuel Cap 17591 

1998 Regular Locking Fuel Cap 10591 

S80 

4- Cyl 2.0 L 

2015 OE Type Radiator Cap 10262 21 

2013-2012 OE Type Radiator Cap 10262 21 

5- Cyl 2.5 L 

2006-2004 OE Equivalent Fuel Cap 10834 

2006-2004 Oil Filler Cap 10129 

2006-2004 Regular Keyed Alike Fuel Cap 17504 

2006-2004 Regular Locking Fuel Cap 10504 

2006-2004 OE Type Radiator Cap 10244 22 

6- Cyl 2.8 L 

2001- 1999 OE Equivalent Fuel Cap. 10834 

2001-1999 Oil Filler Cap. 10129 

2001-1999 Regular Keyed Alike Fuel Cap. 17504 

2001-1999 Regular Locking Fuel Cap. 10504 

2001-1999 OE Type Radiator Cap. 10244 22 

6-Cyl 2.9 L 

2005-1999 OE Equivalent Fuel Cap. 10834 

2005-1999 Oil Filler Cap. 10129 

2005-1999 Regular Keyed Alike Fuel Cap. 17504 

2005-1999 Regular Locking Fuel Cap. 10504 

2005-1999 OE Type Radiator Cap. 10244 22 

6-Cyl 3.0 L 

2015-2008 OE Equivalent Fuel Cap. 10834 

2015-2008 Regular Keyed Alike Fuel Cap. 17504 

2015-2008 Regular Locking Fuel Cap. 10504 

2015-2008 OE Type Radiator Cap. 10262 21 


2014-2007 OE Equivalent Fuel Cap 10834 

2014-2007 Regular Keyed Alike Fuel Cap 17504 

2014-2007 Regular Locking Fuel Cap 10504 

2014-2007 OE Type Radiator Cap. 10262 21 

V-8 4.4 L 

2010-2007 OE Equivalent Fuel Cap 10834 

2010-2007 Regular Keyed Alike Fuel Cap 17504 

2010-2007 Regular Locking Fuel Cap 10504 

2010-2007 OE Type Radiator Cap 10262 21 

S90 

6-Cyl 2.9 L 

1998-1997 OE Equivalent Fuel Cap. 10817 

1998-1997 Oil Filler Cap. 10129 

1998-1997 Pre-Release Fuel Cap 10819 

1998-1997 Pre-Release Keyed Alike Fuel Cap. 17501 

1998-1997 Pre-Release Locking Fuel Cap. 10501 

1998-1997 Regular Keyed Alike Fuel Cap. 17591 

1998-1997 Regular Locking Fuel Cap. 10591 

1998-1997 OE Type Radiator Cap. 10244 22 

V40 

4- Cyl 1.9 L 

2004-2000 OE Equivalent Fuel Cap. 10834 

2004-2000 Oil Filler Cap. 10129 

2004-2000 Regular Keyed Alike Fuel Cap. 17504 

2004-2000 Regular Locking Fuel Cap. 10504 

2004-2000 OE Type Radiator Cap. 10244 22 

V50 

5- Cyl 2.4 L 

2010-2005 OE Equivalent Fuel Cap. 10851 

2010-2005 Regular Keyed Alike Fuel Cap. 17521 

2010-2005 Regular Locking Fuel Cap 10521 

2010- 2005 OE Type Radiator Cap. 10262 21 

5-Cyl 2.5 L 

2011- 2005 OE Equivalent Fuel Cap. 10851 

2011-2005 Regular Keyed Alike Fuel Cap. 17521 

2011-2005 Regular Locking Fuel Cap 10521 

2011-2005 OE Type Radiator Cap. 10262 21 

V60 

4- Cyl 2.0 L 

2015 OE Equivalent Fuel Cap 10834 

2015 Regular Keyed Alike Fuel Cap 17504 

2015 Regular Locking Fuel Cap 10504 

2015 OE Type Radiator Cap. 10262 21 

5- Cyl 2.5 L 

2015 OE Equivalent Fuel Cap 10834 

2015 Regular Keyed Alike Fuel Cap 17504 

2015 Regular Locking Fuel Cap 10504 

2015 OE Type Radiator Cap. 10262 21 

6- Cyl 3.0 L 

2015 OE Equivalent Fuel Cap 10834 

2015 Regular Keyed Alike Fuel Cap 17504 

2015 Regular Locking Fuel Cap 10504 

2015 OE Type Radiator Cap 10262 21 

V70 

5-Cyl 2.3 L 

2004-2000 OE Equivalent Fuel Cap. 10834 

2004-2000 Regular Keyed Alike Fuel Cap. 17504 

2004-2000 Regular Locking Fuel Cap. 10504 
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Caps for Passenger Cars and LightTmcks (1995 and Newer) 


Application 

Part 

Number 

PSI 

Application 

Part 

Number 

PSI 

Volvo - Continued 



Volvo - Continued 



V70 - Continued 

XC60 - Continued I 

5-Cyl 2.3 L - Continued 



6-Cyl 3.2 L - Continued 



2004-1998 Oil Filler Cap 

10129 


2015-2010 Regular Locking Fuel Cap. 

10504 


2004-1998 OE Type Radiator Cap 

10244 

22 

2012 OE Type Radiator Cap. 

10244 

22 

1999-1998 OE Equivalent Fuel Cap 

10825 


2011-2010 OE Type Radiator Cap 

10262 

21 

1999-1998 Regular Keyed Alike Fuel Cap 

17595 


XC70 



1999-1998 Regular Locking Fuel Cap 

10595 


4-Cyl 2.0 L 



5-Cyl 2.4 L 



2015 OE Type Radiator Cap 

10262 

21 

2007-1999 OE Equivalent Fuel Cap 

10834 


5-Cyl 2.5 L 



2007-1999 Regular Keyed Alike Fuel Cap 

17504 


2007-2003 OE Equivalent Fuel Cap. 

10834 


2007-1999 Regular Locking Fuel Cap 

10504 


2007-2003 Oil Filler Cap 

10129 


2007-1998 Oil Filler Cap 

10129 



17504 


2007-1998 OE Type Radiator Cap 

10244 

22 


10504 


1998 OE Equivalent Fuel Cap 

10817 



10244 

22 

1998 Pre-Release Fuel Cap 

. 10819 


6-Cyl 3.0 L 



1998 Pre-Release Keyed Alike Fuel Cap 

17501 


2015-2009 OE Equivalent Fuel Cap 

10834 


1998 Pre-Release Locking Fuel Cap 

. 10501 


2015-2009 Regular Keyed Alike Fuel Cap 

17504 


1998 Regular Keyed Alike Fuel Cap 

17591 


2015-2009 Regular Locking Fuel Cap 

10504 


1998 Regular Locking Fuel Cap. 

10591 


2015-2009 OE Type Radiator Cap 

. 10262 

21 

5-Cyl 2.5 L 



6-Cyl 3.2 L 



2007-2003 OE Equivalent Fuel Cap 

10834 


2015-2008 OE Equivalent Fuel Cap. 

10834 


2007-2003 Oil Filler Cap. 

10129 


2015-2008 Regular Keyed Alike Fuel Cap. 

. 17504 


2007-2003 Regular Keyed Alike Fuel Cap. 

. 17504 


2015-2008 Regular Locking Fuel Cap. 

. 10504 


2007-2003 Regular Locking Fuel Cap. 

. 10504 


2015-2008 OE Type Radiator Cap 

. 10262 

21 

2007-2003 OE Type Radiator Cap. 

10244 

22 

XC90 



6-Cyl 3.2 L 



5-Cyl 2.5 L 



2010-2008 OE Equivalent Fuel Cap. 

10834 


2006-2003 OE Equivalent Fuel Cap. 

. 10834 


2010-2008 Regular Keyed Alike Fuel Cap. 

. 17504 


2006-2003 Oil Filler Cap 

. 10129 


2010-2008 Regular Locking Fuel Cap. 

. 10504 


2006-2003 Regular Keyed Alike Fuel Cap. 

. 17504 


2010-2008 OE Type Radiator Cap. 

. 10262 

21 

2006-2003 Regular Locking Fuel Cap. 

. 10504 


V90 



2006-2003 OE Type Radiator Cap. 

. 10244 

22 

6-Cyl 2.9 L 



6-Cyl 2.9 L 



1998-1997 OE Equivalent Fuel Cap. 

10817 


2005-2003 OE Equivalent Fuel Cap. 

10834 


1998-1997 Oil Filler Cap 

10129 


2005-2003 Oil Filler Cap. 

. 10129 


1998-1997 Pre-Release Fuel Cap 

10819 


2005-2003 Regular Keyed Alike Fuel Cap. 

. 17504 


1998-1997 Pre-Release Keyed Alike Fuel Cap 

17501 


2005-2003 Regular Locking Fuel Cap. 

. 10504 


1998-1997 Pre-Release Locking Fuel Cap. 

10501 


2005-2003 OE Type Radiator Cap. 

10244 

22 

1998-1997 Regular Keyed Alike Fuel Cap 

17591 


6-Cyl 3.2 L 



1998-1997 Reqular Lockinq Fuel Cap 

10591 


2014-2007 OE Equivalent Fuel Cap. 

. 10834 


1998-1997 OE Type Radiator Cap 

10244 

22 

2014-2007 Regular Keyed Alike Fuel Cap. 

. 17504 


XC60 



2014-2007 Regular Locking Fuel Cap. 

10504 


4-Cyl 2.0 L 



2013 OE Type Radiator Cap. 

. 10244 

22 


10262 

21 

2012 OE Type Radiator Cap. 

10262 

21 

2015 OE Equivalent Fuel Cap 

10834 


2011-2007 OE Type Radiator Cap. 

10244 

22 

2015 Regular Keyed Alike Fuel Cap 

17504 


V-8 4.4 L 



2015 Regular Locking Fuel Cap 

10504 


2011-2007 OE Type Radiator Cap. 

10244 

22 

5-Cyl 2.5 L 



2011 -2005 OE Equivalent Fuel Cap. 

10834 


2015 OE Equivalent Fuel Cap 

10834 


2011 -2005 Regular Keyed Alike Fuel Cap 

17504 


2015 Regular Keyed Alike Fuel Cap. 

17504 


2011 -2005 Regular Locking Fuel Cap. 

10504 


2015 Regular Locking Fuel Cap 

10504 


2005 OE Type Radiator Cap. 

10244 

22 

2015 OE Type Radiator Cap 

10262 

21 




6-Cyl 3.0 L 






2015-2010 OE Equivalent Fuel Cap 

10834 





2015-2010 Regular Keyed Alike Fuel Cap. 

17504 





2015-2010 Regular Locking Fuel Cap 

10504 





2015-2010 OE Type Radiator Cap .. 

10262 

21 




6-Cyl 3.2 L 






2015-2013 OE Type Radiator Cap 

10262 

21 




2015-2010 OE Equivalent Fuel Cap 

10834 





2015-2010 Regular Keyed Alike Fuel Cap 

17504 
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Cap Numerical Listing 

Use as a Guide Only. Alphabetical Listing provides more detail. 
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Cap Numerical Listing 

Use as a Guide Only. Alphabetical Listing provides more detail. 
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Cap Numerical Listing 

Use as a Guide Only. Alphabetical Listing provides more detail. 


Make 

Year(s) 

Make 

Year(s) 

10238 (cont'd) 

10242 (cont'd) 

Infiniti 

2010-2004 

Pontiac 

2000-1995 

Jaguar. 

2010-2000 

Scion 

2006-2004 

Land Rover. 

2009-2003 

Scion 

2016-2008 

Lincoln 

2017-1995 

Subaru. 

2016-2001 

Mazda. 

2010-2001 

Suzuki. 

2013-1995 

Mercury. 

2011-1995 

Toyota 

1998-1995 

Nissan 

2010-2004 

Toyota 

2016-2000 

10239 

Volkswagen. 

2004 

Buick. 

. 1998-1995 

10243 


Cadillac. 

. 1996-1995 

Volkswagen. 

. 2003-1995 

Cadillac. 

. 2000 

10244 


Chevrolet. 

. 2000-1995 

Volvo 

2013-1995 

Oldsmobile. 

. 1999-1995 

10246 





Pontiac. 

. 1998-1995 





Land Rover. 

. 2005-1995 

Pontiac 

2004 



Saturn 

2002-1995 

10247 


BMW 

, 2014-1995 

10241 





2002-1998 

10248 




Buick. 

. 2011-2004 

Dodge. 

.. 1995 





Buick. 

2015-2013 

Dodge. 

. 2001 





Cadillac 

2015-2002 

Eagle. 

. 1996-1995 





Chevrolet. 

2017-1999 

Geo. 

. 1997-1995 





GMC 

2017-1999 

Lexus. 

. 2000-1995 





Hummer. 

2010-2003 

Lexus. 

. 2008-2004 





Isuzu. 

2008-2003 

Mazda. 

. 1999-1995 





Mazda. 

2013-2003 

Mitsubishi. 

. 2004-1995 





Oldsmobile 

2004-1999 

Plymouth. 

. 1995 





Pontiac 

2010-1999 

Pontiac. 

. 1997-1995 





Saab 

2009-2005 

Pontiac. 

. 2010-2003 





Saturn 

2010-2003 

Scion. 

. 2010-2005 





Suzuki. 

2009-2007 

Subaru. 

. 2014-2006 



Suzuki. 

. 2002-2001 

10249 


Toyota 

2016-1995 

Audi. 

. 2017-1996 



Porsche. 

. 2006-2003 

10242 




Acura. 

2017-1995 

Porsche. 

. 2010-2008 




.... 2013 

Chevrolet. 

. 2004-1998 



Chrysler. 

. 2005-2001 

Volkswagen. 

. 2017-1998 

Dodge. 

. 2005-2001 

10250 


Geo. 

. 1997-1995 

Ford. 

1997-1995 

Honda 

. 2017-1995 

Ford. 

2005-2000 

Isuzu. 

. 2003-1996 

Mercury. 

... 1997-1995 

Lexus. 

. 2015-1998 

10251 


Mazda. 

. 2003-2000 

Ford. 

2012-1998 

Mazda. 

. 2014-2006 

Mazda. 

2006-2001 

Mitsubishi. 

. 2012-2001 

Mazda. 

2011-2008 

Mitsubishi. 

. 2015-2014 

Mercurv. 

2002-1998 




Make 


Year(s) 


Make 


Year(s) 


10251 (cont'd) 


Mercury. 2011-2005 


10252 


Dodge. 

Freightliner 


10253 


Chevrolet. 

Mercedes-Benz.. 


10254 


Lexus.. 

Scion. 

Toyota. 


10257 


Cadillac 

Cadillac 

Chevrolet 


10258 


10259 


Chevrolet... 

Pontiac. 

Saab. 

Saturn. 

Suzuki. 


10260 


10261 


Cadillac. 

Chevrolet... 

Daewoo. 

Ford. 

Saab. 

Suzuki. 


10262 


Ford 

Mazda 

Volvo 


10263 


10264 


Infiniti 

Infiniti 

Infiniti 

Nissan 


10265 

Ford. 

Mazda 


2009-2006 

2011-2006 


2012-1998 

2015-1995 


2014- 2007 
2012-2008 

2015- 2000 


1999-1998 

2004-2001 

2004-2001 


Mercedes-Benz. 2005-1998 


2011-2008 

2013-2011 


2011-2004 

2010-2005 

2009-1995 

2005- 2000 

2006- 2004 


Saab. 1998-1995 


2001- 1997 
2012-1995 

2002- 1999 
2012-2004 
2009-2006 
2008-2004 



10267 

Ford. 

. 2010-2005 

Ford. 

. 2014-2012 

Infiniti. 

. 2015-2007 

Infiniti. 

. 2017 

Mazda. 

. 2012-2003 

Mercury. 

. 2010-2005 

Nissan. 

. 2017-2007 

Subaru. 

. 2016-2004 

10268 

Ford 

2014-2011 

10269 

Buick. 

. 2011-2006 

Cadillac. 

. 2011-2004 

Chevrolet 

2015-2005 

GMC 

2011 

Pontiac. 

2009-2006 

Saturn. 

2007 


10271 

Buick. 

. 2017-2010 

Cadillac. 

2008-2007 

Cadillac. 

. 2017-2010 

Chevrolet. 

. 2017-2010 

Chrysler. 

. 2015 

Dodge. 

. 2015-2013 

GMC. 

. 2017-2007 

Jeep. 

. 2015-2014 

Pontiac. 

. 2009 

Ram. 

. 2014-2013 

Saab. 

. 2011-2010 

10327 


2017-2011 

2013-2004 

2015-2004 


Jaguar. 2007-1997 


2001-1997 

2015-2004 

2017 

2017-2004 


Chrysler 

Dodge 

Eagle 

Ford 

Hyundai 

Hyundai 

Infiniti 

Infiniti 

Kia 

Kia 

Lexus. 

Mazda. 


1998- 1995 

1999- 1995 

1998- 1995 
1997-1995 
2006-1995 
2010 

2008-1995 

2010 

2002-1995 

2011-2006 

2000- 1995 

1999- 1995 
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Cap Numerical Listing 

Use as a Guide Only. Alphabetical Listing provides more detail. 


Make 

Year(s) 

10327 (cont'd) 

Mazda 

2010-2004 

Mercury. 

2002-1995 

Mitsubishi 

1999-1995 

Mitsubishi 

2002-2001 

Nissan. 

2014-1995 

Subaru 

1999-1995 

Suzuki. 

1995 

Toyota 

2004-1995 

10329 

Ford. 

. 1998-1995 

Jeep. 

. 1995 

Porsche. 

. 1995 

10330 

AM General. 

. 2001-1996 

Cadillac 

2000-1995 

Chevrolet . 

., 2005-1995 

Chrysler. 

2014-1995 

Dodge. 

. 2014-1995 

Ford 

. 1997-1995 

GMC. 

. 2005-1995 

Hummer. 

. 2003-2002 

Hummer. 

. 2006 

Isuzu. 

. 2000-1996 

Jaguar. 

. 1996-1995 

Jeep. 

. 2014-2007 

Mazda. 

. 1997-1995 

Mercury. 

. 1995 

Mitsubishi. 

. 2009-2006 

Oldsmobile. 

. 2001-1996 

Plymouth. 

. 2001-1995 

Porsche. 

. 1995 

Ram. 

. 2014-2011 

10331 

Buick ,, 

„ 2007-1995 

Cadillac. 

.. . 1995 

Cadillac. 

.. . 2000-1999 

Chevrolet ... 

... 2006-1995 

Chrysler. 

. 2012-1995 

Dodge. 

. 2012-1995 

Ford. 

. 1995 

GMC. 

.... 2005-1995 

Jeep. 

. 2001-1995 

Oldsmobile. 

. 2004-1995 

Plymouth. 

. 2000-1995 

Pontiac. 

. 2006-1995 

Saturn. 

. 2006-2005 


Make 

Year(s) 

10333 

Acura 

2005-1995 

Chrysler 

1999-1995 

Dodge. 

1999-1995 

Eagle 

1998-1995 

Ford 

2014-1995 

Honda. 

2007-1995 

Hyundai. 

2015-1998 

Infiniti 

2001-1997 

Infiniti 

2010-2009 

Infiniti 

2015-2012 

Isuzu. 

2004-1995 

Kia. 

..., 2016-2001 

Lexus. 

2007-1995 

Lincoln. 

... 2014-2009 

Mazda 

. 2015-1995 

Mercury. 

2001-1995 

Mitsubishi 

1998-1995 

Mitsubishi . 

. 2011-2002 

Nissan. 

. 2014-1995 

Subaru. 

. 2014-1999 

Suzuki. 

. 2011-2004 

Toyota. 

. 2008-1995 

10334 

Cadillac 

2005-2001 

Chevrolet 

2002-1995 

Chrysler. 

2015-1995 

Dodge. 

2017-1995 

Eagle 

1997-1995 

Freightliner 

2005-2003 

Jeep. 

2014-1995 

Jeep. 

2017-2016 

Oldsmobile 

2003-2001 

Plymouth. 

2001-1999 

Pontiac 

. .. 2002-1995 

Pontiac 

2006-2005 

Ram 

. .. 2012-2011 

10335 

Chrysler 

2009-2007 

Chrysler 

2013-2012 

Dodge. 

2016-2001 

Jeep. 

2002-1999 

Jeep. 

2014 

Mercedes-Benz 

2010-1995 

Mercedes-Benz. 

2014-2012 

SRT 

2014-2013 


Make 

Year(s) 

10501 

Buick 

1997-1995 

Cadillac 

1997-1995 

Chevrolet 

2012-1995 

Chrysler 

1999-1995 

Chrysler 

2002-2001 

Dodge. 

1999-1995 

Eagle 

1998-1995 

Ford 

2008-1995 

GMC 

1999-1995 

GMC 

2013-2009 

Infiniti. 

2000-1995 

Jeep. 

2001-1995 

Kia 

„,. 2002-1995 

Land Rover. 

2004-1995 

Lincoln. 

1997-1995 

Mazda. 

1999-1995 

Mercury. 

1999-1995 

Mitsubishi. 

1997-1995 

Nissan 

2005-1995 

Oldsmobile. 

1997-1995 

Plymouth. 

. 1999-1995 

Plymouth. 

. 2001 

Pontiac. 

. 1997-1995 

Saturn. 

. 1997-1995 

Subaru. 

. 2000-1995 

Suzuki. 

. 1995 

Volkswagen. 

. 1995 

Volkswagen. 

. 1999-1998 

Volvo. 

. 1998-1995 


10501D 

Chevrolet 

, . 2002-1995 

Chevrolet 

, . 2012-2006 

Dodge. 

1999-1995 

Ford 

. 2008-1995 

GMC 

1999-1995 

GMC 

... 2013-2009 

10502 

Ford 

2007-1996 

Jaguar. 

2000 

Lincoln. 

2006-1996 

Mazda. 

2004-1998 

Mercurv. 

2005-1996 


10502D 

Ford. 

. 2005-1997 

10502Y 

Ford. 

2005-1996 


Make 

Year(s) 

10502Y (cont'd) 

Mazda 

2002-2000 

Mercurv. 

2004-2002 


10503 

Ford. 

... 1997-1996 

Ford. 

.... 2001-2000 

Mercurv. 

1997 


10504 

Acura. 

2005-1995 

Acura. 

2016-2009 

Audi. 

2005-2002 

Audi. 

2015-2013 

Buick. 

1997-1996 

Buick. 

2015-2011 

Cadillac 

. 2000-1999 

Cadillac 

2004-2002 

Cadillac. 

... 2007 

Cadillac . 

... 2015-2010 

Chevrolet. 

. 2007-1995 

Chevrolet. 

..... 2017-2009 

Daewoo. 

.... 2002-1999 

Dodge. 

.... 2000 

GMC . 

.... 2007-1997 

GMC. 

.... 2017-2009 

Honda. 

.... 2006-1995 

Honda. 

.... 2015-2012 

Hummer. 

... 2004-2003 

Infiniti. 

.... 2002-2001 

Infiniti. 

... 2015-2011 


.... 2004-1995 

Lexus. 

.... 2015-2000 

Mazda. 

. 2005-1996 

Mazda. 

. 2014-2011 

Mercedes-Benz 

2005-1998 

Mercedes-Benz 

2009 

Mitsubishi. 

2016-1997 

Nissan. 

2001 

Nissan. 

2016-2010 

Oldsmobile 

1997-1996 

Pontiac 

1997-1995 

Pontiac 

2010-2003 

Saab 

2006-1996 

Saab 

2011 

Saturn 

2010-2008 

Scion. 

2006-2004 

Scion. 

2016-2008 

Subaru 

2008-2001 
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Cap Numerical Listing 

Use as a Guide Only. Alphabetical Listing provides more detail. 


Make Year(s) 

Make Year(s) 

Make Year(s) 

Make Year(s) 

10504 (cont'd) 

10508 (cont'd) 

10511 

10524 

Subaru 2015-2010 

Mercedes-Benz. 2014-2006 

Buick 2011-2004 

Chrysler 2012 

Suzuki 2013-2004 

Mercury. 2002-2000 

Cadillac 2012-2004 

Dodge 2013-2011 

Toyota 2016-1999 

Mitsubishi 2015-2001 

Chevrolet 2015-2003 

Ford 2015-2009 

Volkswagen 2013-2009 

Nissan 2012-2000 

GMC 2013-2004 

Ford 2017 

Volvo 2015-1998 

Plymouth 2001-1999 

Hummer 2010-2004 

Lincoln 2015-2009 

10504Y 

Buick. 2012-2011 

Buick. 2015 

Cadillac. 2012 

Ram 2016-2010 

Subaru 2012-2005 

Isuzu 2008-2005 

Mitsubishi 2011 

Lincoln. 2017 

Mercury 2011-2009 

Suzuki 2012-2009 

Volkswagen 2014-2009 

Pontiac 2010-2004 

Saab 2011-2005 

Saturn 2010-2002 

Suzuki 2009-2004 

10582 

BMW. 1998-1995 

Cadillac. 2014 

10508D 

Mercedes-Benz. 1995 

Chevrolet. 2004-2002 

Dodge. 2010-2000 

10591 

Buick 1997-1995 

Chevrolet. 2015-2011 

GMC. 2004-2002 

GMC. 2015-2011 

Jeep. 2009-2005 

Mercedes-Benz. 2009-2007 

Ram. 2013-2011 

10511Y 

Buick. 2011-2010 

Cadillac. 2011-2010 

Cadillac 1996-1995 

Chevrolet. 2017-1995 

Nissan 2014-2012 

Toyota 2014-2009 


Chevrolet 2013-2004 

GMC 2011-2004 

10508Y 

Chrysler. 1999-1995 

Chrysler. 2013-1999 

Chrysler. 2002-2001 

10505 

Chrysler . 2015 

10512 

Dodge .. .. 2002-1995 

Audi. 2011-1995 

Volkswagen. 2007-1995 

Dodge 2013-1999 

Dodge. 2015 

Hyundai . 2015-2004 

Infiniti. 2011-2010 

Eagle. 1998-1995 

Ford. 2008-1995 

10506 

Jeep. 2007 

Kia. 2015-2004 

Ford. 2012-2010 

Buick 2005-1997 

Jeep. 2012-2011 

Nissan. 2009-2007 

Nissan. 2011 

Plymouth. 2000-1999 

Ram. 2015-2011 

Volkswagen. 2012-2011 

10509 

10516 

GMC. 2017-1995 

Infiniti. 2000-1995 

Jeep. 2001-1995 

Kia. 2002-1995 

Land Rover. 2004-1999 

Mazda. 1999-1995 

Cadillac 2005-1998 

Chevrolet. 2005-1996 

Chevrolet. 1998 

Pontiac 1998 

GMC 2005-1996 

Isuzu 2000-1997 

Isuzu 2004-2003 

Oldsmobile 2004-1996 

Pontiac 2005-1997 

Saturn , .. 2006-1998 

10507 

10517 

Cadillac. 2001-1999 

10518 

Cadillac 2006-2005 

Nissan. 2005-1995 

Oldsmobile. 1997-1995 

Plymouth. 2001-1995 

Pontiac. 1997-1995 

Subaru. 2000-1995 

Lexus 2009-2002 

Lexus 2014-2013 

Pontiac. 2005 

Scion 2010-2005 

Toyota 2009-2002 

10510 

Chevrolet. 2015 

Ford 2015-2004 

GMC 2015 

Lincoln 2011-2004 

Chevrolet. 2006 

Saab 2007-2004 

Saab 2011-2009 

Acura. 2012-2004 

Audi. 2010 

Ford. 2004-1998 

Honda. 2015-2005 

Jaguar 2008-2002 

Mercury . 2000-1998 

Volkswagen 2008-2007 

10521 

Ford. 2013-2010 

Jaguar. 2008-2002 

Land Rover. 2010-2003 

Mazda. 2010-2004 

Volvo. 2013-2004 

10522 

Suzuki 1995 

Volkswagen. 1995 

Volkswagen. 1999-1998 

Volvo 1998-1995 

10591D 

10508 

Mazda 2015-2004 

Mercury. 2011-2004 

Chevrolet. 2012-1995 


Chevrolet. 2015 

Dodge. 1999-1995 

Ford. 2008-1995 

GMC . 2013-1995 

GMC. 2015 

Chrysler. 2015-1999 

Chevrolet. 2012-2011 

GMC. 2004-1998 

10523 

Cadillac 2011-2005 

Dodge. 2017-1999 

Fiat 2016-2012 

Ford 2011-2010 

Infint.. 2011-2002 

Jeep. 2016-2000 

Mazda. 2015-2003 

10510D 

Ford . 2015-2004 

10510Y 

Ford 2015-2004 

Lincoln 2011-2007 

Mercury. 2011-2004 

Chevrolet 2011-2005 

GMC 2009-2005 

Pontiac. 2009-2005 

10594 

Chevrolet 1997-1995 

Pontiac. 1997-1995 
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Cap Numerical Listing 

Use as a Guide Only. Alphabetical Listing provides more detail. 


Make Year(s) 

Make Year(s) 

Make Year(s) 

Make Year(s) 

10595 

10817 (cont'd) 

10819 (cont'd) 

10826 (cont'd) 

Bentley 2005-1999 

GMC 2011-2010 

Volvo 1998-1995 

Saab 2000-1995 

Chevrolet 2004-1998 

GMC 2015-2014 

10819D 

Volkswagen 2010-2004 




Dodge. 1995 

Eagle 1996-1995 

Geo 1997-1995 

Infiniti 2000-1995 

Jeep 2001-1995 

Kia 2002-1995 

Chevrolet. 2002-1995 

10827 

Chevrolet. 2012-2006 

Dodge. 1999-1995 

Audi. 2013-2004 

Volkswagen. 2016-2002 

Hyundai „ „ 2006-1995 

Kia 2006-2001 

Land Rover 2004-1999 

Mazda 1999-1995 

Ford. 2008-1995 

GMC. 1999-1995 

GMC. 2013-2009 

10830 

Chevrolet 2012-1995 

Chevrolet 2017-2015 

Lexus 2000-1995 

Lexus 2014-2006 

Mitsubishi 1997-1995 

Plymouth. 1995 

Pontiac. 2000-1995 

Subaru . .... 1995 

Suzuki 2003-1995 

Mitsubishi 1997-1995 

Nissan. 2005-1995 

Oldsmobile 1997-1995 

Plymouth 2001-1995 

Pontiac 1997-1995 

Subaru. 2000-1995 

10821 

Ford 1995 

10822 

Chevrolet. 1997-1995 

Ford 2008-2004 

Ford 2012-2010 

GMC 2013-1996 

GMC 2017-2015 

Pontiac. 1997-1995 

10830D 

Toyota . 2000-1995 

Volkswagen 1995 

10823 

Chevrolet. 2012-1995 

Chevrolet. 2015 

Dodge. 1999-1995 

Toyota . 2011-2007 

Volvo. 1999-1998 

Volkswagen ......... 1999-1998 

Volvo. 1998-1995 

Chevrolet 1997-1995 

Pontiac .... 1997-1995 

10596 

10819 

10825 

Ford. 2008-1995 

GMC 2013-1995 

GMC 2015 

AM General 2001-1996 

Audi 2007 

Cadillac 1998-1997 

Buick 1997-1995 

Cadillac 1997-1995 

Chevrolet 2012-1995 

Bentley. 2005-1999 

Chevrolet 2004-1998 

Dodge. 1995 

10832 

Chevrolet 2012-1995 

Chevrolet 2015 

Hummer 2004-2002 

Hummer 2006 

Mazda 1996-1995 

Chrysler 1999-1995 

Chrysler 2002-2001 

Dodge 2002-1995 

Eagle 1998-1995 

Ford 2008-1995 

Eagle 1996-1995 

Geo 1997-1995 

Hyundai 2006-1995 

Kia 2006-2001 

Ford. 2007-1996 

Jaguar . 2000 

Lincoln. 2006-1996 

Mazda. 2004-1998 

Lexus. 2000-1995 

Lexus 2014-2006 

Mercury. 2005-1996 

Porsche 2017-1995 

Saab 2000-1995 

Volkswagen 2010-2004 

GMC 1999-1995 

GMC 2013-2009 

Infiniti 2000-1995 

10832D 

Mitsubishi 1997-1995 

Ford 2005-1997 

Plymouth 1995 

Pontiac 2000-1995 

Subaru 1995 

Suzuki , 2003-1995 

Toyota 2000-1995 

Toyota 2011-2007 

Volvo 1999-1998 

10832Y 

10597 

Audi. 2013-2004 

Volkswagen. 2015-2002 

Jeep 2001-1995 

Kia. 2002-1995 

Ford. 2005-1996 

Mazda. 2002-2000 

Land Rover. 2004-1995 

Lincoln. 1997-1995 

Mazda 1999-1995 

Mercury 1999-1995 

Mercury. 2004-2002 

10810 

BMW 1998-1995 

Mercedes-Benz. 1995 

10817 

10833 

Ford 1997-1996 

Ford 2001-2000 

Mercury 1997 

Mitsubishi. 1997-1995 

10826 

AM General 2001-1996 

10834 

Acura. 2005-1995 

Acura. 2017-2009 

Audi 2005-2002 

Audi 2015-2013 

Buick 1997-1996 

Buick 2017-2011 

Cadillac 2000-1999 

Cadillac 2004-2002 

Cadillac 2007 

Buick 1997-1995 

Cadillac 1996-1995 

Chevrolet. 2006-1995 

Chevrolet 2015-2013 

Chrysler 1999-1995 

Chrysler 2002-2001 

Dodge 2002-1995 

Eagle 1998-1995 

Ford 2008-1995 

GMC 1999-1995 

Oldsmobile. 1997-1995 

Plymouth. 1999-1995 

Plymouth. 2001 

Pontiac. 1997-1995 

Saturn. 1997-1995 

Subaru. 2000-1995 

Suzuki. 1995 

Volkswagen. 1995 

Volkswagen. 1999-1998 

Audi 2007 

Cadillac 1998-1997 

Cadillac 2016-2015 

Chevrolet 2012-1995 

Chevrolet 2017-2015 

Hummer 2004-2002 

Hummer. 2006 

Mazda 1996-1995 

Porsche 2017-1995 
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Cap Numerical Listing 

Use as a Guide Only. Alphabetical Listing provides more detail. 


Make 

Year(s) 

10834 (cont'd) 

Cadillac 

2017-2010 

Chevrolet. 

2007-1995 

Chevrolet. 

2017-2009 

Daewoo. 

2002-1999 

Dodge. 

2000 

GMC 

2007-1997 

GMC 

2017-2009 

Honda 

2006-1995 

Honda 

2017-2012 

Hummer. 

2004-2003 

Infiniti 

2002-2001 

Infiniti ,, , 

2015-2011 

Isuzu. 

2004-1995 

Lexus. 

.. 2015-2000 

Mazda. 

2005-1996 

Mazda. 

... 2014-2011 

Mercedes-Benz. 

2005-1998 

Mercedes-Benz. 

.. . 2009 

Mitsubishi 

2016-1997 

Nissan. 

2001 

Nissan. 

. 2017-2010 

Oldsmobile. 

. 1997-1996 

Pontiac. 

. 1997-1995 

Pontiac. 

. 2010-2003 

Saab. 

. 2006-1996 

Saab. 

. 2011 

Saturn. 

. 2010-2008 

Scion. 

. 2006-2004 

Scion. 

. 2016-2008 

Subaru. 

. 2008-2001 

Subaru 

2016-2010 

Suzuki. 

2013-2004 

Toyota 

2016-1999 

Volkswagen. 

2013-2009 

Volvo. 

2015-1998 


10834Y 

Buick. 

. ... 2012-2011 

Buick. 

. ... 2015 

Cadillac. 

. 2012 

Cadillac. 

..... 2014 

Chevrolet. 

. 2004-2002 

Chevrolet. 

. 2016-2011 

GMC. 

. 2004-2002 

GMC. 

. 2015-2011 

Nissan. 

. 2014-2012 

Toyota. 

. 2014-2009 


Make 

Year(s) 

10835 

Audi 

2011-1995 

Volkswaqen. 

2007-1995 


10836 

Buick. 

. 2005-1997 

Cadillac. 

. 2005-1998 

Chevrolet. 

. 2005-1996 

Chevrolet. 

. 2012-2011 

GMC. 

. 2005-1996 

Isuzu. 

. 2000-1997 

Isuzu. 

. 2004-2003 

Oldsmobile. 

. 2004-1996 

Pontiac. 

. 2005-1997 

Saturn. 

. 2006-1998 

10837 

Acura. 

2012-2004 

Audi. 

. 2010 

Ford. 

. 2004-1998 

Honda 

2016-2005 

Jaguar. 

. 2008-2002 

Mercury. 

... 2000-1998 

Volkswaaen 

2008-2007 


10838 

Chrysler 

2016-1999 

Dodge. 

2017-1999 

Fiat 

2016-2012 

Ford. 

2011-2010 

Infiniti 

2011-2002 

Jeep. 

2016-2000 

Mazda. 

2015-2003 

Mercedes-Benz. 

2017-2006 

Mercury. 

2002-2000 

Mitsubishi 

2016-2001 

Nissan. 

2012-2000 

Plymouth,, 

2001-1999 

Ram. 

, 2017-2010 

Subaru. 

... 2012-2005 

Suzuki. 

... 2012-2009 

Volkswaaen 

2014-2009 


10838D 

Dodge. 

2010-2000 

Jeep. 

2009-2005 

Mercedes-Benz. 

2009-2007 

Ram. 

2013-2011 

10838Y 

Chrysler 

2013-1999 



Make Year(s) 

Make Year(s) 

10838Y (cont'd) 

10842 

Chrysler 2015 

Hyundai 2017-2004 

Dodge 2013-1999 

Infiniti 2011-2010 

Dodge 2015 

Kia 2016-2004 

Jeep. 2007 

10843 

Jeep 2012-2011 

Nissan 2009-2007 

Nissan 2011 

Plymouth 2000-1999 

BMW. 1995 

BMW. 2003-1997 

Dodge. 2006-2003 

Freightliner. 2006-2003 

Mercedes-Benz. 2006-1995 

Ram 2015-2011 

Volkswagen 2012-2011 

10844 

10839 

BMW 2016-1999 

Lexus. 2009-2002 

Mini 2016-2002 

Lexus. 2014-2013 

Pontiac. 2005 

Scion 2010-2005 

Toyota 2009-2002 

10845 

Chrysler. 2008-2004 

Dodge. 2009-2007 

Mercedes-Benz. 2017-2000 

10840 

10846 

Ford . 2017-2004 

Lincoln. 2011-2004 

Mazda. 2015-2004 

Mercury. 2011-2004 

Chevrolet. 1998 

Pontiac 1998 

10847 

10840D 

Cadillac 2001-1999 

10848 

Ford 2015-2004 

Cadillac. 2006-2005 

10840Y 


Ford. 2017-2004 

Lincoln. 2011-2007 

Mercury. 2011-2004 

Saab . 2007-2004 

Saab. 2011-2009 

10851 

10841 

Ford 2013-2010 

Jaguar 2008-2002 

Land Rover 2010-2003 

Mazda 2010-2004 

Volvo 2013-2004 

Buick 2011-2004 

Cadillac 2012-2004 

Chevrolet 2016-2003 

GMC 2013-2004 

Hummer 2010-2004 

17501 

Isuzu 2008-2005 

Mitsubishi 2011 

Buick. 1997-1995 

Cadillac. 1997-1995 

Pontiac. 2010-2004 

Saab. 2011-2005 

Saturn 2010-2002 

Suzuki. 2009-2004 

Chevrolet. 2012-1995 

Chrysler. 1999-1995 

Chrysler. 2002-2001 

Dodge 2002-1995 

Eagle 1998-1995 

Ford 2008-1995 

GMC 1999-1995 

GMC 2013-2009 

Infiniti 2000-1995 

Jeep 2001-1995 

10841Y 

Buick 2011-2010 

Cadillac 2011-2010 

Chevrolet 2013-2004 

GMC 2011-2004 
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Cap Numerical Listing 

Use as a Guide Only. Alphabetical Listing provides more detail. 


Make 

Year(s) 

17501 (cont'd) 

Kia 

2002-1995 

Land Rover. 

2004-1995 

Lincoln. 

1997-1995 

Mazda 

1999-1995 

Mercury. 

1999-1995 

Mitsubishi 

, 1997-1995 

Nissan. 

2005-1995 

Oldsmobile 

1997-1995 

Plymouth. 

1999-1995 

Plymouth. 

2001 

Pontiac. 

1997-1995 

Saturn 

1997-1995 

Subaru . 

. 2000-1995 

Suzuki. 

. 1995 

Volkswagen. 

.... 1995 

Volkswagen. 

. ... 1999-1998 

Volvo. 

. 1998-1995 

17501D 

Chevrolet. 

2002-1995 

Chevrolet 

2012-2006 

Dodge. 

1999-1995 

Ford 

2008-1995 

GMC 

1999-1995 

GMC 

2013-2009 

17502 

Ford. 

. 2007-1996 

Jaguar. 

. 2000 

Lincoln. 

. 2006-1996 

Mazda. 

. 2004-1998 

Mercurv. 

2005-1996 


17502D 

Ford 

2005-1997 

17502Y 

Ford. 

. 2005-1996 

Mazda 

2002-2000 

Mercury. 

2004-2002 

17503 

Ford 

... 1997-1996 

Ford 

. 2001-2000 

Mercury. 

. 1997 

17504 

Acura. 

2005-1995 

Acura. 

2016-2009 

Audi. 

2005-2002 

Audi. 

2015-2013 



Make 

Year(s) 

17504 (cont'd) 

Buick 

1997-1996 

Buick 

2015-2011 

Cadillac 

2000-1999 

Cadillac 

2004-2002 

Cadillac 

2015-2010 

Chevrolet 

2007-1995 

Chevrolet 

2017-2009 

Daewoo. 

2002-1999 

Dodge. 

2000 

GMC 

2007-1997 

GMC 

2017-2009 

Honda. 

2006-1995 

Honda. 

2015-2012 

Hummer. 

2004-2003 

Infiniti. 

... 2002-2001 

Infiniti. 

... 2015-2011 

Isuzu. 

.. 2004-1995 

Lexus. 

. 2015-2000 

Mazda 

2005-1996 

Mazda. 

... 2014-2011 

Mercedes-Benz 

. 2005-1998 

Mercedes-Benz. 

. 2009 

Mitsubishi. 

. 2014-1997 

Nissan. 

. 2001 

Nissan. 

. 2016-2010 

Oldsmobile. 

. 1997-1996 

Pontiac. 

. 1997-1995 

Pontiac. 

. 2010-2003 

Saab. 

. 2006-1996 

Saab. 

. 2011 

Saturn 

2010-2008 

Scion. 

2006-2004 

Scion 

2016-2008 

Subaru. 

2008-2001 

Subaru. 

2015-2010 

Suzuki. 

2013-2004 

Toyota 

2016-1999 

Volkswagen 

2013-2009 

Volvo 

2015-1998 

17504Y 

Buick. 

. 2012-2011 

Buick. 

. 2015 

Cadillac. 

. 2012 

Cadillac. 

. 2014 

Chevrolet. 

. 2004-2002 

Chevrolet 

2015-2011 



Make 

Year(s) 

17504Y (cont'd) 

GMC 

2004-2002 

GMC 

2015-2011 

Nissan 

2014-2012 

Toyota 

2014-2009 

17505 

Audi. 

.... 2011-1995 

Volkswaaen 

2007-1995 


17506 

Buick. 

2005-1997 

Cadillac 

2005-1998 

Chevrolet 

2005-1996 

Chevrolet 

2012-2011 

GMC 

2005-1996 

Isuzu. 

2000-1997 

Isuzu. 

2004-2003 

Oldsmobile. 

2004-1996 

Pontiac. 

. 2005-1997 

Saturn 

.. 2006-1998 

17507 

Acura 

2012-2004 

Audi 

2010 

Ford. 

2004-1998 

Honda. 

2015-2005 

Jaguar. 

2008-2002 

Mercury. 

2000-1998 

Volkswaaen 

2008-2007 


17508 

Chrysler. 

.... 2015-1999 

Dodge. 

.... 2015-1999 

Fiat. 

... 2015-2012 

Ford. 

... 2011-2010 

Infiniti. 

... 2011-2002 

Jeep. 

.... 2015-2000 

Mazda. 

. 2015-2003 

Mercedes-Benz. 

2014-2006 

Mercury 

2002-2000 

Mitsubishi. 

2015-2001 

Nissan. 

2012-2000 

Plymouth 

2001-1999 

Ram. 

2015-2010 

Subaru. 

2012-2005 

Suzuki. 

2012-2009 

Volkswaaen 

2014-2009 


17508Y 

Chrvsler 

2013-1999 



Make 


Year(s) 


17508Y (cont'd) 

Chrysler. 

Dodge. 

Dodge. 

Jeep. 

Jeep. 

Nissan. 

Nissan. 

Plymouth. 

Ram. 

Volkswagen. 

17509 

Lexus. 

Lexus. 

Pontiac. 

Scion. 

Toyota. 

17510 

Chevrolet. 

Ford. 

GMC. 

Lincoln. 

Mazda. 

Mercury. 

17510D 

Ford. 

17510Y 

Ford. 

Lincoln. 

Mercury. 

17511 

Buick. 

Cadillac 

Chevrolet 

GMC 

Hummer 

Isuzu 

Mitsubishi. 

Pontiac 

Saab 

Saturn. 

Suzuki 

17511Y 

Buick. 

Cadillac. 

Chevrolet. 


2015 

2013- 1999 
2015 
2007 

2012-2011 

2009-2007 

2011 

2000-1999 

2015-2011 

2012-2011 

2009- 2002 

2014- 2013 
2005 

2010- 2005 

2009- 2002 

2015 

2015- 2004 
2015 

2011- 2004 
2015-2004 
2011-2004 

2015-2004 

2015-2004 

2011-2007 

2011-2004 

2011- 2004 

2012- 2004 
2015-2003 

2013- 2004 

2010- 2004 

2008- 2005 
2011 

2010- 2004 

2011- 2005 
2010-2002 

2009- 2004 

2011-2010 

2011-2010 

2013-2004 
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Cap Numerical Listing 

Use as a Guide Only. Alphabetical Listing provides more detail. 


Make 

Year(s) 

17511Y (cont'd) 

GMC 

2011-2004 


17512 

Hyundai. 

. 2015-2004 

Infiniti. 

. 2011-2010 

Kia. 

. 2015-2004 

17516 

Chevrolet. 

1998 

Pontiac 

1998 

17517 

Cadillac. 

. 2001-1999 

17518 


Cadillac 

2006-2005 

Chevrolet. 

2006 

Saab 

2007-2004 

Saab 

2011-2009 

17521 

Ford. 

. 2013-2010 

Jaguar. 

. 2008-2002 

Land Rover. 

2010-2003 

Mazda. 

2010-2004 

Volvo. 

2013-2004 


17522 

Chevrolet. 

2005-1998 

Chevrolet 

2012-2011 


17523 

Cadillac 

2008 

Chevrolet. 

2011-2006 


17582 

BMW. 

. 1998-1995 

Mercedes-Benz. 

. 1995 

17591 

Buick. 

1997-1995 

Cadillac 

1996-1995 

Chevrolet. 

2017-1995 

Chrysler 

1999-1995 

Chrysler 

2002-2001 

Dodge. 

2002-1995 

Eagle 

1998-1995 

Ford. 

2008-1995 

Ford. 

2012-2010 

GMC. 

. 2017-1995 

Infiniti. 

. 2000-1995 

Jeep. 

. . 2001-1995 

Kia . 

.. 2002-1995 

Land Rover. 

2004-1999 


Make 

Year(s) 

17591 (cont'd) 

Mazda. 

1999-1995 

Mitsubishi. 

1997-1995 

Nissan 

2005-1995 

Oldsmobile 

1997-1995 

Plymouth 

2001-1995 

Pontiac 

1997-1995 

Subaru. 

2000-1995 

Suzuki. 

1995 

Volkswagen. 

1995 

Volkswagen. 

1999-1998 

Volvo 

1998-1995 

17591D 

Chevrolet. 

. 2012-1995 

Chevrolet. 

. 2015 

Dodge 

1999-1995 

Ford. 

2008-1995 

GMC 

2013-1995 

GMC 

2015 


17594 

Chevrolet. 

. 1997-1995 

Pontiac. 

. 1997-1995 

17595 

Bentley. 

2005-1999 

Chevrolet. 

2004-1998 


1995 

Eagle 

1996-1995 

Geo 

1997-1995 

Hyundai 

2006-1995 

Kia 

2006-2001 

Lexus. 

2000-1995 

Lexus. 

2014-2006 

Mitsubishi 

1997-1995 

Plymouth,, 

1995 

Pontiac . 

.. .. 2000-1995 

Subaru. 

1995 

Suzuki. 

... 2003-1995 

Toyota. 

.... 2000-1995 

Toyota. 

... 2011-2007 

Volvo. 

.. 1999-1998 

17596 

AM General 

2001-1996 

Audi 

2007 

Cadillac 

1998-1997 

Chevrolet. 

2012-1995 

Chevrolet. 

2015 

Hummer. 

2004-2002 



Make 


Year(s) 


Make 


Year(s) 


17596 (cont'd) 

Hummer. 

Mazda. 

Porsche. 

Saab. 

Volkswagen. 

17597 

Audi. 

Volkswagen. 


2006 

1996-1995 

2017-1995 

2000-1995 

2010-2004 

2013-2004 

2015-2002 
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Thermostats for Passenger Cars and LightTrucks (1995 and Newer) 


Application 


Part 

Number 

Temp 

°F 

Application 



Part 

Number 

Temp 

°F 

Acura 




Acura 

Continued 




CL 

ILX - Continued 

4-Cyl 2.2 L 




4-Cyl 2.4 L 





1997 

Coolant Temperature Sensor. 

74257 


2016 

Integrated Housing Thermostat. 


49437 

172 

1997 

Premium Thermostat. 

*545877 

170 

2015-2013 

Thermostat Seal. 


25276 


1997 

OE Exact Thermostat 

♦48158 

172 

2015 

Integrated Housing Thermostat. 


48747 

172 

1997 

OE Type Thermostat 

♦13878 

180 

2014-2013 

Integrated Housing Thermostat. 


♦48747 

172 

1997 

Premium Thermostat. 

♦45878 

180 

Integra 





1997 

OE Type Thermostat 

. =43879 

195 

4-Cyl 1.8 L 





1997 

Premium Thermostat. 

==45879 

195 

2001-1995 



74257 


1997 

Thermostat Seal 

25276 


2001-1995 



*0*45877 

170 

4-Cyl 2.3 L 




2001-1995 

OE Exact Thermostat 


♦48158 

172 

1999-1998 

Coolant Temperature Sensor 

. 74257 


2001-1995 

OE Type Thermostat 


♦13878 

180 

1999-1998 

Premium Thermostat. 

=45877 

170 

2001-1995 

Premium Thermostat. 


♦45878 

180 

1999-1998 

OE Exact Thermostat 

♦48158 

172 

2001-1995 

OE Type Thermostat 


*0*13879 

195 

1999-1998 

OE Type Thermostat 

. ♦13878 

180 

2001-1995 

Premium Thermostat. 


045879 

195 

1999-1998 

Premium Thermostat. 

. ♦45878 

180 

2001-1995 



25276 


1999-1998 

OE Type Thermostat 

. <=13879 

195 






1999-1998 

Premium Thermostat. 

=45879 

195 

V-612 L 





1999-1998 

Thermostat Seal. 

25276 


1995 



74257 


V-6 3.0 L 




1995 

OE Type Thermostat 


♦14127 

170 

1999-1997 

Coolant Temperature Sensor.. . 

. 74257 


1995 

OE Exact Thermostat 


♦48227 

172 

1999-1997 

OE Type Thermostat. 

♦14127 

170 

1995 

OE Type Thermostat. 


014128 

180 

1999-1997 

OE Exact Thermostat. 

. ♦ 48227 

172 

1995 

Thermostat Seal. 


25283 


1999-1997 

OE Type Thermostat. 

. *< 14128 

180 

Mny 





1999-1997 












V-6 3.5 L 





V-6 3.2 L 




2006-2003 

Coolant Temperature Sensor. 


74159 


2003-2001 

Coolant Temperature Sensor. 

74257 


2006-2001 

OE Type Thermostat. 


♦14337 

170 

2003-2001 

OE Type Thermostat . ,. 

♦14337 

170 










2006-2001 

OE Exact Thermostat. 


♦48227 

172 

2003-2001 

OE Exact Thermostat .. 

♦48227 

172 










2006-2001 

Thermostat Seal. 


25283 


2003-2001 


25283 











2002-2001 



74257 


CSX 




V-6 3.7 L 





4-Cyl 2.0 L 




2013-2012 

OE Type Thermostat. 


014337 

170 

2010-2007 

Integrated Housing Thermostat. 

♦48747 

172 

2013-2007 

OE Exact Thermostat. 


♦48227 

172 

2006 

Integrated Housing Thermostat. 

♦14757 

172 

2013-2007 



25283 


EL 

2011-2007 

OE Type Thermostat. 


♦14337 

170 

4-Cyl 1.6 L 




NSX 





2000 

Premium Thermostat. 

. 4=45877 

170 

V-6 3.0 L 





2000 

OE Exact Thermostat. 

♦48158 

172 

2005-1995 

Coolant Temperature Sensor. 


74257 


2000 

OE Type Thermostat. 

♦13878 

180 

2005-1995 

OE Type Thermostat. 


♦14127 

170 

2000 

Premium Thermostat. 

♦45878 

180 

2005-1995 

OE Exact Thermostat. 


♦48227 

172 

2000 

OE Type Thermostat. 

. <43879 

195 

2005-1995 

OE Type Thermostat. 


014128 

180 

2000 

Premium Thermostat. 

<=45879 

195 

2005-1995 

Thermostat Seal. 


25283 


2000 

Thermostat Seal 

25276 


V-6 3.2 L 





4-Cyl 1.7 L 




2005-1997 

Coolant Temperature Sensor. 


74257 


2005-2002 

Premium Thermostat. 

♦45877 

170 

2005-1997 

OE Type Thermostat 


♦14127 

170 

2005-2002 

Premium Thermostat. 

*45878 

180 

2005-1997 

OE Exact Thermostat 


♦48227 

172 

2005-2001 

Premium Thermostat. 

*45879 

195 

2005-1997 

OE Type Thermostat 


014128 

180 

2005-2001 

Thermostat Seal 

25276 


9005-1QQ7 



25283 


2001 

Premium Thermostat. 

=45877 

170 

Rny 





2001 

OE Type Thermostat. 

♦ 13878 

180 

4-Cyl 2.3 L 





2001 

Premium Thermostat. 

♦45878 

180 

2012-2007 

Integrated Housing Thermostat. 


49727 

172 

2001 

OE Type Thermostat 

. =43879 

195 

V-6 3.5 L 





ILX 




2015-2013 

Thermostat Seal. 


25283 


4-Cyl 1.5 L 




RL 





2015-2013 

Thermostat Seal 

25276 


V-6 3.5 L 





2014-2013 

OE Type Thermostat 

13879 

195 

2008-2005 

Coolant Temperature Sensor 


74159 


4-Cyl 2.0 L 




2008-1996 

OE Type Thermostat 


♦14337 

170 

2015-2013 

Premium Thermostat. 

45878 

180 

2008-1996 

OE Exact Thermostat 


♦48227 

172 

2015-2013 

OE Type Thermostat. 

. 13879 

195 

2008-1996 

Thermostat Seal. 


25283 


2015-2013 

Thermostat Seal 

. 25276 


2004-1996 

Coolant Temperature Sensor. 


74257 



♦ OE Temperature ^Alternate Temperature 
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Thermostats for Passenger Cars and LightTrucks (1995 and Newer) 


Application 


Part 

Number 

Temp 

°F 

Application 

Part 

Number 

Temp 

°F 

Acura - Continued 



Acura - Continued 



RL - Continued 

tsx ; 

V-6 3.7 L 




4-Cyl 2.4 L 



2012-2009 

Thermostat Seal. 

25283 


2014-2009 Integrated Housing Thermostat. 

♦48767 

172 

2012 

OE Type Thermostat 

•4-14337 

170 

2008-2004 Coolant Temperature Sensor 

74159 


2012 

OE Exact Thermostat. 

♦48227 

172 

2008-2004 Integrated Housing Thermostat. 

♦48747 

172 

2011 

OE Type Thermostat 

14337 

170 

V-6 3.5 L 



2011 


48227 

172 

2014-2010 Thermostat Seal 

25283 


2010-2009 

OE Type Thermostat 

♦14337 

170 

2014 OE Type Thermostat. 

14337 

170 

2010-2009 


♦48227 

172 

2014 OE Exact Thermostat 

48227 

172 

RSX 




2013-2012 OE Type Thermostat. 

4-14337 

170 

4-Cyl 2.0 L 




2013-2010 OE Exact Thermostat 

♦48227 

172 

2006-2002 

Coolant Temperature Sensor. 

74159 


2011-2010 OE Type Thermostat 

♦14337 

170 

2006-2002 

Integrated Housing Thermostat. 

♦ 14757 

172 

ZDX 

SLX 




V-6 3.7 L 



V-6 3.2 L 




2013-2012 OE Type Thermostat. 

4-14337 

170 

1997-1996 

OE Type Thermostat 

♦14177 

170 

2013-2012 OE Exact Thermostat 

♦48227 

172 

1997-1996 


♦14178 

180 

2013-2010 Thermostat Seal 

25283 


1997-1996 

Thermostat Gasket; 3 1/4" x 3 1/2" Gasket Material. 

25103 

2011 OE Type Thermostat. 

14337 

170 

1997-1996 

Thermostat Gasket; 4" x 6" Gasket Material. 

25104 


2011 OE Exact Thermostat 

48227 

172 

V-6 3.5 L 




2010 OE Type Thermostat .... 

♦14337 

170 

1999 

OE Type Thermostat 

♦14327 

170 

2010 OE Exact Thermostat 

♦48227 

172 

1998 

OE Type Thermostat 

♦14177 

170 

AM General 

1998 

OE Type Thermostat 

4-14178 

180 

Hummer 



1998 

Thermostat Gasket; 3 1/4" x 3 1/2" Gasket Material 

25103 


V-8 5.7 L 



1998 

Thermostat Gasket; 4" x 6" Gasket Material. 

25104 


1996-1995 OE Type Thermostat. 

♦14399 

190 

TL 




V-8 6.5 L DIESEL 



5-Cyl 2.5 L 




2001 -1996 OE Type Thermostat. 

♦14399 

190 

1998-1997 

OE Type Thermostat. 

4-14127 

170 

1998-1995 OE Type Thermostat. 

♦14429 

190 

1998-1997 

OE Type Thermostat. 

♦14128 

180 

1998-1995 Thermostat Gasket; 3 1/4" x 3 1/2" Gasket Material. 

25103 


1998-1995 

Coolant Temperature Sensor. 

74257 


1998-1995 Thermostat Gasket; 4” x 6" Gasket Material. 

25104 


1998-1995 

Thermostat Seal. 

25283 


Audi 



1996 

OE Type Thermostat. 

♦ 14127 

170 




1996 

OE Exact Thermostat. 

♦48227 

172 








V-6 2 8 L 



1996 

OE Type Thermostat 

4-14128 

180 








1995 OE Exact Thermostat. 

♦48049 

189 

1995 

OE Type Thermostat. 

4-14127 

170 








1995 Thermostat Seal. 

25271 


1995 

OE Type Thermostat. 

♦14128 

180 




V-6 3 2 L 




90 Quattro 



2008-2001 

OE Exact Thermostat. 

♦48227 

172 

V-6 2.8 L 








♦48049 

189 

2008-1999 

OE Type Thermostat. 

♦14337 

170 









25271 


2008-1996 


25283 





2006-2004 

Coolant Temperature Sensor. 

74159 


A3 I 

2003-1996 

Coolant Temperature Sensor. 

74257 


4-Cyl 1.8 L 



1998-1996 

OE Type Thermostat 

♦14127 

170 

2016-2015 Coolant Temperature Sensor. 

74092 


1998-1996 

OE Exact Thermostat. 

♦48227 

172 

4-Cyl 2.0 L 



1998-1996 

OE Type Thermostat 

4-14128 

180 

2016-2015 Coolant Temperature Sensor. 

74092 


V-6 3.5 L 




2013-2008 Heavy-Duty Thermostat 

15462 

203 

9ni4-9nn7 




2013-2006 Coolant Temperature Sensor . . 

74092 


2014 

OE Type Thermostat 

14337 

170 

2008-2006 Integrated Housing Thermostat. 

49462 

212 

2014 

OE Exact Thermostat 

48227 

172 

A3 Quattro | 

2013-2012 

OE Type Thermostat 

4-14337 

170 

4-Cyl 2.0 L 



2013-2007 

OE Exact Thermostat 

♦48227 

172 

2016-2015 Coolant Temperature Sensor. 

74092 


2011-2007 

OE Type Thermostat 

♦ 14337 

170 

2013-2009 Coolant Temperature Sensor 

74092 


V-6 3.7 L 




2013-2009 Heavy-Duty Thermostat. 

15462 

203 

2014-2009 

Thermostat Seal. 

25283 


V-6 3.2 L 



2014 

OE Type Thermostat 

14337 

170 

2009-2006 Coolant Temperature Sensor 

74092 


2014 

OE Exact Thermostat. 

48227 

172 

2009-2006 Thermostat Seal 

25271 


2013-2012 

OE Type Thermostat 

4-14337 

170 

A3 Sportback e-tron ! 

2013-2009 

OE Exact Thermostat. 

♦48227 

172 

4-Cyl 1.4 L 



2011-2009 

OE Type Thermostat 

♦14337 

170 

2016 Coolant Temperature Sensor 

74092 








♦ OE Temperature <> Alternate Temperature 
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Thermostats for Passenger Cars and LightTrucks (1995 and Newer) 


Application 


Part 

Number 

Temp 

°F 

Application 


Part 

Number 

Temp 

°F 

Audi- 

Continued 



Audi- 

Continued 



A4 

A4 Quattro - Continued | 

4-Cyl 1.8 L 




V-6 3.2 L - 

Continued 



2006-2002 

Coolant Temperature Sensor; Connnector 2 pin. 

74092 


2005 

Coolant Temperature Sensor; Connnector 2 pin. 

74092 


2006 

Integrated Housing Thermostat. 

48732 

202 

A5 1 

2005-2002 

Integrated Housing Thermostat. 

♦48732 

202 

4-Cyl 2.0 L 




2001-2000 

Coolant Temperature Sensor. 

74014 


2014-2012 


15462 

203 

2001-1997 

OE Type Thermostat. 

♦14419 

190 

2014-2010 


74092 


2001-1997 

Thermostat Seal 

25269 


A5 Quattro 



1999 

Coolant Temperature Sensor; From vin 8D-X-200 001 

74014 


4-Cyl 2.0 L 




4-Cyl 2.0 L 




2016-2012 

Heavy-Duty Thermostat. 

15462 

203 

2016-2009 

Heavy-Duty Thermostat 

15462 

203 

2016-2010 


74092 


2015-2009 

Coolant Temperature Sensor 

74092 


V-6 3.2 L 




2010-2007 

Integrated Housing Thermostat. 

♦49099 

180 

2010-2008 


74092 


2008-2005 

Coolant Temperature Sensor; Connnector 2 pin 

74092 


A6 




2006 

Integrated Housing Thermostat. 

49099 

180 

4-Cyl 2.0 L 




2005 

Integrated Housing Thermostat. 

♦49099 

180 

2016 


74092 


V-6 2.8 L 




2014-2012 

Coolant Temperature Sensor. 

74092 


2001-2000 

Coolant Temperature Sensor. 

74014 


2014-2012 


15462 

203 

2001-1996 

Thermostat Seal 

25271 


V-6 2.8 L 



2001 

OE Type Thermostat 

❖13648 

174 

2001-2000 


74014 


2001 

OE Type Thermostat 

♦13649 

190 

2001-1995 


♦48049 

189 

2000-1996 

OE Exact Thermostat. 

♦48049 

189 

2001-1995 

Thermostat Seal. 

25271 


1998-1997 

Coolant Temperature Sensor. 

74060 


V-6 3.0 L 




V-6 3.0 L 




2004-2002 

Coolant Temperature Sensor. 

74014 


2005-2002 

Coolant Temperature Sensor; Connnector 2 pin. 

74092 


2004-2002 

Integrated Housing Thermostat. 

15288 

198 

2005-2002 

Integrated Housing Thermostat. 

15288 

198 

V-6 3.2 L 




V-6 3.2 L 




2011-2006 

Coolant Temperature Sensor. 

74092 


2008-2006 

Coolant Temperature Sensor. 

74092 


2009-2006 


49479 

192 

2008-2006 

Integrated Housing Thermostat. 

49479 

192 

A6 Quattro 


2006 

Integrated Housing Thermostat. 

15288 

198 

4-Cyl 2 01 




A4 allroad 

2016 

Coolant Temperature Sensor. 

74092 


4-Cyl 2.0 L 




2014-2013 

Coolant Temperature Sensor. 

74092 


2016-2013 

Coolant Temperature Sensor. 

74092 


2014-2013 


15462 

203 

2016-2013 

Heavy-Duty Thermostat. 

15462 

203 

V-6 2.7 L 



A4 Quattro 



2004-2000 

Coolant Temperature Sensor. 

74014 


4-Cyl 1.8 L 




2004-2000 

OE Exact Thermostat 

♦48049 

189 

2005-2002 

Coolant Temperature Sensor; Connnector 2 pin. 

74092 


2004 

Thermostat Seal. 

25271 


2005-2002 

Integrated Housing Thermostat. 

♦48732 

202 

2003-2002 

Thermostat Seal. 

25269 


2001-2000 

Coolant Temperature Sensor. 

74014 


2001-2000 

Thermostat Seal. 

25271 


2001-1997 

OE Type Thermostat. 

♦14419 

190 

V-6 2.8 L 




2001-1997 

Thermostat Seal. 

25269 


2001-2000 

Coolant Temperature Sensor. 

74014 


1999 

Coolant Temperature Sensor; From vin 8D-X-200 001 

74014 


2001-1995 

OE Exact Thermostat 

♦48049 

189 

4-Cyl 2.0 L 




2001-1995 

Thermostat Seal. 

25271 


2016-2009 

Heavy-Duty Thermostat. 

15462 

203 

V-6 3.0 L 




2015-2009 

Coolant Temperature Sensor. 

74092 


2016 

Coolant Temperature Sensor. 

74092 


2010-2005 

Integrated Housing Thermostat. 

♦49099 

180 

2014-2009 

Coolant Temperature Sensor. 

74092 


2008-2005 

Coolant Temperature Sensor; Connnector 2 pin. 

74092 


2014-2009 

Integrated Housing Thermostat. 

49688 

185 

V-6 2.8 L 




2004-2002 

Coolant Temperature Sensor. 

74014 


2001-2000 

Coolant Temperature Sensor 

74014 


2004-2002 


15288 

198 

2001-1996 

Thermostat Seal 

25271 


2004-2002 


25271 


2001 

OE Type Thermostat 

❖13648 

174 

V-6 3.2 L 




2001 

OE Type Thermostat 

♦13649 

190 

2008-2005 

Coolant Temperature Sensor. 

74092 


2000-1996 

OE Exact Thermostat 

♦48049 

189 

2008-2005 

Integrated Housing Thermostat. 

49479 

192 

V-6 3.0 L 




V-8 4.2 L 




2006-2002 

Coolant Temperature Sensor; Connnector 2 pin. 

74092 


2011-2005 

Coolant Temperature Sensor. 

74092 


2006-2002 

Integrated Housing Thermostat. 

15288 

198 

2008-2005 

Integrated Housing Thermostat. 

49479 

192 

2004-2002 

Thermostat Seal 

25271 


2004-2000 

Coolant Temperature Sensor. 

74014 


V-6 3.2 L 




2004-2000 

OE Exact Thermostat. 

♦48049 

189 

2009-2006 

Coolant Temperature Sensor 

74092 


2004-2000 

OE Type Thermostat 

♦14099 

198 

2009-2005 

Integrated Housing Thermostat. 

49479 

192 

2004-2000 

Thermostat Seal 

25271 











♦ OE Temperature ❖Alternate Temperature 


227 































































































Thermostats for Passenger Cars and LightTrucks (1995 and Newer) 


Application 


Audi - Continued 


A6 Quattro - Continued 


Part Temp 
Number °F 


Application 


Audi - Continued 


Q3 - Continued 


Part Temp 
Number °F 


V-8 4.2 L-Continued 

2001-2000 Integrated Housing Thermostat 


15372 


180 


4-Cyl 2.0 L - Continued 

2016-2015 Heavy-Duty Thermostat 


15462 203 


A7 Quattro 


Q3 Quattro 


V-6 3.0 L 

2016 Coolant Temperature Sensor 
2014-2012 Coolant Temperature Sensor 
2014-2012 Integrated Housing Thermostat 


74092 

74092 

49688 


4-Cyl 2.0 L 

2016-2015 Coolant Temperature Sensor 
2016-2015 Heavy-Duty Thermostat 


185 


Q5 


74092 

15462 203 


V-6 3.0 L DIESEL 

2016 Coolant Temperature Sensor. 74092 

4-Cyl 2.0 L 

2014 Coolant Temperature Sensor. 74092 

2016-2011 Heavy-Duty Thermostat 15462 203 

A8 

V-6 3.0 L 

2016-2015 Coolant Temperature Sensor 74092 

2016-2013 Integrated Housing Thermostat 49688 185 

V-8 3.7 L 

1999-1997 Coolant Temperature Sensor 74210 

1999-1997 OE Exact Thermostat ♦48049 189 

1999-1997 Thermostat Seal 25271 

V-6 3.0 L DIESEL 

2015 Coolant Temperature Sensor 74092 


V-6 3.2 L 

2012-2009 Coolant Temperature Sensor 74092 

A8 Quattro 

12-Cyl 6.0 L 

2009-2005 Coolant Temperature Sensor. 74092 

Q7 

V-6 3.0 L 

V-6 3.0 L 

2015-2009 Coolant Temperature Sensor 74092 


2012-2011 Integrated Housing Thermostat 49688 185 

2013 Integrated Housing Thermostat 49688 185 

V-6 3.0 L DIESEL 

2016-2015 Coolant Temperature Sensor. 74092 

V-8 4.0 L 

2016-2015 Coolant Temperature Sensor 74092 

2013 Coolant Temperature Sensor. 74092 

V-6 3.0 L DIESEL 

2012-2009 Integrated Housing Thermostat 49648 189 

V-6 3.6 L 

2010-2007 Coolant Temperature Sensor . . , . 74092 

V-8 4.2 L 

2010-2007 Coolant Temperature Sensor 74092 

V-8 4.2 L 

2012-2004 Coolant Temperature Sensor. 74092 

2008-2002 OE Type Thermostat ♦13588 176 

R8 

V-8 4.2 L 

2015-2014 Coolant Temperature Sensor 74092 

2007-2005 Thermostat Seal. 25271 

2012-2008 Coolant Temperature Sensor 74092 

2006-2004 Integrated Housing Thermostat 15372 180 

2004 Thermostat Seal 25269 

2003-2000 Coolant Temperature Sensor. 74014 


RS4 

V-8 4.2 L 

2008-2007 Coolant Temperature Sensor 74092 

2003-1997 Thermostat Seal 25271 

2001-2000 OE Type Thermostat ♦14099 198 

1999-1997 Coolant Temperature Sensor. 74210 


RS6 

V-8 4.2 L 

1999-1997 OE Exact Thermostat. ♦ 48049 189 

2004-2003 Integrated Housing Thermostat 15372 180 

allroad 

2004-2003 Thermostat Seal 25271 

4-Cyl 2.0 L 

RS7 


2016-2013 Coolant Temperature Sensor 
2016-2013 Heavy-Duty Thermostat... 


74092 

15462 


203 


V-8 4.0 L 

2016-2014 


Coolant Temperature Sensor 


74092 


Allroad Quattro 


S3 


V-6 2.7 L 

2005-2001 
2005-2001 
2005-2001 
V-8 4.2 L 

2005-2003 

2004-2003 

2004-2003 

2004 


Coolant Temperature Sensor,. 

OE Exact Thermostat. 

Thermostat Seal. 

Coolant Temperature Sensor.. 

OE Exact Thermostat. 

Thermostat Seal. 

OE Type Thermostat. 


Cabriolet 


V-6 2.8 L 

1998-1995 OE Exact Thermostat.. 
1998-1995 Thermostat Seal 


Q3 


4-Cyl 2.0 L 

2016-2015 Coolant Temperature Sensor. 


74014 

♦48049 

25271 

74014 

♦48049 

25271 

♦14099 


4-Cyl 2.0 L 

2016-2015 Coolant Temperature Sensor 


189 


189 

198 


S4 


♦48049 

25271 


189 


V-6 2.7 L 

2002-2000 

2002-2000 

2002-2000 

V-6 3.0 L 

2016-2010 
2015-2010 
V-8 4.2 L 

2009-2004 

2006-2004 

2006-2004 


Coolant Temperature Sensor. 

OE Exact Thermostat. 

Thermostat Seal. 

Integrated Housing Thermostat. 
Coolant Temperature Sensor. 

Coolant Temperature Sensor. 

OE Type Thermostat 
Thermostat Seal. 


74092 


74092 


74014 

♦48049 189 

25271 

49688 185 

74092 

74014 

♦14099 198 

25271 


♦OE Temperature 


228 











































































































Thermostats for Passenger Cars and LightTrucks (1995 and Newer) 


Application 


Part Temp 
Number °F 


Audi- 

Continued 



S5 ! 

V-6 3.0 L 




2016-2012 

Coolant Temperature Sensor. 

74092 


2016-2010 

Integrated Housing Thermostat. 

49688 

185 

V-84.2L 




2011-2008 

Coolant Temperature Sensor 

74092 


S6 

5-Cyl 2.2 L 




1997-1995 

Coolant Temperature Sensor. 

74006 


1997-1995 

Thermostat Seal 

25271 


1997 

OE Type Thermostat. 

13588 

176 

1996-1995 

OE Type Thermostat 

♦13588 

176 

V-84.0L 




2016 

Coolant Temperature Sensor 

74092 


2014-2013 

Coolant Temperature Sensor 

74092 


V-84.2L 




2003-2002 

Coolant Temperature Sensor. 

74014 


2003-2002 

Thermostat Seal 

25271 


V-10 5.2L 




2011-2007 

Coolant Temperature Sensor. 

74092 






S7 

V-84.0L 




2016 

Coolant Temperature Sensor. 

74092 


2014-2013 

Coolant Temperature Sensor. 

74092 


S8 1 

V-84.0L 




2016-2015 

Coolant Temperature Sensor 

74092 


2013 

Coolant Temperature Sensor 

74092 


V-84.2L 




2003-2001 

Coolant Temperature Sensor. 

74014 


2003-2001 

OE Exact Thermostat 

♦48049 

189 

2003-2001 

Thermostat Seal 

25271 


2003 

OE Type Thermostat. 

♦14099 

198 

2001 

OE Type Thermostat. 

♦14099 

198 

V-10 5.2L 




2009-2007 

Coolant Temperature Sensor. 

74092 


SQ5 

V-6 3.0 L 




2016-2014 

Coolant Temperature Sensor. 

74092 


2016-2014 

Integrated Housing Thermostat. 

49688 

185 

TT !! 

4-Cyl 1.8 L 




2006-2001 

Coolant Temperature Sensor 

74014 


2006-2000 

OE Type Thermostat 

♦14419 

190 

2003-2000 

Thermostat Seal 

25269 


2000 

Coolant Temperature Sensor; From vin 8N-Y-015 001 

74014 


4-Cyl 2.0 L 




2009-2008 

Coolant Temperature Sensor. 

74092 


2009-2008 

Integrated Housing Thermostat. 

49462 

212 

2009 

Heavy-Duty Thermostat. 

15462 

203 

TT Quattro 

4-Cyl 1.8 L 




2006-2001 

Coolant Temperature Sensor. 

74014 


2006-2000 

OE Type Thermostat. 

♦14419 

190 

2003-2000 

Thermostat Seal. 

25269 


2000 

Coolant Temperature Sensor; From vin 8N-Y-015 001 

74014 


4-Cyl 2.0 L 




2016 

Coolant Temperature Sensor. 

74092 


2014-2009 

Coolant Temperature Sensor. 

74092 


2014-2009 

Heavy-Duty Thermostat. 

15462 

203 


Application 


Audi - Continued 


TT Quattro - Continued 

5-Cyl 2.5 L 

2013-2012 Coolant Temperature Sensor .. 

V-6 3.2 L 

2009-2008 Coolant Temperature Sensor 
2009-2008 Thermostat Seal 
2006-2004 Coolant Temperature Sensor 
2006-2004 OE Type Thermostat 
2006-2004 Thermostat Seal 


Part Temp 
Number °F 


74092 

74092 

25271 

74014 

14419 190 

25271 


BMW 


1 Series M 


6-Cyl 3.0 L 

2011 Coolant Temperature Sensor 

2011 Integrated Housing Thermostat... 


1281 


6-Cyl 3.0 L 

2013-2008 Coolant Temperature Sensor. 

2013-2008 Integrated Housing Thermostat... 


135i 


135is 


6-Cyl 3.0 L 

2013 Coolant Temperature Sensor; Front.. 

2013 Integrated Housing Thermostat. 


228i 


4-Cyl 2.0 L 

2016-2014 Coolant Temperature Sensor. 

2015-2014 Integrated Housing Thermostat; From 12/2014 


74075 

49618 


228i xDrive 


4-Cyl 2.0 L 

2016-2015 Coolant Temperature Sensor. 74075 

2015 Integrated Housing Thermostat; From 12/2014. 49618 


318i 


318is 


4-Cyl 1.8 L 

1995 Coolant Temperature Sensor. 

1995 OE Type Thermostat. 

1995 OE Exact Thermostat. 

1995 Thermostat Seal. 

4-Cyl 1.9 L 

1999-1996 Integrated Housing Thermostat. 


74051 

♦13588 

♦48648 

25271 

♦14632 


318ti 


4-Cyl 1.8 L 

1995 Coolant Temperature Sensor.. 

1995 OE Type Thermostat 

1995 OE Exact Thermostat 

1995 Thermostat Seal 


74051 

♦13588 

♦48648 

25271 


74075 

♦49269 207 


74075 

♦49269 207 


6-Cyl 3.0 L 

2013-2011 

Coolant Temperature Sensor; Front. 

. 74075 


2013-2011 

Integrated Housing Thermostat. 

. 15402 

217 

2010-2008 

Coolant Temperature Sensor. 

74075 


2010-2008 

Integrated Housing Thermostat. 

. ♦49269 

207 


74075 

15402 217 


185 


185 


4-Cyl 1.8 L 

1995 

Coolant Temperature Sensor. 

74051 


1995 

OE Type Thermostat. 

. ♦13588 

176 

1995 

OE Exact Thermostat. 

♦48648 

190 

1995 

Thermostat Seal. 

. 25271 


4-Cyl 1.9 L 

1999-1996 

Integrated Housing Thermostat. 

. ♦14632 

203 


176 

190 


203 


176 

190 


♦OE Temperature 
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Thermostats for Passenger Cars and LightTrucks (1995 and Newer) 


Part Temp 

Application Number °F 

Part Temp 

Application Number °F 

BMW - Continued 

BMW - Continued 

318ti - Continued 

325xi 

4-Cyl 1.9 L 

1999-1996 Integrated Housing Thermostat . 4-14632 203 

6-Cyl 2.5 L - Continued 

2005-2001 Coolant Temperature Sensor. 74075 


2005-2001 Integrated Housing Thermostat. >14602 206 

6-Cyl 3.0 L 

2006 Coolant Temperature Sensor , ... 74075 

320i 

4-Cyl 2.0 L 

2015-2014 Integrated Housing Thermostat; From 12/2014 49618 185 

2006 Integrated Housing Thermostat; Includes Housing 449269 207 

6-Cyl 2.0 L 

1995 OE Type Thermostat. 13588 176 

1995 OE Exact Thermostat 48648 190 

328Ci 

6-Cyl 2.8 L 

2000 Coolant Temperature Sensor 74075 

1995 OE Type Thermostat 14622 198 

2000 Integrated Housing Thermostat 414602 206 

1995 Thermostat Seal; 60X3,5MM. 25271 

6-Cyl 2.2 L 

2005-2001 Coolant Temperature Sensor 74075 


328i 

4-Cyl 2.0 L 

2004-2001 Integrated Housing Thermostat 14602 206 

2015-2014 Integrated Housing Thermostat; From 12/2014 49618 185 

6-Cyl 2.8 L 

2000-1999 Coolant Temperature Sensor 74075 

2000-1999 Integrated Housing Thermostat 414602 206 

320i xDrive 

4-Cyl 2.0 L 

2017-2013 Coolant Temperature Sensor. 74075 

2015-2014 Integrated Housing Thermostat; From 12/2014 49618 185 

1999-1996 Thermostat Seal; 60X3,5MM 25271 

1999 OE Type Thermostat 14622 198 

1998-1996 OE Type Thermostat 414622 198 

6-Cyl 3.0 L 

2013-2007 Coolant Temperature Sensor 74075 

323Ci 

6-Cyl 2.5 L 

2000 Coolant Temperature Sensor. 74075 


2013-2007 Integrated Housing Thermostat 449269 207 

323i 

6-Cyl 2.5 L 

2011-2006 Coolant Temperature Sensor. 74075 

2011-2006 Integrated Housing Thermostat 49269 207 

2000-1999 Coolant Temperature Sensor. 74075 

328i GT xDrive 

4-Cyl 2.0 L 

2016-2014 Coolant Temperature Sensor 74075 

2015-2014 Integrated Housing Thermostat; From 12/2014 49618 185 

2000 Integrated Housing Thermostat 414602 206 

328is 

1999-1998 OE Type Thermostat 414622 198 

1999-1998 Thermostat Seal; 60X3,5MM 25271 

6-Cyl 2.8 L 

1999-1996 OE Type Thermostat 414622 198 


1999-1996 Thermostat Seal 25271 

323is 

6-Cyl 2.5 L 

1999-1998 OE Type Thermostat 414622 198 

1999-1998 Thermostat Seal; 60X3,5MM 25271 

328i xDrive 

4-Cyl 2.0 L 

2016-2013 Coolant Temperature Sensor 74075 

2015-2014 Integrated Housing Thermostat; From 12/2014 49618 185 

6-Cyl 3.0 L 

2013-2009 Coolant Temperature Sensor 74075 

2013-2009 Integrated Housing Thermostat 449269 207 

323ti 

6-Cyl 2.5 L 

2000 Integrated Housing Thermostat 414602 206 

1999 OE Type Thermostat. 414622 198 

325Ci 

328xi 

6-Cyl 2.5 L 

2006-2001 Coolant Temperature Sensor. 74075 

2006-2001 Integrated Housing Thermostat. >-14602 206 

6-Cyl 3.0 L 

2008-2007 Coolant Temperature Sensor 74075 

2008-2007 Integrated Housing Thermostat. >49269 207 

325i 

330Ci 

6-Cyl 2.5 L 

2005-2001 Coolant Temperature Sensor. 74075 

2005-2001 Integrated Housing Thermostat. 414602 206 

6-Cyl 3.0 L 

2006-2001 Coolant Temperature Sensor 74075 

2006-2001 Integrated Housing Thermostat. 414602 206 

1995 Coolant Temperature Sensor. 74051 

330i 

1995 OE Type Thermostat. 413588 176 

1995 OE Exact Thermostat. 448648 190 

1995 Thermostat Seal. 25271 

6-Cyl 3.0 L 

2006 Coolant Temperature Sensor. 74075 

2006 Integrated Housing Thermostat; Includes Housing. >49269 207 

6-Cyl 3.0 L 

2006-2001 Coolant Temperature Sensor. 74075 

2006 Integrated Housing Thermostat; Includes Housing. 449269 207 

2005-2001 Integrated Housing Thermostat. 414602 206 

330xi 

6-Cyl 3.0 L 

2006-2001 Coolant Temperature Sensor. 74075 

2006 Integrated Housing Thermostat; Includes Housing. >49269 207 

2005-2001 Integrated Housing Thermostat. >14602 206 

325is 

6-Cyl 2.5 L 

1995 Coolant Temperature Sensor 74051 

1995 OE Type Thermostat. 413588 176 

1995 OE Exact Thermostat . 448648 190 

1995 Thermostat Seal. 25271 


335d 

6-Cyl 3.0 L 

2011-2009 Coolant Temperature Sensor. 74075 




♦OE Temperature 
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Thermostats for Passenger Cars and LightTrucks (1995 and Newer) 


Part Temp 
Number °F 


Application 


BMW - Continued 


335d - Continued 

6-Cyl 3.0 L - Continued 

2011-2009 Integrated Housing Thermostat. 15309 190 

335i 

6-Cyl 3.0 L 

2015-2007 Coolant Temperature Sensor 74075 

2013-2011 Integrated Housing Thermostat. 15402 217 

2010-2007 Integrated Housing Thermostat. ♦49269 207 

335i GT xDrive 

6-Cyl 3.0 L 

2016 Coolant Temperature Sensor; Cylinder Head. 74075 

2015-2014 Coolant Temperature Sensor. 74075 

335is 

6-Cyl 3.0 L 

2013-2011 Coolant Temperature Sensor 74075 

2013-2011 Integrated Housing Thermostat. >-49269 207 

335i xDrive 

6-Cyl 3.0 L 

2015- 2009 Coolant Temperature Sensor. 74075 

2010-2009 Integrated Housing Thermostat. +49269 207 

335xi 

6-Cyl 3.0 L 

2008-2007 Coolant Temperature Sensor. 74075 

2008-2007 Integrated Housing Thermostat. +49269 207 

428i 

4-Cyl 2.0 L 

2016- 2014 Coolant Temperature Sensor. 74075 

2015- 2014 Integrated Housing Thermostat; From 12/2014. 49618 185 

428i Gran Coupe 

4-Cyl 2.0 L 

2016- 2015 Coolant Temperature Sensor. 74075 

2015 Integrated Housing Thermostat; From 12/2014. 49618 185 

428i xDrive 

4-Cyl 2.0 L 

2016-2014 Coolant Temperature Sensor. 74075 

2015- 2014 Integrated Housing Thermostat; From 12/2014. 49618 185 

428i xDrive Gran Coupe 

4-Cyl 2.0 L 

2016- 2015 Coolant Temperature Sensor. 74075 

2015 Integrated Housing Thermostat; From 12/2014. 49618 185 

435i 

6-Cyl 3.0 L 

2016-2014 Coolant Temperature Sensor. 74075 

435i Gran Coupe 

6-Cyl 3.0 L 

2016 Coolant Temperature Sensor; Cylinder Head. 74075 

2015 Coolant Temperature Sensor. 74075 

435i xDrive 

6-Cyl 3.0 L 

2016-2014 Coolant Temperature Sensor. 74075 

435i xDrive Gran Coupe 

6-Cyl 3.0 L 

2016 Coolant Temperature Sensor; Cylinder Head. 74075 

2015 Coolant Temperature Sensor. 74075 

525i 

6-Cyl 2.5 L 

2005-2004 Coolant Temperature Sensor. 74075 

2005-2001 Integrated Housing Thermostat. 414602 206 

2003-2002 Coolant Temperature Sensor; Lubrication System. 74075 


Application 


BMW - Continued 


Part Temp 
Number °F 


|525i - Continued 1 

6-Cyl 2.5 L - Continued 



1995 Coolant Temperature Sensor. 

74051 


1995 OE Type Thermostat ,, 

♦13588 

176 

1995 OE Exact Thermostat. 

♦48648 

190 

1995 Thermostat Seal. 

25271 


6-Cyl 3.0 L 



2007-2006 Coolant Temperature Sensor. 

74075 


2007 Integrated Housing Thermostat 

♦49269 

207 

2006 Integrated Housing Thermostat; Includes Housing 

♦49269 

207 

525xi 

6-Cyl 3.0 L 



2007-2006 Coolant Temperature Sensor. 

74075 


2007 Integrated Housing Thermostat 

♦49269 

207 

2006 Integrated Housing Thermostat; Includes Housing. 

♦49269 

207 

528i 

4-Cyl 2.0 L 



2016-2012 Coolant Temperature Sensor 

74075 


2015-2014 Integrated Housing Thermostat; From 12/2014 

49618 

185 

6-Cyl 2.8 L 



2000-1999 Coolant Temperature Sensor; Lubrication System 

74075 


2000-1999 Coolant Temperature Sensor; Radiator Hose 

74254 


2000-1999 Integrated Housing Thermostat.. 

♦14602 

206 

1998-1997 OE Type Thermostat 

♦ 14622 

198 

1998-1997 Thermostat Seal. 

25271 


6-Cyl 3.0 L 



2011-2008 Coolant Temperature Sensor 

74075 


2011 Integrated Housing Thermostat 

49622 

206 

2010-2008 Integrated Housing Thermostat 

♦49269 

207 

528i xDrive | 

4-Cyl 2.0 L 



2016-2012 Coolant Temperature Sensor 

74075 


2015-2014 Integrated Housing Thermostat; From 12/2014. 

49618 

185 

6-Cyl 3.0 L 



2010-2009 Integrated Housing Thermostat 

♦49269 

207 

2009 Coolant Temperature Sensor. 

74075 


528xi | 

6-Cyl 3.0 L 



2008 Coolant Temperature Sensor. 

74075 


2008 Integrated Housing Thermostat. 

♦49269 

207 

530i 

6-Cyl 3.0 L 



2007-2006 Integrated Housing Thermostat. 

♦49269 

207 

2007-2004 Coolant Temperature Sensor. 

74075 


2005-2001 Integrated Housing Thermostat. 

♦14602 

206 

2003-2001 Coolant Temperature Sensor; Lubrication System. 

74075 


2003 Coolant Temperature Sensor; Radiator Hose. 

74254 


2001 Coolant Temperature Sensor; Radiator Hose. 

74254 


V-8 3.0 L 



1995 OE Type Thermostat. 

♦14188 

185 

530xi | 

6-Cyl 3.0 L 



2007-2006 Coolant Temperature Sensor. 

74075 


2007-2006 Integrated Housing Thermostat. 

♦49269 

207 

535i 

6-Cyl 3.0 L 



2016-2011 Coolant Temperature Sensor. 

74075 


2016-2011 Integrated Housing Thermostat. 

49602 

217 

2010-2008 Integrated Housing Thermostat 

♦49269 

207 

2009-2008 Coolant Temperature Sensor. 

74075 



♦OE Temperature 
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Thermostats for Passenger Cars and LightTrucks (1995 and Newer) 


Part Temp 

Application Number °F 

Part Temp 

Application Number °F 

BMW - Continued 

BMW - Continued 

535i GT 

640i Gran Coupe 

6-Cyl 3.0 L - Continued 

2017-2016 Coolant Temperature Sensor; Cylinder Head. 74075 

2015-2010 Coolant Temperature Sensor. 74075 

6-Cyl 3.0 L - Continued 

2017 Coolant Temperature Sensor; Cylinder Head 74075 

2016-2013 Coolant Temperature Sensor 74075 

2015-2010 Integrated Housing Thermostat 449602 217 

2010 Integrated Housing Thermostat ■449269 207 


640i xDrive 

6-Cyl 3.0 L 

2017 Coolant Temperature Sensor; Cylinder Head 74075 

2016-2014 Coolant Temperature Sensor 74075 

2015-2014 Integrated Housing Thermostat 49602 217 

535i GT xDrive 

6-Cyl 3.0 L 

2017-2016 Coolant Temperature Sensor; Cylinder Head 74075 

2015-2011 Coolant Temperature Sensor 74075 

2015-2011 Integrated Housing Thermostat 49602 217 

640i xDrive Gran Coupe 

6-Cyl 3.0 L 

2017 Coolant Temperature Sensor; Cylinder Head 74075 

2016-2014 Coolant Temperature Sensor 74075 

2015-2014 Integrated Housing Thermostat 49602 217 

535i xDrive 

6-Cyl 3.0 L 

2016-2011 Integrated Housing Thermostat 49602 217 

2016-2009 Coolant Temperature Sensor. 74075 

2010-2009 Integrated Housing Thermostat 449269 207 


645Ci 

V-8 4.4 L 

2005-2004 Coolant Temperature Sensor 74075 

2005-2004 Integrated Housing Thermostat 449299 221 

535xi 

6-Cyl 3.0 L 

2008 Coolant Temperature Sensor. 74075 

2008 Integrated Housing Thermostat 449269 207 

650Ci 

V-8 4.8 L 

2010-2006 Integrated Housing Thermostat. >49299 221 

540i 

V-84.0L 

1995 OE Type Thermostat 414188 185 

V-84.4L 

2003-1999 Coolant Temperature Sensor; Radiator Hose 74254 

2003-1999 Integrated Housing Thermostat 414612 221 

650i 

V-8 4.4 L 

2017 Coolant Temperature Sensor; Water Pump 74075 

2016-2015 Integrated Housing Thermostat 49299 221 

2016-2012 Coolant Temperature Sensor 74075 

1998-1997 Integrated Housing Thermostat 49502 221 

2014-2012 Integrated Housing Thermostat 449299 221 

545i 

V-8 4.8 L 

2010-2006 Coolant Temperature Sensor 74075 

2010-2006 Integrated Housing Thermostat. >49299 221 

V-8 4.4L 

2005-2004 Coolant Temperature Sensor. 74075 

2005-2004 Integrated Housing Thermostat 449299 221 

650i Gran Coupe 

550i 

V-8 4.4 L 

2017 Coolant Temperature Sensor; Water Pump 74075 

2016-2015 Integrated Housing Thermostat 49299 221 

2016-2013 Coolant Temperature Sensor 74075 

2014-2013 Integrated Housing Thermostat. 449299 221 

V-84.4L 

2016-2015 Integrated Housing Thermostat 49299 221 

2016-2011 Coolant Temperature Sensor. 74075 

2014-2011 Integrated Housing Thermostat. 449299 221 

V-8 4.8L 

2010-2006 Integrated Housing Thermostat. ♦49299 221 

2009-2006 Coolant Temperature Sensor. 74075 


650i xDrive 

V-8 4.4 L 

2017 Coolant Temperature Sensor; Water Pump. 74075 

2016-2015 Integrated Housing Thermostat. 49299 221 

550i GT 

V-8 4.4L 

2015-2010 Coolant Temperature Sensor. 74075 

2016-2012 Coolant Temperature Sensor. 74075 

2015 Integrated Housing Thermostat. 49299 221 

2014-2010 Integrated Housing Thermostat. 449299 221 


650i xDrive Gran Coupe 

V-8 4.4 L 

2017 Coolant Temperature Sensor; Water Pump. 74075 

2016-2015 Integrated Housing Thermostat. 49299 221 

2016-2013 Coolant Temperature Sensor. 74075 

2014-2013 Integrated Housing Thermostat. 449299 221 

550i GT xDrive 

V-8 4.4L 

2017-2016 Coolant Temperature Sensor; Radiator Hose. 74254 

2017-2016 Coolant Temperature Sensor; Water Pump. 74075 

2015-2010 Coolant Temperature Sensor. 74075 

2015 Integrated Housing Thermostat. 49299 221 

2014-2010 Integrated Housing Thermostat. 449299 221 

740i 

6-Cyl 3.0 L 

2015-2013 Integrated Housing Thermostat. 49602 217 

550i xDrive 

2015-2011 Coolant Temperature Sensor. 74075 

V-84.4L 

2016-2015 Integrated Housing Thermostat. 49299 221 

2016-2011 Coolant Temperature Sensor. 74075 

2012-2011 Integrated Housing Thermostat 49622 206 

V-8 4.0 L 

1995 OE Type Thermostat. >14188 185 

2014-2011 Integrated Housing Thermostat 449299 221 

V-8 4.4 L 

2001-1999 Coolant Temperature Sensor; Radiator Hose; From 74254 

09/1998 

2001-1999 Integrated Housing Thermostat 414612 221 

1998-1997 Integrated Housing Thermostat 49502 221 

640i 

6-Cyl 3.0 L 

2017 Coolant Temperature Sensor; Cylinder Head .. .. 74075 

2016-2012 Coolant Temperature Sensor. 74075 


♦ OE Temperature <> Alternate Temperature 
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Thermostats for Passenger Cars and LightTrucks (1995 and Newer) 


Part Temp 

Application Number °F 

Part Temp 

Application Number °F 

BMW - Continued 

BMW - Continued 

740iL 

760Li 

V-8 4.0L 

1995 OE Type Thermostat. ♦14188 185 

V-12 6.0 L - Continued 

2015-2010 Coolant Temperature Sensor. 74075 

V-84.4L 

2001-1999 Coolant Temperature Sensor; Radiator Hose 74254 

2001-1999 Integrated Housing Thermostat ♦ 14612 221 

2015 Integrated Housing Thermostat 49299 221 

2014-2010 Integrated Housing Thermostat +49299 221 

2008-2003 Coolant Temperature Sensor 74075 

1998-1996 Integrated Housing Thermostat 49502 221 

2008-2003 Integrated Housing Thermostat >49299 221 



740Li 

840Ci 

6-Cyl 3.0 L 

2015-2011 Coolant Temperature Sensor 74075 

V-84.0L 

2012-2011 Integrated Housing Thermostat. 49622 206 

2011 Integrated Housing Thermostat. >49299 221 


850Ci 

V-12 5.4 L 

1998-1996 OE Type Thermostat ♦14188 185 

1995 Integrated Housing Thermostat ♦14612 221 

740Li xDrive 

6-Cyl 3.0 L 

2015-2013 Coolant Temperature Sensor 74075 

850CSi 

745i 

V-12 5.6 L 

1995 OE Type Thermostat ♦14188 185 

V-8 4.4L 

2005-2002 Coolant Temperature Sensor. 74075 

2005-2002 Integrated Housing Thermostat. >49299 221 

ActiveHybrid 3 

6-Cyl 3.0 L 

2015-2013 Coolant Temperature Sensor 74075 

745Li 

V-84.4L 

2005-2002 Coolant Temperature Sensor 74075 

2005-2002 Integrated Housing Thermostat. >49299 221 

ActiveHybrid 5 

6-Cyl 3.0 L 

2016 Coolant Temperature Sensor; Cylinder Head 74075 

750i 

2015-2012 Coolant Temperature Sensor 74075 

V-84.4L 

2015-2009 Coolant Temperature Sensor 74075 

2015 Integrated Housing Thermostat. 49299 221 

2014-2009 Integrated Housing Thermostat. >49299 221 

2014-2012 Integrated Housing Thermostat 49602 217 

ActiveHybrid 7 

6-Cyl 3.0 L 

2015-2013 Coolant Temperature Sensor 74075 

V-84.8L 

2008-2006 Coolant Temperature Sensor 74075 

2008-2006 Integrated Housing Thermostat. >49299 221 


Alpina B6 Gran Coupe 

V-8 4.4 L 

2016 Coolant Temperature Sensor; Radiator Hose 74254 

750iL 

2016 Coolant Temperature Sensor; Water Pump 74075 

V-12 5.4L 

2001-1999 Coolant Temperature Sensor; Radiator Hose 74254 

2001-1998 Integrated Housing Thermostat. 15352 221 

1995 OE Type Thermostat ♦ 14188 185 

Alpina B6 xDrive Gran Coupe 

V- 8 4.4 L 

2017-2016 Coolant Temperature Sensor; Radiator Hose 74254 

2017-2016 Coolant Temperature Sensor; Water Pump. 74075 

750i xDrive 

2015 Coolant Temperature Sensor 74075 

V-84.4L 

2015-2010 Coolant Temperature Sensor 74075 

2015 Integrated Housing Thermostat. 49299 221 

2014-2010 Integrated Housing Thermostat. >49299 221 

2015 Integrated Housing Thermostat 49299 221 

Alpina B7 

V-8 4.4 L 

2015-2011 Coolant Temperature Sensor 74075 

750Li 

2015 Integrated Housing Thermostat. 49299 221 

2014-2011 Integrated Housing Thermostat. +49299 221 

2008-2007 Coolant Temperature Sensor. 74075 

2008-2007 Integrated Housing Thermostat. +49299 221 

V-84.4L 

2015-2009 Coolant Temperature Sensor. 74075 

2015 Integrated Housing Thermostat. 49299 221 

2014-2009 Integrated Housing Thermostat. ♦49299 221 

V-8 4.8L 

2008-2006 Coolant Temperature Sensor. 74075 

2008-2006 Integrated Housing Thermostat. >49299 221 

Alpina B7L 

V-8 4.4 L 

2015-2011 Coolant Temperature Sensor. 74075 

2015 Integrated Housing Thermostat. 49299 221 

750Li xDrive 

2014-2011 Integrated Housing Thermostat. +49299 221 

V-84.4L 

2015-2010 Coolant Temperature Sensor. 74075 

2015 Integrated Housing Thermostat. 49299 221 

2014-2010 Integrated Housing Thermostat. ♦49299 221 

Alpina B7L xDrive 

V-8 4.4 L 

2015-2011 Coolant Temperature Sensor. 74075 

2015 Integrated Housing Thermostat. 49299 221 

760i 

2014-2011 Integrated Housing Thermostat. +49299 221 

V-12 6.0 L 

2006-2004 Coolant Temperature Sensor. 74075 

2006-2004 Integrated Housing Thermostat. >49299 221 

Alpina B7 xDrive 

V-8 4.4 L 

2015-2011 Coolant Temperature Sensor. 74075 

2015 Integrated Housing Thermostat 49299 221 


♦ OE Temperature 
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Thermostats for Passenger Cars and LightTrucks (1995 and Newer) 


Application 


BMW - Continued 


Part Temp 
Number °F 


Application 


BMW - Continued 


Part Temp 
Number °F 


Alpina B7 xDrive - Continued 


M6 Gran Coupe - Continued 


V-8 4.4 L - Continued 

2014-2011 Integrated Housing Thermostat 


♦49299 


221 


V-8 4.4 L - Continued 

2016-2015 Integrated Housing Thermostat 


49299 221 


M2 

2016-2014 Coolant Temperature Sensor 74075 

2014 Integrated Housing Thermostat ^49299 221 

6-Cyl 3.0 L 

2017-2016 Coolant Temperature Sensor; Cylinder Head. 74075 

M235i 

M3 

6-Cyl 3.0 L 


6-Cyl 3.0 L 




2016-2015 

Integrated Housing Thermostat. 

49299 

221 

1995 

Coolant Temperature Sensor. 

74051 


1995 

OE Type Thermostat 

♦13588 

176 

1995 

OE Exact Thermostat. 

♦48648 

190 

1995 

Thermostat Seal. 

25271 


6-Cyl 3.2 L 




2006-2001 

Coolant Temperature Sensor. 

74075 


2001 

OE Type Thermostat 

♦ 13588 

176 

1999-1997 

Thermostat Seal; 60X3,5MM. 

25271 


1999-1996 

OE Type Thermostat 

♦ 13588 

176 

1999-1996 

OE Exact Thermostat. 

♦48648 

190 

1996 

Thermostat Seal 

25271 


V-8 4.0 L 




2013-2008 

Coolant Temperature Sensor. 

. 74075 


M4 

6-Cyl 3.0 L 




2016-2015 

Integrated Housing Thermostat. 

49299 

221 

M5 


V-8 4.4 L 


2016 

Coolant Temperature Sensor; Radiator Hose. 

74254 


2016 

Coolant Temperature Sensor; Water Pump. 

74075 


2015-2012 

Coolant Temperature Sensor. 

74075 


2015 

Integrated Housing Thermostat. 

49299 

221 

2014-2013 

Integrated Housing Thermostat. 

♦49299 

221 

2012 

Integrated Housing Thermostat. 

49299 

221 

V-8 5.0 L 

2003-2000 

Coolant Temperature Sensor; Radiator Hose. 

74254 


V-10 5.0L 

2010 

Coolant Temperature Sensor; Radiator Hose . 

74254 


2010 

Coolant Temperature Sensor; Water Pump 

74075 


2009-2006 

Coolant Temperature Sensor. 

74075 


2008-2006 

Heavy-Duty Thermostat. 

4-14536 

160 

2008-2006 

Heavy-Duty Thermostat. 

♦14537 

170 

2008-2006 

Heavy-Duty Thermostat. 

4-14538 

180 

2008-2006 

Heavy-Duty Thermostat. 

4-14539 

190 





M6 


2016-2014 Coolant Temperature Sensor 


74075 


M235i xDrive 


6-Cyl 3.0 L 

2016-2015 Coolant Temperature Sensor 


74075 


XI 


4-Cyl 2.0 L 

2015-2014 Integrated Housing Thermostat; From 12/2014 
2015-2012 Coolant Temperature Sensor 

6-Cyl 3.0 L 

2015-2013 Coolant Temperature Sensor. 

2015-2013 Integrated Housing Thermostat. 


49618 

74075 


74075 

15402 


X3 


4-Cyl 2.0 L 

2017-2013 Coolant Temperature Sensor 74075 

2015- 2014 Integrated Housing Thermostat; From 12/2014 49618 

6-Cyl 2.5 L 

2006-2004 Coolant Temperature Sensor 74075 

2006-2004 Integrated Housing Thermostat. ♦ 14602 

6-Cyl 3.0 L 

2017 Coolant Temperature Sensor; Cylinder Head 74075 

2016- 2004 Coolant Temperature Sensor. 74075 

2010-2007 Integrated Housing Thermostat. ♦49269 

2006-2004 Integrated Housing Thermostat. ♦ 14602 


X4 


4-Cyl 2.0 L 

2017-2015 Coolant Temperature Sensor. 

2015 Integrated Housing Thermostat; From 12/2014 

6-Cyl 3.0 L 

2017 Coolant Temperature Sensor; Cylinder Head. 

2016-2015 Coolant Temperature Sensor. 


74075 

49618 

74075 

74075 


X5 


V-8 4.4 L 




2017 

Coolant Temperature Sensor; Radiator Hose. 

74254 


2017 

Coolant Temperature Sensor; Water Pump. 

74075 


2016-2015 

Integrated Housing Thermostat. 

49299 

221 

2016-2012 

Coolant Temperature Sensor. 

74075 


2014-2012 

Integrated Housing Thermostat. 

♦49299 

221 

V-10 5.0L 




2010-2006 

Coolant Temperature Sensor. 

74075 


2008-2006 

Heavy-Duty Thermostat. 

... 4-14536 

160 

2008-2006 

Heavy-Duty Thermostat. 

♦14537 

170 

2008-2006 

Heavy-Duty Thermostat. 

... 4-14538 

180 

2008-2006 

Heavy-Duty Thermostat. 

... 4-14539 

190 

M6 Gran Coupe 

V-8 4.4 L 




2017 

Coolant Temperature Sensor; Radiator Hose. 

74254 


2017 

Coolant Temperature Sensor; Water Pump. 

74075 



4-Cyl 2.0 L 

2017 Coolant Temperature Sensor; Cylinder Head. 

2016 Coolant Temperature Sensor. 

6-Cyl 3.0 L 

2017 Coolant Temperature Sensor; Cylinder Head. 

2016-2007 Coolant Temperature Sensor. 

2013-2011 Integrated Housing Thermostat. 

2010-2007 Integrated Housing Thermostat. 

2006-2001 Coolant Temperature Sensor; Lubrication System . 

2006-2001 Coolant Temperature Sensor; Radiator Hose. 

2006-2001 Integrated Housing Thermostat. 

6-Cyl 3.0 L DIESEL 

2013-2009 Integrated Housing Thermostat. 

Integrated Housing Thermostat. 


2010-2009 

V-8 4.4 L 

2017 

2017 

2016-2015 

2016-2010 

2014-2011 

2010 

2006-2004 


Coolant Temperature Sensor; Radiator Hose. 

Coolant Temperature Sensor; Water pump. 

Integrated Housing Thermostat. 

Coolant Temperature Sensor. 

Integrated Housing Thermostat. 

Integrated Housing Thermostat. 

Integrated Housing Thermostat. 


74075 

74075 

74075 

74075 

15402 

15297 

74075 

74254 

♦14602 

15309 

15402 

74075 

74254 

49299 

74075 

♦49299 

49299 

♦49299 


185 


217 


185 


206 


207 

206 


185 


217 

207 


206 


190 

217 


221 

221 

221 

221 


♦OE Temperature 


o Alternate Temperature 
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Thermostats for Passenger Cars and LightTrucks (1995 and Newer) 


Application 


Part 

Number 

Temp 

°F 

BMW- 

Continued 



X5 - Continued 

V-84.4L- 

Continued 



2006-2000 

Coolant Temperature Sensor; Radiator Hose. 

74254 


2003-2000 

Integrated Housing Thermostat. 

♦14612 

221 

V-84.6L 


2003-2002 

Coolant Temperature Sensor; Radiator Hose 

74254 


2003-2002 

Integrated Housing Thermostat. 

♦14612 

221 

V-84.8L 


2010-2009 

Integrated Housing Thermostat. 

49299 

221 

2010-2007 

Coolant Temperature Sensor. 

74075 

♦49299 

2008-2004 

Integrated Housing Thermostat. 

221 

2006-2004 

Coolant Temperature Sensor; Radiator Hose. 

74254 


X6 | 

6-Cyl 3.0 L 

2017 

Coolant Temperature Sensor; Cylinder Head 

74075 


2016-2008 

Coolant Temperature Sensor 

74075 


2014-2011 

Integrated Housing Thermostat. 

15402 

217 

2010-2008 

Integrated Housing Thermostat. 

15297 

207 

V-84.4L 


2017 

Coolant Temperature Sensor; Radiator Hose; Coolant 
Pump. 

74075 


2017 

Coolant Temperature Sensor; Radiator Hose; engine.. 

74254 


2016-2015 

Integrated Housing Thermostat. 

49299 

221 

2016-2008 

Coolant Temperature Sensor. 

74075 


2014-2008 

Integrated Housing Thermostat. 

♦49299 

221 



Z3 1 

4-Cyl 1.9 L 




1998-1996 

Integrated Housing Thermostat. 

♦14632 

203 

6-Cyl 2.2 L 

2002-2001 

Integrated Housing Thermostat. 

♦14602 

206 

6-Cyl 2.5 L 


2002-2001 

Coolant Temperature Sensor; Lubrication System. 

74075 


2002-1999 

Integrated Housing Thermostat. 

♦14602 

206 

2000-1999 

Coolant Temperature Sensor. 

74075 


6-Cyl 2.8 L 

2000-1999 

Coolant Temperature Sensor. 

74075 


2000-1999 

Integrated Housing Thermostat. 

♦14602 

206 

1999-1997 

Thermostat Seal; 60X3,5MM. 

25271 

1998-1997 

OE Type Thermostat. 

♦14622 

198 

1998 

Coolant Temperature Sensor; From 09/1998. 

74075 


6-Cyl 3.0 L 



2002-2001 

Coolant Temperature Sensor; Lubrication System. 

74075 


2002-2001 

Integrated Housing Thermostat. 

♦14602 

206 

6-Cyl 3.2 L 


2002-2001 

Coolant Temperature Sensor. 

74075 


2000-1998 

OE Type Thermostat. 

♦13588 

176 

2000-1998 

Thermostat Seal; 60X3,5MM. 

25271 


2000 

OE Exact Thermostat. 

♦48648 

190 

Z4 

4-Cyl 2.0 L 

2016-2012 

Coolant Temperature Sensor. 

74075 


2015-2014 

Integrated Housing Thermostat; From 12/2014 . 

49618 

185 

6-Cyl 2.5 L 

2006-2003 

Integrated Housing Thermostat. 

♦14602 

206 

2005-2003 

Coolant Temperature Sensor. 

74075 

6-Cyl 3.0 L 



2016-2015 

Integrated Housing Thermostat. 

49269 

207 

2016-2003 

Coolant Temperature Sensor . 

74075 

2014-2006 

Integrated Housing Thermostat. 

♦49269 

207 

2005-2003 

Integrated Housing Thermostat. 

♦14602 

206 




Application 


Part Temp 
Number °F 


BMW- 

Continued 



|Z4 - Continued | 

6-Cyl 3.2 L 




2008-2006 

Coolant Temperature Sensor. 

74075 


Z8 I 

V-8 4.8 L 




2003 

Coolant Temperature Sensor; Radiator Hose 

74254 


2003 

Integrated Housing Thermostat 

♦14612 

221 

V-8 5.0 L 




2003-2000 

Coolant Temperature Sensor; Radiator Hose. 

74254 


Buick 

| Allure 

4-Cyl 2.4 L 




2010 

OE Exact Thermostat 

48628 

180 

2010 

OE Type Thermostat 

14698 

180 

V-6 3.0 L 




2010 

Coolant Temperature Sensor. 

74050 


2010 

OE Type Thermostat 

15148 

180 

V-6 3.6 L 




2010 

Coolant Temperature Sensor. 

74005 


2010 

OE Type Thermostat 

15148 

180 

2008-2005 

Coolant Temperature Sensor. 

74005 


2008-2005 

OE Type Thermostat; Excludes Housing 

♦15148 

180 

V-6 3.8 L 




2009-2005 

Thermostat Seal. 

25273 


2009 

OE Type Thermostat 

13849 

195 

2008-2005 

OE Type Thermostat 

.... -013848 

180 

2008-2005 

Premium Thermostat. 

045848 

180 

2008-2005 

OE Type Thermostat 

... ♦13849 

195 

2008-2005 

Premium Thermostat .. . 

♦45849 

195 

V-8 5.3 L 




2009-2008 

Coolant Temperature Sensor. 

74050 


2009-2008 

Heavy-Duty Thermostat; Excludes Housing. 

♦ 14948 

186 

Century j 

4-Cyl 2.2 L 




1996-1995 

Coolant Temperature Sensor. 

74188 


1996-1995 

OE Type Thermostat 

013848 

180 

1996-1995 

Premium Thermostat. 

045848 

180 

1996-1995 

OE Type Thermostat. 

.... 013849 

195 

1996-1995 

Premium Thermostat. 

♦45849 

195 

1996-1995 

Thermostat Seal. 

25272 


V-6 3.1 L 




2005-1995 

OE Type Thermostat. 

♦13899 

195 

2005-1995 

Premium Thermostat. 

♦45899 

195 

2005-1995 

Thermostat Seal. 

25272 


2002-1996 

Coolant Temperature Sensor. 

74188 


Commercial Chassis i 

V-8 5.7 L 




1996-1995 

OE Type Thermostat. 

♦14218 

180 

1996-1995 

Premium Thermostat. 

♦45218 

180 





Enclave j 

V-6 3.6 L 




2017-2015 

OE Type Thermostat. 

15148 

180 

2016-2008 

Coolant Temperature Sensor. 

74005 


2014-2008 

OE Type Thermostat; Excl. Gasket. 

♦15148 

180 

Encore j 

4-Cyl 1.4 L 




2016-2013 

Integrated Housing Thermostat 

49392 

221 

LaCrosse j 

4-Cyl 2.4 L 




2016-2013 

OE Exact Thermostat. 

48628 

180 


♦ OE Temperature 


^Alternate Temperature 
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Thermostats for Passenger Cars and LightTrucks (1995 and Newer) 


Application 


Part 

Number 

Temp 

°F 

Application 


Part 

Number 

Temp 

°F 

Buick - 

Continued 



Buick - 

Continued 



LaCrosse - Continued 

Park Avenue 1 

4-Cyl 2.4 L 

- Continued 



V-6 3.8 L 




2016-2013 

OE Type Thermostat 

14698 

180 

2005-1995 

OE Type Thermostat. 

-413848 

180 

2016-2011 

Coolant Temperature Sensor. 

74050 


2005-1995 

Premium Thermostat 

❖45848 

180 

2016 

Thermostat Seal. 

25278 


2005-1995 

OE Type Thermostat. 

♦ 13849 

195 

2011-2010 

OE Exact Thermostat. 

♦48628 

180 

2005-1995 

Premium Thermostat. 

♦45849 

195 

2011-2010 

OE Type Thermostat 

♦14698 

180 

2005-1995 

Thermostat Seal 

25273 


2011 

Thermostat Seal. 

25278 


1999-1995 

Coolant Temperature Sensor 

74188 


4-Cyl 2.4 L 

ELECTRIC/GAS 



1998-1996 

Thermostat Gasket 

25167 


2012 

OE Exact Thermostat 

♦48628 

180 

1995 

Thermostat Gasket 

25195 


2012 

OE Type Thermostat 

♦ 14698 

180 

Rainier 




2012 

Thermostat Seal 

25278 


6-Cyl 4.2 L 




V-6 3.0L 




2007-2006 

Coolant Temperature Sensor. 

74192 


2010 

Coolant Temperature Sensor. 

74050 


2007-2004 

Integrated Housing Thermostat; OE Temperature, 

14659 

187 

2010 

OE Type Thermostat; Excl. Gasket 

♦ 15148 

180 


Located on Drivers side .. . 



V-6 3.6L 




2005-2004 

Coolant Temperature Sensor. 

74191 


2016-2014 

OE Type Thermostat 

15148 

180 

V-8 5.3 L 




2016-2012 


74050 


2007-2004 

Coolant Temperature Sensor. 

74050 


2013-2010 

OE Type Thermostat; Excl. Gasket 

♦ 15148 

180 

2007 

OE Type Thermostat. 

♦15158 

180 

2011-2010 

Coolant Temperature Sensor. 

74005 


2006-2004 

Heavy-Duty Thermostat; Excludes Housing. 

♦14948 

186 

2008-2005 

Coolant Temperature Sensor. 

74005 


Regal 

2008-2005 

OE Type Thermostat; Excludes Housing. 

♦ 15148 

180 

4-Cyl 2.0 L 




V-6 3.6 L FLEX 



2013-2011 

Coolant Temperature Sensor. 

74050 


2013-2012 

OE Type Thermostat; Excl. Gasket 

♦ 15148 

180 

2013 

OE Exact Thermostat. 

48628 

180 

V-6 3.8 L 




2013 

OE Type Thermostat. 

14698 

180 

2009-2005 

OE Type Thermostat 

013848 

180 

4-Cyl 2.0 L 

FLEX 



2009-2005 

Premium Thermostat 

045848 

180 

2012-2011 

OE Exact Thermostat. 

♦48628 

180 

2009-2005 

OE Type Thermostat 

♦ 13849 

195 

2012-2011 

OE Type Thermostat. 

♦14698 

180 

2009-2005 

Premium Thermostat 

♦45849 

195 

2012-2011 

Thermostat Seal. 

25278 


2009-2005 

Thermostat Seal. 

25273 


4-Cyl 2.4 L 




V-8 5.3 L 




2017-2012 

OE Exact Thermostat. 

48628 

180 

2009-2008 

Coolant Temperature Sensor. 

74050 


2017-2012 

OE Type Thermostat. 

14698 

180 

2009-2008 

Heaw-Dutv Thermostat: Excludes Housina. 

♦ 14948 

186 

2016-2011 

Coolant Temperature Sensor. 

74050 


LeSabre 



2011 

OE Exact Thermostat. 

♦48628 

180 

V-6 3.8 L 




2011 

OE Type Thermostat. 

♦14698 

180 

2005-1995 


<0*13848 

180 

2011 

Thermostat Seal. 

25278 


2005-1995 

Premium Thermostat. 

045848 

180 

4-Cyl 2.4 L ELECTRIC/GAS 



2005-1995 

OE Type Thermostat. 

♦13849 

195 

2012 

Thermostat Seal. 

25278 


2005-1995 

Premium Thermostat. 

. ♦45849 

195 

4-Cyl 2.4 L FLEX 



2005-1995 


25273 


2012 

OE Exact Thermostat. 

♦48628 

180 

1999-1996 

Coolant Temperature Sensor. 

74188 


2012 

OE Type Thermostat. 

♦14698 

180 

1QQR 


95195 


2012 

Thermostat Seal 

25278 


Lucerne 



V-6 3.1 L 




V-6 3.8 L 




1996-1995 

OE Type Thermostat. 

♦13899 

195 

2008-2006 

OE Type Thermostat. 

. 013848 

180 

1996-1995 

Premium Thermostat. 

♦45899 

195 

2008-2006 

Premium Thermostat 

045848 

180 

1996-1995 

Thermostat Seal. 

25272 


2008-2006 

OE Type Thermostat. 

♦ 13849 

195 

1996 

Coolant Temperature Sensor. 

74188 


2008-2006 

Premium Thermostat. 

♦45849 

195 

V-6 3.8 L 








2004-1995 


<013848 

180 

2008-2006 

Thermostat Seal 

25273 










2004-1995 

Premium Thermostat 

❖45848 

180 

V-6 3.9 L 








2011-2009 

Coolant Temperature Sensor. 

74050 


2004-1995 

OE Type Thermostat. 

♦13849 

195 

2010-2009 

OE Exact Thermostat. 

♦48808 

185 

2004-1995 

Premium Thermostat 

♦45849 

195 

2010-2009 

Thermostat Seal. 

25272 


2004-1995 

Thermostat Seal 

25273 


V-6 3.9 L FLEX 



2002-1996 

Coolant Temperature Sensor. 

74188 






1998-1997 

Thermostat Gasket 

25167 


2011-2009 

OE Exact Thermostat 

♦48808 

185 

1995 

Thermostat Gasket 

25195 


V-8 4.6 L 




Rendezvous | 

2011-2010 

Thermostat Seal. 

25278 


V-6 3.4 L 




2011-2006 

OE Type Thermostat 

♦14228 

180 

2005-2002 

OE Type Thermostat. 

♦13899 

195 





2005-2002 

Premium Thermostat. 

♦45899 

195 





2005-2002 

Thermostat Seal 

25272 



♦ OE Temperature ❖Alternate Temperature 
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Thermostats for Passenger Cars and LightTrucks (1995 and Newer) 


Application 


Part 

Number 

Temp 

°F 

Buick - 

Continued 



Rendezvous - Continued 

V-6 3.5 L 




2007-2006 

Coolant Temperature Sensor. 

74050 


2007-2006 

OE Type Thermostat 

♦13899 

195 

2007-2006 

Premium Thermostat. 

♦45899 

195 

2007-2006 

Thermostat Seal 

25272 


V-6 3.6 L 




2006-2004 

Coolant Temperature Sensor 

74005 


2006-2004 

OE Type Thermostat; Excludes Housing 

♦15148 

180 

Riviera 

V-6 3.8 L 




1999-1995 

Coolant Temperature Sensor. 

74188 


1999-1995 

OE Type Thermostat 

. '>13848 

180 

1999-1995 

Premium Thermostat. 

♦45848 

180 

1999-1995 

OE Type Thermostat. 

. ♦13849 

195 

1999-1995 

Premium Thermostat. 

♦45849 

195 

1999-1995 

Thermostat Seal 

25273 


1998-1996 

Thermostat Gasket 

25167 


1995 

Thermostat Gasket 

25195 






Roadmaster j 

V-8 5.7 L 




1996-1995 

OE Type Thermostat 

. ♦14218 

180 

1996-1995 

Premium Thermostat. 

♦45218 

180 

1996-1995 

Thermostat Seal 

25285 


Skylark 

4-Cyl 2.3 L 




1995 

OE Type Thermostat.. 

♦14028 

180 

1995 

Premium Thermostat. 

♦45028 

180 

1995 

Thermostat Seal. 

25272 


4-Cyl 2.4 L 




1998-1996 

OE Type Thermostat. 

. ♦14028 

180 

1998-1996 

Premium Thermostat. 

. ♦45028 

180 

1998-1996 

Thermostat Seal. 

25272 


V-6 3.1 L 




1998-1995 

OE Type Thermostat. 

. ♦13899 

195 

1998-1995 

Premium Thermostat. 

. ♦45899 

195 

1998-1995 

Thermostat Seal. 

25272 


1996 

Coolant Temperature Sensor. 

74188 


Terraza 

V-6 3.5 L 




2006-2005 

Coolant Temperature Sensor. 

74050 


2006-2005 

OE Type Thermostat. 

. ♦ 13899 

195 

2006-2005 

Premium Thermostat. 

♦45899 

195 

2006-2005 

Thermostat Seal. 

25272 


V-6 3.9 L 




2007-2006 

Coolant Temperature Sensor. 

74050 


2007-2006 

OE Exact Thermostat 

♦48808 

185 

2007-2006 

Thermostat Seal 

25272 


V-6 3.9 L FLEX 



2007 

OE Exact Thermostat .. 

♦48808 

185 

Verano j 

4-Cyl 2.0 L 




2016-2013 

Coolant Temperature Sensor 

74050 


2016-2013 

OE Exact Thermostat 

48628 

180 

2016-2013 

OE Type Thermostat 

14698 

180 

4-Cyl 2.4 L 




2017-2013 

OE Exact Thermostat. 

48628 

180 

2017-2013 

OE Type Thermostat. 

14698 

180 

2016-2012 

Coolant Temperature Sensor. 

74050 



Application 


Part 

Number 

Temp 

°F 

Buick - 

Continued 



| Verano 

- Continued 



4-Cyl 2.4 L FLEX 



2012 

OE Exact Thermostat. 

♦48628 

180 

2012 

OE Type Thermostat 

♦14698 

180 

2012 

Thermostat Seal. 

25278 




Cadillac 

[ats 

V-6 3.6 L 

2015-2013 

Coolant Temperature Sensor 

74050 


2015 

OE TvDe Thermostat 

15148 

180 

V-6 3.6 L FLEX 


2014-2013 

OE Type Thermostat; Excl. Seal 

♦15148 

180 

Catera 

V-6 3.0 L 

2001-1999 

OE Exact Thermostat; Excludes Housing. 

♦48759 

198 

2001-1997 

Coolant Temperature Sensor. 

74051 


1998-1997 

OE Exact Thermostat 

48759 

198 

Commercial Chassis 

V-8 5.7 L 

1996-1995 

OE Type Thermostat 

♦14218 

180 

1996-1995 

Premium Thermostat. 

♦45218 

180 



CTS 

V-6 2.8 L 

2007-2005 

Coolant Temperature Sensor. 

74005 


2007 

OE Type Thermostat; Excludes Housing 

♦ 15148 

180 

2007 

Integrated Housing Thermostat; Includes Housing. 

♦48818 

180 

2006-2005 

OE Type Thermostat 

♦ 15148 

180 

2006-2005 

Integrated Housing Thermostat 

♦48818 

180 

V-6 3.0 L 

2014-2010 

Coolant Temperature Sensor . .. 

74050 


2014 

OE Type Thermostat 

15148 

180 

2013-2011 

OE Type Thermostat; Excl. Seal. 

♦15148 

180 

2010 

OE Type Thermostat; Excludes Housing. 

♦15148 

180 

2010 

Integrated Housing Thermostat; Includes Housing. 

♦48818 

180 

V-6 3.2 L 

2004-2003 

Coolant Temperature Sensor. 

74078 


2004-2003 

OE Exact Thermostat; Excludes Housing. 

♦48759 

198 

V-6 3.6 L 

2015-2012 

Coolant Temperature Sensor. 

74050 


2015 

OE Type Thermostat. 

15148 

180 

2014 

OE Type Thermostat; Excl. Seal. 

♦15148 

180 

2012-2011 

OE Type Thermostat; Excl. Seal. 

♦15148 

180 

2011-2004 

Coolant Temperature Sensor. 

74005 

2010-2005 

OE Type Thermostat; Excludes Housing 

♦15148 

180 

2010-2005 

Integrated Housing Thermostat; Includes Housing. 

♦48818 

180 

2004 

OE Type Thermostat. 

15148 

180 

2004 

Intearated Housina Thermostat 

♦48818 

180 

V-6 3.6 L FLEX 

2014-2013 

OE Type Thermostat; Excl. Seal . 

♦15148 

180 

V-8 5.7 L 

2005-2004 

Coolant Temperature Sensor. 

74050 


2005-2004 

Heavy-Duty Thermostat; Excludes Housing. 

♦14948 

186 

V-8 6.0 L 

2007-2006 

Coolant Temperature Sensor. 

74050 


2007-2006 

Heavy-Duty Thermostat; Excludes Housing. 

♦14948 

186 

V-8 6.2 L 

2016-2009 

Coolant Temperature Sensor. 

74050 


2015-2013 

OE Type Thermostat 

15158 

180 

2012 

OE Type Thermostat 

♦15148 

180 

2011-2009 

OE Type Thermostat 

♦15158 

180 


♦ OE Temperature 


♦Alternate Temperature 
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Thermostats for Passenger Cars and LightTrucks (1995 and Newer) 


Application 


Cadillac - Continued 


Part Temp 
Number °F 


Application 


Cadillac - Continued 


Part Temp 
Number °F 


DeVille 

V-84.6L 

2005-1995 

OE Type Thermostat. 

♦14228 

180 

V-84.9L 


1995 

Economy Thermostat 

♦13006 

160 

1995 

OE Type Thermostat 

♦13356 

160 

1995 

Premium Thermostat 

♦45356 

160 

1995 

Economy Thermostat 

♦13008 

180 

1995 

OE Type Thermostat 

♦13358 

180 

1995 

Premium Thermostat 

♦45358 

180 

1995 

Economy Thermostat 

♦13009 

195 

1995 

OE Type Thermostat 

♦13359 

195 

1995 

Premium Thermostat 

♦45359 

195 

1995 

OE Type Thermostat 

♦13352 

205 

1995 

Thermostat Seal 

25278 





DTS 

V-84.6L 

2011-2006 

OE Type Thermostat 

♦14228 

180 

Eldorado 

V-84.6L 

2002-1995 

OE Type Thermostat 

♦14228 

180 

Escalade 

V-8 5.3 L 

2005-2004 

Heavy-Duty Thermostat; Excludes Housing. 

♦14948 

186 

2005-2002 

Coolant Temperature Sensor. 

74050 


2004 

Integrated Housing Thermostat. 

14298 

186 

2003-2002 

Heavy-Duty Thermostat; W/GM Replacement Water 
Pump; Excludes Housing. 

♦14948 

186 

2003-2002 

Integrated Housing Thermostat; W/OE or Most 
Aftermarket Water Pumps. 

♦14298 

186 

V-8 5.7 L 

2000-1999 

OE Type Thermostat. 

♦14119 

195 

2000-1999 

Premium Thermostat. 

♦45119 

195 

2000-1999 

Thermostat Seal. 

25285 


V-8 6.0 L 



2013-2009 

Coolant Temperature Sensor. 

74050 


2013 

OE Type Thermostat 

15158 

180 

2006-2002 

Coolant Temperature Sensor. 

74050 

2006-2002 

Heavy-Duty Thermostat; W/GM Replacement Water 
Pump; Excludes Housing. 

♦14948 

186 

2006-2002 

Integrated Housing Thermostat; W/OE or Most 
Aftermarket Water Pumps 

♦14298 

186 

V-8 6.0 L ELECTRIC/FLEX 



2012-2010 

OE Type Thermostat 

♦15158 

180 

V-8 6.0 L ELECTRIC/GAS 



2009 

OE Type Thermostat 

♦15158 

180 

V-8 6.2 L 

2015-2007 

Coolant Temperature Sensor. 

74050 


2014-2013 

OE Type Thermostat 

15158 

180 

2012-2007 

OE Type Thermostat 

♦15158 

180 

2008-2007 

OE Type Thermostat 

15158 

180 

V-8 6.2 L FLEX 



2012-2009 

OE Type Thermostat 

♦15158 

180 





Escalade ESV 

V-8 6.0 L 

2006-2003 

Coolant Temperature Sensor. 

74050 


2006-2003 

Heavy-Duty Thermostat; W/GM Replacement Water 
Pump; Excludes Housing. 

♦14948 

186 

2006-2003 

Integrated Housing Thermostat; W/OE or Most 
Aftermarket Water Pumps. 

♦14298 

186 

V-8 6.2 L 

2015-2007 

Coolant Temperature Sensor. 

74050 






Escalade ESV - Continued 

V-8 6.2 L 

Continued 



2014-2013 

OE Type Thermostat. 

15158 

180 

2012-2007 

OE Type Thermostat. 

♦15158 

180 

2008-2007 

OE Type Thermostat. 

15158 

180 

V-8 6.2 L FLEX 



2012-2009 

OE Type Thermostat. 

♦15158 

180 

Escalade EXT 

V-8 6.0 L 




2006-2002 

Coolant Temperature Sensor 

74050 


2006-2002 

Heavy-Duty Thermostat; W/GM Replacement Water 

♦14948 

186 


Pump; Excludes Housing. 



2006-2002 

Integrated Housing Thermostat; W/OE or Most 

♦14298 

186 


Aftermarket Water Pumps 



V-8 6.2 L 




2013-2007 

Coolant Temperature Sensor. 

74050 


2013 

OE Type Thermostat. 

15158 

180 

2012-2007 

OE Type Thermostat. 

♦15158 

180 

2008-2007 

OE TvDe Thermostat. 

15158 

180 

V-8 6.2 L FLEX 



2012-2009 

OE Type Thermostat. 

♦15158 

180 

Fleetwood 

V-8 5.7 L 




1996-1995 

OE Type Thermostat. 

♦14218 

180 

1996-1995 

Premium Thermostat. 

♦45218 

180 

1996-1995 

Thermostat Seal. 

25285 


Seville 

V-8 4.6 L 




2004-1995 

OE Type Thermostat. 

♦14228 

180 

SRX 

V-6 2.8 L 




2011-2010 

Coolant Temperature Sensor. 

74005 


2011-2010 

OE Type Thermostat. 

♦15148 

180 

V-6 3.0 L 




2011-2010 

Coolant Temperature Sensor. 

74050 


2011-2010 

OE Type Thermostat; Excl. Gasket. 

♦15148 

180 

V-6 3.6 L 




2016-2015 

OE Type Thermostat. 

15148 

180 

2016-2012 

Coolant Temperature Sensor. 

74050 


2014-2012 

OE Type Thermostat; Excl. Gasket. 

♦15148 

180 

2009-2004 

Coolant Temperature Sensor. 

74005 


2009-2004 

OE Type Thermostat. 

♦15148 

180 

2009-2004 

Integrated Housing Thermostat. 

♦48818 

180 

V-6 3.6 L FLEX 



2014-2012 

OE Type Thermostat; Excl. Gasket. 

♦15148 

180 

V-8 4.6 L 




2009-2004 

OE Type Thermostat. 

♦14228 

180 

STS 

V-6 3.6 L 




2011-2010 

OE Type Thermostat; Excl. Seal 

♦15148 

180 

2011-2005 

Coolant Temperature Sensor. 

74005 


2009-2006 

OE Type Thermostat; Excludes Housing. 

♦15148 

180 

2009-2006 

Integrated Housing Thermostat; Includes Housing. 

♦48818 

180 

2005 

OE Type Thermostat. 

♦15148 

180 

2005 

Integrated Housing Thermostat. 

♦48818 

180 

V-8 4.4 L 




2009-2006 

OE Type Thermostat. 

♦14228 

180 

2009-2006 

Thermostat Seal 

25293 


V-8 4.6 L 




2010-2005 

OE Type Thermostat. 

♦14228 

180 


♦OE Temperature 


o Alternate Temperature 
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Thermostats for Passenger Cars and LightTrucks (1995 and Newer) 


Application 


Part 

Number 

Temp 

°F 

Application 


Part 

Number 

Temp 

°F 

Cadillac - Continued 



Chevrolet - Continued 



XLR 

Aveo - Continued 

V-84.4L 




4-Cyl 1.6 L 

- Continued 



2009-2006 

OE Type Thermostat. 

4-14228 

180 

2006-2004 

OE Type Thermostat; Excludes Housing; For Metal 

413349 

195 

2009-2006 

Thermostat Seal 

25293 



Housing Only. 



V-84.6L 




2006-2004 

Integrated Housing Thermostat 

49539 

192 

2009-2004 

OE Type Thermostat 

414228 

180 

Aveo5 

XTS 




4-Cyl 1.6 L 




V-6 3.6 L 




2011-2009 

Integrated Housing Thermostat. 

49522 

221 

2017-2015 

OE Type Thermostat. 

15148 

180 

2008-2006 

Coolant Temperature Sensor. 

74050 


2016-2013 

Coolant Temperature Sensor. 

74050 


2008-2006 

Heavy-Duty Thermostat; Excludes Housing; For 

0-13346 

160 

2014-2013 

OE Type Thermostat; Excl. Gasket. 

415148 

180 

2008-2006 

OE Type Thermostat; Excludes Housing; For Metal 

413349 

195 

Chevrolet 


Housing Only. 



Astro 

2008-2006 

Integrated Housing Thermostat. 

49539 

192 

V-6 4.3 L 




2008-2006 

Thermostat Seal. 

25297 


2005-1996 

OE Type Thermostat 

414119 

195 

Beretta 

2005-1996 

Premium Thermostat. 

445119 

195 

4-Cyl 2.2 L 




2005-1996 


?5?85 


1996-1995 

Coolant Temperature Sensor. 

74188 


1995 


4-13848 

180 

1996-1995 

Thermostat Seal. 

25272 


1995 

Premium Thermostat. 

■445848 

180 

1996 

OE Type Thermostat. 

0-14028 

180 

1995 


-♦-13849 

135 

1996 

Premium Thermostat. 

045028 

180 

1995 

Premium Thermostat. 

445849 

195 

1995 

OE Type Thermostat. 

0-13848 

180 

1995 


25273 


1995 

Premium Thermostat. 

045848 

180 








Avalanche 



1995 

OE Type Thermostat 

413849 

195 

V-8 5.3 L 




1995 

Premium Thermostat. 

445849 

195 

2013-2007 

Coolant Temperature Sensor. 

74050 


V-6 3.1 L 




2013 

OE Type Thermostat. 

15158 

180 

1996-1995 

OE Type Thermostat 

413899 

195 

2009-2007 

OE Type Thermostat. 

415158 

180 

1996-1995 

Premium Thermostat. 

445899 

195 





1996-1995 

Thermostat Seal. 

25272 


V-8 8.8 L 1-LtX 







2012-2007 

OE Type Thermostat. 

415158 

180 

1996 

Coolant Temperature Sensor. 

74188 


V-8 6.0 L 




Blazer 

2009-2007 

Coolant Temperature Sensor. 

74050 


V-6 4.2 L 




2009-2007 

OE Type Thermostat. 

415158 

180 

2002 

OE Type Thermostat 

414119 

195 

Avalanche 1500 



2002 

Premium Thermostat. 

445119 

195 

V-8 5.3 L 




V-6 4.3 L 




2006-2002 

Coolant Temperature Sensor. 

74050 


2005-2003 

Thermostat Seal. 

25285 


2006 

Heavy-Duty Thermostat; Excludes Housing. 

414948 

186 

2005-1996 

OE Type Thermostat 

414119 

195 

2005-2002 

Heavy-Duty Thermostat; W/GM Replacement Water 

414948 

186 

2005-1996 

Premium Thermostat. 

445119 

195 


Pump; Excludes Housing. 



1995 

OE Type Thermostat 

013848 

180 

2005-2002 

Integrated Housing Thermostat; W/OE or Most 

414298 

186 

1995 

Premium Thermostat. 

045848 

180 


Aftermarket Water Pumps. 



1995 

OE Type Thermostat 

413849 

195 

V-8 8.8 L rl_tX 



1995 

Premium Thermostat. 

445849 

195 

2006 

Heavy-Duty Thermostat; Excludes Housing. 

414948 

186 

1995 

Thermostat Seal. 

25273 


2005-2002 


414948 

186 











Pump; Excludes Housing. 



C35 




2005-2002 

Integrated Housing Thermostat; W/OE or Most 

414298 

186 

V-8 5.7 L 





Aftermarket Water Pumps 



2000-1996 

OE Type Thermostat 

414119 

195 

Avalanche 2500 

2000-1996 

Premium Thermostat .. 

445119 

195 

V-8 8.1 L 




1995 

Economy Thermostat .. 

013006 

160 

2006-2002 

OE Type Thermostat. 

413899 

195 

1995 

OE Type Thermostat. 

013356 

160 

2006-2002 

Premium Thermostat 

445899 

195 

1995 

Premium Thermostat. 

045356 

160 

2006-2002 

Thermostat Seal 

25272 


1995 

Economy Thermostat. 

013008 

180 

Aveo 




1995 

OE Type Thermostat. 

013358 

180 

4-Cyl 1.6 L 




1995 

Premium Thermostat. 

045358 

180 

2011-2009 

Integrated Housing Thermostat. 

49522 

221 

1995 


413009 

195 

2008-2007 

Heavy-Duty Thermostat. 

415458 

189 

1995 


413359 

195 

2008-2007 

OE Type Thermostat; Excludes Housing; For Metal 

013349 

195 

1995 

Premium Thermostat. 

445359 

195 


Housing Only. 



1995 

OE Type Thermostat. 

013352 

205 

2008-2004 

Coolant Temperature Sensor. 

74050 


1995 

Thermostat Seal. 

25282 


2008-2004 

Heavy-Duty Thermostat; Excludes Housing; For 

013346 

160 






Metal Housing Only 



Cl 500 




2008-2004 

Thermostat Seal 

25297 


V-6 4.3 L 








1998-1996 

OE Type Thermostat. 

414119 

195 


♦ OE Temperature ^Alternate Temperature 
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Thermostats for Passenger Cars and LightTrucks (1995 and Newer) 


Part Temp 

Application Number °F 

Part Temp 

Application Number °F 

Chevrolet - Continued 

Chevrolet - Continued 

1 Cl 500- Continued 

1 Cl 500 Suburban - Continued 1 


V-6 4.3 L - Continued 


1998-1996 Premium Thermostat -♦-45119 195 

1998- 1995 Thermostat Seal 25285 

1995 Economy Thermostat. *13006 160 

1995 OE Type Thermostat. *13356 160 

1995 Premium Thermostat. •' 45356 160 

1995 Economy Thermostat. *13008 180 

1995 OE Type Thermostat. *13358 180 

1995 Premium Thermostat. »45358 180 

1995 Economy Thermostat. ♦13009 195 

1995 OE Type Thermostat. ♦13359 195 

1995 Premium Thermostat. ♦45359 195 

1995 OE Type Thermostat. <0-13352 205 

V-8 5.0 L 

1999- 1996 OE Type Thermostat. +14119 195 

1999-1996 Premium Thermostat. +45119 195 

1999-1995 Thermostat Seal. 25285 

1995 Economy Thermostat. <0-13006 160 

1995 OE Type Thermostat. <0-13356 160 

1995 Premium Thermostat. 445356 160 

1995 Economy Thermostat. <0-13008 180 

1995 OE Type Thermostat. <0-13358 180 

1995 Premium Thermostat. ' 45358 180 

1995 Economy Thermostat. +13009 195 

1995 OE Type Thermostat. +13359 195 

1995 Premium Thermostat. +45359 195 

1995 OE Type Thermostat. <0-13352 205 

V-8 5.7 L 

1999-1996 OE Type Thermostat +14119 195 

1999-1996 Premium Thermostat. +45119 195 

1999-1995 Thermostat Seal 25285 

1995 Economy Thermostat. <0-13006 160 

1995 OE Type Thermostat <0-13356 160 

1995 Premium Thermostat 445356 160 

1995 Economy Thermostat. 413008 180 

1995 OE Type Thermostat. 413358 180 

1995 Premium Thermostat. 445358 180 

1995 Economy Thermostat +13009 195 

1995 OE Type Thermostat. +13359 195 

1995 Premium Thermostat +45359 195 

1995 OE Type Thermostat. 413352 205 

V-8 6.5 L 

1996 Thermostat Seal. 25285 

V-8 6.5 L DIESEL 

1998-1997 OE Type Thermostat +13359 195 

1998- 1997 Premium Thermostat +45359 195 

1998 Thermostat Gasket; 2 required. 25140 

1997 Thermostat Seal. 25282 

1996-1995 Thermostat Gasket 25140 

1996 OE Type Thermostat; 2nd Design. +14399 190 

1996 OE Type Thermostat; 1st Design +14039 195 

1995 OE Type Thermostat. 414039 195 

Cl 500 Suburban 

V-8 5.7 L 

1999- 1996 OE Type Thermostat. +14119 195 

1999-1996 Premium Thermostat. +45119 195 

1999-1995 Thermostat Seal. 25285 

1995 Economy Thermostat. 413006 160 

1995 OE Type Thermostat. 413356 160 


V-8 5.7 L - Continued 

1995 Premium Thermostat 445356 160 

1995 Economy Thermostat 413008 180 

1995 OE Type Thermostat. 413358 180 

1995 Premium Thermostat. 445358 180 

1995 Economy Thermostat. +13009 195 

1995 OE Type Thermostat. +13359 195 

1995 Premium Thermostat. +45359 195 

1995 OE Type Thermostat. 413352 205 

V-8 6.5 L 

1997- 1996 Thermostat Seal 25285 

V-8 6.5 L DIESEL 

1999-1995 Thermostat Gasket. 25140 

1999 OE Type Thermostat. +13359 195 

1999 Premium Thermostat. +45359 195 

1998- 1997 OE Type Thermostat. 413359 195 

1998- 1997 Premium Thermostat. 445359 195 

1996 OE Type Thermostat; 2nd Design. +14399 190 

1996 OE Type Thermostat; 1st Design. +14039 195 

1995 OE Type Thermostat. 414039 195 

C2500 

V-6 4.3 L 

1995 Economy Thermostat. 413006 160 

1995 OE Type Thermostat. 413356 160 

1995 Premium Thermostat. 445356 160 

1995 Economy Thermostat. 413008 180 

1995 OE Type Thermostat. 413358 180 

1995 Premium Thermostat. 445358 180 

1995 Economy Thermostat. +13009 195 

1995 OE Type Thermostat. +13359 195 

1995 Premium Thermostat. +45359 195 

1995 OE Type Thermostat. 413352 205 

1995 Thermostat Seal 25285 

V-8 5.0 L 

1999- 1995 Thermostat Seai 25285 

1999 OE Type Thermostat. 14119 195 

1998-1996 OE Type Thermostat. +14119 195 

1998-1996 Premium Thermostat +45119 195 

1995 Economy Thermostat 413006 160 

1995 OE Type Thermostat 413356 160 

1995 Premium Thermostat 445356 160 

1995 Economy Thermostat. 413008 180 

1995 OE Type Thermostat 413358 180 

1995 Premium Thermostat 445358 180 

1995 Economy Thermostat. +13009 195 

1995 OE Type Thermostat. +13359 195 

1995 Premium Thermostat. +45359 195 

1995 OE Type Thermostat. 413352 205 

V-8 5.7 L 

2000- 1996 OE Type Thermostat. +14119 195 

2000-1996 Premium Thermostat. +45119 195 

2000-1995 Thermostat Seal . 25285 

1995 Economy Thermostat. 413006 160 

1995 OE Type Thermostat. 413356 160 

1995 Premium Thermostat. 445356 160 

1995 Economy Thermostat. 413008 180 

1995 OE Type Thermostat. 413358 180 

1995 Premium Thermostat. 445358 180 

1995 Economy Thermostat. +13009 195 


+OE Temperature 4Altemate Temperature 
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Thermostats for Passenger Cars and LightTrucks (1995 and Newer) 


Application 

Part 

Number 

Temp 

°F 

Application 


Part 

Number 

Temp 

°F 

Chevrolet - Continued 



Chevrolet - Continued 



C2500- 

Continued 



C2500 Suburban - Continued ! 

V-8 5.7L- 

Continued 



V-8 7.4 L - 

Continued 



1995 

OE Type Thermostat. 

4-13359 

195 

1995 

OE Type Thermostat 

413849 

195 

1995 

Premium Thermostat. 

445359 

195 

1995 

Premium Thermostat. 

445849 

195 

1995 

OE Type Thermostat. 

. *-13352 

205 

C3500 




V-8 5.7 LONG 



V-8 5.7 L 




2000-1998 

OE Type Thermostat 

414119 

195 

2000-1996 


♦14119 

195 

2000-1998 

Premium Thermostat. 

445119 

195 

2000-1996 

Premium Thermostat. 

445119 

195 

1996 

OE Type Thermostat 

414119 

195 

2000-1995 


25285 


1996 

Premium Thermostat. 

445119 

195 

1995 

Economy Thermostat. 

. =13006 

160 

V-8 6.5 L 




1995 

OE Type Thermostat 

. =13356 

160 

1996 

Thermostat Seal 

25285 


1995 


<045356 

160 

V-8 6.5 L DIESEL 



1995 

Economy Thermostat. 

. =13008 

180 

2000-1999 

OE Type Thermostat; 2 required. 

414399 

190 

1995 

OE Type Thermostat 

. =13358 

180 

1998-1997 

OE Type Thermostat 

. =-13359 

195 

1995 

Premium Thermostat. 

. 045358 

180 

1998-1997 

Premium Thermostat. 

0-45359 

195 

1995 

Economy Thermostat. 

413009 

195 

1998 

Thermostat Gasket; 2 required 

. 2514C 


1995 

OE Type Thermostat 

. 413359 

195 

1997 

Thermostat Seal 

25282 


1995 


♦4535Q 

195 

1996-1995 

Thermostat Gasket 

. 25140 


1995 

OE Type Thermostat. 

. ▼ 

. =13352 

205 

1996 

OE Type Thermostat; 2nd Design. 

. 414399 

190 

V-8 5.7 L CNG 



1996 

OE Type Thermostat; 1st Design 

. 414039 

195 

1999-1997 

OE Type Thermostat 

. 414119 

195 

1995 

OE Type Thermostat. 

. =-14039 

195 

1999-1997 


♦45119 

195 

V-8 7.4 L 




V-8 6.5 L 



2000-1996 

OE Type Thermostat 

. 413899 

195 

1996 


25285 


2000-1996 

Premium Thermostat.. .. 

445899 

195 

V-8 6.5 L DIESEL 



2000-1995 

Thermostat Seal 

25272 


2000-1999 


♦14399 

190 

1995 

OE Type Thermostat. 

. =-13848 

180 

1998-1997 

OE Type Thermostat. 

. =13359 

195 

1995 

Premium Thermostat. 

045848 

180 

1998-1997 

Premium Thermostat. 

. 045359 

195 

1995 

OE Type Thermostat. 

. 413849 

195 

1998 

Thermostat Gasket; 2 required. 

. 25140 


1995 

Premium Thermostat. 

445849 

195 

1997 

Thermostat Seal. 

. 25282 


C2500 Suburban 



1996-1995 

Thermostat Gasket. 

25140 


V-8 5.7 L 




1996 

OE Type Thermostat; 2nd Design. 

. 414399 

190 

1999-1996 

OE Type Thermostat. 

. 414119 

195 

1996 


♦14039 

195 

1999-1996 

Premium Thermostat. 

. 445119 

195 

1995 

OE Type Thermostat. 

. =14039 

195 

1999-1995 

Thermostat Seal. 

25285 


V-8 7.4 L 




1995 

Economy Thermostat. 

. 0-13006 

160 

2000-1996 

OE Type Thermostat. 

413899 

195 

1995 

OE Type Thermostat. 

. =-13356 

160 

2000-1996 

Premium Thermostat. 

445899 

195 

1995 

Premium Thermostat. 

❖45356 

160 

2000-1995 

Thermostat Seal. 

25272 


1995 

Economy Thermostat. 

. =-13008 

180 

1995 

OE Type Thermostat. 

. 013848 

180 

1995 

OE Type Thermostat. 

. =-13358 

180 

1995 

Premium Thermostat. 

❖45848 

180 

1995 

Premium Thermostat. 

45358 

180 

1995 

OE Type Thermostat. 

413849 

195 

1995 

Economy Thermostat. 

413009 

195 

1995 

Premium Thermostat. 

445849 

195 

1995 

OE Type Thermostat. 

413359 

195 

V-8 8.1 L 




1995 


♦45359 

195 

2003-2001 

OE Type Thermostat 

413899 

195 

1995 


-0*13352 

205 

2003-2001 

Premium Thermostat. 

445899 

195 

V-8 6.5 L 




Camaro 



1997-1996 

Thermostat Seal 

25285 


V-6 3.4 L 




V-8 6.5 L DIESEL 



1995 

OE Type Thermostat 

. =13848 

180 

1999-1997 

OE Type Thermostat 

. 0-13359 

195 

1995 

Premium Thermostat. 

045848 

180 

1999-1997 

Premium Thermostat. 

-'45359 

195 

1995 

OE Type Thermostat 

413849 

195 

1999-1995 

Thermostat Gasket 

2514C 


1995 


♦45849 

195 

1996 

OE Type Thermostat; 2nd Design 

414399 

190 

1995 


25272 


1996 

OE Type Thermostat; 1st Design 

414039 

195 

V-6 3.6 L 




1995 

OE Type Thermostat 

. =-14039 

195 

2015-2014 


74050 


V-8 7.4 L 




2015 

OE Type Thermostat 

. 15148 

180 

1999-1996 

OE Type Thermostat 

413899 

195 

2014-2010 


♦15148 

180 

1999-1996 

Premium Thermostat. 

445899 

195 

2013-2010 

Coolant Temperature Sensor. 

. 74005 


1999-1995 

Thermostat Seal 

25272 


V-6 3.8 L 




1995 

OE Type Thermostat 

. 0-13848 

180 

2002-1995 

OE Type Thermostat 

. =13848 

180 

1995 

Premium Thermostat. 

. 0-45848 

180 

2002-1995 

Premium Thermostat. 

045848 

180 










♦ OE Temperature ^Alternate Temperature 
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Thermostats for Passenger Cars and LightTrucks (1995 and Newer) 


Application 


Chevrolet - Continued 


Part Temp 
Number °F 


Application 


Chevrolet - Continued 


Part Temp 
Number °F 


Camaro 

- Continued 



V-6 3.8L- 

Continued 



2002-1995 

OE Type Thermostat 

♦13849 

195 

2002-1995 

Premium Thermostat 

♦45849 

195 

2002-1995 

Thermostat Seal 

25273 


1999-1995 

Coolant Temperature Sensor. 

74188 


V-8 5.7L 




2002-1999 

Coolant Temperature Sensor. 

74050 


2002-1998 

Heavy-Duty Thermostat; W/GM Replacement Water 

♦14948 

186 


Pump; Excludes Housing. 



2002-1998 

Integrated Housing Thermostat; W/OE or Most 

♦14298 

186 


Aftermarket Water Pumps 



1997-1995 

OE Type Thermostat. 

♦14218 

180 

1997-1995 

Premium Thermostat. 

♦45218 

180 

1997-1995 

Thermostat Seal. 

25285 


V-8 6.2 L 




2016-2010 

Coolant Temperature Sensor. 

74050 


2015-2010 

OE Type Thermostat. 

♦15158 

180 

V-8 7.0 L 




2015-2014 

OE Type Thermostat. 

♦15158 

180 

2014 

Coolant Temperature Sensor. 

74050 


Caprice 

V-6 3.6 L 




2016-2012 

Coolant Temperature Sensor. 

74050 


V-8 4.3 L 




1996-1995 

OE Type Thermostat. 

♦14218 

180 

1996-1995 

Premium Thermostat. 

♦45218 

180 

1996-1995 

Thermostat Seal. 

25285 


V-8 5.7 L 




1996-1995 

OE Type Thermostat. 

♦14218 

180 

1996-1995 

Premium Thermostat. 

♦45218 

180 

1996-1995 

Thermostat Seal. 

25285 


V-8 6.0 L 




2017-2013 

OE Type Thermostat. 

15158 

180 

2016-2011 

Coolant Temperature Sensor. 

74050 


V-8 6.0 L FLEX 



2012-2011 

OE Type Thermostat. 

♦15158 

180 

Captiva Sport 

4-Cyl 2.4 L 




2015-2013 

OE Exact Thermostat. 

48628 

180 

2015-2012 

Coolant Temperature Sensor. 

74050 


2012 

OE Exact Thermostat. 

♦48628 

180 

2012 

OE Type Thermostat. 

♦14698 

180 

2012 

Thermostat Seal 

25278 


4-Cyl 2.4 L FLEX 



2015-2013 

OE Exact Thermostat. 

48628 

180 

2012 

OE Exact Thermostat. 

♦48628 

180 

2012 

OE Type Thermostat 

♦14698 

180 

2012 

Thermostat Seal 

25278 


V-6 3.0 L 




2015 

OE Exact Thermostat. 

48628 

180 

2012-2011 

OE Type Thermostat; Excl. Gasket 

♦15148 

180 

2012 

Coolant Temperature Sensor. 

74050 


V-6 3.0 L FLEX 



2012 

OE Type Thermostat; Excl. Gasket 

♦15148 

180 

V-6 3.6 L 




2010-2008 

OE Type Thermostat; Excl. Gasket 

♦15148 

180 

Cargo Van 

V-8 5.7 L 




1999-1997 

OE Type Thermostat 

♦14119 

195 

1999-1997 

Premium Thermostat 

♦45119 

195 


Cavalier 

4-Cyl 2.2 L 

2005-2002 

Coolant Temperature Sensor. 

74050 


2005-2002 

OE Exact Thermostat 

♦48628 

180 

2005-2002 

OE Type Thermostat. 

♦ 14698 

180 

2002-1996 

OE Type Thermostat. 

♦ 14028 

180 

2002-1996 

Premium Thermostat. 

♦45028 

180 

2002-1995 

Thermostat Seal 

25272 


2002 

Thermostat Seal 

25278 


1995 

OE Type Thermostat. 

. <>13848 

180 

1995 

Premium Thermostat. 

045848 

180 

1995 

OE Type Thermostat. 

. ♦13849 

195 

1995 

Premium Thermostat. 

. ♦45849 

195 

4-Cyl 2.2 L BI-FUEL 

2004-2003 OE Exact Thermostat 

♦48628 

180 

2004-2003 

OE Type Thermostat. 

. ♦14698 

180 

2002 

OE Type Thermostat. 

. ♦14028 

180 

2002 

Premium Thermostat. 

♦45028 

180 

2002 

Thermostat Seal. 

25272 

2000-1999 

OE Type Thermostat. 

♦14028 

180 

2000-1999 

Premium Thermostat. 

. ♦45028 

180 


Thermostat Seal. 

. 25272 

2000-1999 


4-Cyl 2.3 L 

1995 

OE Type Thermostat. 

. ♦ 14028 

180 

1995 

Premium Thermostat. 

. ♦45028 

180 

1995 

Thermostat Gasket. 

25184 

1995 

Thermostat Seal. 

25272 


4-Cyl 2.4 L 

2002-1996 

OE Type Thermostat. 

. ♦14028 

180 

2002-1996 

Premium Thermostat. 

♦45028 

180 

2002-1996 

Thermostat Seal. 

25272 





Chevy 

4-Cyl 1.4 L 

2001 

Heavy-Duty Thermostat. 

. 013346 

160 

2001 

OE Type Thermostat. 

. 013348 

180 

2001 

Premium Thermostat . 

045348 

180 

2001 

OE Type Thermostat. 

♦ 13349 

195 

2001 

Premium Thermostat 

♦45349 

195 

1999-1995 

Heavy-Duty Thermostat 

013346 

160 

1999-1995 

OE Type Thermostat. 

013348 

180 

1999-1995 

Premium Thermostat 

045348 

180 

1999-1995 

OE Type Thermostat. 

♦ 13349 

195 

1999-1995 

Premium Thermostat 

♦45349 

195 

4-Cyl 1.6 L 

2012-1996 

Heavy-Duty Thermostat. 

. 013346 

160 

2012-1996 

OE Type Thermostat. 

. 013348 

180 

2012-1996 

Premium Thermostat. 

045348 

180 

2012-1996 

OE Type Thermostat. 

♦ 13349 

195 

2012-1996 

Premium Thermostat. 

♦45349 

195 




Chevy Monza 

4-Cyl 1.6 L 

2003 

Heavy-Duty Thermostat 

. 013346 

160 

2003 

OE Type Thermostat. 

. 013348 

180 

2003 

Premium Thermostat 

. 045348 

180 

2003 

OE Type Thermostat. 

. ♦ 13349 

195 

2003 

Premium Thermostat 

♦45349 

195 




Chevy Pickup 

4-Cyl 1.6 L 

2003-1999 

Heavy-Duty Thermostat. 

. 013346 

160 

2003-1999 

OE Type Thermostat 

. 013348 

180 


♦OE Temperature 


o Alternate Temperature 
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Thermostats for Passenger Cars and LightTrucks (1995 and Newer) 


Application 

Part 

Number 

Temp 

°F 

Application 


Part 

Number 

Temp 

°F 

Chevrolet - Continued 



Chevrolet - Continued 



Chevy Pickup - Continued 

Corsica 

- Continued 



4-Cyl 1.6 L - Continued 



V-6 3.1 L - 

Continued 



2003-1999 Premium Thermostat 

❖45348 

180 

1996-1995 

Premium Thermostat. 

♦45899 

195 

2003-1999 OE Type Thermostat 

4-13349 

195 

1996-1995 

Thermostat Seal. 

25272 

2003-1999 Premium Thermostat 

♦45349 

195 

1996 

Coolant Temperature Sensor. 

74188 







Classic 

Corvette j 

4-Cyl 2.2 L 



V-8 5.7 L 




2005-2004 Coolant Temperature Sensor 

74050 


2004-1997 

Coolant Temperature Sensor. 

74050 


2005-2004 OE Exact Thermostat 

♦48628 

180 

2004 

Heavy-Duty Thermostat; Excludes Housing. 

♦14948 

186 

2005-2004 OE Type Thermostat 

♦ 14698 

180 

2003-1997 

Integrated Housing Thermostat; W/OE or Most 
Aftermarket Water Pumps 

♦14298 

186 

Cobalt 




2003 

2002 

Heavy-Duty Thermostat; W/GM Replacement Water 
Pump; Excludes Housing. 

Heavy-Duty Thermostat; W/GM Replacement Water 
Pump. 

♦14948 

♦14948 

186 

186 

4-Cyl 2.0 L 

2010-2008 Coolant Temperature Sensor 

74050 


2010-2005 OE Type Thermostat 

♦14698 

180 

2010 Thermostat Seal 

25278 


2001-1997 

Heavy-Duty Thermostat; W/GM Replacement Water 

♦14948 

186 

2009-2005 OE Exact Thermostat 

♦48628 

180 


Pump; Excludes Housing. 



2007-2005 Coolant Temperature Sensor 

. 74078 


1996-1995 

OE Type Thermostat 

♦14218 

180 




4-Cyl 2.2 L 

2010-2005 Coolant Temperature Sensor 



1996-1995 

Premium Thermostat. 

♦45218 

180 

74050 


1996-1995 

Thermostat Seal. 

25285 





2010-2005 OE Type Thermostat 

. 414698 

180 

1995 

Thermostat Seal. 

25272 





2010 Thermostat Seal 

25278 


V-8 6.0 L 




2009-2005 OE Exact Thermostat 

♦48628 

180 

2007-2005 

Coolant Temperature Sensor. 

74050 





4-Cyl 2.4 L 

2008-2006 Coolant Temperature Sensor 

74050 


2007-2005 

V-8 6.2 L 

Heavy-Duty Thermostat; Excludes Housing. 

♦14948 

186 

2008-2006 OE Exact Thermostat 

2008-2006 OE Type Thermostat.. .. 

. 448628 

♦14698 

180 

180 

2016-2008 

Coolant Temperature Sensor. 

74050 


2015-2009 

OE Type Thermostat 

♦15158 

180 





OE Type Thermostat 

15158 

180 

Colorado 


2008 


14948 

186 

4-Cyl 2.8 L 

2016 Coolant Temperature Sensor 

. 74078 


2008 

Heavy-Duty Thermostat; Excludes Housing. 

♦14948 

186 

2006-2004 Coolant Temperature Sensor. 

. 74192 


V-8 7.0 L 

OE Type Thermostat 

♦15158 

180 

2006-2004 Integrated Housing Thermostat. 

♦48718 

190 

2013-2009 



2013-2006 

Coolant Temperature Sensor. 

74050 


4-Cyl 2.9 L 

74192 


2008-2006 

Heavy-Duty Thermostat; Excludes Housing. 

♦ 14948 

186 


♦48718 

190 

Cruze 

5-Cyl 3.5 L 

2006-2004 Coolant Temperature Sensor. 

. 74192 

4-Cyl 1.4 L 

2015-2011 

Integrated Housing Thermostat. 

49392 

221 






2006-2004 Integrated Housing Thermostat. 

♦48718 

190 

4-Cyl 1.8 L 




5-Cyl 3.7 L 

2012-2007 Coolant Temperature Sensor. 


2015-2011 

Integrated Housing Thermostat 

49522 

221 

. 74192 


4-Cyl 1.8 L FLEX 




♦48718 

190 

2015-2011 

Integrated Housing Thermostat. 

49522 

221 




V-6 3.6 L 


Cruze Limited 

2016-2015 Coolant Temperature Sensor. 

. 74050 


4-Cyl 1.4 L 




V-8 5.3 L 



2016 

Integrated Housing Thermostat 

49392 

221 





2012-2009 Coolant Temperature Sensor. 

. 74050 


Equinox I 

2012 OE Type Thermostat. 

. 415158 

180 

4-Cyl 2.4 L 




2011 OE Type Thermostat. 

. 15158 

180 

2017-2016 

OE Type Thermostat 

14698 

180 


♦48718 

190 

2017-2013 

OE Exact Thermostat 

48628 

180 

2010-2009 OE Type Thermostat. 

. 415158 

180 

2016-2010 

Coolant Temperature Sensor. 

74050 



OE Exact Thermostat 

180 

Corsica 

2012-2011 

♦48628 

2012-2010 

2012-2010 

OE Type Thermostat 

Thermostat Seal. 

♦14698 

25278 

180 

4-Cyl 2.2 L 

74188 


1996-1995 Thermostat Seal. 

25272 


4-Cyl 2.4 L 

FLEX 



1996 OE Type Thermostat. 

1996 Premium Thermostat. 

. ❖14028 

❖45028 

180 

180 

2015-2013 

OE Exact Thermostat 

48628 

180 

2012 

OE Exact Thermostat 

♦48628 

180 





1995 OE Type Thermostat. 

. ❖13848 

180 

2012 

OE Type Thermostat. 

♦14698 

180 

1995 Premium Thermostat. 

❖45848 

180 

2012 

Thermostat Seal. 

25278 





1995 OE Type Thermostat. 

♦13849 

195 

195 

V-6 3.0 L 




1995 Premium Thermostat. 

♦45849 

2012-2010 

Coolant Temperature Sensor. 

74050 





V-6 3.1 L 

1996-1995 OE Type Thermostat 


2012 

OE Type Thermostat; Excl. Gasket. 

♦15148 

180 

♦13899 

195 

2010 

OE Type Thermostat; Excl. Gasket. 

♦15148 

180 








♦ OE Temperature ❖ Alternate Temperature 


243 

























































































2012-2011 
V-6 3.4 L 
2009-2005 
2009-2005 
2009-2005 
2007-2005 
V-6 3.6 L 
2017-2015 
2016-2013 
2014-2013 
2009-2008 
2009-2008 
V-6 3.6 L FLEX 


2014-2013 OE Type Thermostat; Excl. Gasket 4-15148 180 

Express 1500 

V-6 4.3 L 

2014-2012 OE Type Thermostat. 14119 195 

2012- 2011 Thermostat Seal. 25278 

2011-1997 OE Type Thermostat. 414119 195 

2011-1997 Premium Thermostat. 445119 195 

2009-1996 Thermostat Seal. 25285 

1996 Economy Thermostat. -0-13006 160 

1996 OE Type Thermostat. -0-13356 160 

1996 Premium Thermostat. 045356 160 

1996 Economy Thermostat. «13008 180 

1996 OE Type Thermostat. o 13358 180 

1996 Premium Thermostat. 45358 180 

1996 Economy Thermostat. 413009 195 

1996 OE Type Thermostat. 413359 195 

1996 Premium Thermostat. 445359 195 

1996 OE Type Thermostat. o 13352 205 

V-8 5.0 L 

2002-1996 OE Type Thermostat. 414119 195 

2002-1996 Premium Thermostat. 445119 195 

2002-1996 Thermostat Seal 25285 

V-8 5.3 L 

2014-2003 Coolant Temperature Sensor. 74050 

2009-2007 OE Type Thermostat 415158 180 

2006-2004 Heavy-Duty Thermostat. 14948 186 

2006-2003 Heavy-Duty Thermostat; W/GM Replacement Water 414948 186 

Pump; Excludes Housing 

2006-2003 Integrated Housing Thermostat; W/OE or Most 414298 186 

Aftermarket Water Pumps. 

2003 Integrated Housing Thermostat; Used on pumps with 14298 186 

casting #12562459. 

V-8 5.3 L FLEX 

2014 OE Type Thermostat. 15158 180 

2013- 2007 OE Type Thermostat. 415158 180 

V-8 5.7 L 

2002-1996 OE Type Thermostat. 414119 195 

2002-1996 Premium Thermostat. 445119 195 

2002-1996 Thermostat Seal. 25285 

Express 2500 

V-6 4.3 L 

2005-1997 OE Type Thermostat. 414119 195 

2005-1997 Premium Thermostat. 445119 195 

2005-1996 Thermostat Seal. 25285 

1996 Economy Thermostat. -0-13006 160 

1996 OE Type Thermostat. -0-13356 160 


1996 OE Type Thermostat. -0-13358 180 

1996 Premium Thermostat. 045358 180 

1996 Economy Thermostat. 413009 195 

1996 OE Type Thermostat. 413359 195 

1996 Premium Thermostat. 445359 195 

1996 OE Type Thermostat. 013352 205 

V-8 4.8 L 

2017-2016 OE Type Thermostat 015158 180 

2015-2003 Coolant Temperature Sensor. 74050 

2009-2007 OE Type Thermostat. 415158 180 

2006-2003 Heavy-Duty Thermostat; W/GM Replacement Water 414948 186 

Pump; Excludes Housing. 

2006-2003 Integrated Housing Thermostat; W/OE or Most 414298 186 

Aftermarket Water Pumps. 

V-8 4.8 L FLEX 

2015-2014 OE Type Thermostat. 15158 180 

2013-2010 OE Type Thermostat 415158 180 

V-8 5.0 L 

2002-1996 OE Type Thermostat. 414119 195 

2002-1996 Premium Thermostat. 445119 195 

2002-1996 Thermostat Seal 25285 

V-8 5.3 L 

2005-2003 Coolant Temperature Sensor. 74050 

2005-2003 Heavy-Duty Thermostat; W/GM Replacement Water 414948 186 

Pump; Excludes Housing 

2005- 2003 Integrated Housing Thermostat; W/OE or Most 414298 186 

Aftermarket Water Pumps 

V-8 5.7 L 

2002-1996 OE Type Thermostat. 414119 195 

2002-1996 Premium Thermostat. 445119 195 

2002-1996 Thermostat Seal 25285 

V-8 5.7 L BI-FUEL 

2002 OE Type Thermostat 414119 195 

2002 Premium Thermostat. 445119 195 

V-8 5.7 L CNG 

2001 OE Type Thermostat. 414119 195 

2001 Premium Thermostat. 445119 195 

V-8 6.0 L 

2017-2016 OE Type Thermostat «15158 180 

2015-2003 Coolant Temperature Sensor. 74050 

2009-2007 OE Type Thermostat. 415158 180 

2006- 2003 Heavy-Duty Thermostat; W/GM Replacement Water 414948 186 

Pump; Excludes Housing. 

2006-2003 Integrated Housing Thermostat; W/OE or Most 414298 186 

Aftermarket Water Pumps. 

V-8 6.0 L CNG 

2015-2013 OE Type Thermostat. 15158 180 

2012-2011 OE Type Thermostat 415158 180 

2005-2003 Heavy-Duty Thermostat; W/GM Replacement Water 414948 186 

Pump; Excludes Housing 

2005-2003 Integrated Housing Thermostat; W/OE or Most 414298 186 

Aftermarket Water Pumps 

V-8 6.0 L FLEX 

2015-2013 OE Type Thermostat. 15158 180 

2012-2010 OE Type Thermostat. 415158 180 

V-8 6.5 L 

2002-1996 Thermostat Seai 25285 

V-8 6.5 L DIESEL 


2002-1999 OE Type Thermostat. 414399 190 

1998 OE Type Thermostat. 413359 195 


Thermostats for Passenger Cars and LightTrucks (1995 and Newer) 


Part Temp 

Application Number °F 

Part Temp 

Application Number °F 

Chevrolet - Continued 

Chevrolet - Continued 

1 Equinox-Continued 

1 Express 2500 - Continued 1 


V-6 3.0 L FLEX 


OE Type Thermostat; Excl. Gasket 

415148 

180 

Coolant Temperature Sensor. 

74050 


OE Type Thermostat 

413899 

195 

Thermostat Seal 

25272 

Premium Thermostat 

445899 

195 

OE Type Thermostat 

Coolant Temperature Sensor. 

. 15148 

74050 

180 

OE Type Thermostat; Excl. Gasket 

Coolant Temperature Sensor. 

415148 

74005 

180 

OE Type Thermostat; Excl. Gasket 

415148 

180 


V-6 4.3 L - Continued 

1996 Premium Thermostat 

1996 Economy Thermostat 


045356 160 
013008 180 


40E Temperature oAltemate Temperature 


244 
































































































Thermostats for Passenger Cars and LightTrucks (1995 and Newer) 


Application 


Part 

Number 


Temp 

°F 


Application 


Part Temp 

Number °F 


Chevrolet - Continued 


Chevrolet - Continued 


Express 2500 - Continued 


Express 3500 - Continued 


V-8 6.5 L DIESEL - Continued 

1998 Premium Thermostat. ♦45359 195 

1997 OE Type Thermostat 0-13359 195 

1997 Premium Thermostat. 0-45359 195 

1996 OE Type Thermostat ♦ 13359 195 

1996 Premium Thermostat. 4-45359 195 

V-8 6.6 L 

2016 OE Type Thermostat 0-14738 180 

2016 OE Type Thermostat. 414728 185 

2015-2010 Coolant Temperature Sensor. 74050 

V-8 6.6 L DIESEL 

2015-2006 OE Type Thermostat; Rear. 414738 180 

2015-2006 OE Type Thermostat; Front. 414728 185 

Express 3500 

V-8 4.8 L 

2017-2016 OE Type Thermostat. -0-15158 180 

2015-2005 Coolant Temperature Sensor. 74050 

2009-2007 OE Type Thermostat. 415158 180 

2006-2005 Heavy-Duty Thermostat; W/GM Replacement Water 414948 186 

Pump; Excludes Housing. 

2006-2005 Integrated Housing Thermostat; W/OE or Most 414298 186 

Aftermarket Water Pumps. 

V-8 4.8 L FLEX 

2015-2014 OE Type Thermostat. 15158 180 

2013-2010 OE Type Thermostat. 415158 180 

V-8 5.3 L 

2008- 2007 OE Type Thermostat. 415158 180 

2006-2003 Heavy-Duty Thermostat; W/GM Replacement Water 414948 186 

Pump; Excludes Housing 

2006-2003 Integrated Housing Thermostat; W/OE or Most 414298 186 

Aftermarket Water Pumps. 

V-8 5.7 L 

2002-1996 OE Type Thermostat 414119 195 

2002-1996 Premium Thermostat. 445119 195 

1998-1996 Thermostat Seal 25285 

V-8 5.7 L BI-FUEL 

2002 OE Type Thermostat. 414119 195 

2002 Premium Thermostat. 445119 195 

V-8 5.7 L CNG 

2001 OE Type Thermostat. 414119 195 

2001 Premium Thermostat 445119 195 

V-8 6.0 L 

2017-2016 OE Type Thermostat. -0-15158 180 

2015-2003 Coolant Temperature Sensor. 74050 

2009- 2007 OE Type Thermostat. 415158 180 

2006-2003 Heavy-Duty Thermostat; W/GM Replacement Water 414948 186 

Pump; Excludes Housing. 

2006-2003 Integrated Housing Thermostat; W/OE or Most 414298 186 

Aftermarket Water Pumps. 

V-8 6.0 L CNG 

2015-2013 OE Type Thermostat. 15158 180 

2012-2011 OE Type Thermostat. 415158 180 

2005-2003 Heavy-Duty Thermostat; W/GM Replacement Water 414948 186 

Pump; Excludes Housing 

2005-2003 Integrated Housing Thermostat; W/OE or Most 414298 186 

Aftermarket Water Pumps. 

V-8 6.0 L FLEX 

2015-2013 OE Type Thermostat 15158 180 

2012-2010 OE Type Thermostat 415158 180 

V-8 6.5 L 

2002-1996 Thermostat Seal. 25285 

V-8 6.5 L DIESEL 

2002-1999 OE Type Thermostat 414399 190 


V-8 6.5 L DIESEL-Continued 

1998-1996 OE Type Thermostat -0-13359 195 

1998-1996 Premium Thermostat 045359 195 

V-8 6.6 L 

2015-2010 Coolant Temperature Sensor 74050 

V-8 6.6 L DIESEL 

2016 OE Type Thermostat 014738 180 

2016 OE Type Thermostat 414728 185 

2015-2006 OE Type Thermostat; Rear. 414738 180 

2015-2006 OE Type Thermostat; Front. 414728 185 

V-8 7.4 L 

2000-1996 OE Type Thermostat 413899 195 

2000-1996 Premium Thermostat 445899 195 

1998-1996 Thermostat Seal 25272 

V-8 8.1 L 

2002-2001 OE Type Thermostat 413899 195 

2002-2001 Premium Thermostat. 445899 195 

2002 Thermostat Seal 25272 

Express Cargo 

V- 6 4.3 L 

2012-2011 Thermostat Seal 25278 

2011-2010 OE Type Thermostat. 414119 195 

2011- 2010 Premium Thermostat. 445119 195 

V-8 6.0 L 

2014-2013 OE Type Thermostat. 15158 180 

2012- 2010 OE Type Thermostat. 415158 180 

Express Pasajeros 

V-8 5.3 L 

2014 OE Type Thermostat. 15158 180 

2013- 2010 OE Type Thermostat. 415158 180 

V-8 6.0 L 

2014- 2013 OE Type Thermostat. 15158 180 

2012-2010 OE Type Thermostat. 415158 180 

G10 

V-6 4.3 L 

1995 Economy Thermostat. -0-13006 160 

1995 OE Type Thermostat. -0-13356 160 

1995 Premium Thermostat. -0-45356 160 

1995 Economy Thermostat. -013008 180 

1995 OE Type Thermostat. -013358 180 

1995 Premium Thermostat. -045358 180 

1995 Economy Thermostat. 413009 195 

1995 OE Type Thermostat. 413359 195 

1995 Premium Thermostat. 445359 195 

1995 OE Type Thermostat. -013352 205 

1995 Thermostat Seal 25282 

V-8 5.0 L 

1995 Economy Thermostat. -013006 160 

1995 OE Type Thermostat. -013356 160 

1995 Premium Thermostat. 045356 160 

1995 Economy Thermostat. -013008 180 

1995 OE Type Thermostat -013358 180 

1995 Premium Thermostat. 045358 180 

1995 Economy Thermostat 413009 195 

1995 OE Type Thermostat 413359 195 

1995 Premium Thermostat 445359 195 

1995 OE Type Thermostat -013352 205 

1995 Thermostat Seal 25282 


♦OE Temperature 


oAltemate Temperature 
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Thermostats for Passenger Cars and LightTrucks (1995 and Newer) 


Part Temp 

Application Number °F 

Part Temp 

Application Number °F 

Chevrolet - Continued 

Chevrolet - Continued 

1G20 

|G30-Continued 1 


V-64.3L 


1995 Economy Thermostat *13006 160 

1995 OE Type Thermostat *13356 160 

1995 Premium Thermostat 0 45356 160 

1995 Economy Thermostat. *13008 180 

1995 OE Type Thermostat. *13358 180 

1995 Premium Thermostat. »45358 180 

1995 Economy Thermostat. ♦13009 195 

1995 OE Type Thermostat. ♦ 13359 195 

1995 Premium Thermostat. ♦ 45359 195 

1995 OE Type Thermostat. *13352 205 

1995 Thermostat Seal. 25282 

V-8 5.0L 

1995 Economy Thermostat. *13006 160 

1995 OE Type Thermostat. *13356 160 

1995 Premium Thermostat. 0 45356 160 

1995 Economy Thermostat. *13008 180 

1995 OE Type Thermostat. *13358 180 

1995 Premium Thermostat. •• 45358 180 

1995 Economy Thermostat. ♦ 13009 195 

1995 OE Type Thermostat. ♦13359 195 

1995 Premium Thermostat. ♦45359 195 

1995 OE Type Thermostat. *13352 205 

1995 Thermostat Seal. 25282 

V-8 5.7 L 

1995 Economy Thermostat. *13006 160 

1995 OE Type Thermostat. *13356 160 

1995 Premium Thermostat <>45356 160 

1995 Economy Thermostat. *13008 180 

1995 OE Type Thermostat. *13358 180 

1995 Premium Thermostat. <>45358 180 

1995 Economy Thermostat ♦13009 195 

1995 OE Type Thermostat ♦13359 195 

1995 Premium Thermostat ♦45359 195 

1995 OE Type Thermostat *13352 205 

1995 Thermostat Seal. 25282 

V-8 6.5 L DIESEL 

1995 OE Type Thermostat. ♦ 14429 190 

1995 Thermostat Gasket; 3 1/4" x 3 1/2" Gasket Material 25103 

1995 Thermostat Gasket; 4" x 6" Gasket Material 25104 

G30 

V-64.3L 

2002 OE Type Thermostat ♦14119 195 

2002 Premium Thermostat ♦45119 195 

1996-1995 Economy Thermostat. *13006 160 

1996-1995 OE Type Thermostat. *13356 160 

1996-1995 Premium Thermostat * 45356 160 

1996-1995 Economy Thermostat. *13008 180 

1996-1995 OE Type Thermostat. *13358 180 

1996-1995 Premium Thermostat. 0 45358 180 

1996-1995 Economy Thermostat ♦13009 195 

1996-1995 OE Type Thermostat. ♦13359 195 

1996-1995 Premium Thermostat. ♦45359 195 

1996-1995 OE Type Thermostat. -013352 205 

1996-1995 Thermostat Seal. 25282 

V-8 5.7 L 

1996-1995 Economy Thermostat. -013006 160 

1996-1995 OE Type Thermostat. -013356 160 

1996-1995 Premium Thermostat 045356 160 


V-8 5.7 L - Continued 

1996-1995 Economy Thermostat -013008 180 

1996-1995 OE Type Thermostat -013358 180 

1996-1995 Premium Thermostat 045358 180 

1996-1995 Economy Thermostat ♦ 13009 195 

1996-1995 OE Type Thermostat. ♦ 13359 195 

1996-1995 Premium Thermostat. ♦45359 195 

1996-1995 OE Type Thermostat. 013352 205 

1996-1995 Thermostat Seal 25282 

V-8 5.7 L CNG 

1996-1995 Economy Thermostat. 013006 160 

1996-1995 OE Type Thermostat 013356 160 

1996-1995 Premium Thermostat. 045356 160 

1996-1995 Economy Thermostat. 013008 180 

1996-1995 OE Type Thermostat. 013358 180 

1996-1995 Premium Thermostat. 045358 180 

1996-1995 Economy Thermostat. ♦ 13009 195 

1996-1995 OE Type Thermostat. 013359 195 

1996-1995 Premium Thermostat. 045359 195 

1996-1995 OE Type Thermostat. 013352 205 

1996-1995 Thermostat Seal 25282 

V-8 6.5 L DIESEL 

1996 OE Type Thermostat. 014399 190 

1996 OE Type Thermostat. 014039 195 

1996 Thermostat Gasket. 25140 

1995 OE Type Thermostat 014429 190 

1995 Thermostat Gasket; 3 1/4" x 3 1/2" Gasket Material. 25103 

1995 Thermostat Gasket; 4” x 6" Gasket Material 25104 

V-8 7.4 L 

1996-1995 OE Type Thermostat. 013848 180 

1996-1995 Premium Thermostat. 045848 180 

1996-1995 OE Type Thermostat. 013849 195 

1996-1995 Premium Thermostat. 045849 195 

1996-1995 Thermostat Seal 25272 

HHR 

4-Cyl 2.0 L 

2010-2008 Coolant Temperature Sensor 74050 

2010- 2008 OE Type Thermostat 014698 180 

2010 Thermostat Seal 25278 

2009-2008 OE Exact Thermostat 048628 180 

4-Cyl 2.2 L 

2011- 2006 Coolant Temperature Sensor 74050 

2008-2006 OE Exact Thermostat 048628 180 

2008-2006 OE Type Thermostat. 014698 180 

4-Cyl 2.2 L FLEX 

2011-2010 Thermostat Seai 25278 

2011-2009 OE Exact Thermostat 048628 180 

2011-2009 OE Type Thermostat 014698 180 

4-Cyl 2.4 L 

2011-2006 Coolant Temperature Sensor 74050 

2008-2006 OE Exact Thermostat 048628 180 

2008-2006 OE Type Thermostat. 014698 180 

4-Cyl 2.4 L FLEX 

2011-2010 Thermostat Seai 25278 

2011-2009 OE Type Thermostat. 014698 180 

2011 OE Exact Thermostat. 048628 180 

2009 OE Exact Thermostat. 048628 180 


♦OE Temperature <> Alternate Temperature 
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Thermostats for Passenger Cars and LightTrucks (1995 and Newer) 


Application 


Chevrolet - Continued 


Part Temp 
Number °F 


Application 


Chevrolet - Continued 


Part Temp 
Number °F 


Impala 

4-Cyl 2.4 

. 



2014 

OE Exact Thermostat. 

48628 

180 

2014 

OE Type Thermostat 

14698 

180 

V-6 3.4 L 




2005-2002 

Premium Thermostat. 

♦45899 

195 

2005-2000 

OE Type Thermostat 

♦ 13899 

195 

2005-2000 

Thermostat Seal 

25272 


V-6 3.5 L 




2011-2006 

Coolant Temperature Sensor. 

74050 


2010-2006 

OE Exact Thermostat 

♦48808 

185 

2010-2006 

Thermostat Seal 

25272 


V-6 3.5 L 

FLEX 



2011-2010 

Thermostat Seal 

25272 


2011-2006 

OE Exact Thermostat 

♦48808 

185 

V-6 3.6 L 




2017-2015 

OE Type Thermostat. 

15148 

180 

2016-2012 

Coolant Temperature Sensor. 

74050 


2014-2012 

OE Type Thermostat; Excl. Gasket 

♦15148 

180 

V-6 3.6 L 

FLEX 



2014-2012 

OE Type Thermostat; Excl. Gasket 

♦15148 

180 

V-6 3.8 L 




2005-2000 

OE Type Thermostat. 

. ❖13848 

180 

2005-2000 

Premium Thermostat. 

❖45848 

180 

2005-2000 

OE Type Thermostat 

♦13849 

195 

2005-2000 

Premium Thermostat. 

♦45849 

195 

2005-2000 

Thermostat Seal 

25273 


V-6 3.9 L 




2011-2006 

Coolant Temperature Sensor. 

74050 


2009-2006 

Thermostat Seal 

25272 


2007-2006 

OE Exact Thermostat 

♦48808 

185 

V-6 3.9 L 

FLEX 



2011-2010 

Thermostat Seal 

25272 


2011-2008 

OE Exact Thermostat 

♦48808 

185 

V-8 5.3L 




2009-2006 

Coolant Temperature Sensor 

74050 


2009-2006 

Heavy-Duty Thermostat; Excludes Housing 

♦14948 

186 

V-8 5.7L 




1996-1995 

OE Type Thermostat 

. ♦14218 

180 

1996-1995 

Premium Thermostat. 

♦45218 

180 

1996-1995 

Thermostat Seal 

25285 


Impala Limited 

V-6 3.6 L 




2016-2014 

Coolant Temperature Sensor. 

74050 


2016 

OE Type Thermostat 

15148 

180 

K1500 

V-6 4.3 L 




1998-1996 

OE Type Thermostat.. .. 

♦14119 

195 

1998-1996 

Premium Thermostat. 

♦45119 

195 

1998-1996 

Thermostat Seal. 

25285 


1995 

Economy Thermostat. 

. ❖13006 

160 

1995 

OE Type Thermostat. 

. 013356 

160 

1995 

Premium Thermostat. 

❖45356 

160 

1995 

Economy Thermostat. 

. 013008 

180 

1995 

OE Type Thermostat. 

. 013358 

180 

1995 

Premium Thermostat. 

045358 

180 

1995 

Economy Thermostat. 

♦13009 

195 

1995 

OE Type Thermostat. 

♦13359 

195 

1995 

Premium Thermostat. 

♦45359 

195 

1995 

OE Type Thermostat 

. 013352 

205 

1995 

Thermostat Seal 

25282 







K1500- 

Continued 



V-8 5.0 L 




1999-1996 

OE Type Thermostat 

♦14119 

195 

1999-1996 

Premium Thermostat. 

♦45119 

195 

1999-1996 

Thermostat Seal. 

25285 


1995 

Economy Thermostat. 

. 013006 

160 

1995 

OE Type Thermostat 

. 013356 

160 

1995 

Premium Thermostat. 

045356 

160 

1995 

Economy Thermostat. 

. 013008 

180 

1995 

OE Type Thermostat 

. 013358 

180 

1995 

Premium Thermostat. 

045358 

180 

1995 

Economy Thermostat. 

. 013009 

195 

1995 

OE Type Thermostat 

. *13359 

195 

1995 

Premium Thermostat . 

♦45359 

195 

1995 

OE Type Thermostat 

. 013352 

205 

1995 

Thermostat Seal. 

25282 


V-8 5.7 L 




1999-1996 

OE Type Thermostat 

♦ 14119 

195 

1999-1996 

Premium Thermostat. 

♦45119 

195 

1999-1996 

Thermostat Seal. 

25285 


1995 

Economy Thermostat. 

. 013006 

160 

1995 

OE Type Thermostat. 

. 013356 

160 

1995 

Premium Thermostat. 

. 045356 

160 

1995 

Economy Thermostat. 

. 013008 

180 

1995 

OE Type Thermostat. 

. 013358 

180 

1995 

Premium Thermostat. 

. 045358 

180 

1995 

Economy Thermostat. 

*13009 

195 

1995 

OE Type Thermostat. 

*13359 

195 

1995 

Premium Thermostat. 

♦45359 

195 

1995 

OE Type Thermostat. 

. 013352 

205 

1995 

Thermostat Seal. 

25282 


V-8 6.5 L 




1998 

Thermostat Seal. 

25285 


1996 

Thermostat Seal 

25285 


V-8 6.5 L DIESEL 



1998 

OE Type Thermostat 

♦13359 

195 

1998 

Premium Thermostat. 

♦45359 

195 

1998 

Thermostat Gasket; 2 required. 

25140 


1997 

OE Type Thermostat 

. 013359 

195 

1997 

Premium Thermostat. 

045359 

195 

1997 

Thermostat Seal. 

25282 


1996-1995 

Thermostat Gasket. 

25140 


1996 

OE Type Thermostat; 2nd Design 

*14399 

190 

1996 

OE Type Thermostat; 1st Design 

*14039 

195 

1995 

OE Type Thermostat 

. 014039 

195 

K1500 Suburban 

V-8 5.7 L 




1999-1996 

OE Type Thermostat 

. *14119 

195 

1999-1996 

Premium Thermostat. 

. *45119 

195 

1999-1996 

Thermostat Seal. 

. 25285 


1995 

Economy Thermostat. 

. 013006 

160 

1995 

OE Type Thermostat 

. 013356 

160 

1995 

Premium Thermostat. 

045356 

160 

1995 

Economy Thermostat. 

. 013008 

180 

1995 

OE Type Thermostat. 

. 013358 

180 

1995 

Premium Thermostat. 

. 045358 

180 

1995 

Economy Thermostat. 

. *13009 

195 

1995 

OE Type Thermostat. 

♦13359 

195 

1995 

Premium Thermostat. 

♦45359 

195 

1995 

OE Type Thermostat. 

. 013352 

205 


❖Alternate Temperature 
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Thermostats for Passenger Cars and LightTrucks (1995 and Newer) 


Application 

Part 

Number 

Temp 

°F 

Application 


Part 

Number 

Temp 

°F 

Chevrolet - Continued 



Chevrolet - Continued 



K1500 Suburban - Continued 

K2500- 

Continued 



V-8 5.7 L - Continued 



V-8 6.5 L 




1995 Thermostat Seal 

25282 


1998 

Thermostat Seal 

25285 


V-8 6.5 L 



1996 

Thermostat Seal 

25285 


1998-1996 Thermostat Seal 

25285 


V-8 6.5 L DIESEL 



V-8 6.5 L DIESEL 



2000-1999 

OE Type Thermostat; 2 required. 

♦ 14399 

190 

1999-1995 Thermostat Gasket. 

25140 


1998-1997 


♦13359 

195 

1999 OE Type Thermostat 

♦13359 

195 

1998-1997 


♦45359 

195 

1999 Premium Thermostat 

♦45359 

195 

1998 

Thermostat Gasket; 2 required 

25140 


1998-1997 OE Type Thermostat 

. 013359 

195 

1997 

Thermostat Seal 

25282 


1998-1997 Premium Thermostat 

■'45359 

195 

1996-1995 

Thermostat Gasket 

25140 


1996 OE Type Thermostat; 2nd Design. 

♦14399 

190 

1996 

OE Type Thermostat; 2nd Desiqn 

♦14399 

190 

1996 OE Type Thermostat; 1st Design 

♦14039 

195 

1996 

OE Type Thermostat; 1st Desiqn 

♦14039 

195 

1995 OE Type Thermostat 

. 014039 

195 

1995 

OE Type Thermostat. 

. -014039 

195 

K2500 



V-8 7.4 L 




V-64.3L 



2000-1996 

OE Type Thermostat. 

♦ 13899 

195 


*0*13006 

160 

2000-1996 

Premium Thermostat. 

♦45899 

195 


*0*13356 

160 

2000-1995 

Thermostat Seal 

. 25272 


1995 Premium Thermostat 

■= 45356 

160 

1995 

OE Type Thermostat .... 

. -013848 

180 

1995 Economy Thermostat 

“0*13008 

180 

1995 

Premium Thermostat 

=45848 

180 

1995 OE Type Thermostat 

. ❖13358 

180 

1995 

OE Type Thermostat 

♦ 13849 

195 

1995 Premium Thermostat 

. =45358 

180 

1995 

Premium Thermostat. 

♦45849 

195 

1995 Economy Thermostat 

. ♦ 13009 

195 

K2500 Suburban 

1995 OE Type Thermostat 

♦13359 

195 

V-8 5.7 L 




1995 Premium Thermostat. 

♦45359 

195 

1999-1996 

OE Type Thermostat. 

♦ 14119 

195 

1995 OE Type Thermostat. 

. -0-13352 

205 

1999-1996 

Premium Thermostat. 

♦45119 

195 

1995 Thermostat Seal. 

. 25282 


1999-1996 

Thermostat Seal. 

. 25285 


V-8 5.0 L 



1995 

Economy Thermostat. 

. -013006 

160 

1998-1997 OE Type Thermostat. 

. ♦14119 

195 

1995 

OE Type Thermostat. 

. -013356 

160 

1998-1997 Premium Thermostat. 

. ♦45119 

195 

1995 


♦45356 

160 

1998-1997 Thermostat Seal. 

25285 


1995 


♦13008 

180 

1995 Economy Thermostat. 

. -0-13006 

160 

1995 

OE Type Thermostat. 

. -013358 

180 

1995 OE Type Thermostat. 

. ❖13356 

160 

1995 

Premium Thermostat 

♦45358 

180 

1995 Premium Thermostat. 

045356 

160 

1995 

Economy Thermostat. 

♦13009 

195 

1995 Economy Thermostat. 

. 013008 

180 

1995 

OE Type Thermostat. 

♦13359 

195 

1995 OE Type Thermostat. 

. 013358 

180 

1995 

Premium Thermostat 

♦45359 

195 

1995 Premium Thermostat. 

045358 

180 

1995 


♦13352 

205 

1995 Economy Thermostat 

♦13009 

195 

1995 

Thermostat Seal 

25282 


1995 OE Type Thermostat 

♦13359 

195 

V-8 6.5 L 




1995 Premium Thermostat 

♦45359 

195 

1998-1996 

Thermostat Seal 

25285 


1995 OE Type Thermostat 

. 013352 

205 

V-8 6.5 L DIESEL 



1995 Thermostat Seal 

25282 


1999-1997 

OE Type Thermostat. 

. -013359 

195 

V-8 5.7 L 



1999-1997 

Premium Thermostat. 

045359 

195 

2000-1996 OE Type Thermostat 

♦14119 

195 

1999-1995 

Thermostat Gasket 

25140 


2000-1996 Premium Thermostat 

♦45119 

195 

1996 

OE Type Thermostat; 2nd Design. 

♦ 14399 

190 

2000-1996 Thermostat Seal. 

25285 


1996 

OE Type Thermostat; 1st Design. 

♦ 14039 

195 

1995 Economy Thermostat 

. 013006 

160 

1995 

OE Type Thermostat. 

. -014039 

195 

1995 OE Type Thermostat 

. 013356 

160 

V-8 7.4 L 




1995 Premium Thermostat 

. 045356 

160 

1999-1996 

OE Type Thermostat. 

♦ 13899 

195 

1995 Economy Thermostat 

“0*13008 

180 

1999-1996 

Premium Thermostat. 

♦45899 

195 


“0*13358 

180 

1999-1995 

Thermostat Seal 

25272 


1995 Premium Thermostat 

. 045358 

180 

1995 

OE Type Thermostat. 

. -013848 

180 


♦13009 

195 

1995 

Premium Thermostat. 

❖45848 

180 

1995 OE Type Thermostat 

♦13359 

195 

1995 

OE Type Thermostat. 

. ♦13849 

195 


♦45359 

195 

1995 

Premium Thermostat. 

. ♦45849 

195 

1995 OE Type Thermostat. 

. 013352 

205 

K3500 




1995 Thermostat Seal. 

. 25282 


V-8 5.7 L 




V-8 5.7 L CNG 



2000-1996 

OE Type Thermostat. 

. ♦14119 

195 

1996 OE Type Thermostat. 

♦14119 

195 

2000-1996 

Premium Thermostat .. . 

♦45119 

195 

1996 Premium Thermostat. 

♦45119 

195 

2000-1996 

Thermostat Seal 

25285 



♦ OE Temperature ❖Alternate Temperature 
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Thermostats for Passenger Cars and LightTrucks (1995 and Newer) 


Application 


Part 

Number 

Temp 

°F 

Application 


Part 

Number 

Temp 

°F 

Chevrolet - Continued 



Chevrolet - Continued 



K3500- 

Continued 



Lumina 

- Continued 



V-8 5.7L- 

Continued 



V-6 3.8 L - 

Continued 



1995 

Economy Thermostat. 

❖13006 

160 

1999-1998 

OE Type Thermostat 

413849 

195 

1995 

OE Type Thermostat. 

❖13356 

160 

1999-1998 

Premium Thermostat. 

445849 

195 

1995 

Premium Thermostat. 

❖45356 

160 

1999-1998 

Thermostat Seal 

25273 


1995 

Economy Thermostat. 

. ❖13008 

180 

Lumina APV 



1995 

OE Type Thermostat. 

. ❖13358 

180 

V-6 3.1 L 




1995 

Premium Thermostat. 

❖45358 

180 

1995 

OE Type Thermostat 

♦13899 

195 

1995 

Economy Thermostat. 

. 4-13009 

195 

1995 


♦45899 

195 

1995 

OE Type Thermostat. 

♦13359 

195 

1995 


25272 


1995 

Premium Thermostat. 

♦45359 

195 

V-6 3.4 L 




1995 

OE Type Thermostat 

. ❖13352 

205 

1996 

Coolant Temperature Sensor. 

74188 


1995 

Thermostat Seal 

. 25282 


1996 

OE Type Thermostat 

413899 

195 

V-8 6.5L 




1996 

Premium Thermostat. 

445899 

195 

1998 

Thermostat Seal 

25285 


1996 


25272 


1996 

Thermostat Seal 

. 25285 


V-6 3.8 L 




V-8 6.5 L DIESEL 



1995 

OE Type Thermostat 

. ❖13848 

180 

2000-1999 

OE Type Thermostat; 2 required 

♦14399 

190 

1995 


❖45848 

180 

1998-1997 

OE Type Thermostat. 

. 413359 

195 

1995 

OE Type Thermostat 

413849 

195 

1998-1997 

Premium Thermostat 

♦45359 

195 

1995 

Premium Thermostat. 

♦45849 

195 

1998 

Thermostat Gasket; 2 required 

. 25140 


1995 

Thermostat Gasket. 

25195 


1997 

Thermostat Seal. 

25282 


1995 

Thermostat Seal 

25273 


1996-1995 

Thermostat Gasket. 

. 25140 


Lumina Van 



1996 

OE Type Thermostat; 2nd Design. 

. 414399 

190 

V-6 3.8 L 




1996 

OE Type Thermostat; 1st Design. 

. 414039 

195 

1995 

OE Type Thermostat 

. ❖13848 

180 

1995 

OE Type Thermostat. 

. 414039 

195 

1995 

Premium Thermostat .. 

❖45848 

180 

V-8 7.4 L 




1995 

OE Type Thermostat 

. 413849 

195 

2000-1996 

OE Type Thermostat. 

. 413899 

195 

1995 

Premium Thermostat. 

♦45849 

195 

2000-1996 

Premium Thermostat. 

♦45899 

195 

1995 

Thermostat Gasket. 

. 25195 


2000-1995 

Thermostat Seal. 

25272 


1995 


25273 


1995 

OE Type Thermostat. 

. ❖13848 

180 

Malihn 




1995 

Premium Thermostat. 

❖45848 

180 

4-Cyl 2.2 L 




1995 

OE Type Thermostat. 

413849 

195 

2008-2004 

Coolant Temperature Sensor. 

. 74050 


1995 

Premium Thermostat. 

♦45849 

195 

2008-2004 

OE Exact Thermostat. 

448628 

180 

LLV 




2008-2004 

OE Type Thermostat. 

. 414698 

180 

4-Cyl 2.2 L 




4-Cyl 2.4 L 




1995 

Coolant Temperature Sensor. 

74188 


2014-2008 


74050 


1995 

OE Type Thermostat 

. ❖13848 

180 

2012-2010 


25278 


1995 

Premium Thermostat. 

❖45848 

180 

2012-2008 

OE Exact Thermostat. 

♦48628 

180 

1995 

OE Type Thermostat 

413849 

195 

2012-2008 

OE Type Thermostat. 

414698 

180 

1995 

Premium Thermostat. 

♦45849 

195 

1999-1997 

OE Type Thermostat. 

414028 

180 

1995 

Thermostat Seal 

25272 


1999-1997 

Premium Thermostat. 

♦45028 

180 

Lumina 




1999-1997 

Thermostat Seal. 

25272 


V-6 3.1 L 




4-Cyl 2.4 L ELECTRIC/GAS 



2001-1996 

Coolant Temperature Sensor. 

74188 


2014 

OE Exact Thermostat . . 

48628 

180 

2001-1995 

OE Type Thermostat 

413899 

195 

2013 

OE Exact Thermostat. 

448628 

180 

2001-1995 

Premium Thermostat. 

♦45899 

195 

2010 

OE Exact Thermostat. 

48628 

180 

2001-1995 

Thermostat Seal 

25272 


2009-2008 

OE Exact Thermostat. 

448628 

180 

V-6 3.4 L 




2009-2008 

OE Type Thermostat 

414698 

180 

1997-1996 

OE Type Thermostat 

. ❖13848 

180 

4-Cyl 2.4 L FLEX 



1997-1996 

Premium Thermostat. 

❖45848 

180 

2012-2010 

OE Exact Thermostat 

♦48628 

180 

1997-1996 

OE Type Thermostat 

413849 

195 

2012-2010 

OE Type Thermostat 

414698 

180 

1997-1996 

Premium Thermostat. 

♦45849 

195 

2012-2010 

Thermostat Seal. 

25278 


1997-1996 

Thermostat Seal 

. 25272 


V-6 3.1 L 




1995 

OE Type Thermostat. 

. 413899 

195 

2003-1997 

OE Type Thermostat 

413899 

195 

1995 


♦45899 

195 

2003-1997 

Premium Thermostat. 

445899 

195 

V-6 3.8 L 




2003-1997 

Thermostat Seal. 

. 25272 


1999-1998 

Coolant Temperature Sensor. . 

. 74188 


V-6 3.5 L 




1999-1998 

OE Type Thermostat 

- 0*13848 

180 

2010-2007 

OE Exact Thermostat 

448808 

185 

1999-1998 

Premium Thermostat 

❖45848 

180 

2010-2004 

Coolant Temperature Sensor. 

74050 











♦ OE Temperature ❖Alternate Temperature 
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Thermostats for Passenger Cars and LightTrucks (1995 and Newer) 


Application 


Part 

Number 

Temp 

°F 

Application 


Part 

Number 

Temp 

°F 

Chevrolet - Continued 



Chevrolet - Continued 



Malibu - 

Continued 



Monte Carlo - Continued | 

V-6 3.5L- 

Continued 



V-6 3.8 L - 

Continued 



2010-2004 

Thermostat Seal 

25272 


2005-1998 

Premium Thermostat. 

445848 

180 

2006-2004 

OE Type Thermostat 

♦ 13899 

195 

2005-1998 

OE Type Thermostat. 

♦13849 

195 

2006-2004 

Premium Thermostat 

♦45899 

195 

2005-1998 

Premium Thermostat. 

♦45849 

195 

V-6 3.5 L FLEX 



2005-1998 

Thermostat Seal 

25273 


2010-2009 

OE Exact Thermostat 

♦48808 

185 

1999-1998 

Coolant Temperature Sensor 

74188 


2010-2009 

Thermostat Seal 

25272 


V-6 3.9 L 




V-6 3.6 L 




2006 

Coolant Temperature Sensor. 

74050 


2012-2008 

Coolant Temperature Sensor. 

74005 


2006 

OE Exact Thermostat 

♦48808 

185 

2012-2008 

OE Type Thermostat; Excl. Gasket 

♦15148 

180 

2006 

Thermostat Seal 

25272 


V-6 3.9 L 




V-8 5.3 L 




2007-2006 

Coolant Temperature Sensor. 

74050 


2007-2006 


74050 


2007-2006 

OE Exact Thermostat. 

♦48808 

185 

2007 

Heavy-Duty Thermostat; Excludes Housing. 

♦ 14948 

186 

2007-2006 

Thermostat Seal 

25272 


2006 

Heavy-Duty Thermostat. 

♦ 14948 

186 

Matiz 

Optra 

4-Cyl 1.0 L 




4-Cyl 2.0 L 




2015-2011 

Heavy-Duty Thermostat. 

49898 

180 

2010-2007 

Integrated Housing Thermostat. 

. ♦49279 

192 

Metro 




2007-2004 

Coolant Temperature Sensor. 

74050 


3-Cyl 1.0 L 




2006-2004 

Integrated Housing Thermostat. 

49279 

192 

2000-1999 

Thermostat Gasket; 3 1/4" x 3 1/2" Gasket Material 

25103 


Orlando 1 

2000-1999 

Thermostat Gasket; 4" x 6" Gasket Material. 

25104 


4-Cyl 2.4 L 




2000-1998 

OE Type Thermostat 

4-13848 

180 

2014-2012 

Coolant Temperature Sensor. 

74050 


2000-1998 

Premium Thermostat 

4-45848 

180 

2014-2012 

OE Exact Thermostat 

48628 

180 

2000-1998 

OE Type Thermostat 

♦ 13849 

195 

2014-2012 


14698 

180 

2000-1998 

Premium Thermostat 

♦45849 

195 

P30 




4-Cyl 1.3 L 




V-6 4.3 L 




2001-1998 

OE Type Thermostat 

413848 

180 

1999-1996 


♦14119 

195 

2001-1998 

Premium Thermostat 

4 45848 

180 

1999-1996 


♦45119 

195 

2001-1998 

OE Type Thermostat 

♦13849 

195 

1995 

Economy Thermostat. 

. 413006 

160 

2001-1998 

Premium Thermostat 

♦45849 

195 

1995 

OE Type Thermostat. 

. 413356 

160 

2001 

Thermostat Gasket; 3 1/4" x 3 1/2" Gasket Material 

25103 


1995 

Premium Thermostat. 

. 445356 

160 

2001 

Thermostat Gasket; 4" x 6" Gasket Material. 

25104 


1995 

Economy Thermostat. 

. 413008 

180 

2000-1998 

Thermostat Seal. 

25272 


1995 

OE Type Thermostat. 

. 413358 

180 

1999 

OE Exact Thermostat. 

♦48529 

190 

1995 

Premium Thermostat. 

445358 

180 

Monte Carlo 



1995 

Economy Thermostat. 

♦13009 

195 

V-6 3.1 L 




1995 

OE Type Thermostat. 

♦13359 

195 

1999-1996 

Coolant Temperature Sensor. 

74188 


1995 


♦45359 

195 

1999-1995 

OE Type Thermostat. 

♦13899 

195 

1995 

OE Type Thermostat. 

. 413352 

205 

1999-1995 

Premium Thermostat. 

♦45899 

195 

1995 

Thermostat Seal. 

25282 


1999-1995 

Thermostat Seal. 

25272 


V-8 5.7 L 




V-6 3.4 L 




1999-1997 

OE Type Thermostat. 

♦14119 

195 

2005-2000 

OE Type Thermostat. 

♦ 13899 

195 

1999-1997 

Premium Thermostat. 

♦45119 

195 

2005-2000 

Premium Thermostat. 

♦45899 

195 

1996-1995 

Economy Thermostat. 

413006 

160 

2005-2000 

Thermostat Seal. 

25272 


1996-1995 


❖13356 

160 

1997-1996 

OE Type Thermostat. 

413848 

180 

1996-1995 

Premium Thermostat. 

445356 

160 

1997-1996 

Premium Thermostat. 

445848 

180 

1996-1995 

Economy Thermostat. 

. 413008 

180 

1997-1996 

OE Type Thermostat 

♦ 13849 

195 

1996-1995 

OE Type Thermostat. 

. 413358 

180 

1997-1996 

Premium Thermostat 

♦45849 

195 

1996-1995 

Premium Thermostat. 

445358 

180 

1997-1996 

Thermostat Seal. 

25272 


1996-1995 

Economy Thermostat. 

♦ 13009 

195 

1995 

OE Type Thermostat 

♦ 13899 

195 

1996-1995 

OE Type Thermostat. 

♦13359 

195 

1995 

Premium Thermostat 

♦45899 

195 

1996-1995 

Premium Thermostat. 

♦45359 

195 

V-6 3.5 L 




1996-1995 

OE Type Thermostat. 

. 413352 

205 

2007-2006 

Coolant Temperature Sensor. 

74050 


1QQ6-1QQ5 


25282 


2007-2006 

OE Exact Thermostat. 

♦48808 

185 

V-8 6.5 L DIESEL 



2007-2006 

Thermostat Seal. 

25272 


1999-1996 


♦13479 

195 

V-6 3.5 L FLEX 



1996-1995 

Thermostat Seal 

25282 

2007-2006 

OE Exact Thermostat. 

♦48808 

185 

1995 

OE Type Thermostat. 

. 414039 

195 

V-6 3.8 L 




V-8 7.4 L 




2005-1998 

OE Type Thermostat 

413848 

180 

1999-1996 

OE Type Thermostat 

. 413899 

195 


♦ OE Temperature 4 Alternate Temperature 


250 

































































































Thermostats for Passenger Cars and LightTrucks (1995 and Newer) 


Application 


Part 

Number 

Temp 

°F 

Application 

Part 

Number 

Temp 

°F 

Chevrolet - Continued 



Chevrolet - Continued 



P30 - Continued 

Silverado 1500 - Continued 

V-8 7.4L- 

Continued 



V-84.8L 




1999-1996 

Premium Thermostat. 

♦45899 

195 

2013-1999 

Coolant Temperature Sensor. 

74050 


1999-1995 

Thermostat Seal 

25272 

2009-2007 

OE Type Thermostat; W/GM Replacement Water 

Pump; Excludes Housing. 

♦15158 

180 

1995 

OE Type Thermostat. 

. 3-13848 

180 


1995 

1995 

1995 

Premium Thermostat. 

OE Type Thermostat. 

Premium Thermostat. 

345848 

. ♦ 13849 

♦45849 

180 

195 

195 

2006-2003 

2006-1999 

Heavy-Duty Thermostat; W/GM Replacement Water 
Pump; Excludes Housing. 

Integrated Housing Thermostat; W/OE or Most 
Aftermarket Water Pumps. 

♦14948 

♦14298 

186 

186 

Prizm 

2002 

Heavy-Duty Thermostat; W/GM Replacement Water 
Pump; Excludes Housing;; Used on pumps with 
casting #12562459. 

♦14948 

186 

4-Cyl 1.8 L 







2002-1998 

2002-1998 

OE Type Thermostat. 

OE Type Thermostat 

. 314077 

♦ 14078 

170 

180 

2001-1999 

Heavy-Duty Thermostat; W/GM Replacement Water 
Pump; Excludes Housing. 

♦14948 

186 

2002-1998 

Thermostat Seal 

25286 


V-8 4.8 L 

FLEX 



2000 

OE Exact Thermostat 

♦48128 

180 

2013-2010 

OE Type Thermostat 

♦15158 

180 

S10 

V-8 5.3L 

2015-1999 

Coolant Temperature Sensor. 

74050 


4-Cyl 2.2 L 

2003-1995 





OE Type Thermostat. 

. 313848 

180 

2015 

OE Type Thermostat 

♦15158 

180 

2003-1995 

Premium Thermostat. 

. 345848 

180 

2009-2007 

OE Type Thermostat; W/GM Replacement Water 

Pump; Excludes Housing ... 

Heavy-Duty Thermostat; W/GM Replacement Water 
Pump; Excludes Housing. 

♦ 15158 

180 

2003-1995 

OE Type Thermostat 

. ♦13849 

195 

2006-2003 

♦ 14948 

186 

2003-1995 

Premium Thermostat.. .. 

♦45849 

195 

2003-1995 

Thermostat Seal 

25272 


2006-1999 

Integrated Housing Thermostat; W/OE or Most 
Aftermarket Water Pumps. 

♦14298 

186 

1997-1995 

Coolant Temperature Sensor. 

. 74188 



4-Cyl 2.2 L FLEX 

2002-2000 OE Type Thermostat 

. 313848 

180 

2002 

Heavy-Duty Thermostat; W/GM Replacement Water 
Pump; Excludes Housing;; Used on pumps with 
casting #12562459 

♦14948 

186 

2002-2000 

2002-2000 

Premium Thermostat. 

OE Type Thermostat. 

345848 

. ♦ 13849 

180 

195 

2001-1999 

Heavy-Duty Thermostat; W/GM Replacement Water 
Pump; Excludes Housing. 

♦14948 

186 

2002-2000 

2002-2000 

Premium Thermostat. 

Thermostat Seal. 

. ♦ 45849 

. 25272 

195 

V-8 5.3 L 

2006-2004 

ELECTRIC/GAS 

Heavy-Duty Thermostat. 

♦ 14948 

186 






V-64.3L 

2004-2003 

2004-1996 

2004-1996 

1995 




V-8 5.3 L 

2015-2010 

FLEX 

OE Type Thermostat 

♦15158 

180 

OE Type Thermostat. 

Premium Thermostat. 

Economy Thermostat. 

. 314119 

♦45119 

. 313006 

195 

195 

160 

2009-2007 

2006-2003 

OE Type Thermostat; W/GM Replacement Water 

Pump; Excludes Housing. 

Heavy-Duty Thermostat; W/GM Replacement Water 
Pump; Excludes Housing. 

♦ 15158 

♦ 14948 

180 

186 

1995 

1995 

1995 

1995 

OE Type Thermostat. 

Premium Thermostat. 

Economy Thermostat. 

OE Type Thermostat 

. 313356 

345356 

. 313008 

313358 

160 

160 

180 

180 

2006-2002 

2002 

Integrated Housing Thermostat; W/OE or Most 
Aftermarket Water Pumps. 

Heavy-Duty Thermostat; W/GM Replacement Water 
Pump; Excludes Housing;; Used on pumps with 
casting #12562459. 

♦14298 

♦14948 

186 

186 

1995 

OE Type Thermostat 

313848 

180 

V-8 6.0 L 




1995 


❖45358 

180 

2013-2003 

Coolant Temperature Sensor. 

74050 


1995 

1995 

1995 

Premium Thermostat. 

Economy Thermostat. 

OE Type Thermostat 

345848 

♦13009 

♦13359 

180 

195 

195 

2009-2007 

2006-2003 

OE Type Thermostat; W/GM Replacement Water 

Pump; Excludes Housing 

Heavy-Duty Thermostat; W/GM Replacement Water 
Pump; Excludes Housing. 

Integrated Housing Thermostat; W/OE or Most 
Aftermarket Water Pumps 

♦15158 

♦14948 

180 

186 

1995 

OE Type Thermostat 

♦13849 

195 

2006-2003 

♦14298 

186 

1995 

Premium Thermostat. 

♦45359 

195 

1995 

Premium Thermostat. 

♦45849 

195 

V-8 6.0 L 

ELECTRIC/FLEX 



1995 

OE Type Thermostat 

. 313352 

205 

2013 

OE Type Thermostat. 

15158 

180 

1995 

Thermostat Seal 

25273 


2012-2010 

OE Type Thermostat. 

♦15158 

180 

1995 

Thermostat Seal 

25282 


V-8 6.0 L 

ELECTRIC/GAS 








OE Type Thermostat 

♦15158 

180 

Silverado 

2009 

V-8 6.2 L 

2015-2009 

V-8 5.7L 

1996 

OE Type Thermostat 

. 14119 

195 

Coolant Temperature Sensor. 

74050 





1996 

Premium Thermostat. 

. 45119 

195 

V-8 6.2 L 

FLEX 







2013-2009 

OE Type Thermostat. 

♦15158 

180 

Silverado 1500 

Silverado 1500 Classic 

V-64.3L 

2015-2014 




Coolant Temperature Sensor 

. 74050 


V-6 4.3 L 




2013-1999 

OE Type Thermostat. 

. 314119 

195 

2007 

OE Type Thermostat. 

14119 

195 

2013-1999 

Premium Thermostat. 

♦45119 

195 

2007 

Thermostat Seal. 

25285 





2012 

Thermostat Seal 

25278 


V-8 4.8 L 

Coolant Temperature Sensor. 

74050 






2007 


2011 

Thermostat Gasket. 

. 25140 









2007 

OE Type Thermostat 

15158 

180 

2008-1999 

Thermostat Seal. 

. 25285 





♦ OE Temperature 3 Alternate Temperature 


251 




























































































Thermostats for Passenger Cars and LightTrucks (1995 and Newer) 




Part 

Temp 



Part 

Temp 

Application 

Number 

°F 

Application 

Number 

°F 

Chevrolet - Continued 



Chevrolet - Continued 



Silverado 1500 Classic - Continued 

Silverado 2500 HD - Continued j 

V-8 5.3 L 




V-8 6.0 L 

BI-FUEL 



2007 

Coolant Temoerature Sensor 

74050 


2002 

Heavy-Duty Thermostat; W/GM Replacement Water 
Pump; Excludes Housing. 

♦14948 

186 

V-8 5.3 L ELECTRIC/GAS 



2007 

OE Type Thermostat 

♦15158 

180 

2002 

Integrated Housing Thermostat; W/OE or Most 

♦14298 

186 




Aftermarket Water Pumps 



V-8 6.0 L 

2007 

Coolant Temperature Sensor. 

74050 


V-8 6.0 L 

CNG 

15158 

180 




2015-2013 

OE Type Thermostat. 

2007 

OE Type Thermostat 

15158 

180 

2005-2002 

Heavy-Duty Thermostat; W/GM Replacement Water 
Pump; Excludes Housing. 

♦14948 

186 



Silverado 1500 HD 


V-8 6.0 L 




2005-2002 

Integrated Housing Thermostat; W/OE or Most 

♦14298 

186 

2006-2005 

Coolant Temperature Sensor. 

74050 



Aftermarket Water Pumps. 



2006-2005 

Heavy-Duty Thermostat; W/GM Replacement Water 

♦14948 

186 

V-8 6.0 L 

FLEX 




Pump; Excludes Housing. 



2015-2013 

OE Type Thermostat. 

15158 

180 

2006-2005 

Integrated Housing Thermostat; W/OE or Most 
Aftermarket Water Pumps 

♦14298 

186 

2012-2010 

V-8 6.6 L 

OE Type Thermostat. 

♦15158 

180 








2003-2001 

Coolant Temperature Sensor. 

74050 


2017-2016 

2017-2016 

OE Type Thermostat. 

OE Type Thermostat. 

♦14738 

♦14728 

180 

185 

2003-2001 

Heavy-Duty Thermostat; W/GM Replacement Water 
Pump; Excludes Housing. 

♦14948 

186 


2015-2011 

Coolant Temperature Sensor. 

74050 


2003-2001 

Integrated Housing Thermostat; W/OE or Most 
Aftermarket Water Pumps. 

♦14298 

186 

V-8 6.6 L 

DIESEL 

180 

185 

♦14738 

♦14728 

Silverado 1500 HD Classic 

2015-2001 

2015-2001 

OE Type Thermostat; Rear. 

OE Type Thermostat; Front. 

V-8 6.0 L 




2007 

Coolant Temperature Sensor. 

74050 


V-8 8.1 L 




2007 

OE Type Thermostat; W/GM Replacement Water 

♦15158 

180 

2006-2001 

OE Type Thermostat. 

♦13899 

195 


Pump; Excludes Housing. 



2006-2001 

Premium Thermostat. 

♦45899 

195 







Silverado 2500 

2006-2001 

Thermostat Seal 

25272 





V-8 4.8 L 




Silverado 2500 HD Classic ! 

2013-2011 

OE Type Thermostat 

♦15158 

180 

V-8 6.0 L 

2007 




V-8 5.3 L 

2015-2011 




Coolant Temperature Sensor. 

74050 


OE Type Thermostat 

♦15158 

180 

2007 

OE Type Thermostat. 

15158 

180 

2009-2007 

OE Type Thermostat; W/GM Replacement Water 

♦15158 

180 

V-8 6.6 L 





Pump; Excludes Housing. 



2007 

OE Type Thermostat; Rear. 

♦14738 

180 

2006-1999 

Heavy-Duty Thermostat; W/GM Replacement Water 
Pump; Excludes Housing. 

♦14948 

186 

2007 

OE Type Thermostat; Front. 

♦14728 

185 

2006-1999 

Integrated Housing Thermostat; W/OE or Most 

♦14298 

186 

V-8 8.1 L 





Aftermarket Water Pumps. 



2007 

OE Type Thermostat. 

♦13899 

195 

2000-1999 


74050 


2007 

Premium Thermostat 

♦45899 

195 

V-8 6.0 L 



2007 

Thermostat Seal 

25272 








2004-1999 

Coolant Temperature Sensor. 

74050 


Silverado 3500 1 




2004-1999 

Heavy-Duty Thermostat; W/GM Replacement Water 

♦14948 

186 

V-8 5 7 L 





Pump; Excludes Housing. 



2007 

Thermostat Seal 

25285 


2004-1999 

Integrated Housing Thermostat; W/OE or Most 
Aftermarket Water Pumps 

♦14298 

186 

V-8 6.0 L 




V-8 6.0 L BI-FUEL 



2015 

OE Type Thermostat. 

15158 

180 

2002 

Heavy-Duty Thermostat; W/GM Replacement Water 

♦14948 

186 

2013 

OE Type Thermostat. 

15158 

180 


Pump; Excludes Housing. 



2012-2011 

OE Type Thermostat. 

♦15158 

180 

2002 

Integrated Housing Thermostat; W/OE or Most 

♦14298 

186 

2006-2001 

Coolant Temperature Sensor. 

74050 



Aftermarket Water Pumps. 



2006-2001 

Heavy-Duty Thermostat; W/GM Replacement Water 

186 





♦14948 

V-8 6.0 L CNG 




Pump; Excludes Housing. 



2002 

Heavy-Duty Thermostat; W/GM Replacement Water 

♦14948 

186 

2006-2001 

Integrated Housing Thermostat; W/OE or Most 

♦ 14298 

186 


Pump; Excludes Housing. 




Aftermarket Water Pumps 



2002 

Integrated Housing Thermostat; W/OE or Most 

♦14298 

186 

V-8601 CNG 




Aftermarket Water Pumps. 



2005-2003 

Heavy-Duty Thermostat; W/GM Replacement Water 
Pump; Excludes Housing. 

♦14948 

186 

Silverado 2500 HD 


V-8 6.0 L 




2005-2003 

Integrated Housing Thermostat; W/OE or Most 

♦14298 

186 

2017-2016 

OE Type Thermostat. 

♦15158 

180 


Aftermarket Water Pumps.... 



2015-2013 

OE Type Thermostat. 

15158 

180 

V-8 6.6 L DIESEL 



2015-2001 

Coolant Temperature Sensor. 

74050 


2006-2001 

OE Type Thermostat; Rear. 

♦14738 

180 

2012-2010 

OE Type Thermostat 

♦15158 

180 

2006-2001 

OE Type Thermostat; Front. 

♦14728 

185 

2009-2007 

OE Type Thermostat; W/GM Replacement Water 

♦15158 

180 

V-8 8.1 L 





Pump; Excludes Housing. 



2006-2001 

OE Type Thermostat. 

♦13899 

195 

2006-2001 

Heavy-Duty Thermostat; W/GM Replacement Water 
Pump; Excludes Housing. 

♦14948 

186 

2006-2001 

Premium Thermostat . 

♦45899 

195 

2006-2001 

Thermostat Seal 

25272 

2006-2001 

Integrated Housing Thermostat; W/OE or Most 
Aftermarket Water Pumps. 

♦14298 

186 






♦ OE Temperature ♦Alternate Temperature 


252 















































































Thermostats for Passenger Cars and LightTrucks (1995 and Newer) 


Application 


Chevrolet - Continued 


Part Temp 
Number °F 


Application 


Chevrolet - Continued 


Part Temp 
Number °F 


Silverado 3500 Classic 

V-8 6.0 L 

2007 

Coolant Temperature Sensor. 

74050 


2007 

OE Type Thermostat; W/GM Replacement Water 

Pump; Excludes Housing. 

♦15158 

180 

V-8 6.6 L DIESEL 



2007 

OE Type Thermostat; Rear. 

♦14738 

180 

2007 

OE Type Thermostat; Front. 

♦14728 

185 

V-8 8.1 L 

2007 

OE Type Thermostat 

♦13899 

195 

2007 

Premium Thermostat. 

♦45899 

195 

2007 

Thermostat Seal 

25272 





Silverado 3500 HD 

V-8 6.0 L 

2017-2016 

OE Type Thermostat 

♦15158 

180 

2015-2013 

OE Type Thermostat 

15158 

180 

2015-2007 

Coolant Temperature Sensor. 

74050 


2012-2010 

OE Type Thermostat. 

♦ 15158 

180 

2009-2007 

OE Type Thermostat; W/GM Replacement Water 

Pump; Excludes Housing. 

♦15158 

180 

V-8 6.0 L FLEX 



2015-2013 

OE Type Thermostat. 

15158 

180 

2012-2010 

OE Type Thermostat. 

♦15158 

180 

V-8 6.6 L 

2017-2016 

OE Type Thermostat. 

♦14738 

180 

2017-2016 

OE Type Thermostat. 

♦14728 

185 

2015-2011 

Coolant Temperature Sensor. 

74050 


V-8 6.6 L DIESEL 



2015-2007 

OE Type Thermostat; Rear. 

♦14738 

180 

2015-2007 

OE Type Thermostat; Front. 

♦14728 

185 

Sonic 

4-Cyl 1.4 L 

2016-2012 

Integrated Housing Thermostat. 

49392 

221 

4-Cyl 1.6 L 


2012 

Heavy-Duty Thermostat. 

♦13346 

160 

2012 

OE Type Thermostat. 

♦13348 

180 

2012 

Premium Thermostat. 

♦45348 

180 

2012 

OE Type Thermostat. 

♦13349 

195 

2012 

Premium Thermostat. 

♦45349 

195 

4-Cyl 1.8 L 

2015-2013 

Integrated Housing Thermostat. 

49522 

221 

4-Cyl 1.8 L 

FLEX 

2015-2012 

Integrated Housing Thermostat. 

49522 

221 



Spark 

4-Cyl 1.2 L 




2015-2013 

Integrated Housing Thermostat. 

49852 

221 


ss 

V-8 6.2 L 

2017-2014 

OE Type Thermostat. 

15158 

180 

2015-2014 

Coolant Temperature Sensor. 

74050 





SSR 

V-8 5.3 L 

2004 

Coolant Temperature Sensor. 

74050 


2004 

Heavy-Duty Thermostat; Excludes Housing. 

♦14948 

186 

2003 

Heavy-Duty Thermostat; W/GM Replacement Water 
Pump; Excludes Housing. 

♦14948 

186 

2003 

Integrated Housing Thermostat; W/OE or Most 
Aftermarket Water Pumps. 

♦14298 

186 

V-8 6.0 L 

2006-2005 

Coolant Temperature Sensor 

74050 


2006-2005 

Heavy-Duty Thermostat; Excludes Housing 

♦14948 

186 


Suburban 

V-8 5.3 L 

2015-2014 

OE Type Thermostat 

♦15158 

180 

2015 

Coolant Temoerature Sensor 

74050 

V-8 5.3 L FLEX 


2015 

OE Type Thermostat 

♦15158 

180 



Suburban 1500 

V-8 5.3 L 

2014-2000 

Coolant Temperature Sensor. 

74050 


2013-2007 

OE Type Thermostat 

♦15158 

180 

2006-2005 

Heavy-Duty Thermostat; W/GM Replacement Water 
Pump; Excludes Housing. 

♦14948 

186 

2006-2000 

Integrated Housing Thermostat; W/OE or Most 
Aftermarket Water Pumps 

♦14298 

186 

2004-2003 

Heavy-Duty Thermostat. 

14948 

186 

2004 

Heavy-Duty Thermostat; W/OE or GM Replacement 
Water Pump. 

♦14948 

186 

2003-2000 

Heavy-Duty Thermostat; W/GM Replacement Water 
Pump; Excludes Housing. 

♦14948 

186 

V-8 5.3 L FLEX 



2014-2007 

OE Type Thermostat. 

♦15158 

180 

2006-2005 

Heavy-Duty Thermostat; W/GM Replacement Water 
Pump; Excludes Housing. 

♦14948 

186 

2006-2002 

Integrated Housing Thermostat; W/OE or Most 
Aftermarket Water Pumps 

♦14298 

186 

2004 

Heavy-Duty Thermostat; W/OE or GM Replacement 
Water Pump. 

♦14948 

186 

2003-2002 

Heavy-Duty Thermostat; W/GM Replacement Water 
Pump; Excludes Housing. 

♦14948 

186 

V-8 5.7 L 

1999-1996 

OE Type Thermostat. 

♦14119 

195 

1999-1996 

Premium Thermostat. 

♦45119 

195 

1995 

Economy Thermostat. 

♦13006 

160 

1995 

OE Type Thermostat. 

♦13356 

160 

1995 

Premium Thermostat. 

♦45356 

160 

1995 

Economy Thermostat. 

♦13008 

180 

1995 

OE Type Thermostat. 

♦13358 

180 

1995 

Premium Thermostat. 

♦45358 

180 

1995 

Economy Thermostat. 

♦13009 

195 

1995 

OE Type Thermostat 

♦13359 

195 

1995 

Premium Thermostat. 

♦45359 

195 

1995 

OE Type Thermostat 

♦13352 

205 

1995 

Thermostat Seal. 

25282 


V-8 6.0 L 

2013-2007 

OE Type Thermostat 

♦15158 

180 

2009-2006 

Coolant Temperature Sensor. 

74050 


2006 

Heavy-Duty Thermostat; W/GM Replacement Water 
Pump; Excludes Housing. 

♦14948 

186 


Integrated Housing Thermostat; W/OE or Most 
Aftermarket Water Pumps. 

♦14298 

186 

2006 





Suburban 2500 

V-8 6.0 L 

2013-2000 

Coolant Temperature Sensor. 

74050 


2009-2007 

OE Type Thermostat. 

♦15158 

180 

2006-2000 

Heavy-Duty Thermostat; W/GM Replacement Water 
Pump; Excludes Housing. 

♦14948 

186 

2006-2000 

Integrated Housing Thermostat; W/OE or Most 
Aftermarket Water Pumps 

♦14298 

186 

V-8 6.0 L 

FLEX 



2013-2010 

OE Type Thermostat 

♦15158 

180 

V-8 8.1 L 


2006-2001 

OE Type Thermostat 

♦13899 

195 

2006-2001 

Premium Thermostat. 

♦45899 

195 

2006-2001 

Thermostat Seal. 

25272 





♦ OE Temperature 


♦Alternate Temperature 


253 









































































































Thermostats for Passenger Cars and LightTrucks (1995 and Newer) 


Application 


Part 

Number 

Temp 

°F 

Application 


Part 

Number 

Temp 

°F 

Chevrolet - Continued 



Chevrolet - Continued 



Suburban 3500 HD 

Tracker 

V-8 6.0 L 




4-Cyl 1.6 L 

- Continued 



2017-2016 

OE Type Thermostat 

15158 

180 

2001 

OE Type Thermostat. 

14048 

180 

Tahoe 

2000-1999 

OE Type Thermostat. 

♦13019 

190 



V-8 4.8 L 

2009-2007 




2000-1998 

Thermostat Seal 

25281 


OE Type Thermostat 

♦15158 

180 

1998 

Coolant Temperature Sensor 

74027 


2009-2000 


74050 

1998 

OE Exact Thermostat 

♦48028 

180 

2006-2000 

Heavy-Duty Thermostat; W/GM Replacement Water 
Pump; Excludes Housing. 

♦14948 

186 

1998 

1998 

OE Type Thermostat. 

OE Type Thermostat. 

♦13958 

♦13959 

180 

195 

2006-2000 

Integrated Housing Thermostat; W/OE or Most 
Aftermarket Water Pumps 

♦14298 

186 

1998 

Thermostat Gasket 

25168 








V-8 5.3 L 

2015-2007 

OE Type Thermostat 

♦15158 

180 

4-Cyl 2.0 L 

2003-1999 

OE Type Thermostat. 

♦14378 

180 

2015-2000 

Coolant Temperature Sensor. 

74050 


2003-1999 

Thermostat Seal 

25281 






2006-2000 

Heavy-Duty Thermostat; W/GM Replacement Water 
Pump; Excludes Housing. 

♦14948 

186 

V-6 2.5 L 

2004-2001 

OE Type Thermostat. 

♦ 14048 

180 

2006-2000 

Integrated Housing Thermostat; W/OE or Most 

♦14298 

186 

2004-2001 

Thermostat Seal 

25278 






Aftermarket Water Pumps 



Trailblazer 

V-B D.B L N_tA 

2015-2007 OE Type Thermostat. 

2006-2002 Heavy-Duty Thermostat; W/GM Replacement Water 
Pump; Excludes Housing. 

2006-2002 Integrated Housing Thermostat; W/OE or Most 
Aftermarket Water Pumps. 

V-8 5.7 L 

2000-1996 OE Type Thermostat 

2000-1996 Premium Thermostat 

♦15158 

♦14948 

♦14298 

♦14119 

♦45119 

180 

186 

186 

195 

195 

6-Cyl 4.2 L 

2009-2006 

2009-2002 

2005-2002 

V-8 5.3 L 

2008-2007 

2008-2006 

Coolant Temperature Sensor. 

Integrated Housing Thermostat; OE Temperature, 
Located on Drivers side. 

Coolant Temperature Sensor. 

OE Type Thermostat. 

Coolant Temperature Sensor. 

74192 

14659 

74191 

♦15158 

74050 

187 

180 

2000-1996 

Thermostat Seal 

25285 


2006 

Heavy-Duty Thermostat; Excludes Housing. 

♦14948 

186 

1995 

Economy Thermostat 

♦13006 

160 

V-8 6.0 L 




1995 

OE Type Thermostat 

♦13356 

160 

2009-2007 

OE Type Thermostat. 

♦15158 

180 

1995 

Premium Thermostat 

♦45356 

160 

2009-2006 

Coolant Temperature Sensor. 

74050 


1995 

Economy Thermostat 

♦13008 

180 

2006 

Heavy-Duty Thermostat; Excludes Housing. 

♦14948 

186 

1995 

OE Type Thermostat. 

♦13358 

180 

Trailblazer EXT 

1995 

1995 

1995 

1995 

1995 

1995 

Premium Thermostat. 

Economy Thermostat. 

OE Type Thermostat. 

Premium Thermostat. 

OE Type Thermostat. 

Thermostat Seal. 

♦45358 

♦13009 

♦13359 

♦45359 

♦13352 

25282 

180 

195 

195 

195 

205 

6-Cyl 4.2 L 

2006-2002 

2006 

2005- 2002 

V-8 5.3 L 

2006- 2004 

Integrated Housing Thermostat; OE Temperature, 
Located on Drivers side. 

Coolant Temperature Sensor. 

Coolant Temperature Sensor. 

Heavy-Duty Thermostat; Excludes Housing. 

14659 

74192 

74191 

♦14948 

187 

186 

V-8 6.0 L 

2013-2008 



Coolant Temoerature Sensor 

74050 


2006-2003 

2003 

Coolant Temperature Sensor. 

Heavy-Duty Thermostat; W/GM Replacement Water 
Pump; Excludes Housing. 

74050 

♦14948 

186 

V-8 6.0 L ELECTRIC/FLEX 


2013-2010 OE Type Thermostat. 

V-8 6.0 L ELECTRIC/GAS 

♦15158 

180 

2003 

Integrated Housing Thermostat; W/OE or Most 
Aftermarket Water Pumps 

♦14298 

186 

2009-2008 

OE Type Thermostat. 

♦15158 

180 

Traverse 1 

V-8 6.2 L 




V-6 3.6 L 




2009-2008 

Coolant Temperature Sensor. 

74050 


2017-2016 

OE Type Thermostat. 

15148 

180 

2008 


♦15158 

180 

2016-2009 

Coolant Temperature Sensor. 

74005 


V-8 6.2 L FLEX 

2015-2009 

OE Type Thermostat; Excl. Gasket 

♦15148 

180 

2009 

OE Type Thermostat. 

♦15158 

180 

Trax ! 

V-8 6.5 L 

1997-1996 

Thermostat Seal. 

25285 


4-Cyl 1.4 L 

2016-2013 


49392 

221 






V-8 6.5 L DIESEL 

♦13359 

♦14039 

25140 

195 

195 

Uplander 1 

laaa-iaar 

1996-1995 

1996-1995 

ut lype i nermosiai. 

OE Type Thermostat. 

Thermostat Gasket. 

V-6 3.5 L 

2006-2005 

2006-2005 

Coolant Temperature Sensor. 

74050 

♦13899 

♦45899 

195 

195 

Tiqra 

2006-2005 

Premium Thermostat. 

4-Cyl 1.6 L 

1999 

Heavy-Duty Thermostat. 

♦13346 

160 

2006-2005 

V-6 3.9 L 

2009-2006 

Thermostat Seal. 

25272 


1999 

OE Type Thermostat. 

♦13348 

180 

Coolant Temperature Sensor. 

74050 


1999 

Premium Thermostat. 

♦45348 

180 

2009-2006 

OE Exact Thermostat. 

♦48808 

185 

1999 

OE Type Thermostat. 

♦13349 

195 

2009-2006 

Thermostat Seal. 

25272 


1999 

Premium Thermostat. 

♦45349 

195 





♦ OE Temperature ♦Alternate Temperature 
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Thermostats for Passenger Cars and LightTrucks (1995 and Newer) 


Application 


Chevrolet - Continued 


Part Temp 
Number °F 


Uplander - Continued 1 

V-6 3.9 L FLEX 



2009-2007 

OE Exact Thermostat. 

♦48808 

185 

Venture I 

V-6 3.4 L 




2005-1997 

OE Type Thermostat 

♦13899 

195 

2005-1997 

Premium Thermostat. 

♦45899 

195 

2005-1997 

Thermostat Seal 

25272 


1999-1997 

Coolant Temperature Sensor. 

74188 


Chrysler 

200 

4-Cyl 2.4 L 




2014-2013 

OE Type Thermostat; Engine. 

15167 

170 

2014-2011 

OE Type Thermostat; Cylinder Head 

. ^15122 

205 

2012-2011 

OE Type Thermostat; Engine. 

. ♦isw 

170 

V-6 3.6 L 




2014-2011 

Integrated Housing Thermostat. 

49559 

221 

300 

V-6 2.7 L 




2010-2005 

Coolant Temperature Sensor. 

. 74189 


2010-2005 

OE Type Thermostat 

. ♦14349 

192 

2010-2005 

Thermostat Seal 

25293 


V-6 3.5 L 




2010-2007 

OE Exact Thermostat 

♦49108 

180 

2010-2007 

Thermostat Seal 

25299 


2008-2005 

Coolant Temperature Sensor. 

74189 


2006-2005 

OE Type Thermostat 

. ♦ 14358 

180 

2006-2005 

Housing Seal. 

25294 


V-6 3.6 L 




2015-2011 

Integrated Housing Thermostat. 

. 49549 

203 

V-8 5.7 L 




2016-2015 

OE Exact Thermostat 

48792 

203 

2014-2005 

OE Exact Thermostat 

. 0-48798 

180 

2014-2005 

OE Exact Thermostat. 

^48799 

190 

2014-2005 

OE Exact Thermostat. 

. ♦48792 

203 

2007-2005 

Coolant Temperature Sensor. 

74189 


V-8 5.7 L FLEX 



2012-2011 

OE Exact Thermostat. 

. 0-48798 

180 

2012-2011 

OE Exact Thermostat. 

0-48799 

190 

2012-2011 

OE Exact Thermostat. 

♦48792 

203 

V-8 6.1 L 




2010-2005 

OE Exact Thermostat. 

0-48798 

180 

2010-2005 

OE Exact Thermostat. 

0-48799 

190 

2010-2005 

OE Exact Thermostat. 

. ♦ 48792 

203 

2007-2005 

Coolant Temperature Sensor. 

. 74189 


V-8 6.4 L 




2014-2013 

OE Exact Thermostat . 

. 048798 

180 

2014-2013 

OE Exact Thermostat. 

. 0-48799 

190 

2014-2012 

OE Exact Thermostat . 

♦48792 

203 

300M 1 

V-6 3.5 L 




2004-2001 

Coolant Temperature Sensor . 

74189 


2004-1999 

OE Type Thermostat . 

. ♦14358 

180 

2004-1999 

Housing Seal . 

25294 


2000-1999 

Coolant Temperature Sensor . 

74172 


Aspen 

V-8 4.7 L 




2008-2007 

OE Type Thermostat . 

♦14369 

195 

2007 

Coolant Temperature Sensor. .. 

74172 



Application 


Chrysler - Continued 


Part Temp 
Number °F 


|Aspen - 

Continued 



V-8 4.7 L FLEX 



2009-2007 

OE Type Thermostat 

♦14369 

195 

V-8 5.7 L 




2009-2007 

OE Exact Thermostat 

048798 

180 

2009-2007 

OE Exact Thermostat 

048799 

190 

2009-2007 

OE Exact Thermostat 

♦48792 

203 

2007 

Coolant Temperature Sensor. 

74189 


V-8 5.7 L ELECTRIC/GAS 



2009 

OE Exact Thermostat. 

048798 

180 

2009 

OE Exact Thermostat. 

048799 

190 

2009 

OE Exact Thermostat 

♦48792 

203 





Cirrus 

4-Cyl 2.0 L 




2000 

Coolant Temperature Sensor. 

74172 


2000 

OE Type Thermostat 

14209 

195 

4-Cyl 2.4 L 




2000-1999 

Coolant Temperature Sensor. 

74172 


2000 

OE Type Thermostat 

♦14209 

195 

2000 

Premium Thermostat. 

♦45209 

195 

2000 

Thermostat Seal 

25288 


1999 

OE Type Thermostat 

. 14209 

195 

1997-1995 

OE Type Thermostat 

. ♦ 14209 

195 

1997-1995 

Premium Thermostat. 

. ♦45209 

195 

1997-1995 

Thermostat Seal. 

. 25288 


1997 

Coolant Temperature Sensor . .. 

. 74172 


1996-1995 

Coolant Temperature Sensor. 

. 74043 


1996-1995 

Thermostat Gasket. 

. 25167 


V-6 2.5 L 




2000-1997 

Coolant Temperature Sensor. 

. 74172 


2000-1995 

OE Type Thermostat. 

. 014127 

170 

2000-1995 

OE Type Thermostat. 

. ♦14128 

180 

2000-1995 

Thermostat Seal. 

. 25283 


1996-1995 

Coolant Temperature Sensor. 

. 74043 


Concorde 

V-6 2.7 L 




2004-2001 

Coolant Temperature Sensor. 

74189 


2004-1998 

OE Type Thermostat. 

♦14349 

192 

2004-1998 

Thermostat Seal. 

25293 


2000-1998 

Coolant Temperature Sensor. 

74172 


V-6 3.2 L 




2001-1998 

OE Type Thermostat. 

♦14358 

180 

2001-1998 

Housing Seal. 

25294 


2001 

Coolant Temperature Sensor. 

74189 


2000-1998 

Coolant Temperature Sensor. 

74172 


V-6 3.3 L 




1996-1995 

Coolant Temperature Sensor. 

74043 


1996-1995 

OE Type Thermostat 

♦14209 

195 

1996-1995 

Premium Thermostat. 

♦45209 

195 

1996-1995 

Thermostat Gasket 

25186 


V-6 3.3 L FLEX 



1995 

OE Type Thermostat. 

♦14209 

195 

1995 

Premium Thermostat. 

♦45209 

195 

1995 

Thermostat Gasket. 

25186 


V-6 3.5 L 




2004-2002 

Coolant Temperature Sensor. 

74189 


2004-2002 

OE Type Thermostat 

♦14358 

180 

2004-2002 

Housing Seal. 

25294 


1997-1995 

Coolant Temperature Sensor. 

74043 


1997-1995 

OE Type Thermostat 

♦14209 

195 


♦ OE Temperature 


^Alternate Temperature 


255 































































































Thermostats for Passenger Cars and LightTrucks (1995 and Newer) 


Application 


Chrysler - Continued 


Part Temp 
Number °F 


Concorde - Continued 

V-6 3.5L- 

Continued 



1997-1995 

Premium Thermostat 

-*-45209 

195 

1997-1995 

Thermostat Gasket. 

25186 






Crossfire { 

V-6 3.2 L 




2008-2004 

Integrated Housing Thermostat. 

-♦■14569 

188 

2006-2004 

Coolant Temperature Sensor. 

74085 


Grand Voyager 

V-6 3.0 L 




2000 

Coolant Temperature Sensor. 

74172 


2000 

OE Type Thermostat 

. 013868 

180 

2000 

Premium Thermostat 

-45868 

180 

2000 

OE Type Thermostat 

-*■13869 

195 

2000 

Premium Thermostat 

-*45869 

195 

2000 

Thermostat Gasket. 

. 25187 


V-6 3.3 L 




2000 

Coolant Temperature Sensor. 

74172 


2000 

OE Type Thermostat 

. -*14209 

195 

2000 

Premium Thermostat 

-*45209 

195 

2000 

Thermostat Gasket. 

. 25167 


V-6 3.3 L FLEX 



2000 

OE Type Thermostat 

. -*14209 

195 

2000 

Premium Thermostat 

. -*45209 

195 

2000 

Thermostat Gasket. 

. 25167 






Intrepid 

V-6 2.7 L 




2004-2001 

Coolant Temperature Sensor. 

. 74189 


2004-1998 

OE Type Thermostat 

-*14349 

192 

2004-1998 

Thermostat Seal. 

25293 


2000-1998 

Coolant Temperature Sensor. 

. 74172 


V-6 3.2 L 




2001-1998 

OE Type Thermostat. 

-*14358 

180 

2001-1998 

Housing Seal. 

. 25294 


2001 

Coolant Temperature Sensor. 

74189 


2000-1998 

Coolant Temperature Sensor. 

74172 


V-6 3.3 L 




1997-1995 

Coolant Temperature Sensor. 

74043 


1997-1995 

OE Type Thermostat. 

. -*14209 

195 

1997-1995 

Premium Thermostat. 

-*45209 

195 

1997-1995 

Thermostat Gasket. 

. 25186 


V-6 3.3 L FLEX 



1995 

OE Type Thermostat. 

. -*14209 

195 

1995 

Premium Thermostat. 

-*45209 

195 

1995 

Thermostat Gasket. 

25186 


V-6 3.5 L 




2004-2001 

Coolant Temperature Sensor. 

. 74189 


2004-2000 

OE Type Thermostat. 

-*14358 

180 

2004-2000 

Housing Seal. 

25294 


2000 

Coolant Temperature Sensor. 

74172 


1997-1995 

Coolant Temperature Sensor. 

74043 


1997-1995 

OE Type Thermostat. 

-*14209 

195 

1997-1995 

Premium Thermostat 

-*45209 

195 

1997-1995 

Thermostat Gasket. 

25186 






LeBaron | 

V-6 3.0 L 




1995 

Coolant Temperature Sensor. 

74043 


1995 

OE Type Thermostat 

. 0-13868 

180 

1995 

Premium Thermostat 

045868 

180 

1995 

OE Type Thermostat 

-*13869 

195 


Application 


Chrysler - Continued 


Part Temp 
Number °F 


| LeBaron- Continued ! 

V-6 3.0 L - 

Continued 



1995 

Premium Thermostat 

♦45869 

195 

1995 

Thermostat Gasket 

25187 






LHS | 

V-6 3.5 L 




2001-1999 

OE Type Thermostat. 

♦ 14358 

180 

2001-1999 

Housing Seal. 

25294 


2001 

Coolant Temperature Sensor. 

74189 


2000-1999 

Coolant Temperature Sensor. 

74172 


1997-1995 

Coolant Temperature Sensor. 

74043 


1997-1995 

OE Type Thermostat. 

♦ 14209 

195 

1997-1995 

Premium Thermostat 

♦45209 

195 

1997-1995 

Thermostat Gasket 

. 25186 






Neon | 

4-Cyl 2.0 L 




2002-2000 

Coolant Temperature Sensor 

. 74172 


2002-2000 

OE Type Thermostat. 

. 14209 

195 

1997-1995 

OE Type Thermostat. 

. ♦ 14209 

195 

1997-1995 

Premium Thermostat. 

♦45209 

195 

1997-1995 

Thermostat Seal 

25288 


New Yorker ; 

V-6 3.5 L 




1996-1995 

Coolant Temperature Sensor. 

. 74043 


1996-1995 

OE Type Thermostat. 

♦14209 

195 

1996-1995 

Premium Thermostat. 

♦45209 

195 

1996-1995 

Thermostat Gasket. 

. 25186 


Pacifica ! 

V-6 3.5 L 




2006-2004 

Coolant Temperature Sensor. 

74189 


2006-2004 

OE Type Thermostat. 

. +14789 

195 

2006-2004 

Thermostat Seal . 

25295 


V-6 3.8 L 




2008 

OE Type Thermostat. 

. +14209 

195 

2008 

Premium Thermostat. 

♦45209 

195 

2008 

Thermostat Seal. 

25288 


2007-2005 

Coolant Temperature Sensor. 

74189 


2007 

OE Type Thermostat. 

. +14789 

195 

2007 

Thermostat Seal. 

25295 


2006 

OE Type Thermostat. 

14789 

195 

2006 

Housing Seal. 

25294 


2005 

OE Type Thermostat . 

♦ 14789 

195 

2005 

Thermostat Seal . 

25295 


V-6 4.0 L 




2008-2007 

Coolant Temperature Sensor. 

74189 


2008-2007 

OE Type Thermostat . 

♦ 14209 

195 

2008-2007 

Premium Thermostat . 

♦45209 

195 

2008-2007 

Thermostat Seal 

25288 






Prowler 

V-6 3.5 L 




2002-2001 

Coolant Temperature Sensor 

74189 


2002-2001 

OE Type Thermostat . 

. +14358 

180 

2002-2001 

Housing Seal . 

25294 


PT Cruiser i 

4-Cyl 2.4 L 




2010-2001 

Coolant Temperature Sensor . 

74189 


2010-2001 

OE Type Thermostat . 

♦ 14209 

195 

2010-2001 

Premium Thermostat 

♦45209 

195 

2010-2001 

Thermostat Seal 

25288 







♦ OE Temperature 


■o Alternate Temperature 


256 










































































































Thermostats for Passenger Cars and LightTrucks (1995 and Newer) 


Application 


Part 

Number 

Temp 

°F 

Application 


Part 

Number 

Temp 

°F 

Chrysler - Continued 



Chrysler - Continued 



Sebring 

Town & Country - Continued j 

4-Cyl 2.0 L 




V-6 3.3 L - 

Continued 



1999-1995 

OE Type Thermostat. 

♦14209 

195 

2006-2001 

Thermostat Seal. 

25295 


1999-1995 

Premium Thermostat. 

♦45209 

195 

2000-1998 

Coolant Temperature Sensor. 

74172 


1999-1995 

Thermostat Gasket 

25167 


2000-1996 

OE Type Thermostat 

♦14209 

195 

1999-1995 

Thermostat Seal 

25288 


2000-1996 

Premium Thermostat. 

♦45209 

195 

1999 

Coolant Temperature Sensor. 

74172 


2000-1996 

Thermostat Gasket. 

25167 


1997 

Coolant Temperature Sensor. 

74172 


1997-1996 

Coolant Temoerature Sensor 

74043 


1996-1995 

Coolant Temperature Sensor. 

74043 


V-6 3.3 L FLEX 



4-Cyl 2.4 L 




2010-2008 

OE Type Thermostat 

♦14209 

195 

2010-2007 

OE Type Thermostat; Engine. 

♦ 15167 

170 

2010-2008 

Premium Thermostat. 

♦45209 

195 

2010-2007 

OE Type Thermostat; Cylinder Head 

♦15122 

205 

2010-2008 

Thermostat Seal. 

25288 


2008-2007 

Thermostat Seal 

25293 


2009-2008 

Thermostat Gasket. 

25167 


2006-2001 

Coolant Temperature Sensor 

74189 


2003-2001 

OE Type Thermostat 

♦14789 

195 

2006-2001 

OE Type Thermostat 

♦14209 

195 

2003-2001 

Thermostat Seal. 

25295 


2006-2001 

Premium Thermostat. 

. ♦45209 

195 

2000-1998 

OE Type Thermostat 

. ♦14209 

195 

2006-2001 

Thermostat Seal 

. 25288 


2000-1998 

Premium Thermostat. 

♦45209 

195 

2005-2001 

Coolant Temperature Sensor. 

. 74020 


2000-1998 

Thermostat Gasket. 

. 25167 


2005-2001 

OE Exact Thermostat. 

. ♦48239 

180 

V-6 3.6 L 




2005-2001 


♦14389 

190 

2015-2011 

Integrated Housing Thermostat. 

. 49559 

221 

2005-2001 

Thermostat Seal. 

. 25286 


V-6 3.8 L 




1998-1997 

Coolant Temperature Sensor. 

74172 


2010-2007 

OE Type Thermostat 

. ♦14209 

195 

1998-1996 

OE Type Thermostat. 

. ♦14209 

195 

2010-2007 

Premium Thermostat. 

♦45209 

195 

1998-1996 

Premium Thermostat. 

♦45209 

195 

2010-1995 

Thermostat Gasket. 

. 25167 


1998-1996 

Thermostat Seal. 

25288 


2010 

OE Type Thermostat. 

14209 

195 

1996 


74043 


2007-2001 

Coolant Temperature Sensor. 

. 74189 


1996 


25167 


2007-2001 

Thermostat Seal. 

. 25295 


V-6 2.5 L 




2006-2001 

OE Type Thermostat. 

. ♦14789 

195 

2000-1997 


74172 


2000-1998 

Coolant Temperature Sensor. 

74172 


2000-1995 

OE Type Thermostat. 

. 0-14127 

170 

2000-1995 

OE Type Thermostat. 

♦ 14209 

195 

2000-1995 


♦14128 

180 

2000-1995 

Premium Thermostat. 

♦45209 

195 

2000-1995 


25283 


1997-1995 

Coolant Temperature Sensor. 

74043 


1996-1995 

Coolant Temperature Sensor. 

74043 


V-6 4.0 L 




V-6 2.7 L 




2010-2008 

OE Type Thermostat. 

♦ 14209 

195 

2010-2001 


♦14349 

192 

2010-2008 

Premium Thermostat. 

♦45209 

195 

2010-2001 


25293 


2009-2008 

Thermostat Gasket. 

25167 


2006-2001 

Coolant Temperature Sensor. 

74189 


2008 

Coolant Temperature Sensor. 

74189 


V-6 2.7 L FLEX 



Voyager 



2010-2003 

OE Type Thermostat 

♦14349 

192 

4-Cyl 2.4 L 




2010-2003 

Thermostat Seal 

25293 


2003-2001 


74189 


V-6 3.0 L 




2003-2000 

OE Type Thermostat. 

♦ 14209 

195 

2005-2001 

Coolant Temperature Sensor. 

74020 


2003-2000 


♦45209 

195 

2005-2001 

OE Type Thermostat 

. 014127 

170 

2003-2000 


25167 


2005-2001 

OE Type Thermostat. 

♦14128 

180 

2002-2000 

Thermostat Seal. 

25288 


2005-2001 

Thermostat Seal 

25283 


2000 


74172 


V-6 3.5 L 




V-6 3.0 L 




2010-2007 

OE Type Thermostat 

♦14209 

195 

2000 


74172 


2010-2007 

Premium Thermostat. 

♦45209 

195 

2000 

OE Type Thermostat 

. O13868 

180 

2010 

OE Exact Thermostat 

♦49108 

180 

2000 

Premium Thermostat. 

-45868 

180 

2010 

Thermostat Seal 

25299 


2000 

OE Type Thermostat 

♦ 13869 

195 

2009-2007 

Thermostat Seal 

25280 


2000 


♦45869 

195 

2008-2007 

Coolant Temperature Sensor. 

74189 


2000 

Thermostat Gasket 

. 25187 

Town & Country 



V-6 3.3 L 




V-6 3.3 L 




2008-2007 

OE Type Thermostat 

♦14209 

195 

2008-2007 

OE Type Thermostat. 

♦14209 

195 

2008-2007 

Premium Thermostat. 

♦45209 

195 

2008-2007 

Premium Thermostat. 

♦45209 

195 

2008-2007 

Thermostat Seal. 

. 25288 


2008-2007 

Thermostat Gasket 

. 25167 


2006-2001 

OE Type Thermostat 

. ♦14789 

195 

2008-2007 

Thermostat Seal 

. 25288 


2005-2001 

Thermostat Seal. 

. 25295 


2007-2001 

Coolant Temperature Sensor.. 

. 74189 


2003-2001 

Coolant Temperature Sensor . .. 

. 74189 


2006-2001 

OE Type Thermostat 

. ♦ 14789 

195 

2000-1995 

OE Type Thermostat 

♦14209 

195 










♦ OE Temperature ^Alternate Temperature 
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Thermostats for Passenger Cars and LightTrucks (1995 and Newer) 


Application 

Part 

Number 

Temp 

°F 

Application 


Part 

Number 

Temp 

°F 

Chrysler - Continued 



Dodge 

- Continued 



Voyager - Continued 

Avenger - Continued i! 

V-6 3.3 L - Continued 



V-6 3.5 L - 

Continued 



2000 Coolant Temperature Sensor. 

74172 


2008 

Thermostat Seal 

25293 


2000 Premium Thermostat 

♦45209 

195 

V-6 3.6 L 




2000 Thermostat Gasket. 

25167 


2014-2011 

Integrated Housing Thermostat. 

49559 

221 

V-6 3.3 L FLEX 



B1500 

2003-2001 OE Type Thermostat 

♦ 14789 

195 

V-6 3.9 L 




2003-2001 Thermostat Seal 

25295 


1998-1995 


74093 


2000 OE Type Thermostat 

♦ 14209 

195 

1998-1995 


❖13006 

160 

2000 Premium Thermostat 

♦45209 

195 

1998-1995 

OE Type Thermostat. 

. «13356 

160 

2000 Thermostat Gasket. 

25167 


1998-1995 

Premium Thermostat. 

-45356 

160 

Daewoo 

1998-1995 

Economy Thermostat. 

. «13008 

180 

Larins 



1998-1995 

OE Type Thermostat. 

. «13358 

180 

4-Cyl 1.6 L 



1998-1995 

Premium Thermostat. 

-- 45358 

180 

2002-1999 Heavy-Duty Thermostat; Excludes Housing; For 

<>13346 

160 

1998-1995 

Economy Thermostat. 

♦ 13009 

195 

Metal Housing Only 



1998-1995 


♦13359 

195 

2002-1999 OE Type Thermostat; Excludes Housing; For Metal 

♦13349 

195 

1998-1995 

Premium Thermostat. 

♦45359 

195 

Housing Only. 



1998-1995 


❖13352 

205 

Leganza 

1998-1995 

Thermostat Gasket 

25138 


4-Cyl 2.2 L 



V-8 5.2 L 




2002-1999 Integrated Housing Thermostat. 

♦49279 

192 

1998-1995 


74093 


Nubira 

1998-1995 

Economy Thermostat. 

. «13006 

160 

4-Cyl 2.0 L 



1998-1995 

Premium Thermostat. 

045356 

160 

2002-1999 Integrated Housing Thermostat. 

♦49279 

192 

1998-1995 

Economy Thermostat. 

. 013008 

180 

Dodge 

1998-1995 

Premium Thermostat. 

045358 

180 

Atos 

1998-1995 

Economy Thermostat. 

. ♦ 13009 

195 

4-Cyl 1.1 L 



1998-1995 

Premium Thermostat. 

♦45359 

195 


49898 

180 

1998-1995 

Thermostat Gasket. 

. 25138 


2009 OE Type Thermostat. 

13848 

180 

V-8 5.9 L 




2008-2005 OE Type Thermostat. 

14228 

180 

1998 

Coolant Temperature Sensor. 

74093 


Avenger 

1998 

Economy Thermostat. 

. 013006 

160 

4-Cyl 2.0 L 





❖45356 

160 

1999-1997 Coolant Temperature Sensor. 

74172 


1998 

Economy Thermostat. 

. 013008 

180 


•♦•14?nQ 

195 

1998 

Premium Thermostat. 

045358 

180 

1999-1995 Premium Thermostat 

♦45209 

195 

1998 

Economy Thermostat . 

♦13009 

195 


251^7 


1998 

Premium Thermostat . 

♦45359 

195 


25288 


1998 

Thermostat Gasket 

25138 


1996-1995 Coolant Temperature Sensor. 

74043 


B2500 

4-Cyl 2.4 L 



V-6 3.9 L 





15167 

170 

1997-1995 

Coolant Temperature Sensor. 

74093 


2014-2008 OE Type Thermostat; Cylinder Head 

♦15122 

205 

1997-1995 

Economy Thermostat. 

. 013006 

160 


*0*15167 

170 

1997-1995 

OE Type Thermostat. 

. 013356 

160 


25293 


1997-1995 

Premium Thermostat 

045356 

160 

V-6 2.5 L 



1997-1995 

Economy Thermostat. 

. 013008 

180 

2000-1997 Coolant Temperature Sensor 

74172 


1997-1995 

OE Type Thermostat . 

. 013358 

180 


*0*14127 

170 

1997-1995 

Premium Thermostat. 

045358 

180 

2000-1995 OE Type Thermostat 

♦ 14128 

180 

1997-1995 

Economy Thermostat . 

♦ 13009 

195 

2000-1995 Thermostat Seal 

25283 


1997-1995 

OE Type Thermostat . 

♦13359 

195 

1996-1995 Coolant Temperature Sensor 

74043 


1997-1995 

Premium Thermostat 

♦45359 

195 

V-6 2.7 L 



1997-1995 

OE Type Thermostat. 

. 013352 

205 

2009-2008 OE Type Thermostat 

♦14349 

192 

1997-1995 

Thermostat Gasket 

. 25138 


2009-2008 Thermostat Seal. 

25293 


V-8 5.2 L 




V-6 2.7 L FLEX 



1998-1995 

Coolant Temperature Sensor. 

74093 


2010-2008 OE Type Thermostat 

♦ 14349 

192 

1998-1995 

Economy Thermostat. 

. 013006 

160 

2010-2008 Thermostat Seal 

25293 


1998-1995 

Premium Thermostat 

045356 

160 

V-6 3.5 L 



1998-1995 

Economy Thermostat. 

. 013008 

180 

2010-2008 OE Type Thermostat 

♦14209 

195 

1998-1995 

Premium Thermostat 

❖45358 

180 

2010-2008 Premium Thermostat 

♦45209 

195 

1998-1995 

Economy Thermostat. 

♦13009 

195 

2010 Thermostat Seal 

25295 


1998-1995 

Premium Thermostat. 

♦45359 

195 

2008 Coolant Temperature Sensor. ... 

74189 


1998-1995 

Thermostat Gasket. 

. 25138 










♦ OE Temperature <> Alternate Temperature 
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Thermostats for Passenger Cars and LightTrucks (1995 and Newer) 


Application 


Part 

Number 

Temp 

°F 

Application 


Part 

Number 

Temp 

°F 

Dodqe 

- Continued 



Dodqe 

- Continued 



B2500- 

Continued 



Caliber 

Continued 



V-8 5.2 L CNG 



4-Cyl 1.8 L 

- Continued 



1996-1995 

Economy Thermostat. 

. 0-13006 

160 

2009-2008 

OE Type Thermostat; Cylinder Head. 

♦15122 

205 

1996-1995 

Premium Thermostat. 

045356 

160 

2007 

OE Type Thermostat;; Primary Thermostat . 

♦15167 

170 

1996-1995 

Economy Thermostat. 

. 013008 

180 

2007 

OE Type Thermostat;; Secondary Thermostat 

♦15122 

205 

1996-1995 

Premium Thermostat. 

045358 

180 

4-Cyl 2.0 L 




1996-1995 


♦13009 

195 

2012-2008 

OE Type Thermostat; Engine 

♦15167 

170 

1996-1995 

Premium Thermostat. 

♦45359 

195 

2012-2008 

OE Type Thermostat; Cylinder Head 

♦15122 

205 

V-8 5.2 L LPG 



2007 

OE Type Thermostat;; Primary Thermostat; Engine 

♦15167 

170 

1998 

Economy Thermostat. 

. 013006 

160 

2007 

OE Type Thermostat;; Secondary Thermostat; 

♦15122 

205 

1998 

Premium Thermostat. 

045356 

160 


Cylinder Head 



1998 

Economy Thermostat. 

. 013008 

180 

4-Cyl 2.4 L 




1998 

Premium Thermostat. 

045358 

180 

2011-2008 

OE Type Thermostat; Engine 

♦15167 

170 

1998 

Economy Thermostat. 

. ♦13009 

195 

2011-2008 

OE Type Thermostat; Cylinder Head 

♦15122 

205 

1998 

Premium Thermostat. 

. ♦45359 

195 

2007 

OE Type Thermostat;; Primary Thermostat 

♦15167 

170 

V-8 5.9 L 




2007 

OE Type Thermostat;; Secondary Thermostat 

♦15122 

205 

1998-1995 

Coolant Temperature Sensor. 

. 74093 


Caravan 



1998-1995 


♦13006 

160 

1999-1997 

Coolant Temperature Sensor. 

74172 


1998-1995 

Premium Thermostat. 

. 045356 

160 

1995 

Coolant Temperature Sensor. 

74043 


1998-1995 

Economy Thermostat. 

. 013008 

180 

4-Cyl 2.4 L 




1998-1995 

Premium Thermostat 

045358 

180 

2007-2002 

OE Type Thermostat. 

♦ 14209 

195 

1998-1995 

Economy Thermostat. 

♦13009 

195 

2007-2002 

Premium Thermostat. 

♦45209 

195 

1998-1995 

Premium Thermostat. 

♦45359 

195 

2007-2001 

Coolant Temperature Sensor. 

74189 


1998-1995 


25138 


2007-1996 

Thermostat Gasket. 

25167 













2001 

OE Type Thermostat. 

♦14789 

195 

DOJUU 




2000-1997 


74172 


V-8 5.2 L 






1998-1995 

Coolant Temperature Sensor. 

74093 


2000-1996 

OE Type Thermostat. 

♦14209 

195 

1998-1995 

Economy Thermostat. 

. 013006 

160 

2000-1996 

Premium Thermostat. 

♦45209 

195 

1998-1995 

Premium Thermostat. 

. 045356 

160 

1996 

Coolant Temperature Sensor. 

74043 


1998-1995 

Economy Thermostat. 

. 013008 

180 

4-Cyl 2.5 L 




1998-1995 

Premium Thermostat. 

045358 

180 

1995 

Coolant Temperature Sensor. 

74043 






1995 


-4-13788 

180 

1998-1995 

Economy Thermostat. 

♦13009 

195 









1995 


045788 

180 

1998-1995 

Premium Thermostat. 

♦45359 

195 









1995 

OE Type Thermostat 

♦13789 

195 

1998-1995 

Thermostat Gasket 

25138 










1995 

Premium Thermostat. 

♦45789 

195 

V-8 5.2 L CNG 







1997-1995 

Economy Thermostat. 

. 013006 

160 

1995 

Thermostat Gasket. 

25167 


1997-1995 

Premium Thermostat. 

045356 

160 

V-6 3.0 L 




1997-1995 

Economy Thermostat. 

. 013008 

180 

2000-1997 

Coolant Temperature Sensor. 

74172 






2000-1995 

OE Type Thermostat 

013868 

180 

1997-1995 

Premium Thermostat 

045358 

180 









2000-1995 


045868 

180 

1997-1995 

Economy Thermostat. 

♦13009 

195 









2000-1995 

OE Type Thermostat 

♦13869 

195 

1997-1995 

Premium Thermostat 

♦45359 

195 









2000-1995 

Premium Thermostat. 

♦45869 

195 

V-8 5.2 L LPG 







1998 

Economy Thermostat. 

. 013006 

160 

2000-1995 

Thermostat Gasket. 

25187 


1998 

Premium Thermostat. 

045356 

160 

1996-1995 

Coolant Temperature Sensor. 

74043 


1998 

Economy Thermostat. 

. 013008 

180 

V-6 3.3 L 




1998 

Premium Thermostat. 

045358 

180 

2007-2001 

Coolant Temperature Sensor. 

74189 






2007 

OE Type Thermostat 

♦14209 

195 

1998 

Economy Thermostat. 

♦13009 

195 









2007 


♦45209 

195 

1998 

Premium Thermostat. 

♦45359 

195 









2007 

Thermostat Seal. 

25288 


V-8 5.9 L 








1998-1995 

Coolant Temperature Sensor 

74093 


2006-2001 

OE Type Thermostat 

♦14789 

195 

1998-1995 

Economy Thermostat. 

. 013006 

160 

2006-2001 

Thermostat Seal. 

25295 


1998-1995 

Premium Thermostat. 

045356 

160 

2000-1998 

Coolant Temperature Sensor. 

74172 


1998-1995 

Economy Thermostat. 

. 013008 

180 

2000-1995 

OE Type Thermostat 

♦ 14209 

195 

1998-1995 

Premium Thermostat. 

. 045358 

180 

2000-1995 

Premium Thermostat . 

♦45209 

195 

1998-1995 

Economy Thermostat. 

. 013009 

195 

2000-1995 

Thermostat Gasket. 

25167 


1998-1995 

Premium Thermostat. 

♦45359 

195 

1997-1995 

Coolant Temperature Sensor. 

74043 


1998-1995 

Thermostat Gasket 

. 25138 


V-6 3.3 L CNG 



1 Jlh A|l 




1995 

OE Type Thermostat. 

♦14209 

195 

uaiiDer 




1995 

Premium Thermostat 

♦45209 

195 

4-Cyl 1.8 L 




1995 

Thermostat Gasket. 

25167 


2009-2008 

OE Type Thermostat; Engine 

♦15167 

170 






♦ OE Temperature ^Alternate Temperature 
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Thermostats for Passenger Cars and LightTrucks (1995 and Newer) 


Application 

Part 

Number 

Temp 

°F 

Application 


Part 

Number 

Temp 

°F 

Dodqe - Continued 



Dodge 

- Continued 



Caravan - Continued 

Charger - Continued | 

V-6 3.3 L FLEX 



V-8 5.7 L - 

Continued 



2007 OE Type Thermostat 

♦14209 

195 

2007-2006 

Coolant Temperature Sensor. 

74189 


2007 Premium Thermostat 

♦45209 

195 

2006 

Thermostat Seal 

25293 


2007 Thermostat Seal. 

25288 

V-8 5 7 1 FI FX 



2006-2005 OE Type Thermostat. 

♦14789 

195 

2012-2011 

OE Exact Thermostat 

❖48798 

180 


25295 


2012-2011 

OE Exact Thermostat 

= 48799 

190 


♦14789 

195 

2012-2011 

OE Exact Thermostat 

♦48792 

203 

2003-2001 Thermostat Seal. 

25295 

V-8 6.1 L 




2000-1998 OE Type Thermostat 

♦14209 

195 

2010-2006 

OE Exact Thermostat 

; 48798 

180 

2000-1998 Premium Thermostat 

♦45209 

25167 

195 

2010-2006 

OE Exact Thermostat 

❖48799 

190 

2010-2006 

OE Exact Thermostat 

♦48792 

203 

V-6 3.8 L 



2007-2006 

Coolant Temperature Sensor 

74189 


74172 


2006 

Thermostat Seal 

25293 


1999-1996 OE Type Thermostat 

. ♦14209 

195 

V-8 6.2 L 





♦45209 

195 

2016-2015 

OE Exact Thermostat 

48792 

203 

1999 Thermostat Gasket 

. 25167 

V-8 6.4 L 





25186 


2016-2015 

OE Exact Thermostat 

48792 

203 

1997-1996 Coolant Temperature Sensor. 

74043 


2014-2012 

OE Exact Thermostat 

; 48798 

180 

1997-1996 Thermostat Gasket. 

. 25167 


2014-2012 

OE Exact Thermostat 

❖48799 

190 





OE Exact Thermostat 

. ♦48792 

203 

Challenger 

2014-2012 

Colt I 

V-6 3.5 L 



2010-2009 OE Exact Thermostat. 

. ♦49108 

180 

4-Cyl 1.5 L 




2010-2009 Thermostat Seal. 

. 25299 


1995 

OE Type Thermostat. 

13869 

195 

V-6 3.6 L 



Dakota ! 

2015-2011 Integrated Housing Thermostat. 

. 49549 

203 

4-Cyl 2.5 L 

2002-1997 




V-8 5.7 L 

2016-2015 OE Exact Thermostat. 


Coolant Temperature Sensor 

. 74172 


. 48792 

203 

2002-1996 

Economy Thermostat. 

. ❖13006 

160 

2014-2009 OE Exact Thermostat. 

. '48798 

180 

2002-1996 

Premium Thermostat 

. -45356 

160 

2014-2009 OE Exact Thermostat. 

❖48799 

190 

2002-1996 

Economy Thermostat . .. 

. =13008 

180 

2014-2009 OE Exact Thermostat. 

♦48792 

203 

2002-1996 

Premium Thermostat 

-45358 

180 

V-8 6.1 L 


2002-1996 

Economy Thermostat 

♦13009 

195 

2010-2008 OE Exact Thermostat. 

❖48798 

180 

2002-1996 

Premium Thermostat 

♦45359 

195 

2010-2008 OE Exact Thermostat. 

. '48799 

190 

2002-1996 

Thermostat Gasket. 

. 25160 

2010-2008 OE Exact Thermostat. 

. ♦48792 

203 

1996-1995 


74043 


V-8 6.2 L 



1995 

OE Type Thermostat. 

. =13788 

180 

2016-2015 OE Exact Thermostat. 

48792 

203 

1995 

Premium Thermostat. 

❖45788 

180 

V-8 6.4 L 



1995 

OE Type Thermostat. 

♦ 13789 

195 

2016-2015 OE Exact Thermostat. 

48792 

203 

1995 

Premium Thermostat. 

♦45789 

195 

2014-2012 OE Exact Thermostat. 

. ❖48798 

180 

1995 

Thermostat Gasket. 

25167 

2014-2012 OE Exact Thermostat. 

. '48799 

190 

V-6 3.7 L 




2014-2012 OE Exact Thermostat. 

♦48792 

203 

2010-2004 

OE Type Thermostat. 

♦14369 

195 

2011 OE Exact Thermostat. 

48792 

203 

2007-2004 

Coolant Temperature Sensor. 

74172 


Charger 

V-6 3.9 L 




V-6 2.7 L 

2010-2006 Coolant Temperature Sensor. 



2003-1995 

Coolant Temperature Sensor. 

74093 


74189 


2003-1995 

Economy Thermostat. 

. ❖I 3006 

160 

2010-2006 OE Type Thermostat. 

♦ 14349 

192 

2003-1995 

Premium Thermostat . 

❖45356 

160 

2010-2006 Thermostat Seal 

25293 

2003-1995 

Economy Thermostat. 

❖13008 

180 

V-6 3 5 L 



2003-1995 

Premium Thermostat. 

❖45358 

180 

2010-2007 OE Exact Thermostat. 

♦49108 

180 

2003-1995 


♦13009 

195 

2010-2007 Thermostat Seal. 

25299 


2003-1995 


♦45359 

195 

2008-2006 Coolant Temperature Sensor. 

74189 


2003-1995 

Thermostat Gasket 

25138 

2006 OE Type Thermostat. 

♦14358 

180 

2003 


♦13356 

160 

2006 Housing Seal. 

25294 


2003 


♦13358 

180 

V-6 3.6 L 

2015-2011 Integrated Housing Thermostat 

49549 

203 

2003 

2003 

1997-1995 

OE Type Thermostat. 

OE Type Thermostat. 

OE Type Thermostat. 

♦ 13359 

. =13352 

. =13356 

195 

205 

160 

V-8 5.7 L 


2016-2015 OE Exact Thermostat. 

48792 

203 

1997-1995 

OE Type Thermostat. 

. =13358 

180 

2014-2006 OE Exact Thermostat. 

❖48798 

180 

1997-1995 

OE Type Thermostat. 

. ♦isssg 

195 

2014-2006 OE Exact Thermostat. 

❖48799 

190 

1997-1995 

OE Type Thermostat. 

. =13352 

205 

2014-2006 OE Exact Thermostat. 

♦48792 

203 
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Thermostats for Passenger Cars and LightTrucks (1995 and Newer) 


Application 


Part 

Number 

Temp 

°F 

Application 


Part 

Number 

Temp 

°F 

Dodqe 

- Continued 



Dodqe 

- Continued 



Dakota 

Continued 



Durango - Continued 1 

V-84.7L 




V-8 5.2 L - 

Continued 



2008-2000 

OE Type Thermostat. 

♦-14369 

195 

2000-1998 

Premium Thermostat. 

045356 

160 

2007-2000 

Coolant TemDerature Sensor 

74172 


2000-1998 

Economy Thermostat. 

013008 

180 

V-8 4.7 L FLEX 



2000-1998 

Premium Thermostat. 

045358 

180 

2010-2007 

OE Type Thermostat 

♦14369 

195 

2000-1998 


♦13009 

195 

V-8 5.2 L 




2000-1998 

Premium Thermostat. 

445359 

195 

1999-1995 

Coolant Temperature Sensor. 

74093 


2000-1998 


25138 


1999-1995 

Economy Thermostat. 

. -v-13006 

160 

V-8 5.7 L 




1999-1995 

Premium Thermostat. 

-45356 

160 

2017 

OE Exact Thermostat 

48792 

203 

1999-1995 

Economy Thermostat. 

. < 13008 

180 

2015 

OE Exact Thermostat 

48792 

203 

1999-1995 

Premium Thermostat. 

-• 45358 

180 

2014-2012 

OE Exact Thermostat 

048798 

180 

1999-1995 

Economy Thermostat. 

. 413009 

195 

2014-2011 

OE Exact Thermostat 

. 048799 

190 

1999-1995 

Premium Thermostat. 

445359 

195 

2014-2011 

OE Exact Thermostat 

. 448792 

203 

1999-1995 

Thermostat Gasket 

. 25138 


2009-2004 

OE Exact Thermostat 

❖48798 

180 

V-8 5.2 L CNG 



2009-2004 

OE Exact Thermostat 

048799 

190 

1996-1995 

Economy Thermostat. 

. -v-13006 

160 

2009-2004 

OE Exact Thermostat 

448792 

203 

1996-1995 

Premium Thermostat. 

0-45356 

160 

2007-2004 

Coolant Temperature Sensor. 

. 74189 


1996-1995 

Economy Thermostat. 

. 013008 

180 

V-8 5.7 L ELECTRIC/GAS 



1996-1995 

Premium Thermostat. 

. 045358 

180 

2009 

OE Exact Thermostat 

048798 

180 

1996-1995 

Economy Thermostat. 

. 413009 

195 

2009 

OE Exact Thermostat. 

❖48799 

190 

1996-1995 

Premium Thermostat. 

♦45359 

195 

2009 


♦48792 

203 

V-8 5.9 L 




V-8 5.9 L 




2003-1998 

Coolant Temperature Sensor. 

74093 


2003-1998 

Coolant Temperature Sensor. 

74093 


2003-1998 

Economy Thermostat. 

. 013006 

160 

2003-1998 

Economy Thermostat. 

. 013006 

160 

2003-1998 

Premium Thermostat 

045356 

160 

2003-1998 


❖45356 

160 

2003-1998 

Economy Thermostat. 

. 013008 

180 

2003-1998 

Economy Thermostat. 

. 013008 

180 

2003-1998 

Premium Thermostat. 

045358 

180 

2003-1998 


❖45358 

180 

2003-1998 

Economy Thermostat. 

. 413009 

195 

2003-1998 

Economy Thermostat. 

. 413009 

195 

2003-1998 

Premium Thermostat. 

. 445359 

195 

2003-1998 


♦45359 

195 

2003-1998 

Thermostat Gasket. 

25138 


2003-1998 


25138 


2003 

OE Type Thermostat. 

. 013356 

160 

Grand Caravan 



2003 

OE Type Thermostat. 

. 013358 

180 

4-Cyl 2.4 L 




2003 

OE Type Thermostat. 

413359 

195 

1997-1996 

OE Type Thermostat. 

414209 

195 

2003 

OE Type Thermostat. 

. 013352 

205 

1997-1996 

Premium Thermostat. 

♦45209 

195 

Dart 




1997-1996 

Thermostat Gasket. 

25167 


4-Cyl 1.4 L 




1997 

Coolant Temperature Sensor. 

74172 


2015 

Integrated Housing Thermostat. 

15387 

176 

1996 

Coolant Temperature Sensor. 

74043 


Durango 

V-6 3.0 L 




V-6 3.6 L 




2000-1997 

Coolant Temperature Sensor. 

74172 


2015-2011 


49569 

203 

2000-1995 

OE Type Thermostat. 

. 013868 

180 

V-6 3.7 L 




2000-1995 

Premium Thermostat. 

045868 

180 

2009-2004 

OE Type Thermostat. 

414369 

195 

2000-1995 

OE Type Thermostat 

413869 

195 

2007-2004 

Coolant Temperature Sensor. 

74172 


2000-1995 

Premium Thermostat. 

445869 

195 

V-6 3.9 L 




2000-1995 

Thermostat Gasket. 

25187 


1999-1998 

Coolant Temperature Sensor. 

74093 


1996-1995 


74043 


1999-1998 

Economy Thermostat. 

. 013006 

160 

V-6 3.3 L 




1999-1998 

Premium Thermostat. 

045356 

160 

2008-2007 

OE Type Thermostat 

414209 

195 

1999-1998 

Economy Thermostat. 

013008 

180 

2008-2007 

Premium Thermostat. 

445209 

195 

1999-1998 

Premium Thermostat. 

045358 

180 

2008-2007 

Thermostat Gasket. 

25167 


1999-1998 

Economy Thermostat. 

413009 

195 

2008-2007 

Thermostat Seal. 

25288 


1999-1998 

Premium Thermostat. 

♦45359 

195 

2007-2001 

Coolant Temperature Sensor. 

74189 


1998 

Thermostat Gasket 

25138 


2006-2001 

OE Type Thermostat 

. 414789 

195 

V-8 4.7 L 




2006-2001 

Thermostat Seal. 

. 25295 


2008-2000 

OE Type Thermostat 

414369 

195 

2000-1998 

Coolant Temperature Sensor. 

74172 


2007-2000 

Coolant Temperature Sensor. 

74172 


2000-1995 


♦14209 

195 

V-8 4.7 L FLEX 



2000-1995 

Premium Thermostat. 

445209 

195 

2009-2006 

OE Type Thermostat 

414369 

195 

2000-1995 

Thermostat Gasket 

25167 


V-8 5.2 L 




1997-1995 

Coolant Temperature Sensor. 

. 74043 


2000-1998 

Coolant Temperature Sensor. 

74093 






2000-1998 

Economy Thermostat. 

. 013006 

160 






♦ OE Temperature ^Alternate Temperature 
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Thermostats for Passenger Cars and LightTrucks (1995 and Newer) 


Application 


Part 

Number 

Temp 

°F 

Application 


Part 

Number 

Temp 

°F 

Dodqe 

- Continued 



Dodge 

- Continued 



Grand Caravan - Continued 

Intrepid 

- Continued 



V-6 3.3 L CNG 



V-6 3.5 L - 

Continued 



1996 

Coolant Temperature Sensor. 

74093 


1997-1995 

OE Type Thermostat. 

♦14209 

195 

1996 

OE Type Thermostat 

♦14209 

195 

1997-1995 

Premium Thermostat 

♦45209 

195 

1996 

Premium Thermostat 

♦45209 

195 

1997-1995 

Thermostat Gasket 

25186 


1996 

Thermostat Gasket. 

25167 


Journey 



V-6 3.3 L FLEX 



4-Cyl 2.4 L 




2010-2007 

OE Type Thermostat 

♦ 14209 

195 

2017 


15167 

170 

2010-2007 

Premium Thermostat 

♦45209 

195 

2016-2013 

OE Type Thermostat; Engine. 

15167 

170 

2010-2007 

Thermostat Seal 

25288 


2016-2009 


♦15122 

205 

2009-2007 

Thermostat Gasket. 

25167 


2012-2009 


♦15167 

170 

2006-2005 

OE Type Thermostat 

♦ 14789 

195 

V-6 3.5 L 




2006-2005 

Thermostat Seal 

25295 


2010-2009 


♦14209 

195 

2003-2001 

OE Type Thermostat 

. ♦ 14789 

195 

2010-2009 

Premium Thermostat. 

♦45209 

195 

2003-2001 

Thermostat Seal 

. 25295 


2010-2009 

Thermostat Gasket 

25167 


2000-1998 

OE Type Thermostat 

. ♦ 14209 

195 

2009 

Coolant Temperature Sensor; Lower. 

74189 


2000-1998 

Premium Thermostat 

♦45209 

195 

V-6 3.6 L 




2000-1998 

Thermostat Gasket. 

. 25167 


2015-2011 

Integrated Housing Thermostat. 

49559 

221 

V-6 3.6 L 




Magnum 



2015-2011 

Integrated Housing Thermostat 

49559 

221 

V-6 2.7 L 




V-6 3.8 L 




2008-2005 

Coolant Temperature Sensor. 

. 74189 


2010-2007 

OE Type Thermostat 

. ♦14209 

195 

2008-2005 


♦14349 

192 

2009-2007 

Premium Thermostat 

♦45209 

195 

2008-2005 


25293 

2009-1995 

Thermostat Gasket. 

. 25167 


V-6 3.5 L 




2007-2001 

Coolant Temperature Sensor. 

. 74189 


2008-2007 


♦49108 

180 

2006-2001 

OE Type Thermostat. 

. ♦ 14789 

195 

2008-2007 

Thermostat Seal 

25299 


2006-2001 

Thermostat Seal. 

. 25295 


2008-2005 


74189 


2000-1998 

Coolant Temperature Sensor. 

74172 


2006-2005 


♦14358 

180 

2000-1995 

OE Type Thermostat. 

. ♦14209 

195 

2006-2005 

Housing Seal. 

25294 


2000-1995 

Premium Thermostat. 

♦45209 

195 

V-8 5.7 L 




1997-1995 

Coolant Temperature Sensor. 

74043 


2008-2005 

OE Exact Thermostat 

❖48798 

180 

V-6 4.0 L 




2008-2005 

OE Exact Thermostat 

. -48799 

190 

2010-2008 

OE Type Thermostat. 

♦ 14209 

195 

2008-2005 

OE Exact Thermostat. 

. ♦48792 

203 

2009-2008 

Premium Thermostat. 

♦45209 

195 

2007-2005 

Coolant Temperature Sensor. 

. 74189 


2009-2008 

Thermostat Gasket. 

25167 


V-8 6.1 L 




2008 

Coolant Temperature Sensor. 

74189 


2008-2006 


448798 

180 

Intrepid 




2008-2006 

OE Exact Thermostat. 

. ❖48799 

190 

V-6 2.7 L 




2008-2006 

OE Exact Thermostat. 

♦48792 

203 

2004-2001 

Coolant Temperature Sensor. 

74189 


2007-2006 

Coolant Temperature Sensor. 

74189 


2004-1998 

OE Type Thermostat. 

♦14349 

192 

Neon 




2004-1998 

Thermostat Seal. 

25293 


4-Cyl 2.0 L 




2000-1998 

Coolant Temperature Sensor. 

74172 


2005-2000 


74172 


V-6 3.2 L 




2005-1995 

OE Type Thermostat. 

. ♦14209 

195 

2000-1998 

Coolant Temperature Sensor. 

74172 


2005-1995 


♦45209 

195 

2000-1998 

OE Type Thermostat 

♦ 14358 

180 

2005-1995 


25288 


2000-1998 

Housing Seal 

25294 


4-Cyl 2.4 L 




V-6 3.3 L 




2005-2003 

Coolant Temperature Sensor. 

74189 


1997-1995 

Coolant Temperature Sensor. 

74043 


2005-2003 

OE Type Thermostat. 

♦ 14209 

195 

1997-1995 

OE Type Thermostat 

♦14209 

195 

2005-2003 


♦45209 

195 

1997-1995 

Premium Thermostat 

♦45209 

195 

2005-2003 


25288 


1997-1995 

Thermostat Gasket. 

25186 


Nitro 




V-b 3.3 L FLEX 



V-6 3.7 L 




1995 

OE Type Thermostat 

♦ 14209 

195 

2011-2007 

OE Type Thermostat. 

♦ 14369 

195 

1995 

Premium Thermostat 

♦45209 

195 

2007 

Coolant Temperature Sensor. 

74172 


1995 

Thermostat Gasket. 

25186 


V-6 4.0 L 




V-6 3.5 L 




2011-2007 

OE Type Thermostat. 

♦14209 

195 

2004-2001 

Coolant Temperature Sensor. 

74189 


2011-2007 

Premium Thermostat 

♦45209 

195 

2004-2000 

OE Type Thermostat 

♦14358 

180 

2011 

Thermostat Seal. 

25270 

2004-2000 

Housing Seal. 

25294 


2009 

Thermostat Gasket 

25167 


2000 

Coolant Temperature Sensor. 

. 74172 


2008-2007 

Coolant Temperature Sensor 

74189 


1997-1995 

Coolant Temperature Sensor. 

. 74043 






♦ OE Temperature ❖Alternate Temperature 


262 




































































































Thermostats for Passenger Cars and LightTrucks (1995 and Newer) 


Application 


Part 

Number 

Temp 

°F 

Application 


Part 

Number 

Temp 

°F 

Dodqe 

- Continued 



Dodqe 

- Continued 



Ram 1500 

Ram 1500-Continued 1 

V-6 3.7 L 




V-10 8.3L 




2010-2002 

OE Type Thermostat. 

4-14369 

195 

2006-2004 

Coolant Temperature Sensor. 

74189 


2007-2002 

Coolant Temperature Sensor. 

74172 


2006-2004 

Heavy-Duty Thermostat 

-4-14536 

160 

V-6 3.9 L 




2006-2004 

Heavy-Duty Thermostat 

. 0*14537 

170 

2001-1995 

Coolant Temperature Sensor 

74093 


2006-2004 

Heavy-Duty Thermostat 

❖14538 

180 

2001-1995 

Economy Thermostat. 

. =13036 

160 

2006-2004 

Heavv-Dutv Thermostat 

414539 

190 

2001-1995 

Premium Thermostat. 

0-45356 

160 

Ram 1500 Van 



2001-1995 

Economy Thermostat. 

. 0-13008 

180 

V-6 3.9 L 




2001-1995 

Premium Thermostat. 

0-45358 

180 

2003-1999 

Coolant Temperature Sensor. 

74093 


2001-1995 

Economy Thermostat. 

413009 

195 

2003-1999 

Economy Thermostat. 

. =13006 

160 

2001-1995 

Premium Thermostat. 

445359 

195 

2003-1999 

Premium Thermostat. 

= 45356 

160 

2001-1995 

Thermostat Gasket 

. 25138 


2003-1999 

Economy Thermostat. 

. =13008 

180 

1997-1995 

OE Type Thermostat 

. 0-13356 

160 

2003-1999 


❖45358 

180 

1997-1995 

OE Type Thermostat 

. 0-13358 

180 

2003-1999 

Economy Thermostat. 

. 413009 

195 

1997-1995 

OE Type Thermostat 

. 413359 

195 

2003-1999 


♦45359 

195 

1997-1995 

OE Type Thermostat 

. 0-13352 

205 

2003-1999 


25138 


V-84.7L 




1999 

OE Type Thermostat 

. =13356 

160 

2009 

OE Type Thermostat 

. 414369 

195 

1999 

OE Type Thermostat. 

. =13358 

180 

2008 

OE Type Thermostat 

. 414349 

192 

1999 

OE Type Thermostat. 

. 413359 

195 

2007-2002 

Coolant Temperature Sensor.. 

. 74172 


1999 

OE Type Thermostat. 

. 0*13352 

205 

2007-2002 

OE Type Thermostat. 

414369 

195 

1997 

Economy Thermostat. 

. =13006 

160 

V-8 4.7 L FLEX 



1997 

OE Type Thermostat. 

. 0*13356 

160 

2010-2009 

OE Type Thermostat. 

414369 

195 

1997 


❖45356 

160 

2008 

OE Type Thermostat. 

414349 

192 

1997 

Economy Thermostat. 

. 0*13008 

180 

2007-2004 

OE Type Thermostat. 

. 414369 

195 

1997 

OE Type Thermostat. 

. 0*13358 

180 

V-8 5.2 L 




1997 

Premium Thermostat. 

=45358 

180 

2001-1995 

Coolant Temperature Sensor. 

. 74093 


1997 

Economy Thermostat. 

. 413009 

195 

2001-1995 

Economy Thermostat. 

. 0-13006 

160 

1997 

OE Type Thermostat. 

413359 

195 

2001-1995 

Premium Thermostat. 

. 045356 

160 

1997 

Premium Thermostat. 

445359 

195 

2001-1995 

Economy Thermostat. 

. 0-13008 

180 

1997 

OE Type Thermostat 

. =13352 

205 

2001-1995 

Premium Thermostat. 

. 045358 

180 

V-8 5.2 L 




2001-1995 

Economy Thermostat. 

413009 

195 

2003-1999 

Coolant Temperature Sensor. 

74093 


2001-1995 

Premium Thermostat. 

445359 

195 

2003-1999 

Thermostat Gasket. 

25138 


2001-1995 

Thermostat Gasket. 

25138 




❖1 Wifi 

160 

V-8 5.2 L CNG 



2003-1998 

Premium Thermostat. 

. v IOUUO 

= 45356 

160 

1997-1995 

Economy Thermostat. 

. 0-13006 

160 

2003-1998 

Economy Thermostat. 

. =13008 

180 

1997-1995 

Premium Thermostat. 

0-45356 

160 

2003-1998 

Premium Thermostat. 

= 45358 

180 

1997-1995 

Economy Thermostat. 

. 0-13008 

180 

2003-1998 

Economy Thermostat. 

413009 

195 

1997-1995 

Premium Thermostat. 

. 0-45358 

180 

2003-1998 

Premium Thermostat. 

445359 

195 

1997-1995 

Economy Thermostat. 

413009 

195 

1996-1995 

Economy Thermostat. 

. =13006 

160 

1997-1995 

Premium Thermostat. 

445359 

195 

1996-1995 

Premium Thermostat. 

0*45356 

160 

V-8 5.7 L 




1996-1995 

Economy Thermostat. 

. =13008 

180 

2010-2003 

OE Exact Thermostat 

❖48798 

180 









1996-1995 

Premium Thermostat. 

❖45358 

180 

2010-2003 

OE Exact Thermostat 

❖48799 

190 









1996-1995 

Economy Thermostat. 

413009 

195 

2010-2003 

OE Exact Thermostat 

♦48792 

203 









1996-1995 

Premium Thermostat .. .. 

♦45359 

195 

2007-2004 

Coolant Temperature Sensor. 

74189 


V-8 5.9 L 




2003 

Coolant Temperature Sensor. 

74172 


2003-1999 

Coolant Temperature Sensor. 

. 74093 


V-8 5.9 L 




2003-1999 

Economy Thermostat .. 

. 0*13006 

160 

2003-1995 


74093 










2003-1999 

Premium Thermostat. 

❖45356 

160 

2003-1995 


❖13006 

160 









2003-1999 

Economy Thermostat. 

. 0*13008 

180 

2003-1995 

Premium Thermostat. 

. =45356 

160 

2003-1999 

Premium Thermostat. 

= 45358 

180 

2003-1995 


❖13008 

180 









2003-1999 

Economy Thermostat. 

. 413009 

195 

2003-1995 


❖45358 

180 









2003-1999 

Premium Thermostat. 

♦45359 

195 

2003-1995 


♦13009 

195 









2003-1999 

Thermostat Gasket. 

25138 


2003-1995 

Premium Thermostat. 

445359 

195 




2003-1995 

Thermostat Gasket 

25138 


Kam zouu 



2003 

OE Type Thermostat 

0-13356 

160 

6-Cyl 5.9 L 








2007-2004 

Coolant Temperature Sensor. 

. 74169 


2003 

OE Type Thermostat 

0-13358 

180 









2002-1999 

Coolant Temperature Sensor. 

. 74169 


2003 

OE Type Thermostat 

413359 

195 









1996-1995 

Coolant Temperature Sensor. 

74093 


2003 

OE Type Thermostat. 

. 0-13352 

205 






♦ OE Temperature ^Alternate Temperature 
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Thermostats for Passenger Cars and LightTrucks (1995 and Newer) 


Application 


Part 

Number 

Temp 

°F 

Application 


Part 

Number 

Temp 

°F 

Dodqe 

- Continued 



Dodqe 

- Continued 



Ram 2500 - Continued 

Ram 2500 Van - Continued 1 

6-Cyl 5.9 L DIESEL 



V-6 3.9 L - 

Continued 



2009-1998 

OE Type Thermostat 

♦14289 

190 

2001 

Economy Thermostat. 

. -0-13008 

180 

2007-1998 

OE Type Thermostat 

014288 

180 

2001 

Premium Thermostat. 

045358 

180 

1998-1995 

OE Type Thermostat 

♦14248 

180 

2001 

Economy Thermostat. 

♦13009 

195 

1998-1995 

Thermostat Seal; Lower. 

25291 


2001 

Premium Thermostat. 

♦45359 

195 

1998-1995 

Thermostat Seal; Upper. 

25292 


2001 

Thermostat Gasket 

25138 


6-Cyl 6.7 L 




V-8 5.2 L 




2010-2007 

Coolant Temoerature Sensor 

74169 


2003-1999 

Coolant Temperature Sensor. 

74093 


6-Cyl 6.7 L DIESEL 



2003-1999 

Thermostat Gasket 

25138 


2010-2009 

OE Exact Thermostat. 

049218 

180 

2003-1996 

Economy Thermostat. 

. 013006 

160 

2010-2009 

OE Exact Thermostat. 

049219 

190 

2003-1996 


045356 

160 

2010-2009 

OE Exact Thermostat. 

♦49212 

200 

2003-1996 

Economy Thermostat. 

. 013008 

180 

2008-2007 

OE Type Thermostat 

♦14289 

190 

2003-1996 


<>45358 

180 

V-8 5.2 L 




2003-1996 

Economy Thermostat. 

. ♦ 13009 

195 

2001-1995 

Economy Thermostat 

♦ 13009 

195 

2003-1996 

Premium Thermostat. 

. 045359 

195 

2001-1995 

Premium Thermostat 

♦45359 

195 

V-8 5.2 L CNG 



2001-1995 

Thermostat Gasket. 

25138 


2003-1999 


>13006 

160 

1996-1995 

Coolant Temperature Sensor. 

74093 


2003-1999 


>45356 

160 

1996-1995 

Economy Thermostat 

013006 

160 

2003-1999 

Economy Thermostat ... 

013008 

180 

1996-1995 

Premium Thermostat 

045356 

160 

2003-1999 

Premium Thermostat 

>45358 

180 

1996-1995 

Economy Thermostat 

013008 

180 

2003-1999 


>13009 

195 

1996-1995 

Premium Thermostat 

045358 

180 

2003-1999 

Premium Thermostat 

>45359 

195 

V-8 5.2 L CNG 



V-8 5.2 L LPG 



1996-1995 

Economy Thermostat 

013006 

160 

2000-1999 

Economy Thermostat. 

. 013006 

160 

1996-1995 

Premium Thermostat 

045356 

160 

2000-1999 

Premium Thermostat. 

>45356 

160 

1996-1995 

Economy Thermostat. 

013008 

180 

2000-1999 

Economy Thermostat. 

. 013008 

180 

1996-1995 

Premium Thermostat. 

045358 

180 

2000-1999 

Premium Thermostat. 

>45358 

180 

1996-1995 

Economy Thermostat. 

♦ 13009 

195 

2000-1999 

Economy Thermostat. 

. ♦13009 

195 

1996-1995 

Premium Thermostat. 

♦45359 

195 

2000-1999 

Premium Thermostat 

>45359 

195 

1996-1995 

Thermostat Gasket. 

25138 


V-8 5.9 L 




V-8 5.7 L 




2003-1999 

Coolant Temperature Sensor. 

74093 


2010-2003 

OE Exact Thermostat. 

048798 

180 

2003-1999 

Economy Thermostat. 

. 013006 

160 

2010-2003 

OE Exact Thermostat. 

0 48799 

190 

2003-1999 


>45356 

160 

2010-2003 

OE Exact Thermostat. 

♦48792 

203 

2003-1999 

Economy Thermostat. 

. 013008 

180 

2007-2004 

Coolant Temperature Sensor. 

74189 


2003-1999 


>45358 

180 

2003 

Coolant Temperature Sensor. 

74172 


2003-1999 


>13009 

195 

V-8 5.9 L 




2003-1999 

Premium Thermostat. 

♦45359 

195 

2002-1995 

Coolant Temperature Sensor. 

74093 


2003-1999 


25138 


2002-1995 

Economy Thermostat. 

013006 

160 

Ram 3500 



2002-1995 

Premium Thermostat. 

045356 

160 

6-Cyl 5.9 L 




2002-1995 

Economy Thermostat 

013008 

180 

2007-2004 

Coolant Temperature Sensor. 

74169 


2002-1995 

Premium Thermostat 

045358 

180 

2002-1999 

Coolant Temperature Sensor 

74169 


2002-1995 

Economy Thermostat 

♦ 13009 

195 

1996-199.6 


740Q3 


2002-1995 

Premium Thermostat 

♦45359 

195 

6-Cyl 5.9 L 

DIESEL 



2002-1995 

Thermostat Gasket. 

25138 


2007-1998 


>14288 

180 

V-10 8.0L 




2007-1998 

OE Type Thermostat. 

♦ 14289 

190 

2003-1995 

Coolant Temperature Sensor. 

74093 


1998-1995 

OE Type Thermostat. 

♦14248 

180 

2003-1995 

Heavy-Duty Thermostat. 

014536 

160 

1998-1995 


25291 


2003-1995 

Heavy-Duty Thermostat. 

014537 

170 

1998-1995 

Thermostat Seal; Upper 

25292 


2003-1995 

Heavy-Duty Thermostat. 

014538 

180 

6-Cyl 6.7 L 




2003-1995 

Heavy-Duty Thermostat. 

♦14539 

190 

2010-2007 


74169 


2003-1995 

Thermostat Gasket; 3 1/4" x 3 1/2" Gasket Material 

25103 


6-Cyl 6.7 L 

DIESEL 



2003-1995 

Thermostat Gasket; 4" x 6" Gasket Material. 

25104 


2010-2009 

OE Exact Thermostat 

049218 

180 

2000-1995 

Thermostat Seal. 

25020 


2010-2009 


>49219 

190 

Ram 2500 Van 



2010-2009 

OE Exact Thermostat 

♦49212 

200 

V-6 3.9L 




2008-2007 

OE Type Thermostat. 

♦ 14289 

190 

2001 

Coolant Temperature Sensor. 

74093 


V-8 5.7 L 




2001 

Economy Thermostat 

013006 

160 

2009-2003 

OE Exact Thermostat 

. 048798 

180 

2001 

Premium Thermostat 

045356 

160 

2009-2003 

OE Exact Thermostat 

. = 48799 

190 





2009-2003 

OE Exact Thermostat 

. 048792 

203 


♦ OE Temperature <> Alternate Temperature 


264 












































































































Thermostats for Passenger Cars and LightTrucks (1995 and Newer) 


Application 


Part 

Number 

Temp 

°F 

Application 


Part 

Number 

Temp 

°F 

Dodqe 

- Continued 



Dodqe 

- Continued 



Ram 3500 - Continued 

Ram 3500 Van - Continued | 

V-8 5.7L- 

Continued 



V-8 5.9 L - 

Continued 



2007-2004 

Coolant Temperature Sensor. 

74189 


2003-1999 

Thermostat Gasket. 

25138 


2003 

Coolant Temperature Sensor. 

74172 


1997 

Economy Thermostat. 

•443006 

160 

V-8 5.9 L 




1997 

Premium Thermostat. 

445356 

160 

2002-1995 

Coolant Temperature Sensor 

74093 


1997 


❖13008 

180 

2002-1995 

Economy Thermostat. 

013006 

160 

1997 

Premium Thermostat. 

445358 

180 

2002-1995 

Premium Thermostat. 

045356 

160 

1997 

Economy Thermostat. 

. 413009 

195 

2002-1995 

Economy Thermostat. 

013008 

180 

1997 


❖45359 

195 

2002-1995 

Premium Thermostat. 

045358 

180 

Spirit 




2002-1995 

Economy Thermostat. 

♦13009 

195 

4-Cyl 2.5 L 




2002-1995 

Premium Thermostat. 

♦45359 

195 

1995 

Coolant Temperature Sensor. 

74043 


2002-1995 

Thermostat Gasket 

25138 


1995 

OE Type Thermostat 

. 413788 

180 

V-10 8.0L 




1995 

Premium Thermostat. 

445788 

180 

2003-1995 

Coolant Temperature Sensor. 

74093 


1995 


❖13789 

195 

2003-1995 

Heavy-Duty Thermostat 

014536 

160 

1995 


❖45789 

195 

2003-1995 

Heavy-Duty Thermostat 

014537 

170 

1995 


25167 

2003-1995 

Heavy-Duty Thermostat 

014538 

180 

V-6 3.0 L 




2003-1995 

Heavy-Duty Thermostat 

♦14539 

190 

1995 


74043 


2003-1995 

Thermostat Gasket; 3 1/4" x 3 1/2" Gasket Material 

25103 


1995 

OE Type Thermostat 

. 413868 

180 

2003-1995 

Thermostat Gasket; 4" x 6" Gasket Material 

25104 


1995 

Premium Thermostat . 

❖45868 

180 

2000-1995 

Thermostat Seal. 

25020 


1995 

OE Type Thermostat. 

. 413869 

195 

Ram 3500 Van 



1995 

Premium Thermostat. 

♦45869 

195 

V-8 5.2 L 




1995 

Thermostat Gasket. 

. 25187 


2003-1999 

Coolant Temperature Sensor. 

74093 


Sprinter 2500 

2003-1999 

Economy Thermostat. 

013006 

160 

5-Cyl 2.7 L 




2003-1999 

Premium Thermostat. 

045356 

160 

2006-2003 

Coolant Temperature Sensor. 

74085 


2003-1999 

Economy Thermostat. 

013008 

180 

5-Cyl 2.7 L DIESEL 



2003-1999 

Premium Thermostat. 

045358 

180 

2006-2003 

Inteqrated Housinq Thermostat. 

❖49258 

189 

2003-1999 

Economy Thermostat. 

♦13009 

195 

V-6 3.0 L 




2003-1999 

Premium Thermostat. 

♦45359 

195 

2009-2007 

Coolant Temperature Sensor. 

. 74157 


2003-1999 

Thermostat Gasket. 

25138 


V-6 3.5 L 




1996 


❖13006 

160 

2008-2007 

Coolant Temperature Sensor. 

. 74157 


1996 


❖45356 

160 

2008-2007 

Intearated Housina Thermostat. 

. 49452 

212 

1996 

Economy Thermostat. 

013008 

180 

Sprinter 3500 



1996 

Premium Thermostat. 

045358 

180 

5-Cyl 2.7 L 




1996 

Economy Thermostat. 

♦13009 

195 

2006-2003 

Coolant Temoerature Sensor. 

. 74085 


1996 

Premium Thermostat. 

♦45359 

195 

5-Cyl 2.7 L DIESEL 



V-8 5.2 L CNG 



2006-2003 

Integrated Housing Thermostat. 

. 449258 

189 

2003-1999 

Economy Thermostat. 

013006 

160 

V-6 3.0 L 




2003-1999 


❖45356 

160 

2009-2007 

Coolant Temperature Sensor. 

. 74157 


2003-1999 

Economy Thermostat. 

013008 

180 

V-6 3.5 L 




2003-1999 

Premium Thermostat. 

045358 

180 

2008-2007 

Coolant Temperature Sensor 

. 74157 


2003-1999 

Economy Thermostat. 

♦13009 

195 

2008-2007 

Integrated Housing Thermostat. 

49452 

212 

2003-1999 

Premium Thermostat 

♦45359 

195 

Stealth 




V-8 5.2 L LPG 



V-6 3.0 L 




2000-1999 

Economy Thermostat. 

013006 

160 

1996-1995 

Coolant Temperature Sensor. 

. 74020 


2000-1999 

Premium Thermostat. 

045356 

160 

1996-1995 

OE Exact Thermostat. 

. ♦48217 

170 

2000-1999 

Economy Thermostat. 

013008 

180 

1996-1995 

OE Type Thermostat. 

. 414127 

170 

2000-1999 

Premium Thermostat. 

045358 

180 

1996-1995 

OE Type Thermostat. 

. 414128 

180 

2000-1999 

Economy Thermostat. 

♦13009 

195 

1996-1995 

Thermostat Gasket. 

. 25187 


2000-1999 

Premium Thermostat. 

♦45359 

195 

1996-1995 

Thermostat Seal. 

25283 


V-8 5.9 L 




Stratus 




2003-1999 

Coolant Temperature Sensor 

74093 


4-Cyl 2.0 L 




2003-1999 

Economy Thermostat. 

013006 

160 

2000-1997 


74172 


2003-1999 

Premium Thermostat. 

045356 

160 

2000-1995 


❖14209 

195 

2003-1999 

Economy Thermostat. 

013008 

180 

2000-1995 

Premium Thermostat 

❖45209 

195 

2003-1999 

Premium Thermostat. 

045358 

180 

2000-1995 

Thermostat Seal 

25288 


2003-1999 

Economy Thermostat. 

♦13009 

195 

1996-1995 

Coolant Temperature Sensor. 

74043 


2003-1999 

Premium Thermostat. 

♦45359 

195 






♦ OE Temperature ^Alternate Temperature 
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Thermostats for Passenger Cars and LightTrucks (1995 and Newer) 


Application 


Part 

Number 

Temp 

°F 

Application 


Part 

Number 

Temp 

°F 

Dodqe 

- Continued 



Eagle 

Continued 



Stratus 

Continued 



Summit 

- Continued 



4-Cyl 2.4 L 




4-Cyl 1.8 L 




2006-2001 

Coolant Temperature Sensor. 

74189 


1996-1995 

Coolant Temperature Sensor. 

74020 


2006-1995 

OE Type Thermostat 

♦14209 

195 

1996-1995 

OE Type Thermostat. 

444077 

170 

2006-1995 

Premium Thermostat 

♦45209 

195 

1996-1995 

OE Exact Thermostat 

♦48168 

180 

2006-1995 

Thermostat Seal. 

25288 


1996-1995 

OE Type Thermostat. 

♦14078 

180 

2005-2001 

Coolant Temperature Sensor. 

74020 


1996-1995 

Thermostat Seal 

25286 


2005-2001 

OE Exact Thermostat. 

♦48239 

180 

4-Cyl 2.4 L 




2005-2001 


♦14389 

190 

1996-1995 

Coolant Temperature Sensor. 

74020 


2005-2001 


25286 


1996-1995 

OE Type Thermostat. 

. 414077 

170 

2000-1997 

Coolant Temperature Sensor. 

74172 


1996-1995 

OE Exact Thermostat 

♦48168 

180 

1996-1995 

Coolant Temperature Sensor. 

. 74043 


1996-1995 

OE Type Thermostat. 

♦14078 

180 

V-6 2.5 L 




1996-1995 

Thermostat Seal 

25286 


2000-1997 

Coolant Temperature Sensor. 

. 74172 


Talon | 

2000-1995 

OE Type Thermostat 

. *14127 

170 

4-Cyl 2.0 L 




2000-1995 

OE Type Thermostat 

. ♦14128 

180 

1998-1997 

Coolant Temperature Sensor. 

74020 


2000-1995 

Thermostat Seal 

. 25283 


1998-1997 

OE Exact Thermostat 

♦48168 

180 

1996-1995 

Coolant Temperature Sensor. 

. 74043 


1998-1995 

OE Type Thermostat. 

414077 

170 

V-6 2.7 L 




1998-1995 

OE Type Thermostat. 

. ♦14078 

180 

2006-2002 

Thermostat Seal. 

. 25293 


1998-1995 

OE Type Thermostat. 

. ♦ 14209 

195 

2006-2001 

Coolant Temperature Sensor. 

. 74189 


1998-1995 


♦45209 

195 

2006-2001 

OE Type Thermostat. 

♦14349 

192 

1998-1995 

Thermostat Gasket. 

. 25167 


V-6 2.7 L FLEX 



1998-1995 

Thermostat Seal. 

. 25286 


2006-2003 

OE Type Thermostat 

♦14349 

192 

1998-1995 


25288 


2006-2003 

Thermostat Seal. 

25293 


1997 


74172 


V-6 3.0 L 




1996-1995 

Coolant Temperature Sensor. 

74043 


2005-2001 

Coolant Temperature Sensor. 

. 74020 


X/icinn 




2005-2001 

OE Type Thermostat. 

. 4-14127 

170 

V-6 3.3 L 




2005-2001 

OE Type Thermostat. 

. ♦ 14128 

180 

1997-1995 

Coolant Temperature Sensor. 

74043 


2005-2001 

Thermostat Seal. 

. 25283 


1997-1995 

OE Type Thermostat. 

♦14209 

195 

SX2.0 

1997-1995 

Premium Thermostat. 

♦45209 

195 

4-Cyl 2.0 L 




1997-1995 

Thermostat Gasket. 

25186 


2005-2003 

Coolant Temperature Sensor. 

74172 


V-6 3.5 L 




2005-2003 

OE Type Thermostat. 

. ♦14209 

195 

1997-1995 

Coolant Temperature Sensor. 

74043 


2005-2003 

Premium Thermostat. 

♦45209 

195 

1997-1995 

OE Type Thermostat. 

♦ 14209 

195 

2005-2003 

Thermostat Seal. 

25288 


1997-1995 


♦45209 

195 

Viper 

1997-1995 

Thermostat Gasket 

25186 


V-10 8.0L 




Fiat 







180 

190 





2002-1995 


♦15229 

500 | 

2002-1995 

Thermostat Seal. 

25020 


4-Cyl 1.4 L 








2015-2013 

Integrated Housing Thermostat. 

15387 

176 

1996-1995 


74043 






V-10 8.3L 




Ford 

2006-2003 

Coolant Temperature Sensor. 

74189 


Aerostar ; 

2006-2003 

Heavy-Duty Thermostat. 

. 4-15228 

180 

V-6 3.0 L 




2006-2003 


♦15229 

190 

1997-1995 

Economy Thermostat. 

. 413006 

160 

V-10 8.4L 




1997-1995 

Premium Thermostat 

--45356 

160 

2017-2015 


14538 

180 

1997-1995 

Economy Thermostat. 

. 413008 

180 

2017-2015 


15229 

190 

1997-1995 

Premium Thermostat 

--45358 

180 

2010-2008 

Heavy-Duty Thermostat. 

4-15228 

180 

1997-1995 

Economy Thermostat. 

♦ 13009 

195 

2010-2008 


♦15229 

190 

1997-1995 

Premium Thermostat 

♦45359 

195 

2008 


74189 


1997-1995 

Thermostat Gasket 

25138 


Eagle 




1995 

OE Type Thermostat. 

. 413356 

160 





1995 

OE Type Thermostat. 

. 413358 

180 

oummii 




1995 


♦1335Q 

195 

4-Cyl 1.5 L 






1996-1995 

OE Type Thermostat 

. 4-13868 

180 

1995 

OE Type Thermostat. 

. 413352 

205 

1996-1995 

Premium Thermostat 

4-45868 

180 

V-6 4.0 L 








1997-1995 

OE Type Thermostat . 

♦13958 

180 

1996-1995 

OE Type Thermostat 

♦13869 

195 





1996-1995 

Premium Thermostat 

♦45869 

195 

1997-1995 

Premium Thermostat. 

445368 

180 





1997-1995 

OE Type Thermostat . 

♦13959 

195 

1996-1995 

Thermostat Gasket. 

. 25187 







♦ OE Temperature <> Alternate Temperature 
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Thermostats for Passenger Cars and LightTrucks (1995 and Newer) 


Application 


Part 

Number 

Temp 

°F 

Application 


Part 

Number 

Temp 

°F 

Ford - 

Continued 



Ford- 

Continued 



Aerostar - Continued 

Contour 

- Continued 



V-64.0L- 

Continued 



4-Cyl 2.0 L 

- Continued 



1997-1995 

Premium Thermostat. 

♦45369 

195 

2000 

Coolant Temperature Sensor. 

74107 


1997-1995 

Thermostat Seal 

25279 


1999 

Coolant Temperature Sensor; Clip In Style; From 

74107 


Aspire 




1999 

03/05/1999 

Coolant Temperature Sensor; O-Ring Seal At Top Of 

74057 


4-Cyl 1.3 L 





Threads; From 28/10/1998 



1997-1995 

Coolant Temperature Sensor 

74027 


1998-1997 

Coolant Temperature Sensor. 

74057 


1997-1995 

OE Type Thermostat 

4-13868 

180 

4-Cyl 2.0 L BI-FUEL 



1997-1995 

Premium Thermostat. 

445868 

180 

2000-1996 

OE Type Thermostat 

413978 

180 

1997-1995 

OE Type Thermostat 

♦13869 

195 

2000-1996 


445978 

180 

1997-1995 

Premium Thermostat. 

♦45869 

195 

2000-1996 

OE Type Thermostat 

♦13979 

195 

1997-1995 

Thermostat Gasket 

25168 


2000-1996 


♦45979 

195 

Bronco 

2000-1996 

Thermostat Seal. 

25279 


V-8 5.0L 




V-6 2.5 L 




1996-1995 

Economy Thermostat. 

413006 

160 

2000-1997 

OE Type Thermostat. 

414138 

180 

1996-1995 

Premium Thermostat. 

445356 

160 

2000-1997 

OE Type Thermostat. 

♦14139 

188 

1996-1995 

Economy Thermostat. 

413008 

180 

2000-1995 

Thermostat Seal.. . 

25290 


1996-1995 

Premium Thermostat. 

445358 

180 

1996-1995 

OE Type Thermostat 

♦14138 

180 

1996-1995 

Economy Thermostat. 

♦13009 

195 

1996-1995 

OE Type Thermostat. 

414139 

188 

1996-1995 

Premium Thermostat.. .. 

♦45359 

195 

Courier 

1996-1995 

Thermostat Gasket 

25150 


4-Cyl 1.6 L 




V-8 5.8 L 




2008-2002 

OE Type Thermostat. 

♦14138 

180 

1996-1995 

Economy Thermostat. 

413006 

160 

2008-2002 

OE Type Thermostat. 

♦14139 

188 

1996-1995 

Premium Thermostat. 

445356 

160 

Crown Victoria j 

1996-1995 

Economy Thermostat. 

413008 

180 

V-8 4.6 L 




1996-1995 

Premium Thermostat. 

445358 

180 

2011-2007 

Coolant Temperature Sensor. 

74168 


1996-1995 

Economy Thermostat. 

♦13009 

195 

2011 

OE Type Thermostat. 

♦13779 

195 

1996-1995 

Premium Thermostat. 

♦45359 

195 

2011 

Thermostat Seal. 

25290 


1996-1995 

Thermostat Gasket. 

25150 


2008-1996 


413778 

180 

Club Wagon 

2008-1996 

Premium Thermostat. 

445778 

180 

V-8 5.4 L 




2008-1996 

Premium Thermostat. 

♦45779 

192 

1998-1997 

OE Type Thermostat. 

413778 

180 

2008-1996 

OE Type Thermostat 

♦13779 

195 

1998-1997 

Premium Thermostat. 

♦45779 

192 

2008-1995 

Thermostat Seal. 

25290 


1998-1997 

OE Type Thermostat. 

♦13779 

195 

2006-1998 

Coolant Temperature Sensor; Cylinder Head 

74168 


1998-1997 

Thermostat Seal. 

25290 


1995 

OE Type Thermostat 

413398 

180 

V-8 5.8 L 




1995 

Premium Thermostat. 

445398 

180 

1996-1995 

Economy Thermostat. 

413006 

160 

1995 

OE Type Thermostat 

♦13399 

195 

1996-1995 

Premium Thermostat. 

445356 

160 

1995 

Premium Thermostat. 

♦45399 

195 

1996-1995 

Economy Thermostat. 

413008 

180 

V-8 4.6 L CNG 



1996-1995 

Premium Thermostat. 

445358 

180 

2005-1996 

OE Type Thermostat 

413778 

180 

1996-1995 

Economy Thermostat. 

♦13009 

195 

2005-1996 

Premium Thermostat. 

445778 

180 

1996-1995 

Premium Thermostat. 

♦45359 

195 

2005-1996 


♦45779 

192 

1996-1995 

Thermostat Gasket 

25150 


2005-1996 

OE Type Thermostat 

♦13779 

195 

C-Max 

2005-1996 

Thermostat Seal. 

25290 


4-Cyl 2.0 L 




V-8 4.6 L FLEX 



2017-2016 

Thermostat Seal 

25300 


2011-2006 

OE Type Thermostat 

♦13779 

195 

2017-2014 

OE Exact Thermostat 

49229 

188 

2011-2006 

Thermostat Seal. 

25290 


2017 

Coolant Temperature Sensor. 

74107 


2009-2006 

OE Type Thermostat 

413778 

180 

2016-2013 

Coolant Temperature Sensor; Cooling System. 

74107 


2009-2006 

Premium Thermostat. 

445778 

180 

2014-2013 

Thermostat Seal 

25300 


2009-2006 


♦45779 

192 

4-Cyl 2.0 L ELECTRIC/GAS 



E-150 





Ub Exact 1 hermostat. 

♦49229 

188 

V-6 4.2 L 




2013 

OE Exact Thermostat 

449238 

190 

2003 

OE Type Thermostat 

♦14989 

192 

Contour 



2003 

Thermostat Gasket. 

25138 


4-Cyl 2.0 L 




V-8 4.6 L 




2000-1995 

OE Type Thermostat. 

413978 

180 

2014-2005 

Coolant Temperature Sensor. 

74168 


2000-1995 

Premium Thermostat. 

445978 

180 

2014 

OE Type Thermostat. 

14989 

192 

2000-1995 

OE Type Thermostat 

♦13979 

195 

2014 

OE Type Thermostat. 

13779 

195 

2000-1995 

Premium Thermostat. 

♦45979 

195 

2014 

Thermostat Seal. 

25290 


2000-1995 

Thermostat Seal 

25279 


2008-2003 

OE Type Thermostat 

413778 

180 










♦ OE Temperature ^Alternate Temperature 
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Thermostats for Passenger Cars and LightTrucks (1995 and Newer) 


Application 

Part 

Number 

Temp 

°F 

Application 

Part 

Number 

Temp 

°F 

Ford - 

Continued 



Ford- 

Continued 



E-150 - 

Continued 



E-150 Club Wagon - Continued i 

V-84.6L 

Continued 



V-8 4.6 L - 

Continued 



2008-2003 

Premium Thermostat 

445778 

180 

2005 

Coolant Temperature Sensor. 

74168 


2008-2003 

Premium Thermostat 

♦45779 

192 

2004-2003 

Coolant Temperature Sensor; Cylinder Head. 

74168 


2008-2003 

OE Type Thermostat 

♦13779 

195 

V-8 5.4 L 




2008-2003 


25290 


2005-2003 

OE Type Thermostat. 

... 413778 

180 

2004-2003 


74168 


2005-2003 

Premium Thermostat. 

445778 

180 

V-84.6L 

-LEX 



2005-2003 

Premium Thermostat. 

♦45779 

192 

2013-2012 

OE Type Thermostat 

... 413778 

180 

2005-2003 

OE Type Thermostat. 

♦13779 

195 

2013-2012 

Premium Thermostat 

445778 

180 

2005-2003 

Thermostat Seal 

25290 


2013-2009 

Premium Thermostat 

♦45779 

192 

2005 

Coolant Temperature Sensor. 

74168 


2013-2009 

OE Type Thermostat 

♦13779 

195 

2004 

Coolant Temperature Sensor; Cylinder Head. 

74168 


2013-2009 

Thermostat Seal 

25290 


2003 

Coolant Temoerature Sensor 

74168 


2009 

OE Type Thermostat 

413778 

180 

E-150 Econoline 



2009 

Premium Thermostat 

445778 

180 

6-Cyl 4.9 L 




V-8 5.4 L 




1996-1995 

Economy Thermostat. 

... 413006 

160 

2014-2005 

Coolant Temperature Sensor. 

74168 


1996-1995 

OE Type Thermostat. 

... 413356 

160 

2014 

OE Type Thermostat 

14989 

192 

1996-1995 


❖45356 

160 

2014 

OE Type Thermostat 

13779 

195 

1996-1995 


❖13008 

180 

2014 

Thermostat Seal. 

25290 


1996-1995 

OE Type Thermostat .... 

... 413358 

180 

2008-2003 

OE Type Thermostat 

413778 

180 

1996-1995 


❖45358 

180 

2008-2003 

Premium Thermostat. 

445778 

180 

1996-1995 

Economy Thermostat. 

♦13009 

195 

2008-2003 

Premium Thermostat. 

♦45779 

192 

1996-1995 

OE Type Thermostat. 

♦13359 

195 

2008-2003 

OE Type Thermostat. 

♦13779 

195 

1996-1995 

Premium Thermostat. 

.... ♦45359 

195 

2008-2003 

Thermostat Seal. 

25290 


1996-1995 

OE Type Thermostat. 

... 413352 

205 

2004 

Coolant Temperature Sensor; Cylinder Head. 

74168 


1996-1995 

Thermostat Gasket 

25150 


2003 

Coolant Temperature Sensor. 

74168 


V-6 4.2 L 




V-8 5.4 L CNG 



2002-1998 

OE Type Thermostat. 

... 414989 

192 

2013-2012 

OE Type Thermostat. 

... 413778 

180 

2002-1997 

Thermostat Gasket. 

25138 


2013-2012 

Premium Thermostat. 

445778 

180 

1997 

OE Type Thermostat. 

... 413778 

180 

2013-2011 

Premium Thermostat. 

♦45779 

192 

1997 

OE Type Thermostat. 

♦13779 

195 

2013-2010 

OE Type Thermostat. 

♦13779 

195 

V-8 4.6 L 




2013-2010 

Thermostat Seal. 

25290 


2002-1999 


❖45778 

180 

2010 

OE Type Thermostat. 

.... 413778 

180 

2002-1999 

Premium Thermostat 

❖45779 

192 

V-8 5.4 L FLEX 



2002-1997 

Coolant Temperature Sensor; Cylinder Head. 

74168 


2013-2012 

OE Type Thermostat. 

... 413778 

180 

2002-1997 

OE Type Thermostat. 

... 413778 

180 

2013-2012 

Premium Thermostat. 

445778 

180 

2002-1997 

OE Type Thermostat. 

♦13779 

195 

2013-2011 

Premium Thermostat 

♦45779 

192 

2002-1997 

Thermostat Seal 

25290 


2013-2009 

OE Type Thermostat 

♦ 13779 

195 

V-8 5.0 L 




2013-2009 

Thermostat Seal 

25290 


1996-1995 


❖13006 

160 

2010-2009 

OE Type Thermostat 

... 413778 

180 

1996-1995 


❖45356 

160 

2009 

Premium Thermostat 

445778 

180 

1996-1995 


❖13008 

180 

2009 

Premium Thermostat 

♦45779 

192 

1996-1995 


❖45358 

180 

V-8 5.4 L LPG 



1996-1995 

Economy Thermostat. 

♦13009 

195 

2013-2012 

OE Type Thermostat 

.... 413778 

180 

1996-1995 

Premium Thermostat. 

♦45359 

195 

2013-2012 

Premium Thermostat 

445778 

180 

1996-1995 

Thermostat Gasket 

25150 


2013-2011 

Premium Thermostat 

♦45779 

192 

V-8 5.4 L 




2013-2010 

OE Type Thermostat 

♦13779 

195 

2008-2007 

OE Type Thermostat. 

... 413778 

180 

2013-2010 

Thermostat Seal. 

25290 


2008-2007 


❖45778 

180 

2010 

OE Type Thermostat 

413778 

180 

2008-2007 

Premium Thermostat. 

♦45779 

192 

E-150 Club Wagon 



2008-2007 

OE Type Thermostat. 

♦13779 

195 

V-64.2L 




2008-2007 

Thermostat Seal 

25290 


2003 

OE Type Thermostat 

... 414989 

192 

2002-1999 

Premium Thermostat. 

445778 

180 

2003 

Thermostat Gasket. 

25138 


2002-1997 

Coolant Temperature Sensor. 

74168 


V-8 4.6 L 




2002-1997 

OE Type Thermostat 

413778 

180 

2005-2003 

OE Type Thermostat 

413778 

180 

2002-1997 

Premium Thermostat 

❖45779 

192 

2005-2003 

Premium Thermostat 

445778 

180 

2002-1997 

OE Type Thermostat 

❖13779 

195 

2005-2003 

Premium Thermostat 

♦45779 

192 

2002-1997 

Thermostat Seal 

25290 


2005-2003 

OE Type Thermostat 

♦13779 

195 

V-8 5.4 L BI-FUEL 



2005-2003 

Thermostat Seal 

25290 


1998 

OE Type Thermostat 

❖13778 

180 










♦ OE Temperature 4 Alternate Temperature 
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Thermostats for Passenger Cars and LightTrucks (1995 and Newer) 


Part Temp 

Application Number °F 

Part Temp 

Application Number °F 

Ford - Continued 

Ford - Continued 

lE-150 Econoline - Continued 

lE-150 Econoline Club Wagon - Continued 1 


V-8 5.4 L BI-FUEL-Continued 

1998 Premium Thermostat. +45779 192 

1998 OE Type Thermostat +13779 195 

1998 Thermostat Seal. 25290 

V-8 5.8 L 

1996-1995 Economy Thermostat =13006 160 

1996-1995 Premium Thermostat <>45356 160 

1996-1995 Economy Thermostat =13008 180 

1996-1995 Premium Thermostat. <>45358 180 

1996-1995 Economy Thermostat +13009 195 

1996-1995 Premium Thermostat +45359 195 

1996-1995 Thermostat Gasket. 25150 

E-150 Econoline Club Wagon 

6-Cyl 4.9 L 

1996-1995 Economy Thermostat. <>13006 160 

1996-1995 OE Type Thermostat. <>13356 160 

1996-1995 Premium Thermostat. <45356 160 

1996-1995 Economy Thermostat. <13008 180 

1996-1995 OE Type Thermostat. <13358 180 

1996-1995 Premium Thermostat. <45358 180 

1996-1995 Economy Thermostat +13009 195 

1996-1995 OE Type Thermostat. +13359 195 

1996-1995 Premium Thermostat. +45359 195 

1996-1995 OE Type Thermostat. <13352 205 

1996-1995 Thermostat Gasket. 25150 

V-64.2L 

2002-1998 OE Type Thermostat. +14989 192 

2002-1997 Thermostat Gasket. 25138 

1997 OE Type Thermostat. <13778 180 

1997 OE Type Thermostat. +13779 195 

V-8 4.6 L 

2002-1999 Premium Thermostat <45778 180 

2002-1999 Premium Thermostat +45779 192 

2002-1997 Coolant Temperature Sensor; Cylinder Head. 74168 

2002-1997 OE Type Thermostat. <13778 180 

2002-1997 OE Type Thermostat +13779 195 

2002-1997 Thermostat Seal 25290 

V-8 5.0 L 

1996-1995 Economy Thermostat. <13006 160 

1996-1995 Premium Thermostat. <45356 160 

1996-1995 Economy Thermostat <13008 180 

1996-1995 Premium Thermostat <45358 180 

1996-1995 Economy Thermostat. +13009 195 

1996-1995 Premium Thermostat. +45359 195 

1996-1995 Thermostat Gasket 25150 

V-8 5.4 L 

2002-1999 Premium Thermostat. <45778 180 

2002-1997 Coolant Temperature Sensor 74168 

2002-1997 OE Type Thermostat. <13778 180 

2002-1997 Premium Thermostat +45779 192 

2002-1997 OE Type Thermostat. +13779 195 

2002-1997 Thermostat Seal. 25290 

V-8 5.4 L BI-FUEL 

1998 OE Type Thermostat. <13778 180 

1998 Premium Thermostat. +45779 192 

1998 OE Type Thermostat. +13779 195 

1998 Thermostat Seal. 25290 

V-8 5.8 L 

1996-1995 Economy Thermostat. <13006 160 


V-8 5.8 L - Continued 

1996-1995 Premium Thermostat <45356 160 

1996-1995 Economy Thermostat <13008 180 

1996-1995 Premium Thermostat <45358 180 

1996-1995 Economy Thermostat +13009 195 

1996-1995 Premium Thermostat. +45359 195 

1996-1995 Thermostat Gasket. 25150 

E-250 

V- 6 4.2 L 

2003 OE Type Thermostat +14989 192 

2003 Thermostat Gasket. 25138 

V-8 4.6 L 

2014-2005 Coolant Temperature Sensor. 74168 

2014 OE Type Thermostat. 14989 192 

2014 OE Type Thermostat. 13779 195 

2014 Thermostat Seal 25290 

2008-2003 OE Type Thermostat. <13778 180 

2008-2003 Premium Thermostat. <45778 180 

2008-2003 Premium Thermostat. +45779 192 

2008-2003 OE Type Thermostat. +13779 195 

2008-2003 Thermostat Seal 25290 

2004-2003 Coolant Temperature Sensor; Cylinder Head. 74168 

V-8 4.6 L FLEX 

2013-2012 OE Type Thermostat. <13778 180 

2013-2012 Premium Thermostat. <45778 180 

2013-2009 Premium Thermostat. +45779 192 

2013-2009 OE Type Thermostat. +13779 195 

2013- 2009 Thermostat Seal 25290 

2009 OE Type Thermostat. <13778 180 

2009 Premium Thermostat. <45778 180 

V-8 5.4 L 

2014- 2003 Coolant Temperature Sensor. 74168 

2014 OE Type Thermostat. 14989 192 

2014 OE Type Thermostat. 13779 195 

2014 Thermostat Seal 25290 

2008-2003 OE Type Thermostat <13778 180 

2008-2003 Premium Thermostat <45778 180 

2008-2003 Premium Thermostat +45779 192 

2008-2003 OE Type Thermostat +13779 195 

2008-2003 Thermostat Seal 25290 

2004- 2003 OE Exact Thermostat 49359 192 

V-8 5.4 L CNG 

2013-2012 OE Type Thermostat. <13778 180 

2013-2012 Premium Thermostat. <45778 180 

2013-2011 Premium Thermostat. +45779 192 

2013-2010 OE Type Thermostat. +13779 195 

2013-2010 Thermostat Seal 25290 

2010 OE Type Thermostat. <13778 180 

2005- 2003 OE Type Thermostat. <13778 180 

2005-2003 Premium Thermostat. <45778 180 

2005-2003 Premium Thermostat. +45779 192 

2005-2003 OE Type Thermostat. +13779 195 

2005-2003 Thermostat Seal. 25290 

V-8 5.4 L FLEX 

2013-2012 OE Type Thermostat. <13778 180 

2013-2012 Premium Thermostat. <45778 180 

2013-2011 Premium Thermostat. +45779 192 

2013-2009 OE Type Thermostat. +13779 195 

2013-2009 Thermostat Seal 25290 


+OE Temperature <Altemate Temperature 
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Thermostats for Passenger Cars and LightTrucks (1995 and Newer) 


Application 

Part 

Number 

Temp 

°F 

Application 


Part 

Number 

Temp 

°F 

Ford - 

Continued 



Ford- 

Continued 



E-250 - 

Continued 



E-250 Econoline - Continued \ 

V-8 5.4 L FLEX-Continued 



V-8 5.4 L CNG - Continued 



2010-2009 

OE Type Thermostat. 

❖13778 

180 

2002-1997 

OE Type Thermostat. 

❖13779 

195 

2009 

Premium Thermostat 

❖45778 

180 

2002-1997 

Thermostat Seal 

25290 


2009 

Premium Thermostat 

❖45779 

192 

V-8 5.8 L 




V-8 5.4 L LPG 



1996-1995 

Economy Thermostat. 

. * 13006 

160 

2013-2012 

OE Type Thermostat 

❖13778 

180 

1996-1995 

Premium Thermostat 

❖45356 

160 

2013-2012 

Premium Thermostat 

❖45778 

180 

1996-1995 

Economy Thermostat. 

❖13008 

180 

2013-2011 

Premium Thermostat 

❖45779 

192 

1996-1995 

Premium Thermostat 

❖45358 

180 

2013-2010 

OE Type Thermostat 

❖13779 

195 

1996-1995 

Economy Thermostat. 

♦ 13009 

195 

2013-2010 

Thermostat Seal 

25290 


1996-1995 

Premium Thermostat. 

❖45359 

195 

2010 

OE Type Thermostat 

❖13778 

180 

1996-1995 

Thermostat Gasket 

25150 










E-250 Econoline 

E-350 Club Wagon 

6-Cyl 4.9 L 



V-8 5.4 L 




1996-1995 

Economy Thermostat 

❖13006 

160 

2005-2003 

Coolant Temperature Sensor. 

74168 


1996-1995 

OE Type Thermostat 

. *13356 

160 

2005-2003 

OE Type Thermostat. 

. * 13778 

180 

1996-1995 

Premium Thermostat 

❖45356 

160 

2005-2003 

Premium Thermostat. 

❖45778 

180 

1996-1995 

Economy Thermostat 

. *13008 

180 

2005-2003 

Premium Thermostat 

. *45779 

192 

1996-1995 

OE Type Thermostat 

. *13358 

180 

2005-2003 

OE Type Thermostat .... 

. *13779 

195 

1996-1995 

Premium Thermostat 

. ❖45358 

180 

2005-2003 

Thermostat Seal 

. 25290 


1996-1995 

Economy Thermostat 

. ❖13009 

195 

2004-2003 

OE Exact Thermostat 

. 49359 

192 

1996-1995 

OE Type Thermostat. 

. ♦13359 

195 

V-8 5.4 L CNG 



1996-1995 


♦45359 

195 

2005-2003 

OE Type Thermostat. 

. * 13778 

180 

1996-1995 


♦13352 

205 

2005-2003 

Premium Thermostat. 

--45778 

180 

1996-1995 


25150 


2005-2003 

Premium Thermostat. 

♦45779 

192 

6-Cyl 4.9 L BI-FUEL 



2005-2003 

OE Type Thermostat. 

. *13779 

195 

1996-1995 

Economy Thermostat. 

. *13006 

160 

2005-2003 

Thermostat Seal. 

. 25290 


1996-1995 

OE Type Thermostat. 

. *13356 

160 

V-8 6.0 L 




1996-1995 


♦45356 

160 

2005-2004 

Coolant Temperature Sensor. 

. 74168 


1996-1995 


♦13008 

180 

2005 

Thermostat Seal. 

. 25290 


1996-1995 

OE Type Thermostat. 

. *13358 

180 

V-8 6.0 L DIESEL 



1996-1995 

Premium Thermostat. 

*45358 

180 

2005-2004 

Integrated Housing Thermostat. 

♦ 14899 

190 

1996-1995 

Economy Thermostat. 

. ❖13009 

195 

V-8 7.3 L DIESEL 



1996-1995 

OE Type Thermostat. 

❖13359 

195 

2003 

OE Type Thermostat. 

. *14269 

195 

1996-1995 

Premium Thermostat 

❖45359 

195 

2003 

Thermostat Seal. 

. 25289 


1996-1995 

OE Type Thermostat. 

. ❖13352 

205 

V-10 6.8 L 




1996-1995 


95150 


2005 

Coolant Temperature Sensor. 

74168 


V-64.2L 




2005 

OE Type Thermostat. 

. ❖13778 

180 

?nn?-199fi 


♦ 14989 

192 

2005 

Premium Thermostat. 

. ❖45778 

180 

2002-1997 


25138 

2005 

Premium Thermostat. 

♦45779 

192 

1997 

OE Type Thermostat 

. ❖13778 

180 

2005 

OE Type Thermostat. 

♦13779 

195 

1997 

OE Type Thermostat 

❖13779 

195 

2005 

Thermostat Seal. 

25290 


V-8 5.4 L 




2003 

Coolant Temperature Sensor. 

74168 


2002-1999 

Premium Thermostat 

=45778 

180 

2003 

OE Type Thermostat. 

. ❖ 13778 

180 

2002-1997 


74168 


2003 

Premium Thermostat. 

; 45778 

180 

2002-1997 

OE Type Thermostat 

. ❖13778 

180 

2003 

Premium Thermostat 

♦45779 

192 

2002-1997 

OE Exact Thermostat. 

49359 

192 

2003 

OE Type Thermostat. 

♦ 13779 

195 

2002-1997 

Premium Thermostat 

♦45779 

192 

2003 

Thermostat Seal 

25290 


2002-1997 

OE Type Thermostat 

❖13779 

195 

E-350 Econoline 



2002-1997 

Thermostat Seal. 

. 25290 


6-Cyl 4.9 L 




V-8 5.4 L BI-FUEL 



1996-1995 

Economy Thermostat. 

. * 13006 

160 

1999-1998 

OE Type Thermostat 

. ❖13778 

180 

1996-1995 

OE Type Thermostat. 

. * 13356 

160 

1999-1998 

Premium Thermostat 

❖45779 

192 

1996-1995 

Premium Thermostat 

❖45356 

160 

1999-1998 

OE Type Thermostat 

. ❖13779 

195 

1996-1995 

Economy Thermostat. 

. *13008 

180 

1999-1998 

Thermostat Seal 

. 25290 


1996-1995 

OE Type Thermostat. 

. «13358 

180 

1999 

Premium Thermostat 

❖45778 

180 

1996-1995 

Premium Thermostat. 

❖45358 

180 

V-8 5.4 L CNG 



1996-1995 

Economy Thermostat. 

♦ 13009 

195 

2002-1999 

Premium Thermostat 

. ❖45778 

180 

1996-1995 

OE Type Thermostat 

♦13359 

195 

2002-1997 

OE Type Thermostat 

. ❖13778 

180 

1996-1995 

Premium Thermostat. 

❖45359 

195 

2002-1997 

Premium Thermostat 

♦45779 

192 

1996-1995 

OE Type Thermostat. 

. ❖13352 

205 


❖ OE Temperature ❖Alternate Temperature 
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Thermostats for Passenger Cars and LightTrucks (1995 and Newer) 


Part Temp 

Application Number °F 

Part Temp 

Application Number °F 

Ford - Continued 

Ford - Continued 

1 E-350 Econoline - Continued 

1 E-350 Econoline Club Wagon - Continued 1 


6-Cyl 4.9 L - Continued 

1996-1995 Thermostat Gasket 25150 

V-8 5.4 L 

2008-2007 OE Type Thermostat «13778 180 

2008-2007 Premium Thermostat 0 45778 180 

2008-2007 Premium Thermostat ♦45779 192 

2008-2007 OE Type Thermostat >13779 195 

2008-2007 Thermostat Seal 25290 

2000-1999 Premium Thermostat. - 45778 180 

2000-1997 OE Type Thermostat. 4-13778 180 

2000-1997 Premium Thermostat >45779 192 

2000-1997 OE Type Thermostat. >13779 195 

2000-1997 Thermostat Seal. 25290 

1998-1997 Coolant Temperature Sensor. 74168 

1998-1997 OE Exact Thermostat. 49359 192 

V-8 5.4 L BI-FUEL 

1998 OE Type Thermostat. 4-13778 180 

1998 Premium Thermostat. >45779 192 

1998 OE Type Thermostat. >13779 195 

1998 Thermostat Seal. 25290 

V-8 5.4 L CNG 

1998-1997 OE Type Thermostat. 4-13778 180 

1998-1997 Premium Thermostat. >45779 192 

1998-1997 OE Type Thermostat. >13779 195 

1998-1997 Thermostat Seal. 25290 

V-8 5.8 L 

1996-1995 Economy Thermostat. 4-13006 160 

1996-1995 Premium Thermostat. 4-45356 160 

1996-1995 Economy Thermostat. 4-13008 180 

1996-1995 Premium Thermostat. 445358 180 

1996-1995 Economy Thermostat. >13009 195 

1996-1995 Premium Thermostat >45359 195 

1996-1995 Thermostat Gasket 25150 

V-8 7.3 L DIESEL 

1998-1996 OE Type Thermostat. >14269 195 

1998-1995 Thermostat Seal 25289 

1995 OE Type Thermostat. >14252 203 

V-8 7.5 L 

1996-1995 Economy Thermostat 413006 160 

1996-1995 Premium Thermostat. 445356 160 

1996-1995 Economy Thermostat 413008 180 

1996-1995 Premium Thermostat. 445358 180 

1996-1995 Economy Thermostat >13009 195 

1996-1995 Premium Thermostat >45359 195 

1996-1995 Thermostat Gasket 25168 

V-10 6.8L 

1998-1997 Coolant Temperature Sensor. 74168 

1998-1997 OE Type Thermostat. 413778 180 

1998-1997 OE Type Thermostat >13779 195 

1998-1997 Thermostat Seal. 25290 

1997 OE Exact Thermostat. 49359 192 

E-350 Econoline Club Wagon 

6-Cyl 4.9 L 

1996-1995 Economy Thermostat 413006 160 

1996-1995 OE Type Thermostat. 413356 160 

1996-1995 Premium Thermostat 445356 160 

1996-1995 Economy Thermostat 413008 180 

1996-1995 OE Type Thermostat. 413358 180 

1996-1995 Premium Thermostat. 445358 180 


6-Cyl 4.9 L - Continued 

1996-1995 Economy Thermostat >13009 195 

1996-1995 OE Type Thermostat >13359 195 

1996-1995 Premium Thermostat >45359 195 

1996-1995 OE Type Thermostat. 413352 205 

1996-1995 Thermostat Gasket 25150 

6-Cyl 4.9 L BI-FUEL 

1996 Economy Thermostat 413006 160 

1996 OE Type Thermostat. 413356 160 

1996 Premium Thermostat. 445356 160 

1996 Economy Thermostat. 413008 180 

1996 OE Type Thermostat. 413358 180 

1996 Premium Thermostat. 445358 180 

1996 Economy Thermostat. >13009 195 

1996 OE Type Thermostat. >13359 195 

1996 Premium Thermostat. >45359 195 

1996 OE Type Thermostat. 413352 205 

1996 Thermostat Gasket. 25150 

V-8 5.4 L 

2002-1999 Premium Thermostat. 445778 180 

2002-1997 Coolant Temperature Sensor. 74168 

2002-1997 OE Type Thermostat. 413778 180 

2002-1997 OE Exact Thermostat. 49359 192 

2002-1997 Premium Thermostat. >45779 192 

2002-1997 OE Type Thermostat. >13779 195 

2002-1997 Thermostat Seal 25290 

V-8 5.4 L BI-FUEL 

1999-1998 OE Type Thermostat. 413778 180 

1999-1998 Premium Thermostat. >45779 192 

1999-1998 OE Type Thermostat. >13779 195 

1999-1998 Thermostat Seal 25290 

1999 Premium Thermostat. 445778 180 

V-8 5.4 L CNG 

2002-1999 Premium Thermostat. 445778 180 

2002-1997 OE Type Thermostat 413778 180 

2002-1997 Premium Thermostat. >45779 192 

2002-1997 OE Type Thermostat >13779 195 

2002-1997 Thermostat Seal 25290 

V-8 5.8 L 

1996-1995 Economy Thermostat. 413006 160 

1996-1995 Premium Thermostat 445356 160 

1996-1995 Economy Thermostat 413008 180 

1996-1995 Premium Thermostat 445358 180 

1996-1995 Economy Thermostat >13009 195 

1996-1995 Premium Thermostat. >45359 195 

1996-1995 Thermostat Gasket. 25150 

V-8 7.3 L DIESEL 

2002-1996 OE Type Thermostat >14269 195 

2002-1995 Thermostat Seal 25289 

1995 OE Type Thermostat. >14252 203 

V-8 7.5 L 

1996-1995 Economy Thermostat. 413006 160 

1996-1995 Premium Thermostat. 445356 160 

1996-1995 Economy Thermostat. 413008 180 

1996-1995 Premium Thermostat. 445358 180 

1996-1995 Economy Thermostat. >13009 195 

1996-1995 Premium Thermostat. >45359 195 

1996-1995 Thermostat Gasket. 25168 


V-10 6.8L 

2002-2000 Premium Thermostat.. 


445778 


180 


>OE Temperature 


4Altemate Temperature 
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Thermostats for Passenger Cars and LightTrucks (1995 and Newer) 


Application 

Part 

Number 

Temp 

°F 

Application 

Part 

Number 

Temp 

°F 

Ford - 

Continued 



Ford- 

Continued 



E-350 Econoline Club Wagon - Continued 

E-350 Super Duty - Continued 1 

V-10 6.8L 

- Continued 



V-8 6.0 L DIESEL-Continued 



2002-2000 

Premium Thermostat 

♦45779 

192 

2010-2008 

Thermostat Seal 

25290 


2002-1997 

Coolant Temperature Sensor. 

74168 


2010-2004 

Integrated Housing Thermostat. 

♦14899 

190 

2002-1997 

OE Type Thermostat 

❖13778 

180 

V-8 6.2 L 




2002-1997 


♦13779 

195 

2017 

OE Exact Thermostat 

49359 

192 

2002-1997 


25290 


2017 

Thermostat Seal 

25290 


1997 

OE Exact Thermostat. 

49359 

192 

V-8 7.3 L DIESEL 



E-350 Super Duty 

2003-1999 

OE Type Thermostat. 

♦14269 

195 

V-8 5.4 L 




2003-1999 

Thermostat Seal 

25289 


2016-1999 

Coolant Temperature Sensor. 

74168 


V-10 6.8L 




2016 

OE Type Thermostat 

14989 

192 

2017-2016 

OE Type Thermostat. 

14989 

192 

2016 

OE Type Thermostat 

13779 

195 

2017-2016 

OE Type Thermostat. 

13779 

195 

901 fi 


25990 


2017-1999 

Coolant Temperature Sensor. 

74168 


2008-1999 

OE Type Thermostat 

❖13778 

180 

2017-1999 

Thermostat Seal 

25290 


2008-1999 

Premium Thermostat 

❖45778 

180 

2015-1999 

OE Type Thermostat. 

♦13779 

195 

2008-1999 

Premium Thermostat 

♦45779 

192 

2014-2000 

Premium Thermostat 

♦45779 

192 

2008-1999 

OE Type Thermostat 

♦ 13779 

195 

2013-2012 

OE Type Thermostat. 

. ❖13778 

180 

2008-1999 

Thermostat Seal. 

25290 


2013-2012 

Premium Thermostat 

❖45778 

180 

2004-1999 

OE Exact Thermostat. 

49359 

192 

2010-2000 

Premium Thermostat 

. ❖45778 

180 

V-8 5.4 L 

BI-FUEL 



2010-1999 

OE Type Thermostat. 

. ❖13778 

180 

1999 

OE Type Thermostat. 

❖13778 

180 

V-10 6.8L 

CNG 



1999 

Premium Thermostat. 

❖45778 

180 

2015-2010 

OE Type Thermostat. 

. ♦ 13779 

195 

1999 

Premium Thermostat. 

♦45779 

192 

2015-2010 

Thermostat Seal 

. 25290 


1999 

OE Type Thermostat. 

♦13779 

195 

2014-2010 

Premium Thermostat 

♦45779 

192 

1999 

Thermostat Seal. 

25290 


2013-2012 

OE Type Thermostat 

. ❖13778 

180 

V-8 5.4 L 

CNG 



2013-2012 

Premium Thermostat. 

❖45778 

180 

2015-2010 

OE Type Thermostat. 

♦13779 

195 

2010 

OE Type Thermostat. 

. ❖13778 

180 

2015-2010 


25290 


2010 

Premium Thermostat. 

. ❖45778 

180 

2013-2012 

OE Type Thermostat. 

❖13778 

180 

V-10 6.8L 

LPG 



2013-2012 

Premium Thermostat. 

❖45778 

180 

2015-2010 

OE Type Thermostat. 

. ♦13779 

195 

2013-2010 

Premium Thermostat. 

♦45779 

192 

2015-2010 

Thermostat Seal. 

. 25290 


2010 

OE Type Thermostat. 

❖13778 

180 

2014-2010 

Premium Thermostat. 

. ♦45779 

192 

2010 

Premium Thermostat. 

❖45778 

180 

2013-2012 

OE Type Thermostat. 

. ❖13778 

180 

2005-1999 

OE Type Thermostat. 

❖13778 

180 

2013-2012 

Premium Thermostat. 

❖45778 

180 

2005-1999 

Premium Thermostat 

❖45778 

180 

2010 

OE Type Thermostat. 

. ❖13778 

180 

2005-1999 

Premium Thermostat 

♦45779 

192 

2010 

Premium Thermostat. 

❖45778 

180 

2005-1999 

OE Type Thermostat 

♦13779 

195 

Econoline I 

2005-1999 

Thermostat Seal. 

25290 


V-6 4.2 L 




V-8 5.4 L 

FLEX 



2003 

OE Type Thermostat. 

♦14989 

192 

2015-2009 

OE Type Thermostat 

♦13779 

195 

V-8 4.6 L 




2015-2009 

Thermostat Seal 

25290 


2006-2004 

OE Type Thermostat. 

. ❖13778 

180 

2013-2012 


<6*1377ft 

180 

2006-2004 

Premium Thermostat. 

❖45778 

180 

2013-2012 

Premium Thermostat 

❖45778 

180 

2006-2004 

Premium Thermostat . 

♦45779 

192 

2013-2009 

Premium Thermostat 

♦45779 

192 

2006-2004 

OE Type Thermostat. 

♦13779 

195 

2010-2009 

OE Type Thermostat 

❖13778 

180 

2006-2004 

Thermostat Seal. 

25290 


2010-2009 

Premium Thermostat 

❖45778 

180 

V-8 5.4 L 




V-8 5.4 L 

LPG 



2006-1999 

OE Type Thermostat. 

. ❖13778 

180 

2015-2010 

OE Type Thermostat 

♦13779 

195 

2006-1999 

Premium Thermostat 

❖45778 

180 

2015-2010 


25290 


2006-1999 

Premium Thermostat 

♦45779 

192 

2013-2012 


♦13778 

180 

2006-1999 

OE Type Thermostat. 

♦13779 

195 

2013-2012 

Premium Thermostat 

❖45778 

180 

2006-1999 

Thermostat Seal 

25290 


2013-2010 

Premium Thermostat 

♦45779 

192 

Econoline Van 

2010 

OE Type Thermostat 

❖13778 

180 

V-8 4.6 L 




2010 

Premium Thermostat 

❖45778 

180 

2013-2012 

OE Type Thermostat. 

. ❖13778 

180 

V-8 6.0 L 




2013-2012 

Premium Thermostat 

❖45778 

180 

2006 

Coolant Temperature Sensor 

74168 


2013-2010 

Premium Thermostat. 

♦45779 

192 

V-8 6.0 L 

DIESEL 



2013-2010 

OE Type Thermostat. 

. ♦13779 

195 

2010-2008 

OE Type Thermostat 

❖13778 

180 

2013-2010 

Thermostat Seal 

25290 


2010-2008 

Premium Thermostat 

❖45778 

180 






♦ OE Temperature ❖Alternate Temperature 


272 










































































































Thermostats for Passenger Cars and LightTrucks (1995 and Newer) 


Application 


Part 

Number 

Temp 

°F 

Application 


Part 

Number 

Temp 

°F 

Ford - 

Continued 



Ford- 

Continued 



Econoline Wagon 

Escape 

- Continued 



V-84.6L- 

Continued 



4-Cyl 2.5 L 




2013-2012 

OE Type Thermostat. 

013778 

180 

2015 

Integrated Housing Thermostat. 

48728 

180 

2013-2012 

Premium Thermostat. 

045778 

180 

2014-2009 

Integrated Housing Thermostat; W/O Sensor. 

♦48708 

180 

2013-2010 

Premium Thermostat. 

♦45779 

192 

2014-2009 

Integrated Housing Thermostat; W/Sensor 

♦48672 

208 

2013-2010 

OE Type Thermostat. 

♦13779 

195 

4-Cyl 2.5 L 

ELECTRIC/GAS 



2013-2010 

Thermostat Seal 

25290 


2010-2009 

Integrated Housing Thermostat; W/O Sensor 

♦48708 

180 

V-8 5.4 L 




2010-2009 

Integrated Housing Thermostat; W/Sensor 

♦48672 

208 

2013-2012 

OE Type Thermostat 

013778 

180 

V-6 3.0 L 




2013-2012 


045778 

180 

2012-2009 

Thermostat Seal. 

25285 


2013-2011 

Premium Thermostat. 

♦45779 

192 

2012 

OE Type Thermostat 

♦14138 

180 

2013-2010 

OE Type Thermostat 

♦13779 

195 

2012 

OE Type Thermostat 

014139 

188 

2013-2010 

Thermostat Seal 

25290 


2011-2009 

OE Type Thermostat 

♦14139 

188 

2010 

OE Type Thermostat 

013778 

180 

2008-2001 

Thermostat Seal. 

25290 


EcoSport 

2008 

OE Type Thermostat 

♦14138 

180 

4-Cyl 2.0 L 




2008 

OE Type Thermostat 

•v-14139 

188 

2012-2010 

Integrated Housing Thermostat; W/O Sensor. 

♦48708 

180 

2007-2001 

OE Type Thermostat 

4-14138 

180 

2012-2010 

Integrated Housing Thermostat; W/Sensor. 

♦48672 

208 

2007-2001 

OE Type Thermostat 

♦14139 

188 

2008-2004 

Integrated Housing Thermostat; W/O Sensor. 

♦48708 

180 

2004-2001 

Coolant Temperature Sensor. 

74107 


2008-2004 

Integrated Housing Thermostat; W/Sensor. 

♦48672 

208 

V-6 3.0 L FLEX 



FHne 




2012-2010 

Thermostat Seal. 

25285 


tuye 

V-6 2.7L 




2012 

OE Type Thermostat 

♦ 14138 

180 

2017-2016 

OE Exact Thermostat 

49229 

188 

2012 

OE Type Thermostat 

-v-14139 

188 

2017-2016 

Thermostat Seal 

25300 


2011-2010 

OE Type Thermostat 

♦14139 

188 

V-6 3.5 L 




Escort | 

2017-2016 

OE Type Thermostat 

14138 

180 

4-Cyl 1.8 L 




2017-2007 

OE Exact Thermostat 

49368 

180 

1996-1995 

Coolant Temperature Sensor. 

74045 


2017-2007 

Thermostat Seal. 

25290 


1996-1995 

OE Type Thermostat. 

013868 

180 

2015 

OE Type Thermostat. 

♦14138 

180 

1996-1995 

Premium Thermostat. 

045868 

180 

2013-2012 

OE Type Thermostat. 

014139 

188 

1996-1995 

OE Type Thermostat. 

♦13869 

195 

2013-2007 

OE Type Thermostat. 

♦14138 

180 

1996-1995 

Premium Thermostat. 

♦45869 

195 

2009-2007 

OE Type Thermostat. 

014139 

188 

1996-1995 

Thermostat Gasket. 

25168 


V-6 3.7 L 




4-Cyl 1.9 L 




2014-2011 

OE Exact Thermostat. 

49368 

180 

1996-1995 

OE Type Thermostat. 

013828 

180 

2014-2011 


25290 


1996-1995 

Premium Thermostat. 

045828 

180 

2013-2012 

OE Type Thermostat. 

014139 

188 

1996-1995 

OE Type Thermostat. 

013820 

192 

2013-2011 

OE Type Thermostat. 

♦14138 

180 

1996-1995 

Premium Thermostat. 

045820 

192 

Fsnanp 




1996-1995 

OE Type Thermostat. 

♦13829 

195 

4-Cyl 1.6 L 




1996-1995 

Premium Thermostat. 

♦45829 

195 



49429 

194 

1996-1995 

Thermostat Gasket. 

25174 


4-Cyl 2.0 L 


4-Cyl 2.0 L 




?01fi 


4R798 

180 

2003-2001 

Coolant Temperature Sensor. 

74107 


2015 

Integrated Housing Thermostat. 

48708 

180 

2003-1998 

OE Type Thermostat 

013978 

180 

2014-2013 


♦48728 

180 

2003-1998 

Premium Thermostat. 

045978 

180 

2004-2001 

OE Type Thermostat. 

013978 

180 

2003-1998 

OE Type Thermostat 

♦13979 

195 

2004-2001 

Premium Thermostat. 

045978 

180 

2003-1998 

Premium Thermostat. 

♦45979 

195 

2004-2001 


♦ 13Q7Q 

185 

2003-1998 

Thermostat Seal. 

25279 


2004-2001 


♦45979 

195 

2003-1997 

Thermostat Gasket. 

25174 


2004-2001 

Thermostat Seal 

25279 

2002-1997 

OE Type Thermostat 

♦14990 

192 

4-Cyl 2.3 L 




2002-1997 

Premium Thermostat. 

♦45990 

192 

2008 

Integrated Housing Thermostat; W/O Sensor. 

♦48708 

180 

2000 

Coolant Temperature Sensor; Clip In Style. 

74107 


2008 

Integrated Housing Thermostat; W/Sensor. 

♦48672 

208 

2000 

Coolant Temperature Sensor; O-Ring Seal At Top Of 

74057 


2007 

Integrated Housing Thermostat; Dec. 31,2006 & 

♦48708 

180 






Older; W/O Sensor 



1999-1998 

Coolant Temperature Sensor; W/ O-Ring Seal. 

74057 


2007 

Integrated Housing Thermostat; Jan. 1 & Newer; 

♦48689 

194 

Excursion 1 













V-8 5.4 L 




2006-2005 

Integrated Housing Thermostat; W/O Sensor 

♦48708 

180 

2005-2000 

Coolant Temperature Sensor. 

74168 


2006-2005 

Integrated Housing Thermostat; W/Sensor. 

♦48672 

208 

2005-2000 

OE Type Thermostat. 

013778 

180 

4-Cyl 2.3 L 

ELECTRIC/GAS 



2005-2000 

Premium Thermostat. 

045778 

180 

2008-2005 

Integrated Housing Thermostat; W/O Sensor. 

♦48708 

180 

2005-2000 

Premium Thermostat. 

♦45779 

192 

2008-2005 

Integrated Housing Thermostat; W/Sensor. 

♦48672 

208 

2005-2000 

OE Type Thermostat. 

♦13779 

195 


♦ OE Temperature ^Alternate Temperature 


273 









































































































Thermostats for Passenger Cars and LightTrucks (1995 and Newer) 


Application 


Part 

Number 

Temp 

°F 

Application 

Part 

Number 

Temp 

°F 

Ford - 

Continued 



Ford- 

Continued 



Excursion - Continued 

Explorer - Continued 

V-8 5.4L- 

Continued 



V-6 3.5 L 

Continued 



2005-2000 

Thermostat Seal 

25290 


2017-2011 

OE Exact Thermostat. 

49368 

180 

V-8 6.0 L DIESEL 



2017-2011 

Thermostat Seal 

25290 


2005-2003 

Intearated Housina Thermostat. 

♦ 14899 

190 

2015-2011 


♦14138 

180 

V-8 7.3 L DIESEL 



2013-2012 

OE Type Thermostat. 

❖14139 

188 

2003-2000 

OE Type Thermostat. 

♦14269 

195 

V-6 4.0 L 




2003-2000 

Thermostat Seal. 

25289 


2010-2007 


74057 


V-10 6.8L 




2010-2001 

OE Exact Thermostat 

49379 

198 

2005-2000 

Coolant Temperature Sensor. 

74168 


2010-2001 

OE Type Thermostat. 

15249 

190 

2005-2000 

OE Type Thermostat 

-0-13778 

180 

2010-1997 

OE Type Thermostat. 

❖13648 

174 

2005-2000 

Premium Thermostat 

045778 

180 

2010-1997 

OE Type Thermostat. 

♦13649 

190 

2005-2000 

Premium Thermostat 

♦45779 

192 

2010-1997 

Thermostat Seal 

25271 


2005-2000 

OE Type Thermostat 

♦ 13779 

195 

2006-2001 


74107 


2005-2000 

Thermostat Seal 

25290 


2001-1997 

OE Type Thermostat. 

15259 

190 

Expedition 

2001 

Coolant Temperature Sensor; Manifold; W/ 2 Flat 

74057 


V-6 3.5L 








2017-2015 

OE Exact Thermostat. 

49238 

190 

2001 

OE Type Thermostat; For 2 Clip In Style Sensors. 

15269 

190 

2017-2015 

Thermostat Seal. 

25300 


2000-1997 

Coolant Temperature Sensor; W/ 2 Flat Pins. 

74057 


V-8 4.6 L 




2000-1995 

OE Type Thermostat. 

❖13958 

180 

2004-2003 


74168 


2000-1995 

Premium Thermostat. 

❖45368 

180 

2004-1997 

OE Type Thermostat 

013778 

180 

2000-1995 

OE Type Thermostat. 

♦13959 

195 

2004-1997 

Premium Thermostat 

045778 

180 

2000-1995 

Premium Thermostat 

♦45369 

195 

2004-1997 

Premium Thermostat 

♦45779 

192 

2000-1995 

Thermostat Seal . 

25279 


2004-1997 

OE Type Thermostat 

♦13779 

195 

V-6 4.0 L FLEX 



2004-1997 

Thermostat Seal 

25290 


2005-2002 

OE Type Thermostat. 

❖13648 

174 

2002-1997 

Coolant Temperature Sensor; Cylinder Head. 

74168 


2005-2002 

OE Type Thermostat. 

♦13649 

190 

2002-1997 

OE Exact Thermostat. 

49359 

192 

2005-2002 

Thermostat Seal . 

25271 


V-8 5.4 L 




V-8 4.6 L 




2014-2010 

Thermostat Seal. 

25290 


2010-2005 

Premium Thermostat. 

❖45778 

180 

2014 

OE Type Thermostat 

14989 

192 

2010-2005 

Premium Thermostat. 

♦45779 

192 

2014 

OE Type Thermostat 

13779 

195 

2010-2002 

OE Type Thermostat. 

❖13778 

180 

2013-2012 

OE Type Thermostat. 

013778 

180 

2010-2002 

OE Type Thermostat. 

♦13779 

195 

2013-2012 

Premium Thermostat. 

045778 

180 

2010-2002 

Thermostat Seal 

25290 


2013-2010 

Premium Thermostat. 

♦45779 

192 

2005-2002 

Coolant Temperature Sensor. 

74168 


2013-2010 

OE Type Thermostat. 

♦ 13779 

195 

V-8 5.0 L 




2008-1997 

OE Type Thermostat. 

013778 

180 

2001-1996 

Economy Thermostat. 

❖13006 

160 

2008-1997 

Premium Thermostat. 

045778 

180 

2001-1996 

Premium Thermostat. 

❖45356 

160 

2008-1997 

Premium Thermostat. 

♦45779 

192 

2001-1996 

Economy Thermostat. 

❖13008 

180 

2008-1997 

OE Type Thermostat. 

♦ 13779 

195 

2001-1996 

Premium Thermostat. 

❖45358 

180 

2008-1997 

Thermostat Seal. 

25290 


2001-1996 

Economy Thermostat. 

♦ 13009 

195 

2004-2003 

Coolant Temperature Sensor. 

74168 


2001-1996 

Premium Thermostat. 

♦45359 

195 

2002-1997 

Coolant Temperature Sensor; Cylinder Head . . 

74168 


2001-1996 

Thermostat Gasket 

25150 


2002-1997 

OE Exact Thermostat. 

49359 

192 

Explorer Sport Trac 



V-8 5.4 L FLEX 



V-6 4.0 L 




2013-2012 

OE Type Thermostat. 

013778 

180 

2010-2007 

Coolant Temperature Sensor. 

74107 


2013-2012 

Premium Thermostat 

0 45778 

180 

2010-2007 

OE Type Thermostat. 

♦ 13649 

190 

2013-2009 


♦45779 

192 

2010-2007 

OE Exact Thermostat 

49379 

198 

2013-2009 


♦13779 

195 

2010-2007 

OE Type Thermostat. 

15249 

190 

2013-2009 


25290 


2010-2007 

Thermostat Seal 

25271 


2009 

OE Type Thermostat 

013778 

180 

2009-2007 

OE Type Thermostat. 

❖13648 

174 

2009 

Premium Thermostat 

045778 

180 

2005-2001 

Coolant Temperature Sensor. 

74107 


Explorer 

2005-2001 

OE Type Thermostat. 

❖13648 

174 

4-Cyl 2.0 L 




2005-2001 

OE Type Thermostat. 

♦13649 

190 

2015 

Integrated Housing Thermostat. 

48728 

180 

2005-2001 

OE Exact Thermostat. 

49379 

198 

2014-2013 

Integrated Housing Thermostat. 

♦48728 

180 

2005-2001 

OE Type Thermostat. 

15249 

190 

4-Cyl 2.3 L 




2005-2001 

OE Type Thermostat; For 2 Clip In Style Sensors. 

15269 

190 

2016 

Integrated Housing Thermostat; Includes Housing. 

♦48728 

180 

2005-2001 

Thermostat Seal. 

25271 


V-6 3.5L 




V-6 4.0 L FLEX 



2017-2016 

OE Type Thermostat 

14138 

180 

2005-2004 

OE Type Thermostat. 

❖13648 

174 





2005-2004 

OE Type Thermostat. 

♦13649 

190 


♦ OE Temperature ❖Alternate Temperature 


274 









































































































Thermostats for Passenger Cars and LightTrucks (1995 and Newer) 


Application 


Ford - Continued 


Part Temp 
Number °F 


Application 


Part Temp 
Number °F 


Explorer Sport Trac - Continued 

V-6 4.0 L FLEX-Continued 



2005-2004 

Thermostat Seal 

25271 


V-84.6L 




2010-2007 

Premium Thermostat. 

♦45779 

192 

2010-2007 

OE Type Thermostat 

♦13779 

195 

2010-2007 

Thermostat Seal 

25290 


2009-2007 

OE Type Thermostat. 

... 013778 

180 

2009 

Premium Thermostat. 

045778 

180 

F-100 Ranger 

4-Cyl 2.3 L 




2001 

Integrated Housing Thermostat; W/O Sensor. 

♦48708 

180 

2001 

Integrated Housing Thermostat; W/Sensor. 

♦48672 

208 

1997-1996 

OE Type Thermostat. 

... 013828 

180 

1997-1996 

Premium Thermostat. 

045828 

180 

1997-1996 

OE Type Thermostat 

... 013820 

192 

1997-1996 

Premium Thermostat. 

045820 

192 

1997-1996 

OE Type Thermostat 

... 013829 

195 

1997-1996 

Premium Thermostat. 

.... 045829 

195 

1997-1996 

Thermostat Gasket 

25164 


4-Cyl 2.5 L 




1998 

OE Type Thermostat 

♦ 14990 

192 

1998 

Premium Thermostat. 

♦45990 

192 

V-6 3.0 L 




2001-1997 

OE Type Thermostat 

... 013858 

180 

2001-1997 

Premium Thermostat .. 

045858 

180 

2001-1997 

OE Type Thermostat. 

♦13859 

195 

2001-1997 

Premium Thermostat. 

♦45859 

195 

F-150 

6-Cyl 4.9 L 




1996-1995 

Economy Thermostat. 

... 013006 

160 

1996-1995 

OE Type Thermostat. 

... 013356 

160 

1996-1995 

Premium Thermostat. 

.... 045356 

160 

1996-1995 

Economy Thermostat. 

... 013008 

180 

1996-1995 

OE Type Thermostat. 

... 013358 

180 

1996-1995 

Premium Thermostat. 

045358 

180 

1996-1995 

Economy Thermostat. 

♦13009 

195 

1996-1995 

OE Type Thermostat. 

... 013359 

195 

1996-1995 

Premium Thermostat. 

♦45359 

195 

1996-1995 

OE Type Thermostat. 

... 013352 

205 

1996-1995 

Thermostat Gasket 

25150 


6-Cyl 4.9 L BI-FUEL 



1996-1995 

Economy Thermostat. 

... 013006 

160 

1996-1995 

OE Type Thermostat 

... 013356 

160 

1996-1995 

Premium Thermostat 

045356 

160 

1996-1995 

Economy Thermostat. 

... 013008 

180 

1996-1995 

OE Type Thermostat 

... 013358 

180 

1996-1995 

Premium Thermostat. 

045358 

180 

1996-1995 

Economy Thermostat. 

♦13009 

195 

1996-1995 

OE Type Thermostat 

♦13359 

195 

1996-1995 

Premium Thermostat. 

♦45359 

195 

1996-1995 

OE Type Thermostat 

... 013352 

205 

1996-1995 

Thermostat Gasket 

25150 


V-6 2.7 L 




2017-2015 

OE Exact Thermostat 

49229 

188 

2017-2015 

Thermostat Seal 

25300 


V-6 3.5 L 




2017-2016 

OE Exact Thermostat 

49238 

190 

2017-2011 

Thermostat Seal 

25300 


2015 

OE Exact Thermostat; W/O Housing 

49238 

190 


Ford- 

Continued 



F-150- 

Continued 



V-6 3.5 L ■ 

■ Continued 



2014-2011 

OE Exact Thermostat 

♦49238 

190 

V-6 3.5 L FLEX 


2015 

OE Exact Thermostat; W/O Housing. 

49238 

190 

V-6 3.7 L 

2014-2011 

OE Exact Thermostat. 

♦49238 

190 

2014-2011 

Thermostat Seal 

25300 

V-6 3.7 LONG 



2014 

OE Exact Thermostat. 

♦49238 

190 

V-6 3.7 L FLEX 


2014-2011 

OE Exact Thermostat. 

♦49238 

190 

2011 

Thermostat Seal 

25300 

V-6 3.7LLPG 



2014 

OE Exact Thermostat 

♦49238 

190 

V-6 4.2 L 



2008-1999 

OE Type Thermostat. 

♦14989 

192 

2008-1997 

Thermostat Gasket. 

25138 


1998-1997 

OE Type Thermostat ,, 

❖13778 

180 

1998-1997 

OE Type Thermostat 

♦13779 

195 

V-8 4.6 L 

2010-2000 

Coolant Temperature Sensor. 

74168 


2010-1997 

Premium Thermostat. 

♦45779 

192 

2010-1997 

OE Type Thermostat 

♦13779 

195 

2010-1997 

Thermostat Seal. 

25290 


2009-2007 

OE Type Thermostat 

❖13778 

180 

2009 

Premium Thermostat. 

❖45778 

180 

2005-1997 

OE Type Thermostat 

❖13778 

180 

2005-1997 

Premium Thermostat. 

❖45778 

180 

2003-1997 

OE Exact Thermostat 

49359 

192 

1999-1997 

Coolant Temperature Sensor; Cylinder Head 

74168 

V-8 5.0 L 

2017-2015 

OE Exact Thermostat. 

49229 

188 

2015-2011 

Thermostat Seal. 

25300 


2014-2011 

OE Exact Thermostat. 

❖49228 

180 

2014-2011 

OE Exact Thermostat. 

♦49229 

188 

1996-1995 

Economy Thermostat .. 

... ❖13006 

160 

1996-1995 

Premium Thermostat. 

❖45356 

160 

1996-1995 

Economy Thermostat. 

.... ❖13008 

180 

1996-1995 

Premium Thermostat. 

❖45358 

180 

1996-1995 

Economy Thermostat. 

♦13009 

195 

1996-1995 

Premium Thermostat. 

♦45359 

195 

1996-1995 

Thermostat Gasket 

25150 

V-8 5.0 L FLEX 



2014-2011 

OE Exact Thermostat. 

❖49228 

180 

2014-2011 

OE Exact Thermostat. 

♦49229 

188 

V-8 5.4 L 

2008-1997 

OE Type Thermostat. 

.... ❖13778 

180 

2008-1997 

Premium Thermostat. 

♦45779 

192 

2008-1997 

OE Type Thermostat. 

♦13779 

195 

2008-1997 

Thermostat Seal. 

25290 


2006-1997 

Premium Thermostat. 

❖45778 

180 

2003-1997 

Coolant Temperature Sensor; Cylinder Head 

74168 

2003-1997 

OE Exact Thermostat 

49359 

192 

V-8 5.4 L BI-FUEL 


2003-1998 

OE Type Thermostat. 

❖13778 

180 

2003-1998 

Premium Thermostat. 

❖45778 

180 

2003-1998 

Premium Thermostat. 

♦45779 

192 

2003-1998 

OE Type Thermostat. 

♦13779 

195 

2003-1998 

Thermostat Seal. 

25290 


♦ OE Temperature 


❖Alternate Temperature 


275 









































































































Thermostats for Passenger Cars and LightTrucks (1995 and Newer) 


Application 

Part 

Number 

Temp 

°F 

Application 


Part 

Number 

Temp 

°F 

Ford - 

Continued 



Ford- 

Continued 



F-150 - 

Continued 



F-150 Heritage - Continued : 

V-8 5.4 L CNG 



V-8 5.4 L CNG - Continued 



2003-2000 

OE Type Thermostat 

4-13778 

180 

2004 

OE Type Thermostat. 

♦13779 

195 

2003-2000 

Premium Thermostat 

045778 

180 

2004 

Thermostat Seal 

25290 


2003-2000 

Premium Thermostat 

♦45779 

192 

F-250 




2003-2000 

OE Type Thermostat 

♦13779 

195 

6-Cyl 4.9 L 




2003-2000 

Thermostat Seal. 

25290 


1996-1995 


❖13006 

160 

1998 

OE Type Thermostat 

013778 

180 

1996-1995 


❖13356 

160 

1998 

Premium Thermostat 

045778 

180 

1996-1995 

Premium Thermostat 

❖45356 

160 

1998 

Premium Thermostat 

♦45779 

192 

1996-1995 

Economy Thermostat. 

... -043008 

180 

1998 

OE Type Thermostat 

♦13779 

195 

1996-1995 


❖13358 

180 

1998 

Thermostat Seal 

25290 


1996-1995 

Premium Thermostat 

❖45358 

180 

V-8 5.4 L 

FLEX 



1996-1995 

Economy Thermostat. 

♦13009 

195 

2010-2006 

OE Type Thermostat 

013778 

180 

1996-1995 


♦13359 

195 

2010-2006 

Premium Thermostat 

♦45779 

192 

1996-1995 


♦45359 

195 

2010-2006 

OE Type Thermostat 

♦ 13779 

195 

1996-1995 


❖13352 

205 

2010-2006 

Thermostat Seal 

25290 


1996-1995 


25150 


2009 

Premium Thermostat 

045778 

180 

6-Cyl 4.9 L BI-FUEL 



2006 

Premium Thermostat. 

045778 

180 

1996-1995 

Economy Thermostat. 

... -<013006 

160 

V-8 5.8 L 




1996-1995 

OE Type Thermostat. 

... -013356 

160 

1996-1995 

Economy Thermostat 

... 013006 

160 

1996-1995 

Premium Thermostat 

045356 

160 

1996-1995 

Premium Thermostat. 

045356 

160 

1996-1995 

Economy Thermostat. 

... 013008 

180 

1996-1995 

Economy Thermostat. 

... 013008 

180 

1996-1995 

OE Type Thermostat. 

... 013358 

180 

1996-1995 

Premium Thermostat. 

.... 045358 

180 

1996-1995 

Premium Thermostat. 

.... 045358 

180 

1996-1995 

Economy Thermostat. 

♦ 13009 

195 

1996-1995 

Economy Thermostat. 

♦13009 

195 

1996-1995 

Premium Thermostat. 

♦45359 

195 

1996-1995 

OE Type Thermostat. 

♦13359 

195 

1996-1995 

Thermostat Gasket. 

25150 


1996-1995 


♦45359 

195 

V-8 6.2 L 




1996-1995 

OE Type Thermostat. 

.... 013352 

205 

2014-2010 

Thermostat Seal. 

25290 


1996-1995 


25150 


2014 

Premium Thermostat. 

45779 

192 

V-8 4.6 L 




2013-2010 

Premium Thermostat. 

♦45779 

192 

2009-2007 

OE Type Thermostat. 

.... 013778 

180 

F-150 Heritage 



2009-1997 

Premium Thermostat. 

♦45779 

192 

V-64.2L 




2009-1997 

OE Type Thermostat. 

♦13779 

195 

2004 

OE Type Thermostat. 

♦ 14989 

192 

2009-1997 

Thermostat Seal 

25290 


2004 

Thermostat Gasket. 

25138 


2009 


❖45778 

180 

V-8 4.6 L 




2005-1997 

OE Type Thermostat. 

... 013778 

180 

2004 

Coolant Temperature Sensor. 

74168 


2005-1997 


❖45778 

180 

2004 

OE Type Thermostat. 

.... 013778 

180 

1999-1997 

Coolant Temperature Sensor; Cylinder Head 

74168 

2004 

Premium Thermostat. 

045778 

180 

1999-1997 

OE Exact Thermostat 

49359 

192 

2004 

OE Exact Thermostat. . 

49359 

192 

V-8 4.9 L 




2004 

Premium Thermostat 

♦45779 

192 

1995 


❖13006 

160 

2004 

OE Type Thermostat 

♦13779 

195 

1995 


❖13356 

160 

2004 

Thermostat Seal. 

25290 


1995 

Premium Thermostat 

❖45356 

160 

V-8 5.4 L 




1995 

Economy Thermostat. 

... 013008 

180 

2004 

Coolant Temperature Sensor; Cylinder Head 

74168 


1995 

OE Type Thermostat. 

013358 

180 

2004 

OE Type Thermostat 

.... 013778 

180 

1995 


❖45358 

180 

2004 

Premium Thermostat 

045778 

180 

1995 

Economy Thermostat. 

♦13009 

195 

2004 

Premium Thermostat 

♦45779 

192 

1995 

OE Type Thermostat. 

♦13359 

195 

2004 

OE Type Thermostat 

♦13779 

195 

1995 


♦45359 

195 

2004 

Thermostat Seal 

25290 


1995 


❖13352 

205 

V-8 5.4 L BI-FUEL 



1995 

Thermostat Gasket 

25150 

2004 

OE Type Thermostat 

013778 

180 

V-8 5.0 L 




2004 

Premium Thermostat 

045778 

180 

1996-1995 

Economy Thermostat. 

... 013006 

160 

2004 

Premium Thermostat 

♦45779 

192 

1996-1995 

Premium Thermostat 

045356 

160 

2004 

OE Type Thermostat 

♦13779 

195 

1996-1995 

Economy Thermostat 

... 013008 

180 

2004 

Thermostat Seal. 

25290 


1996-1995 


❖45358 

180 

1 V-8 5.4 LONG 



1996-1995 

Economy Thermostat. 

♦13009 

195 

2004 

OE Type Thermostat 

013778 

180 

1996-1995 

Premium Thermostat. 

.... ♦45359 

195 

2004 

Premium Thermostat 

045778 

180 

1996-1995 

Thermostat Gasket. 

25150 


2004 

Premium Thermostat 

♦45779 

192 






♦ OE Temperature <> Alternate Temperature 
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Thermostats for Passenger Cars and LightTrucks (1995 and Newer) 


Application 

Part 

Number 

Temp 

°F 

Application 

Part 

Number 

Temp 

°F 

Ford - 

Continued 



Ford- 

Continued 



F-250 - 

Continued 



F-250 Super Duty - Continued 

V-8 5.4 L 




V-8 5.4 L - 

Continued 



2001-1997 

OE Type Thermostat. 

❖13778 

180 

2010-1999 

OE Type Thermostat 

❖13779 

195 

2001-1997 

Premium Thermostat. 

❖45778 

180 

2010-1999 

Thermostat Seal. 

25290 


2001-1997 

Premium Thermostat. 

❖45779 

192 

2004-1999 

Coolant Temperature Sensor; Cylinder Head 

74168 


2001-1997 

OE Type Thermostat 

❖13779 

195 

2004-1999 

OE Exact Thermostat. 

49359 

192 

2001-1997 

Thermostat Seal 

25290 


V-8 6.0 L DIESEL 



1999-1997 


74168 


2007-2003 

Integrated Housing Thermostat 

♦14899 

190 

1999-1997 

OE Exact Thermostat 

49359 

192 

V-8 6.2 L 




V-8 5.4 L BI-FUEL 



2017-2014 

Thermostat Seal. 

25290 


1999-1998 

OE Type Thermostat 

❖13778 

180 

2017 

OE Type Thermostat 

14989 

192 

1999-1998 

Premium Thermostat. 

❖45778 

180 

2017 

OE Type Thermostat 

13779 

195 

1999-1998 


♦45779 

192 

2016-2014 

Premium Thermostat. 

45779 

192 

1999-1998 

OE Type Thermostat 

.... ❖13779 

195 

V-8 6.2 L FLEX 



1999-1998 


25290 


2013-2011 

Premium Thermostat. 

❖45779 

192 

V-8 5.4 L CNG 



2013-2011 

Thermostat Seal. 

25290 


1999-1997 

OE Type Thermostat. 

❖13778 

180 

V-8 6.4 L DIESEL 



1999-1997 

Premium Thermostat. 

❖45778 

180 

2010-2008 

OE Exact Thermostat Kit. 

❖49200 

192/203 

1999-1997 

Premium Thermostat. 

♦45779 

192 

V-8 6.7 L 




1999-1997 


♦ 18779 

195 

2017-2015 

OE Exact Thermostat 

49240 

194/201 

1999-1997 

Thermostat Seal 

25290 

V-8 6.7 L DIESEL 



V-8 5.8 L 




2014-2011 

OE Exact Thermostat. 

❖49240 

194/201 

1997-1995 

Economy Thermostat. 

... ❖13006 

160 

V-8 7.3 L DIESEL 



1997-1995 

Premium Thermostat 

❖45356 

160 

2003-1999 

OE Type Thermostat 

❖14269 

195 

1997-1995 

Economy Thermostat. 

... ❖13008 

180 

2003-1999 

Thermostat Seal. 

25289 


1997-1995 

Premium Thermostat. 

❖45358 

180 

V-10 6.8L 




1997-1995 

Economy Thermostat. 

❖13009 

195 

2010-1999 

OE Type Thermostat 

.... ❖13778 

180 

1997-1995 

Premium Thermostat. 

.... ♦45359 

195 

2010-1999 

Premium Thermostat. 

❖45778 

180 

1997-1995 

Thermostat Gasket. 

25150 


2010-1999 

Premium Thermostat. 

❖45779 

192 

V-8 7.3 L DIESEL 



2010-1999 

OE Type Thermostat 

❖13779 

195 





2010-1999 

Thermostat Seal. 

25290 


1996 

OE Type Thermostat. 

.... ❖14269 

195 

2004-1999 

Coolant Temperature Sensor. 

74168 


1995 

OE Type Thermostat. 

❖14252 

203 

F-350 




V-8 7.5 L 




6-Cyl 4.9 L 




1996-1995 

Economy Thermostat. 

... ❖13006 

160 

1996-1995 

Economy Thermostat. 

.... ❖13006 

160 

1996-1995 

Premium Thermostat. 

❖45356 

160 

1996-1995 

OE Type Thermostat 

.... ❖issse 

160 

1996-1995 

Economy Thermostat. 

... ❖13008 

180 

1996-1995 

Premium Thermostat. 

.... ❖45356 

160 

1996-1995 

Premium Thermostat. 

❖45358 

180 

1996-1995 

Economy Thermostat. 

... ❖13008 

180 

1996-1995 

Economy Thermostat. 

❖13009 

195 

1996-1995 

OE Type Thermostat 

.... ❖ttsss 

180 

1996-1995 

Premium Thermostat. 

❖45359 

195 

1996-1995 

Premium Thermostat. 

❖45358 

180 

1996-1995 

Thermostat Gasket. 

25168 


1996-1995 

Economy Thermostat. 

❖13009 

195 

F-250 HD 



1996-1995 

OE Type Thermostat. 

❖13359 

195 

V-8 5.8 L 




1996-1995 

Premium Thermostat. 

.... ❖45359 

195 

1997 

Economy Thermostat. 

13009 

195 

1996-1995 

OE Type Thermostat. 

.... ❖13352 

205 

V-8 7.3 L DIESEL 



1996-1995 

Thermostat Gasket. 

25150 


1997 

OE Type Thermostat. 

❖14269 

195 

V-8 5.0 L 




1997 

Thermostat Seal 

25289 


1996-1995 

Economy Thermostat. 

.... ❖13006 

160 

V-8 7.5 L 




1996-1995 

Premium Thermostat. 

❖45356 

160 

1997 

Economy Thermostat. 

... ❖13006 

160 

1996-1995 

Economy Thermostat. 

.... ❖13008 

180 

1997 

Premium Thermostat. 

❖45356 

160 

1996-1995 

Premium Thermostat. 

❖45358 

180 

1997 


♦13008 

180 

1996-1995 

Economy Thermostat. 

❖13009 

195 

1997 

Premium Thermostat 

❖45358 

180 

1996-1995 

Premium Thermostat. 

♦45359 

195 

1997 

Economy Thermostat. 

❖13009 

195 

1996-1995 

Thermostat Gasket 

25150 


1997 

Premium Thermostat 

❖45359 

195 

V-8 5.4 L 




1997 

Thermostat Gasket 

25168 


2009-1999 

OE Type Thermostat. 

.... ❖13778 

180 

F-250 SuDer Dutv 



2009-1999 

Premium Thermostat. 

❖45779 

192 

V-8 5.4 L 

■ J 



2009-1999 

OE Type Thermostat. 

❖13779 

195 

2010-1999 

OE Type Thermostat. 

❖13778 

180 

2009-1999 

Thermostat Seal. 

25290 


2010-1999 

Premium Thermostat. 

❖45778 

180 

2009 

Premium Thermostat. 

❖45778 

180 

2010-1999 

Premium Thermostat. 

❖45779 

192 

2006-1999 

Premium Thermostat. 

❖45778 

180 


❖ OE Temperature ❖Alternate Temperature 
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Thermostats for Passenger Cars and LightTrucks (1995 and Newer) 


Application 

Part 

Number 

Temp 

°F 

Application 

Part 

Number 

Temp 

°F 

Ford - Continued 



Ford - Continued 



F-350 - Continued 

Fiesta 1 

V-8 5.8 L 



4-Cyl 1.6 L 



1997-1995 Economy Thermostat 

013006 

160 

2016 Integrated Housing Thermostat. 

49429 

194 

1997-1995 Premium Thermostat 

045356 

160 

2008-2003 OE Type Thermostat. 

♦14138 

180 

1997-1995 Economy Thermostat 

. 013008 

180 

2008-2003 OE Type Thermostat. 

-0-14139 

188 

1997-1995 Premium Thermostat 

045358 

180 

2001 OE Type Thermostat. 

♦14138 

180 

1997-1995 Economy Thermostat 

♦ 13009 

195 

2001 OE Type Thermostat. 

-014139 

188 

1997-1995 Premium Thermostat 

♦45359 

195 

Fiesta Ikon \ 

1997-1995 Thermostat Gasket 

25150 


4-Cyl 1.6 L 

2003-2002 OE Type Thermostat. 



V-8 6.2 L 



♦14138 

180 

2013-2011 Premium Thermostat 

♦45779 

192 

2003-2002 OE Type Thermostat. 

-014139 

188 

2013-2011 Thermostat Seal 

25290 


Five Hundred | 

V-8 7.3 L DIESEL 

1997-1996 OE Type Thermostat 



♦14269 

195 

V-6 3.0 L 

2007-2005 Coolant Temperature Sensor 

74107 


1997-1995 Thermostat Seal. 

25289 


2007-2005 OE Type Thermostat. 

♦14138 

180 




1995 OE Type Thermostat 

♦14252 

203 

2007-2005 OE Type Thermostat. 

-014139 

188 

V-8 7.5 L 



2007-2005 Thermostat Seal 

25290 


1997-1995 Economy Thermostat 

. 013006 

160 




Flex 

1997-1995 Premium Thermostat 

1997-1995 Economy Thermostat 

045356 

. 013008 

160 

180 

V-6 3.5 L 

2017-2016 OE Type Thermostat. 

2017-2009 OE Exact Thermostat 

14138 

49368 

180 

180 

1997-1995 Premium Thermostat 

. 045358 

180 




1997-1995 Economy Thermostat 

. ♦ 13009 

195 

2017-2009 Thermostat Seal 

25290 






1997-1995 Premium Thermostat 

♦45359 

195 

2013-2012 OE Type Thermostat. 

-014139 

188 

1997-1995 Thermostat Gasket 

25168 



♦14138 

180 




F-350 Super Duty 



Focus 1 

V-8 5.4 L 

2010-1999 OE Type Thermostat. 

2010-1999 Premium Thermostat. 



. 013778 

045778 

180 

180 

4-Cyl 2.0 L 

2016 Integrated Housing Thermostat 

2015-2013 Integrated Housing Thermostat. 

48728 

♦48728 

180 

180 

2010-1999 Premium Thermostat. 

♦45779 

192 

2011-2005 Integrated Housing Thermostat; W/O Sensor. 

♦48708 

180 

2010-1999 OE Type Thermostat. 

. ♦13779 

195 

2011-2005 Integrated Housing Thermostat; W/Sensor. 

♦48672 

208 

2010-1999 Thermostat Seal. 

25290 


2004-2000 OE Type Thermostat. 

-013978 

180 

2004-1999 Coolant Temperature Sensor. 

74168 





2004-2000 Premium Thermostat. 


180 

2004-1999 OE Exact Thermostat. 

V-8 6.0 L DIESEL 

49359 

192 

2004-2000 OE Type Thermostat. 

2004-2000 Premium Thermostat. 

♦14990 

♦45990 

192 

192 

2007-2003 Integrated Housing Thermostat. 

. ♦ 14899 

190 



V-8 6.2 L 

25290 

2004-2000 OE Type Thermostat. 

2004-2000 Premium Thermostat . 

♦13979 

♦45979 

195 

195 

2017-2014 Thermostat Seal. 




2017 OE Type Thermostat. 


192 

2004-2000 Thermostat Seal 

25279 


14989 

2004 Coolant Temperature Sensor . . 

74107 


2017 OE Type Thermostat 

2016-2014 Premium Thermostat 

13779 

45779 

195 

192 

2003-2002 Coolant Temperature Sensor; Cooling System 

2003 Thermostat Seal 

74107 

25290 


V-8 6.2 L FLEX 

♦45779 

192 

2001 Thermostat Gasket 

25174 


2013-2011 Premium Thermostat. 

4-Cyl 2.3 L 



2013-2011 Thermostat Seal. 

25290 




V-8 6.4 L DIESEL 

♦49200 

192/203 

2007-2003 Integrated Housing Thermostat; W/O Sensor . 
2007-2003 Integrated Housing Thermostat; W/Sensor. 

♦48708 

♦48672 

180 

208 

2010-2008 OE Exact Thermostat Kit 



V-8 6.7 L 


Focus Europa 

2017-2015 OE Exact Thermostat. 

49240 

194/201 

4-Cyl 2.0 L 



V-8 6.7 L DIESEL 



2011-2010 Integrated Housing Thermostat; W/O Sensor 

♦48708 

180 

2014-2011 OE Exact Thermostat. 

♦49240 

194/201 

2011-2010 Integrated Housing Thermostat; W/Sensor 

♦48672 

208 



V-8 7.3 L DIESEL 



Freestar 

2003-1999 OE Type Thermostat. 

. ♦14269 

195 

V-6 3.9 L 




25289 


2007-2004 Economy Thermostat. 

-013006 

160 

V-10 6.8L 

2010-1999 OE Type Thermostat. 



2007-2004 Premium Thermostat 

045356 

160 

. 013778 

180 

2007-2004 Economy Thermostat. 

013008 

180 

2010-1999 Premium Thermostat. 

045778 

180 

2007-2004 Premium Thermostat 

045358 

180 

2010-1999 Premium Thermostat 

♦45779 

192 

2007-2004 Economy Thermostat. 

♦13009 

195 

2010-1999 OE Type Thermostat. 

♦13779 

195 

2007-2004 Premium Thermostat 

♦45359 

195 

2010-1999 Thermostat Seal. 

25290 


2007-2004 Thermostat Gasket 

25138 

2004-1999 Coolant Temperature Sensor. 

74168 


V-6 4.2 L 

2007-2004 Economy Thermostat 






... 013006 

160 




2007-2004 Premium Thermostat 

045356 

160 







♦ OE Temperature o Alternate Temperature 
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Thermostats for Passenger Cars and LightTrucks (1995 and Newer) 


Application 


Ford - Continued 


Part Temp 
Number °F 


Freestar - Continued ! 

V-64.2L- 

Continued 



2007-2004 

Economy Thermostat. 

❖13008 

180 

2007-2004 

Premium Thermostat. 

❖45358 

180 

2007-2004 

Economy Thermostat. 

❖13009 

195 

2007-2004 

Premium Thermostat. 

❖45359 

195 

2007-2004 

Thermostat Gasket 

25138 





Freestyle 

V-6 3.0L 

2007-2005 

Coolant Temperature Sensor. 

74107 


2007-2005 

OE Type Thermostat 

❖14138 

180 

2007-2005 

OE Type Thermostat 

❖14139 

188 

2007-2005 

Thermostat Seal 

25290 





Fusion I 

4-Cyl 1.6 L 

2014-2013 

Integrated Housing Thermostat. 

49429 

194 

4-Cyl 2.0 L 

2016-2013 

Coolant Temperature Sensor. 

74107 


2016 

OE Exact Thermostat 

49229 

188 

2015-2013 

Thermostat Seal 

25300 


2015 

Integrated Housing Thermostat. 

48728 

180 

2014 

Integrated Housing Thermostat. 

❖48728 

180 

2013 

OE Exact Thermostat; Excludes Housing. 

❖49229 

188 

2013 

OE Exact Thermostat; Excludes Housing. 

❖49238 

190 

2013 

Integrated Housing Thermostat; Includes Housing. 

❖48728 

180 

4-Cyl 2.0 L 

ELECTRIC/GAS 



2017 

Coolant Temperature Sensor; Cooling System 

74107 


2017 

OE Exact Thermostat. 

49229 

188 

2017 

Thermostat Seal. 

25300 


2015-2014 

OE Exact Thermostat. 

49229 

188 

2015-2013 

Integrated Housing Thermostat. 

48728 

180 

4-Cyl 2.3 L 


2009-2007 

Coolant Temperature Sensor; Cooling System. 

74057 


2009-2006 

Integrated Housing Thermostat; W/O Sensor. 

♦48708 

180 

2009-2006 

Integrated Housing Thermostat; W/Sensor. 

❖48672 

208 

2006 

Coolant Temperature Sensor; Threaded/Screw In. 

74057 


4-Cyl 2.5 L 

2016-2015 

Integrated Housing Thermostat. 

48708 

180 

2014-2010 

Integrated Housing Thermostat; W/O Sensor. 

♦48708 

180 

2014-2010 

Integrated Housing Thermostat; W/Sensor. 

♦48672 

208 

4-Cyl 2.5 L 

ELECTRIC/GAS 



2010 

Integrated Housing Thermostat; W/O Sensor. 

♦48708 

180 

2010 

Integrated Housing Thermostat; W/Sensor. 

❖48672 

208 

V-6 2.7 L 

2017 

OE Exact Thermostat. 

49229 

188 

2017 

Thermostat Seal. 

25300 


V-6 3.0 L 



2012-2010 

Thermostat Seal. 

25285 


2012 

OE Type Thermostat. 

❖14138 

180 

2012 

OE Type Thermostat. 

❖14139 

188 

2011-2010 

OE Type Thermostat. 

❖14139 

188 

2010 

OE Type Thermostat. 

14139 

188 

2009-2006 

Thermostat Seal 

25290 

2009 

OE Type Thermostat. 

❖14138 

180 

2009 

OE Type Thermostat. 

❖14139 

188 

2008-2006 

OE Type Thermostat. 

❖14139 

188 

2006 

OE Type Thermostat. 

❖14138 

180 

V-6 3.0 L FLEX 



2012-2010 

Thermostat Seal 

25285 


2012 

OE Type Thermostat. 

❖14138 

180 


Application 


Part 

Number 

Temp 

°F 

Ford- 

Continued 



I Fusion- 

Continued 



V-6 3.0 L FLEX -Continued 



2012 

OE Type Thermostat 

❖14139 

188 

2011-2010 

OE Type Thermostat 

❖14139 

188 

V-6 3.5 L 




2012-2010 

OE Exact Thermostat 

49368 

180 

2012-2010 

OE Type Thermostat 

❖14138 

180 

2012-2010 

Thermostat Seal. 

25290 


2012 

OE Type Thermostat 

❖14139 

188 

GT 

V-8 5.4 L 




2006-2005 

Coolant Temperature Sensor. 

74168 


2006 

Heavy-Duty Thermostat 

❖14536 

160 

2006 

Heavy-Duty Thermostat. 

❖14537 

170 

2006 

Heavy-Duty Thermostat 

❖14538 

180 

2006 

Heavy-Duty Thermostat 

❖14539 

190 

Ikon i 

4-Cyl 1.6 L 




2006-2004 

OE Type Thermostat 

❖14138 

180 

2006-2004 

OE Type Thermostat 

❖14139 

188 

Ka 

4-Cyl 1.6 L 




2006-2001 

OE Type Thermostat; Excludes Housing 

❖14138 

180 

2006-2001 

OE Type Thermostat; Excludes Housing 

❖14139 

188 

2006-2001 

Integrated Housing Thermostat; Includes Housing.. . 

❖48708 

180 

Lobo I 

V-8 4.6 L 




2007-2004 

OE Type Thermostat 

❖13778 

180 

2007-2004 

OE Type Thermostat 

❖13779 

195 

V-8 5.4 L 




2007-2003 

OE Type Thermostat 

❖13778 

180 

2007-2002 

OE Type Thermostat 

❖13779 

195 

2002 

OE Type Thermostat. 

❖13778 

180 

Mondeo 

V-6 2.5 L 




2006-2002 

Integrated Housing Thermostat. 

❖48708 

180 

Mustang j 

V-6 3.7 L 




2017-2015 

OE Exact Thermostat. 

49238 

190 

2017-2011 

Thermostat Seal. 

25300 


2014-2011 

OE Exact Thermostat. 

❖49238 

190 

V-6 3.8 L 




2004-1997 

Thermostat Gasket. 

25138 


2004-1995 

Economy Thermostat. 

❖13006 

160 

2004-1995 

Premium Thermostat. 

❖45356 

160 

2004-1995 

Economy Thermostat. 

❖13008 

180 

2004-1995 

Premium Thermostat. 

❖45358 

180 

2004-1995 

Economy Thermostat. 

❖13009 

195 

2004-1995 

Premium Thermostat. 

❖45359 

195 

2004 

OE Type Thermostat. 

❖13858 

180 

2004 

OE Type Thermostat. 

❖13859 

195 

2003 

OE Type Thermostat. 

❖13356 

160 

2003 

OE Type Thermostat 

❖13358 

180 

2003 

OE Type Thermostat , 

❖13359 

195 

2003 

OE Type Thermostat 

❖13352 

205 

2002-1999 

OE Type Thermostat 

❖13858 

180 

2002-1999 

OE Type Thermostat 

❖13859 

195 

2000-1997 

Thermostat Seal; Thermostat located at water pump 

25279 



(inlet system).. 



1996 

Thermostat Seal. 

25279 







❖ OE Temperature 


❖Alternate Temperature 


279 













































































































Thermostats for Passenger Cars and LightTrucks (1995 and Newer) 


Application 

Part 

Number 

Temp 

°F 

Application 


Part 

Number 

Temp 

°F 

Ford - 

Continued 



Ford- 

Continued 



Mustang - Continued 

Mustang - Continued ii 

V-6 3.8L- 

Continued 



V-8 5.8 L - 

Continued 



1995 

Thermostat Gasket. 

25138 


2014-2013 

Thermostat Seal 

25290 


V-6 3.9 L 




Police Interceptor Sedan 



2004 

Economy Thermostat 

■043006 

160 

V-6 3.5 L 




2004 

Premium Thermostat 

■045356 

160 

2017-2014 

OE Type Thermostat. 

14138 

180 

2004 

Economy Thermostat 

•013008 

180 

2017-2013 

OE Exact Thermostat 

49368 

180 

2004 

OE Type Thermostat 

■013858 

180 

2017-2013 


25290 


2004 

Premium Thermostat 

■045358 

180 

2013 

OE Type Thermostat. 

♦14138 

180 

2004 

Economy Thermostat 

■♦■13009 

195 

2013 

OE Type Thermostat. 

4-14139 

188 

2004 

OE Type Thermostat 

■013859 

195 

V-6 3.5 L FLEX 



2004 

Premium Thermostat 

■045359 

195 

2015 

OE Type Thermostat. 

14138 

180 

2004 

Thermostat Gasket. 

25138 


V-6 3.7 L 




V-6 4.0 L 




2017-2016 

OE Type Thermostat. 

14138 

180 

2010-2005 

Coolant Temperature Sensor. 

74107 


2017-2013 

OE Exact Thermostat 

49368 

180 

2010-2005 

OE Type Thermostat 

013649 

190 

2017-2013 

Thermostat Seal 

25290 


2010-2005 

OE Exact Thermostat. 

49379 

198 

2015 


♦14138 

180 

2010-2005 

Integrated Housing Thermostat; Includes housing. 

15319 

195 

2014 

OE Type Thermostat. 

♦14138 

180 

2010-2005 

Thermostat Seal. 

25271 


V-6 3.7 L FLEX 



V-84.6L 




2015 

OE Type Thermostat; W/O Housing 

♦14138 

180 

2010-2007 

Premium Thermostat 

045779 

192 

Police Interceptor Utility 

2010-2007 

OE Type Thermostat 

013779 

195 

V-6 3.5 L 




2010-1996 

Thermostat Seal 

25290 


2017-2014 

OE Exact Thermostat 

49368 

180 

2009-2007 

OE Type Thermostat 

■013778 

180 

2017-2014 

OE Type Thermostat. 

14138 

180 

2009-2007 

Premium Thermostat. 

■045778 

180 

2017-2014 

Thermostat Seal 

25290 


2006-2005 

OE Type Thermostat. 

■014139 

188 

V-6 3.7 L 




2006-2003 

OE Type Thermostat. 

014138 

180 

2017-2013 

OE Exact Thermostat 

49368 

180 

2004-2003 

OE Type Thermostat. 

■013778 

180 

2017-2013 

OE Type Thermostat. 

14138 

180 

2004-2003 

Premium Thermostat. 

■045778 

180 

2017-2013 

Thermostat Seal 

25290 


2004-2003 

Premium Thermostat. 

045779 

192 

V-6 3.7 L FLEX 



2004-2003 

OE Type Thermostat. 

013779 

195 

2015 

OE Type Thermostat. 

14138 

180 

2002-1996 

OE Type Thermostat. 

■013398 

180 

Probe 




2002-1996 

Premium Thermostat. 

■045398 

180 

4-Cyl 2.0 L 




2002-1996 

OE Type Thermostat. 

013399 

195 

1997-1996 

Coolant Temperature Sensor 

74057 


2002-1996 

Premium Thermostat 

045399 

195 

1997-1995 

OE Type Thermostat .... 

4-14047 

170 

2001 

OE Type Thermostat 

014089 

188 

1997-1995 

OE Type Thermostat .... 

♦14048 

180 

1999-1996 

OE Type Thermostat 

014089 

188 

1997-1995 

Thermostat Seal 

25285 


V-8 5.0 L 




V-6 2.5 L 




2017-2015 

OE Exact Thermostat. 

49229 

188 

1997-1995 

OE Type Thermostat. 

4-14047 

170 

2017-2011 

Thermostat Seal 

25300 


1997-1995 


♦14048 

180 

2014-2011 

OE Exact Thermostat. 

■049228 

180 

1997-1995 

Thermostat Seal. 

25285 


2014-2011 

OE Exact Thermostat. 

049229 

188 

Ranger | 

1995 

Economy Thermostat 

■013006 

160 

4-Cyl 2.3 L 




1995 

Premium Thermostat 

■045356 

160 

2011-2001 

Integrated Housing Thermostat; W/O Sensor. 

♦48708 

180 

1995 

Economy Thermostat 

■013008 

180 

2011-2001 

Integrated Housing Thermostat; W/Sensor. 

♦48672 

208 

1995 

Premium Thermostat 

■045358 

180 

2003-2001 

Coolant Temperature Sensor; Cooling System. 

74057 


1995 

Economy Thermostat 

013009 

195 

1997-1995 

OE Type Thermostat. 

4-13828 

180 

1995 

Premium Thermostat 

045359 

195 

1997-1995 

Premium Thermostat. 

445828 

180 

1995 

Thermostat Gasket. 

25150 


1997-1995 


-0-13820 

192 

V-8 5.2 L 




1997-1995 

Premium Thermostat. 

445820 

192 

2017 

OE Exact Thermostat. 

49229 

188 

1997-1995 

OE Type Thermostat. 

♦13829 

195 

2017 

Thermostat Seal. 

25300 


1997-1995 


♦45829 

195 

2015 

OE Exact Thermostat. 

49229 

188 

1997-1995 

Thermostat Gasket 

25164 

2015 

Thermostat Seal. 

25300 


4-Cyl 2.5 L 




V-8 5.4 L 




2001-1998 

OE Type Thermostat. 

♦14990 

192 

2012-2007 

Coolant Temperature Sensor. 

74168 


2001-1998 


♦45990 

192 

2012-2007 

OE Exact Thermostat. 

049312 

192 

V-6 3.0 L 




2012-2007 

Thermostat Seal. 

25290 


2008-2004 

Coolant Temperature Sensor 

74107 


V-8 5.8 L 




2008-1996 

OE Type Thermostat. 

♦13858 

180 

2014-2013 

Coolant Temperature Sensor .. 

74168 


2008-1996 

Premium Thermostat 

♦45858 

180 

2014-2013 

OE Exact Thermostat. 

049312 

192 





♦ OE Temperature <> Alternate Temperature 


280 







































































































Thermostats for Passenger Cars and LightTrucks (1995 and Newer) 


Application 

Part 

Number 

Temp 

°F 

Application 

Part 

Number 

Temp 

°F 

Ford - 

Continued 



Ford- 

Continued 



Ranger - Continued 

Taurus 

- Continued 



V-6 3.0L- 

Continued 



V-6 3.0 L 

Continued 



2008-1996 

OE Type Thermostat. 

♦13859 

195 

1999-1998 

OE Type Thermostat 

♦13859 

195 

2008-1996 

Premium Thermostat. 

♦45859 

195 

1999-1998 

Premium Thermostat. 

♦45859 

195 

2008-1995 

Thermostat Gasket; 2-Hole Gasket 

25138 


1999-1996 

OE Type Thermostat 

♦ 14138 

180 

1995 

Economy Thermostat. 

013006 

160 

1999-1996 

OE Type Thermostat 

. =14139 

188 

1995 

Premium Thermostat. 

045356 

160 

1997-1995 

Economy Thermostat. 

. =13006 

160 

1995 

Economy Thermostat. 

013008 

180 

1997-1995 

Premium Thermostat. 

045356 

160 

1995 

Premium Thermostat. 

045358 

180 

1997-1995 

Economy Thermostat. 

. =13008 

180 

1995 

Economy Thermostat. 

♦13009 

195 

1997-1995 

Premium Thermostat. 

045358 

180 

1995 

Premium Thermostat. 

♦45359 

195 

1997-1995 

Economy Thermostat. 

. 013009 

195 

V-6 3.0 L FLEX 



1997-1995 

Premium Thermostat. 

. 045359 

195 

2004-1999 

OE Type Thermostat 

013858 

180 

1995 

OE Type Thermostat 

. =13978 

180 

2004-1999 

Premium Thermostat. 

045858 

180 

1995 

Premium Thermostat .. 

045978 

180 

2004-1999 

OE Type Thermostat 

♦ 13859 

195 

1995 

OE Type Thermostat 

. 013979 

195 

2004-1999 

Premium Thermostat. 

♦45859 

195 

1995 

Premium Thermostat . 

♦45979 

195 

2004-1999 

Thermostat Gasket; 2-Hole Gasket 

25138 


1995 


25281 


V-6 4.0 L 




V-6 3.0 L FLEX 



2011-2004 

Coolant Temperature Sensor. 

74107 


2006-2000 


♦13006 

160 

2011-2003 

OE Exact Thermostat 

49379 

198 

2006-2000 


♦45356 

160 

2011-2003 

OE Type Thermostat; For 2 Clip In Style Sensors .. 

15269 

190 

2006-2000 

Economy Thermostat. 

. =13008 

180 

2011-2001 

OE Type Thermostat. 

♦13649 

190 

2006-2000 


♦45358 

180 

2011-2001 

Thermostat Seal. 

25271 


2006-2000 


♦13009 

195 

2009-2001 

OE Type Thermostat. 

013648 

174 

2006-2000 


♦45359 

195 

2003-2001 

Coolant Temperature Sensor; W/ 2 Flat Pins. 

74057 


2006-1996 

Thermostat Gasket; 3-Hole Gasket. 

25183 


2003-1998 

Thermostat Gasket. 

25138 


1999-1998 


♦13858 

180 

2003 

Coolant Temperature Sensor; W/ 2 Round Pins 

74107 


1999-1998 


♦45858 

180 

2002-2001 

Coolant Temperature Sensor; Clip In Style. 

74107 


1999-1998 

OE Type Thermostat. 

♦13859 

195 

2001 

OE Type Thermostat. 

15259 

190 

1999-1998 


♦45859 

195 

2000-1995 

OE Type Thermostat. 

013958 

180 

1997-1996 

Economy Thermostat. 

. =13006 

160 

2000-1995 

Premium Thermostat. 

045368 

180 

1997-1996 


♦45356 

160 

2000-1995 

OE Type Thermostat. 

♦13959 

195 

1997-1996 


♦13008 

180 

2000-1995 

Premium Thermostat. 

♦45369 

195 

1997-1996 


♦45358 

180 

2000-1995 

Thermostat Seal 

25279 


1997-1996 


♦13009 

195 

Sable 




1997-1996 

Premium Thermostat. 

♦45359 

195 

V-6 3.0 L 




V-6 3.2 L 




1999 

OE Type Thermostat 

♦14138 

180 

1995 

OE Type Thermostat 

. =13978 

180 

1999 


♦14139 

188 

1995 

Premium Thermostat. 

= 45978 

180 

1999 

Thermostat Seal 

25290 


1995 

OE Type Thermostat 

♦13979 

195 




1995 

Premium Thermostat. 

♦45979 

195 

ODGCIal OGlVICG r OlICG 060311 







4-Cyl 2.0 L 




1995 

Thermostat Seal. 

25281 


2016 

Integrated Housing Thermostat. 

48728 

180 

V-6 3.5 L 




2015 

Integrated Housing Thermostat. 

♦48728 

180 

2017-2015 

OE Type Thermostat 

14138 

180 

Tannic 




2017-2008 

OE Exact Thermostat. 

. 49368 

180 

4-Cyl 2.0 L 




2017-2008 

Thermostat Seal. 

. 25290 


?nifi 


48728 

180 

2013-2012 

OE Type Thermostat 

. =14139 

188 

2015-2013 

Integrated Housing Thermostat. 

♦48728 

180 

2013-2008 

OE Type Thermostat 

. 014138 

180 

V-6 3.0 L 




V-6 3.5 L FLEX 



2007-2000 

Economy Thermostat. 

013006 

160 

2015 

OE Type Thermostat 

. 14138 

180 

2007-2000 

Premium Thermostat. 

045356 

160 

V-6 3.8 L 




2007-2000 

Economy Thermostat. 

013008 

180 

1995 

Economy Thermostat. 

. =13006 

160 

2007-2000 

Premium Thermostat. 

045358 

180 

1995 

Premium Thermostat. 

. =45356 

160 

2007-2000 

Economy Thermostat. 

♦ 13009 

195 

1995 

Economy Thermostat 

. =13008 

180 

2007-2000 

Premium Thermostat. 

♦45359 

195 

1995 

Premium Thermostat .. 

. =45358 

180 

2007-1995 

Thermostat Gasket; 3-Hole Gasket 

25183 


1995 

Economy Thermostat .. 

. 013009 

195 

2005-2000 

OE Type Thermostat 

014138 

180 

1995 

Premium Thermostat. 

♦45359 

195 

2005-2000 

OE Type Thermostat 

♦14139 

188 

1995 

Thermostat Gasket; 2-Hole Gasket. 

25138 


2005-1996 

Thermostat Seal 

25290 


V-8 3.4 L 








1999-1996 

OE Type Thermostat. 

♦14077 

170 

1999-1998 

OE Type Thermostat. 

013858 

180 









1999-1996 

OE Type Thermostat. 

♦14078 

180 

1999-1998 

Premium Thermostat. 

045858 

180 






♦ OE Temperature ^Alternate Temperature 


281 










































































































Thermostats for Passenger Cars and LightTrucks (1995 and Newer) 


Application 


Ford - Continued 


Taurus - Continued 

V-8 3.4 L - Continued 

1999-1996 Thermostat Seal 25286 

Taurus X 

V-6 3.5 L 

2009-2008 OE Exact Thermostat. 49368 

2009-2008 OE Type Thermostat ♦14138 

2009-2008 Thermostat Seal. 25290 

Thunderbird 

V-6 3.8 L 

1997-1996 Thermostat Seal 25279 

1997-1995 Economy Thermostat. *13006 

1997-1995 Premium Thermostat. * 45356 

1997-1995 Economy Thermostat. *13008 

1997-1995 Premium Thermostat. -4-45358 

1997-1995 Economy Thermostat ♦ 13009 

1997-1995 Premium Thermostat >45359 

1997 OE Type Thermostat. *13858 

1997 OE Type Thermostat. >13859 

1997 Thermostat Gasket. 25138 

1995 Thermostat Gasket. 25138 

V-8 3.9 L 

2005-2004 Coolant Temperature Sensor; With Harness. 74027 

2005-2003 Heavy-Duty Thermostat. 49499 

2003 Coolant Temperature Sensor; Without Harness. 74027 

2002 Coolant Temperature Sensor. 74027 

2002 OE Type Thermostat; Excludes Housing. >14748 

V-8 4.6 L 

1997-1995 OE Type Thermostat. *13398 

1997-1995 Premium Thermostat. 4-45398 

1997-1995 OE Type Thermostat. >13399 

1997-1995 Premium Thermostat >45399 

1997-1995 Thermostat Seal 25290 

Transit-150 

V-6 3.5 L 

2017-2016 OE Exact Thermostat. 49238 

2017-2015 Thermostat Seal 25300 

2015 OE Exact Thermostat; Excludes Housing 49238 

V-6 3.7 L 

2017-2016 OE Exact Thermostat. 49238 

2017-2015 Thermostat Seal 25300 

V-6 3.7 L CNG 

2015 OE Exact Thermostat; Excludes Housing 49238 

V-6 3.7 L FLEX 

2015 OE Exact Thermostat; Excludes Housing 49238 

V-6 3.7 L LPG 

2015 OE Exact Thermostat; Excludes Housing 49238 

Transit-250 

V-6 3.5 L 

2017-2016 OE Exact Thermostat. 49238 

2017-2015 Thermostat Seal 25300 

2015 OE Exact Thermostat; Excludes Housing 49238 

V-6 3.7 L 

2017-2016 OE Exact Thermostat. 49238 

2017-2015 Thermostat Seal. 25300 

V-6 3.7 L CNG 

2015 OE Exact Thermostat; Excludes Housing 49238 

V-6 3.7 L FLEX 

2015 OE Exact Thermostat; Excludes Housing 49238 


Part Temp 
Number °F 


Application 


Ford - Continued 


Part Temp 
Number °F 



Transit-250 - Continued 


V-6 3.7 L LPG 




2015 

OE Exact Thermostat; Excludes Housing 

49238 

190 


Transit-350 


V-6 3.5 L 




180 

2017-2016 

OE Exact Thermostat 

49238 

190 

180 

2017-2015 

Thermostat Seal 

25300 

2015 

OE Exact Thermostat; Excludes Housing 

49238 

190 


V-6 3.7 L 

OE Exact Thermostat 

49238 

190 


2017-2016 


2017-2015 

Thermostat Seal 

25300 


160 

V-6 3.7 L CNG 


160 

2015 

OE Exact Thermostat; Excludes Housing 

49238 

190 

180 

V-6 3.7 L FLEX 



180 

2015 

OE Exact Thermostat; Excludes Housing 

49238 

190 

195 

V-6 3.7 L LPG 



195 

2015 

OE Exact Thermostat; Excludes Housing 

49238 

190 

180 

Transit-350 HD 

195 

V-6 3.5 L 

2017-2016 

OE Exact Thermostat 

49238 

190 


2017-2015 

Thermostat Seal 

25300 



2015 

OE Exact Thermostat; Excludes Housing 

49238 

190 

190 

V-6 3.7 L 

2017-2016 

OE Exact Thermostat 

49238 

190 

2017-2015 

Thermostat Seal 

25300 


V-6 3.7 L CNG 


183 

2015 

OE Exact Thermostat; Excludes Housing 

49238 

190 

V-6 3.7 L FLEX 



180 

2015 

OE Exact Thermostat; Excludes Housing 

49238 

190 

180 

V-6 3.7 L LPG 



195 

195 

2015 

OE Exact Thermostat; Excludes Housing 

49238 

190 

Transit Connect 


4-Cyl 1.6 L 

2015-2014 

Integrated Housing Thermostat 

49429 

194 



4-Cyl 2.0 L 



Integrated Housing Thermostat. 

♦48689 

194 

2013-2010 

190 

4-Cyl 2.5 L 



2016 

Integrated Housing Thermostat. 

48708 

180 

190 

2015-2014 

Integrated Housing Thermostat; Includes Housing. 

48708 

180 

190 

4-Cyl 2.5 L 

CNG 



2015-2014 

Integrated Housing Thermostat; Includes Housing. 

48708 

180 


4-Cyl 2.5 L 

LPG 



190 

2015-2014 

Integrated Housing Thermostat; Includes Housing. 

48708 

180 

Windstar 

190 

V-6 3.0 L 

2000-1995 

Economy Thermostat. 

>13006 

160 

190 

2000-1995 

Premium Thermostat. 

>45356 

>13008 

160 

180 

2000-1995 

Economy Thermostat. 



2000-1995 

Premium Thermostat. 

>45358 

180 

190 

2000-1995 

Economy Thermostat. 

>13009 

195 

2000-1995 

Premium Thermostat. 

>45359 

195 

190 

2000-1995 

Thermostat Gasket; 3-Hole Gasket 

25183 

1999 

OE Type Thermostat. 

>13858 

180 

190 

1999 

OE Type Thermostat. 

>13859 

195 

V-6 3.8 L 

2003-2000 

Economy Thermostat. 

>13006 

160 


190 

2003-2000 

Premium Thermostat 

>45356 

160 

2003-2000 

Economy Thermostat. 

>13008 

180 

190 

2003-2000 

Premium Thermostat 

>45358 

180 

2003-2000 

Economy Thermostat. 

♦13009 

195 


2003-2000 

Premium Thermostat 

>45359 

195 





>OE Temperature 
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Thermostats for Passenger Cars and LightTrucks (1995 and Newer) 


Application 


Part 

Number 

Temp 

°F 

Application 


Part 

Number 

Temp 

°F 

Ford - 

Continued 



GMC- 

Continued 



Windstar - Continued 

Cl 500- 

Continued 



V-6 3.8L- 

Continued 



V- 6 4.3 L - 

Continued 



2003-1995 

Thermostat Gasket. 

25138 


1995 

Economy Thermostat. 

❖13006 

160 

1999-1996 

OE Type Thermostat 

❖13778 

180 

1995 

OE Type Thermostat 

❖13356 

160 

1999-1996 

Premium Thermostat. 

❖45778 

180 

1995 

Premium Thermostat. 

❖45356 

160 

1999-1996 

Premium Thermostat. 

❖45779 

192 

1995 

Economy Thermostat. 

. #13008 

180 

1999-1996 

OE Type Thermostat. 

❖13779 

195 

1995 

OE Type Thermostat 

. #13358 

180 

1995 

Economy Thermostat. 

❖13006 

160 

1995 

Premium Thermostat. 

❖45358 

180 

1995 

Premium Thermostat. 

. #45356 

160 

1995 

Economy Thermostat. 

. ♦13009 

195 

1995 

Economy Thermostat. 

. ❖13008 

180 

1995 

OE Type Thermostat 

. ♦13359 

195 

1995 

Premium Thermostat. 

❖45358 

180 

1995 

Premium Thermostat. 

♦45359 

195 

1995 

Economy Thermostat. 

. ❖13009 

195 

1995 

OE Type Thermostat 

. ❖13352 

205 

1995 

Premium Thermostat. 

♦45359 

195 

1995 

Thermostat Seal. 

. 25282 


Geo 




V-8 5.0 L 

OE Type Thermostat 

. ♦14119 

195 





1999-1996 

Metro 




1999-1996 


>45119 

195 

3-Cyl 1.0 L 




1998-1996 


25285 

1997-1995 

Thermostat Seal 

25272 






1997 

OE Type Thermostat. 

. ❖13848 

180 

1995 

Economy Thermostat. 

. ❖13006 

160 





1995 

OE Type Thermostat. 

>13356 

160 

1997 

Premium Thermostat. 

045848 

180 









1995 


>45356 

160 

1997 

OE Type Thermostat. 

♦13849 

195 





1997 

Premium Thermostat. 

♦45849 

195 

1995 

Economy Thermostat. 

. #13008 

180 





1995 


>13358 

180 

1996-1995 

OE Type Thermostat. 

♦13848 

180 









1995 


>45358 

180 

1996-1995 

Premium Thermostat. 

♦45848 

180 





1996-1995 

OE Type Thermostat. 

. ❖13849 

195 

1995 

Economy Thermostat. 

. ♦13009 

195 





1995 


>13359 

195 

1996-1995 

Premium Thermostat. 

= 45849 

195 









1995 

Premium Thermostat. 

♦45359 

195 

4-Cyl 1.3 L 








1997-1995 

OE Type Thermostat. 

. ❖13848 

180 

1995 

OE Type Thermostat. 

. ❖13352 

205 

1997-1995 

Premium Thermostat. 

❖45848 

180 

1995 

Thermostat Seal. 

25282 


1997-1995 

OE Type Thermostat. 

♦13849 

195 

V-8 5.7 L 








1999-1996 

OE Type Thermostat 

>14119 

195 

1997-1995 

Premium Thermostat. 

♦45849 

195 









1999-1996 


>45119 

195 

1997-1995 

Thermostat Seal 

25272 










iqqq.iqqfi 


25285 


Prizm 




1995 

Economy Thermostat. 

. ❖13006 

160 

4-Cyl 1.6 L 




1995 

OE Type Thermostat 

❖13356 

160 

1997-1995 

OE Type Thermostat 

♦ 13758 

180 









1995 

Premium Thermostat. 

❖45356 

160 

1997-1995 

Premium Thermostat. 

♦45758 

180 









1995 

Economy Thermostat. 

. #13008 

180 

1997-1995 

Thermostat Seal 

25280 






4-Cyl 1.8 L 




1995 

OE Type Thermostat 

. #13358 

180 




1995 


>45358 

180 

1997-1995 

OE Type Thermostat 

♦13758 

180 





1997-1995 

Premium Thermostat. 

♦45758 

180 

1995 

Economy Thermostat. 

♦ 13009 

195 

1997-1995 

Thermostat Seal 

25280 


1995 

OE Type Thermostat 

♦13359 

195 





1QQA 


>45359 

195 

Tracker 

1995 


. ▼ IwwO 

>13352 

205 

4-Cyl 1.6 L 




1995 

Thermostat Seal. 

25282 


1997-1995 

OE Type Thermostat. 

♦ 13958 

180 









V-8 6 5 L 




1997-1995 

OE Type Thermostat 

❖13959 

195 









1996 

Thermostat Seal. 

. 25285 


1997-1995 

Thermostat Gasket 

25168 










\/_R K S 1 n FSF 



GMC 

1997 

OE Type Thermostat 

♦13359 

195 

Acadia 

1997 

Premium Thermostat. 

♦45359 

195 

V-6 3.6L 




1997 

Thermostat Seal; 2 required. 

25282 


2016-2014 

OE Type Thermostat 

. 15148 

180 

1996-1995 

Thermostat Gasket. 

25140 


2016-2007 

Coolant Temperature Sensor. 

74005 


1996 

OE Type Thermostat; 2nd Design 

♦14399 

190 

2013-2007 

OE Type Thermostat; Excl. Gasket 

. ♦15148 

180 

1996 

OE Type Thermostat; 1st Design 

♦14039 

195 

Acadia Limited 

1995 

OE Type Thermostat. 

. #14039 

195 

V-6 3.6L 




Cl 500 Suburban | 

2017 

OE Type Thermostat. 

15148 

180 

V-8 5.7 L 




Cl 500 




1999-1996 

OE Type Thermostat. 

. ♦ 14119 

195 

V-64.3L 




1999-1996 

Premium Thermostat. 

♦45119 

195 

1998-1996 

OE Type Thermostat 

. ♦14119 

195 

1999-1996 

Thermostat Seal. 

. 25285 


1998-1996 

Premium Thermostat. 

. ♦45119 

195 

1995 

Economy Thermostat. 

. ❖13006 

160 

1998-1996 

Thermostat Seal 

. 25285 


1995 

OE Type Thermostat. 

. #13356 

160 


♦ OE Temperature ❖Alternate Temperature 
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Thermostats for Passenger Cars and LightTrucks (1995 and Newer) 


Application 

Part 

Number 

Temp 

°F 

Application 


Part 

Number 

Temp 

°F 

GMC - Continued 



GMC- 

Continued 



Cl 500 Suburban - Continued 

C2500- 

Continued 



V-8 5.7 L - Continued 



V-8 5.7 L - 

Continued 



1995 Premium Thermostat 

•045356 

160 

1995 

Premium Thermostat. 

♦45359 

195 

1995 Economy Thermostat 

<0-13008 

180 

1995 

OE Type Thermostat. 

•013352 

205 

1995 OE Type Thermostat 

-0-13358 

180 

1995 

Thermostat Seal 

25282 


1995 Premium Thermostat 

-45358 

180 

V-8 5.7 L CNG 




♦13009 

195 

2000-1996 

OE Type Thermostat. 

♦ 14119 

195 


♦13359 

195 

2000-1996 

Premium Thermostat. 

♦45119 

195 


♦45359 

195 

2000-1996 

Thermostat Seal 

25285 


1995 OE Type Thermostat 

. -0-13352 

205 

V-8 6.5 L 





25282 


1996 

Thermostat Seal 

25285 


V-8 6.5 L 



V-8 6.5 L DIESEL 



1998-1996 Thermostat Seal 

25285 


2000 

OE Type Thermostat; 2 required; 2nd Design. 

♦ 14399 

190 

V-8 6.5 L DIESEL 



2000 

OE Type Thermostat; 2 required; 1st Design. 

♦14039 

195 

1999-1997 OE Type Thermostat 

♦14399 

190 

1999-1998 

Thermostat Gasket; 2 required 

25140 


1996-1995 Thermostat Gasket. 

25140 


1999-1997 

OE Type Thermostat. 

... -013359 

195 


♦14399 

190 

1999-1997 

Premium Thermostat 

045359 

195 

1996 OE Type Thermostat; 1 st Design 

♦14039 

195 

1997 

Thermostat Seal; 2 required 

25282 


1995 OE Type Thermostat 

♦14039 

195 

1996-1995 

Thermostat Gasket 

25140 


C2500 



1996 

OE Type Thermostat; 2nd Design 

♦14399 

190 

V-64.3L 



1996 

OE Type Thermostat; 1st Design 

... ♦ 14039 

195 

1995 Economy Thermostat 

♦13006 

160 

1995 

OE Type Thermostat. 

014039 

195 

1995 OE Type Thermostat 

. <0-13356 

160 

V-8 7.4 L 




1995 Premium Thermostat 

•045356 

160 

2000-1996 

OE Type Thermostat. 

... 013899 

195 

1995 Economy Thermostat. 

. <013008 

180 

2000-1996 

Premium Thermostat 

♦45899 

195 

1995 OE Type Thermostat. 

. <013358 

180 

2000-1995 

Thermostat Seal 

25272 


1995 Premium Thermostat. 

. <045358 

180 

1995 

OE Type Thermostat. 

013848 

180 

1995 Economy Thermostat. 

. ♦ 13009 

195 

1995 

Premium Thermostat. 

045848 

180 

1995 OE Type Thermostat. 

. ♦ 13359 

195 

1995 

OE Type Thermostat. 

... 013849 

195 

1995 Premium Thermostat. 

♦45359 

195 

1995 

Premium Thermostat. 

... 045849 

195 

1995 OE Type Thermostat. 

. <013352 

205 

C2500 Suburban 



1995 Thermostat Seal. 

25282 


V-8 5.7 L 




V-8 5.0 L 



1999-1996 

OE Type Thermostat. 

... 014119 

195 


25285 


1999-1996 

Premium Thermostat. 

♦45119 

195 


14119 

195 

1999-1996 

Thermostat Seal. 

25285 


1998-1996 OE Type Thermostat. 

♦14119 

195 

1995 

Economy Thermostat. 

... 013006 

160 

1998-1996 Premium Thermostat. 

♦45119 

195 

1995 

OE Type Thermostat. 

... 013356 

160 


♦13006 

160 

1995 

Premium Thermostat. 

045356 

160 

1995 OE Type Thermostat 

♦13356 

160 

1995 

Economy Thermostat. 

... 013008 

180 

1995 Premium Thermostat 

•045356 

160 

1995 

OE Type Thermostat. 

... 013358 

180 


♦13008 

180 

1995 

Premium Thermostat. 

045358 

180 

1995 OE Type Thermostat 

♦13358 

180 

1995 

Economy Thermostat. 

♦13009 

195 


♦45358 

180 

1995 

OE Type Thermostat. 

♦13359 

195 


♦13009 

195 

1995 

Premium Thermostat. 

♦45359 

195 

1995 OE Type Thermostat 

♦13359 

195 

1995 

OE Type Thermostat. 

013352 

205 


♦45359 

195 

1995 

Thermostat Seal 

25282 


1995 OE Type Thermostat 

. <013352 

205 

V-8 6.5 L 





25282 


1997-1996 

Thermostat Seal 

25285 


V-8 5.7 L 



V-8 6.5 L DIESEL 



2000-1996 OE Type Thermostat 

. ♦14119 

195 

1999-1997 

OE Type Thermostat. 

♦14399 

190 

2000-1996 Premium Thermostat 

♦45119 

195 

1996-1995 

Thermostat Gasket 

25140 



25285 


1996 

OE Type Thermostat; 2nd Design 

♦ 14399 

190 

1995 Economy Thermostat 

. <013006 

160 

1996 

OE Type Thermostat; 1st Design. 

♦14039 

195 

1995 OE Type Thermostat 

. <013356 

160 

1995 

OE Type Thermostat. 

... 014039 

195 

1995 Premium Thermostat 

•045356 

160 

V-8 7.4 L 




1995 Economy Thermostat. 

. <013008 

180 

1999-1996 

OE Type Thermostat. 

♦13899 

195 

1995 OE Type Thermostat. 

. <013358 

180 

1999-1996 

Premium Thermostat 

♦45899 

195 

1995 Premium Thermostat. 

. 45358 

180 

1999-1995 

Thermostat Seal 

25272 


1995 Economy Thermostat. 

. ♦13009 

195 

1995 

OE Type Thermostat. 

.... 013848 

180 

1995 OE Type Thermostat. 

. ♦ 13359 

195 

1995 

Premium Thermostat 

045848 

180 


♦ OE Temperature 0 Alternate Temperature 
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Thermostats for Passenger Cars and LightTrucks (1995 and Newer) 


Application 


Part 

Number 

Temp 

°F 

GMC- 

Continued 



C2500 Suburban - Continued 

V-8 7.4L- 

Continued 



1995 

OE Type Thermostat. 

♦13849 

195 

1995 

Premium Thermostat. 

♦45849 

195 

C3500 ! 

V-8 5.7L 

2000-1996 

OE Type Thermostat 

♦14119 

195 

2000-1996 

Premium Thermostat. 

♦45119 

195 

2000-1996 

Thermostat Seal 

25285 


1995 

Economy Thermostat. 

.... <5-13006 

160 

1995 

OE Type Thermostat. 

-5-13356 

160 

1995 

Premium Thermostat. 

0-45356 

160 

1995 

Economy Thermostat. 

.... 013008 

180 

1995 

OE Type Thermostat 

.... 013358 

180 

1995 

Premium Thermostat 

.... 045358 

180 

1995 

Economy Thermostat. 

.... 013009 

195 

1995 

OE Type Thermostat. 

.... 013359 

195 

1995 

Premium Thermostat. 

♦45359 

195 

1995 

OE Type Thermostat. 

.... 013352 

205 

1995 

Thermostat Seal. 

25282 


V-8 5.7 L CNG 



1999-1997 

OE Type Thermostat. 

♦14119 

195 

1999-1997 

Premium Thermostat. 

♦45119 

195 

1999-1997 

Thermostat Seal. 

25285 


V-8 6.5 L 

1996 

Thermostat Seal. 

25285 


V-8 6.5 L DIESEL 



2000 

OE Type Thermostat; 2 required; 2nd Design. 

♦14399 

190 

2000 

OE Type Thermostat; 2 required; 1st Design. 

♦14039 

195 

1999-1998 

Thermostat Gasket; 2 required. 

25140 


1999-1997 

OE Type Thermostat. 

.... 013359 

195 

1999-1997 

Premium Thermostat. 

045359 

195 

1997 

Thermostat Seal; 2 required. 

25282 


1996-1995 

Thermostat Gasket. 

25140 


1996 

OE Type Thermostat; 2nd Design. 

♦14399 

190 

1996 

OE Type Thermostat; 1st Design 

♦14039 

195 

1995 

OE Type Thermostat. 

014039 

195 

V-8 7.4 L 



2000-1996 

OE Type Thermostat. 

.... 013899 

195 

2000-1996 

Premium Thermostat. 

♦45899 

195 

2000-1995 

Thermostat Seal ... 

25272 


1995 

OE Type Thermostat. 

.... 013848 

180 

1995 

Premium Thermostat. 

045848 

180 

1995 

OE Type Thermostat. 

♦13849 

195 

1995 

Premium Thermostat. 

♦45849 

195 

Canyon 

4-Cyl 2.8 L 

2006-2004 

Coolant Temperature Sensor. 

74192 


2006-2004 

Integrated Housing Thermostat. 

♦48718 

190 

4-Cyl 2.9 L 

2012-2007 

Coolant Temperature Sensor. 

74192 


2012-2007 

Integrated Housing Thermostat. 

♦48718 

190 

5-Cyl 3.5 L 

2006-2004 

Coolant Temperature Sensor. 

74192 


2006-2004 

Integrated Housing Thermostat. 

♦48718 

190 

5-Cyl 3.7 L 

2012-2007 

Coolant Temperature Sensor. 

74192 


2012-2007 

Integrated Housing Thermostat. 

♦48718 

190 

V-6 3.6L 

2015 

Coolant Temperature Sensor. 

74050 







Application 


Part 

Number 

Temp 

°F 

GMC- 

Continued 



Canyon 

- Continued 



V-8 5.3 L 

2012-2009 

Coolant Temperature Sensor. 

74050 


2012-2009 

OE Type Thermostat 

♦15158 

180 

Envoy i 

6-Cyl 4.2 L 

2009-2006 

Coolant Temperature Sensor. 

74192 


2009-2002 

Integrated Housing Thermostat; OE Temperature, 
Located on Drivers side. 

14659 

187 

2005-2002 

Coolant Temperature Sensor. 

74191 


V-8 5.3 L 



2009-2005 

Coolant Temperature Sensor. 

74050 


2009 

OE Type Thermostat 

♦15158 

180 

2008-2007 

OE Type Thermostat; Excludes Housing 

♦ 15158 

180 

2006-2005 

Heavy-Duty Thermostat; W/GM Replacement Water 
Pump; Excludes Housing. 

♦ 14948 

186 

2006-2005 

Integrated Housing Thermostat; W/OE or Most 
Aftermarket Water Pumps. 

♦14298 

186 

Envoy XL i 

6-Cyl 4.2 L 

2006-2002 

Integrated Housing Thermostat; OE Temperature, 
Located on Drivers side. 

14659 

187 

2006 

Coolant Temperature Sensor. 

74192 


2005-2002 

Coolant Temperature Sensor. 

74191 


V-8 5.3 L 



2006-2003 

Coolant Temperature Sensor. 

74050 


2006-2003 

Heavy-Duty Thermostat; W/GM Replacement Water 
Pump; Excludes Housing. 

♦14948 

186 

2006-2003 

Integrated Housing Thermostat; W/OE or Most 
Aftermarket Water Pumps 

♦14298 

186 





Envoy XUV 1 

6-Cyl 4.2 L 

2005-2004 

Coolant Temperature Sensor. 

74191 


2005-2004 

Integrated Housing Thermostat; OE Temperature, 
Located on Drivers side. 

14659 

187 

V-8 5.3 L 

2005-2004 

Coolant Temperature Sensor. 

74050 


2005-2004 

Heavy-Duty Thermostat; W/GM Replacement Water 
Pump; Excludes Housing. 

♦14948 

186 

2005-2004 

Integrated Housing Thermostat; W/OE or Most 
Aftermarket Water Pumps 

♦14298 

186 

61500 i 

V-6 4.3 L 

1995 

Economy Thermostat. 

013006 

160 

1995 

OE Type Thermostat. 

013356 

160 

1995 

Premium Thermostat. 

045356 

160 

1995 

Economy Thermostat. 

013008 

180 

1995 

OE Type Thermostat 

013358 

180 

1995 

Premium Thermostat. 

045358 

180 

1995 

Economy Thermostat. 

♦13009 

195 

1995 

OE Type Thermostat 

♦13359 

195 

1995 

Premium Thermostat. 

♦45359 

195 

1995 

OE Type Thermostat 

013352 

205 

1995 

Thermostat Seal. 

25282 


V-8 5.0 L 



1995 

Economy Thermostat. 

013006 

160 

1995 

OE Type Thermostat 

013356 

160 

1995 

Premium Thermostat. 

045356 

160 

1995 

Economy Thermostat. 

013008 

180 

1995 

OE Type Thermostat. 

013358 

180 

1995 

Premium Thermostat. 

045358 

180 

1995 

Economy Thermostat. 

♦13009 

195 

1995 

OE Type Thermostat. 

♦13359 

195 


♦ OE Temperature 


^Alternate Temperature 
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Thermostats for Passenger Cars and LightTrucks (1995 and Newer) 


Application 

Part 

Number 

Temp 

°F 

Application 


Part 

Number 

Temp 

°F 

GMC- 

Continued 



GMC- 

Continued 



G1500- 

Continued 



G3500 

Continued 



V-8 5.0L- 

Continued 



V-8 5.7 L 




1995 

Premium Thermostat 

-*-45359 

195 

1996-1995 

Economy Thermostat. 

❖13006 

160 

1995 

OE Type Thermostat 

-0-13352 

205 

1996-1995 

OE Type Thermostat. 

❖13356 

160 

1995 

Thermostat Seal. 

25282 


1996-1995 

Premium Thermostat. 

❖45356 

160 

G2500 




1996-1995 

Economy Thermostat. 

❖13008 

180 

V-64.3L 




1996-1995 

OE Type Thermostat. 

❖13358 

180 

1995 


❖13006 

160 

1996-1995 

Premium Thermostat 

❖45358 

180 

1995 

OE Type Thermostat 

■013356 

160 

1996-1995 

Economy Thermostat. 

♦ 13009 

195 

1995 

Premium Thermostat 

045356 

160 

1996-1995 

OE Type Thermostat. 

♦13359 

195 

1995 


❖13008 

180 

1996-1995 

Premium Thermostat. 

♦45359 

195 

1995 

OE Type Thermostat 

❖13358 

180 

1996-1995 

OE Type Thermostat. 

❖13352 

205 

1995 

Premium Thermostat 

❖45358 

180 

1996-1995 

Thermostat Seal 

25285 


1995 

Economy Thermostat 

♦ 13009 

195 

V-8 5.7 L CNG 



1995 

OE Type Thermostat 

❖13359 

195 

1996-1995 

Economy Thermostat. 

❖13006 

160 

1995 

Premium Thermostat 

❖45359 

195 

1996-1995 

OE Type Thermostat. 

❖13356 

160 

1995 


❖13352 

205 

1996-1995 

Premium Thermostat. 

❖45356 

160 

1995 

Thermostat Seal 

25282 


1996-1995 

Economy Thermostat. 

❖13008 

180 

V-8 5.0 L 




1996-1995 

OE Type Thermostat. 

❖13358 

180 

1995 

Economy Thermostat 

❖13006 

160 

1996-1995 

Premium Thermostat. 

❖45358 

180 

1995 

OE Type Thermostat 

013356 

160 

1996-1995 

Economy Thermostat. 

♦13009 

195 

1995 

Premium Thermostat. 

045356 

160 

1996-1995 

OE Type Thermostat. 

♦13359 

195 

1995 


❖13008 

180 

1996-1995 

Premium Thermostat. 

♦45359 

195 

1995 

OE Type Thermostat. 

013358 

180 

1996-1995 

OE Type Thermostat. 

❖13352 

205 

1995 


❖45358 

180 

1996-1995 

Thermostat Seal. 

25285 


1995 

Economy Thermostat. 

♦ 13009 

195 

V-8 6.5 L 




1995 

OE Type Thermostat. 

♦ 13359 

195 

1996-1995 

Thermostat Seal. 

25285 


1995 

Premium Thermostat. 

♦45359 

195 

V-8 6.5 L DIESEL 



1995 

OE Type Thermostat. 

013352 

205 

1996 

OE Type Thermostat. 

♦14399 

190 

1995 

Thermostat Seal. 

25282 


1996 

OE Type Thermostat. 

❖14039 

195 

V-8 5.7 L 




1996 

Thermostat Gasket. 

25140 


1995 

Economy Thermostat. 

013006 

160 

1995 

OE Type Thermostat. 

♦ 14429 

190 

1995 

OE Type Thermostat. 

013356 

160 

1995 

Thermostat Gasket; 3 1/4" x 3 1/2" Gasket Material 

25103 


1995 

Premium Thermostat. 

045356 

160 

1995 

Thermostat Gasket; 4" x 6" Gasket Material 

25104 


1995 

Economy Thermostat . 

013008 

180 

V-8 7.4 L 




1995 

OE Type Thermostat. 

013358 

180 

1996-1995 

OE Type Thermostat. 

❖13848 

180 

1995 

Premium Thermostat 

045358 

180 

1996-1995 

Premium Thermostat. 

045848 

180 

1995 

Economy Thermostat 

♦ 13009 

195 

1996-1995 

OE Type Thermostat. 

♦13849 

195 

1995 


♦ 13359 

135 

1996-1995 

Premium Thermostat. 

♦45849 

195 

1995 

Premium Thermostat 

♦45359 

195 

1996-1995 

Thermostat Seal. 

25272 


1995 

OE Type Thermostat 

013352 

205 

Jimmy 1 

1995 

Thermostat Seal. 

25282 


V-6 4.3 L 




V-8 6.5 L DIESEL 



2005-1996 

OE Type Thermostat. 

♦14119 

195 

1995 


❖14429 

190 

2005-1996 

Premium Thermostat. 

♦45119 

195 

1995 


25103 


1999 

Thermostat Seal 

25285 


1995 

Thermostat Gasket; 4" x 6" Gasket Material. 

25104 


1995 

OE Type Thermostat. 

❖13848 

180 

G3500 




1995 

Premium Thermostat. 

❖45848 

180 

V-64.3L 




1995 

OE Type Thermostat. 

♦13849 

195 

1995 

Economy Thermostat 

013006 

160 

1995 

Premium Thermostat. 

♦45849 

195 

1995 

OE Type Thermostat 

013356 

160 

1995 

Thermostat Seal 

25273 


1995 

Premium Thermostat 

045356 

160 

K1500 | 

1995 

Economy Thermostat 

013008 

180 

V-6 4.3 L 




1995 

OE Type Thermostat 

013358 

180 

1998-1996 

OE Type Thermostat. 

♦14119 

195 

1995 


❖45358 

180 

1998-1996 

Premium Thermostat 

♦45119 

195 

1995 


❖13009 

195 

1998-1996 

Thermostat Seal 

25285 


1995 


❖13359 

195 

1995 

Economy Thermostat. 

❖13006 

160 

1995 

Premium Thermostat 

❖45359 

195 

1995 

OE Type Thermostat. 

❖13356 

160 

1995 

OE Type Thermostat 

❖13352 

205 

1995 

Premium Thermostat 

❖45356 

160 

1995 

Thermostat Seal 

25285 


1995 

Economy Thermostat. 

❖13008 

180 





1995 

OE Type Thermostat. 

❖13358 

180 


♦ OE Temperature ❖ Alternate Temperature 
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Thermostats for Passenger Cars and LightTrucks (1995 and Newer) 


Application 

Part 

Number 

Temp 

°F 

Application 


Part 

Number 

Temp 

°F 

GMC - Continued 



GMC- 

Continued 



K1500 - Continued 

K1500 Suburban - Continued I 

V-6 4.3 L - Continued 



V-8 5.7 L - 

Continued 



1995 Premium Thermostat 

❖45358 

180 

1995 

OE Type Thermostat 

❖13358 

180 

1995 Economy Thermostat 

♦13009 

195 

1995 

Premium Thermostat. 

❖45358 

180 

1995 OE Type Thermostat. 

♦13359 

195 

1995 

Economy Thermostat 

♦ 13009 

195 

1995 Premium Thermostat. 

♦45359 

195 

1995 

OE Type Thermostat 

♦13359 

195 

1995 OE Type Thermostat. 

. 4-13352 

205 

1995 

Premium Thermostat. 

♦45359 

195 

1995 Thermostat Seal 

25282 


1995 

OE Type Thermostat 

❖13352 

205 

V-8 5.0L 



1995 

Thermostat Seal. 

25282 


1999-1996 OE Type Thermostat 

♦14119 

195 

V-8 6.5 L 




1999-1996 Premium Thermostat 

♦45119 

195 

1997-1996 

Thermostat Seal 

25285 


1998-1996 Thermostat Seal 

25285 


V-8 6.5 L DIESEL 



1995 Economy Thermostat 

. 4-13006 

160 

1999-1997 

OE Type Thermostat 

♦ 14399 

190 

1995 OE Type Thermostat 

*0*13356 

160 

1996-1995 

Thermostat Gasket. 

. 25140 


1995 Premium Thermostat 

0*45356 

160 

1996 

OE Type Thermostat; 2nd Design 

♦ 14399 

190 


<0*13008 

180 

1996 

OE Type Thermostat; 1st Design 

♦14039 

195 

1995 OE Type Thermostat 

. 4-13358 

180 

1995 

OE Type Thermostat 

. <'-14039 

195 

1995 Premium Thermostat 

❖45358 

180 

K2500 




1995 Economy Thermostat. 

♦13009 

195 

V-6 4.3 L 




1995 OE Type Thermostat. 

. ♦13359 

195 

1995 

Economy Thermostat. 

. ❖13006 

160 

1995 Premium Thermostat. 

♦45359 

195 

1995 

OE Type Thermostat 

. <>13356 

160 

1995 OE Type Thermostat. 

. ❖13352 

205 

1995 

Premium Thermostat. 

. =45356 

160 

1995 Thermostat Seal. 

. 25282 


1995 

Economy Thermostat. 

. <>13008 

180 

V-8 5.7 L 



1995 

OE Type Thermostat 

. <>13358 

180 

1999-1996 OE Type Thermostat. 

. ♦14119 

195 

1995 


<0*45358 

180 

1999-1996 Premium Thermostat. 

♦45119 

195 

1995 

Economy Thermostat. 

. ♦13009 

195 

1999-1996 Thermostat Seal. 

25285 


1995 


>13359 

195 

1995 Economy Thermostat. 

. ❖13006 

160 

1995 


>45359 

195 

1995 OE Type Thermostat. 

. =-13356 

160 

1995 

OE Type Thermostat. 

. <>13352 

205 

1995 Premium Thermostat 

❖45356 

160 

1995 


25282 


1995 Economy Thermostat. 

. ❖13008 

180 

V-8 5.0 L 




1995 OE Type Thermostat 

❖13358 

180 

1998 

OE Type Thermostat. 

. ♦14119 

195 

1995 Premium Thermostat 

❖45358 

180 

1998 

Premium Thermostat. 

♦45119 

195 

1995 Economy Thermostat 

♦13009 

195 

1998 

Thermostat Seal. 

25285 


1995 OE Type Thermostat 

♦13359 

195 

1995 

Economy Thermostat. 

. <>13006 

160 

1995 Premium Thermostat 

♦45359 

195 

1995 

OE Type Thermostat. 

. <>13356 

160 

1995 OE Type Thermostat 

❖13352 

205 

1995 

Premium Thermostat. 

❖45356 

160 

1995 Thermostat Seal 

25282 


1995 

Economy Thermostat. 

❖13008 

180 

V-8 6.5 L 



1995 

OE Type Thermostat 

. <>13358 

180 

1996 Thermostat Seal 

25285 


1995 


>45358 

180 

V-8 6.5 L DIESEL 



1995 

Economy Thermostat. 

♦ 13009 

195 

1998 OE Type Thermostat 

♦13359 

195 

1995 

OE Type Thermostat 

♦13359 

195 

1998 Premium Thermostat 

♦45359 

195 

1995 

Premium Thermostat. 

♦45359 

195 

1998 Thermostat Gasket 

25140 


1995 

OE Type Thermostat 

. <>13352 

205 

1997 OE Type Thermostat 

. =-13359 

195 

1995 


25282 


1997 Premium Thermostat 

❖45359 

195 

V-8 5.7 L 




1997 Thermostat Seal; 2 required 

. 25282 


2000-1996 

OE Type Thermostat 

>14119 

195 

1996-1995 Thermostat Gasket 

. 25140 


2000-1996 


>45119 

195 

1996 OE Type Thermostat; 2nd Design 

. ♦14399 

190 

2000-1996 

Thermostat Seal. 

25285 


1996 OE Type Thermostat; 1st Design 

. ♦ 14039 

195 

1995 

Economy Thermostat. 

❖13006 

160 

1995 OE Type Thermostat 

. =-14039 

195 

1995 

OE Type Thermostat 

. <>13356 

160 

K1500 Suburban 



1995 

Premium Thermostat. 

. =45356 

160 

V-8 5.7 L 



1995 

Economy Thermostat. 

. <>13008 

180 

1999-1996 OE Type Thermostat 

. ♦ 14119 

195 

1995 

OE Type Thermostat 

. <>13358 

180 

1999-1996 Premium Thermostat 

♦45119 

195 

1995 

Premium Thermostat . 

= 45358 

180 

1999-1996 Thermostat Seal. 

25285 


1995 

Economy Thermostat. 

. ♦13009 

195 

1995 Economy Thermostat. 

. ❖13006 

160 

1995 

OE Type Thermostat. 

. ♦13359 

195 

1995 OE Type Thermostat. 

. 8-13356 

160 

1995 

Premium Thermostat. 

. ♦45359 

195 

1995 Premium Thermostat. 

. =45356 

160 

1995 

OE Type Thermostat. 

. <>13352 

205 

1995 Economy Thermostat. 

. 813008 

180 

1995 

Thermostat Seal. 

25282 










♦ OE Temperature ^Alternate Temperature 
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Thermostats for Passenger Cars and LightTrucks (1995 and Newer) 


Application 


Part 

Number 

Temp 

°F 

Application 


Part 

Number 

Temp 

°F 

GMC- 

Continued 



GMC- 

Continued 



K2500- 

Continued 



K3500 1 

V-8 5.7 L CNG 



V-8 5.7 L 




1996 

OE Type Thermostat 

♦14119 

195 

2000-1996 

OE Type Thermostat. 

♦14119 

195 

1996 

Premium Thermostat 

♦45119 

195 

2000-1996 

Premium Thermostat 

♦45119 

195 

1996 

Thermostat Seal 

25285 


2000-1996 

Thermostat Seal 

25285 


V-8 6.5 L 




1995 

Economy Thermostat. 

... 4-13006 

160 

1996 

Thermostat Seal 

25285 


1995 


❖13356 

160 

1995 

Thermostat Seal 

25272 


1995 

Premium Thermostat 

❖45356 

160 

V-8 6.5 L DIESEL 



1995 

Economy Thermostat. 

... 4-13008 

180 

2000 

OE Type Thermostat; 2 required; 2nd Design 

♦14399 

190 

1995 

OE Type Thermostat. 

... 4-13358 

180 

2000 

OE Type Thermostat; 2 required; 1st Design. 

♦ 14039 

195 

1995 


❖45358 

180 

1999-1998 

Thermostat Gasket; 2 required. 

25140 


1995 


❖13009 

195 

1999-1997 

OE Type Thermostat 

-0-13359 

195 

1995 

OE Type Thermostat ... 

... ♦ttsso 

195 

1999-1997 

Premium Thermostat 

■045359 

195 

1995 

Premium Thermostat . 

♦45359 

195 

1997 

Thermostat Seal; 2 required. 

25282 


1995 

OE Type Thermostat. 

4-13352 

205 

1996-1995 

Thermostat Gasket. 

25140 


1995 


25282 


1996 

OE Type Thermostat; 2nd Design. 

♦14399 

190 

V-8 6.5 L 




1996 

OE Type Thermostat; 1st Design 

... ♦ 14039 

195 

1996 

Thermostat Seal 

25285 


1995 

OE Type Thermostat 

■014039 

195 

V-8 6.5 L DIESEL 



V-8 7.4 L 




2000 

OE Type Thermostat; 2 required; 2nd Design. 

♦14399 

190 

2000-1996 

OE Type Thermostat 

♦ 13899 

195 

2000 


❖14039 

195 

2000-1996 

Premium Thermostat 

♦45899 

195 

1999-1998 

Thermostat Gasket; 2 required .. . 

25140 


2000-1995 

Thermostat Seal 

25272 


1999-1997 


❖13359 

195 

1995 

OE Type Thermostat 

-013848 

180 

1999-1997 

Premium Thermostat . . 

❖45359 

195 

1995 

Premium Thermostat. 

<045848 

180 

1997 

Thermostat Seal; 2 required 

25282 


1995 

OE Type Thermostat. 

♦13849 

195 

1996-1995 

Thermostat Gasket. 

25140 


1995 

Premium Thermostat. 

... ♦45849 

195 

1996 

OE Type Thermostat; 2nd Design. 

♦14399 

190 

K2500 Suburban 



1996 

OE Type Thermostat; 1st Design. 

♦14039 

195 

V-8 5.7 L 




1995 

OE Type Thermostat. 

♦14039 

195 

1999-1996 

OE Type Thermostat. 

♦14119 

195 

V-8 7.4 L 




1999-1996 

Premium Thermostat. 

... ^45119 

195 

2000-1996 

OE Type Thermostat. 

♦ 13899 

195 

1999-1996 


25285 


2000-1996 

Premium Thermostat. 

♦45899 

195 

1995 


❖13006 

160 

2000-1995 

Thermostat Seal. 

25272 


1995 

OE Type Thermostat. 

... -013356 

160 

1995 

OE Type Thermostat. 

... 4-13848 

180 

1995 


❖45356 

160 

1995 

Premium Thermostat. 

❖45848 

180 

1995 


❖13008 

180 

1995 

OE Type Thermostat. 

♦ 13849 

195 

1995 

OE Type Thermostat 

... -013358 

180 

1995 

Premium Thermostat. 

♦45849 

195 

1995 

Premium Thermostat 

045358 

180 

P3500 




1995 

Economy Thermostat 

♦ 13009 

195 

V-6 4.3 L 




1995 

OE Type Thermostat 

♦ 13359 

195 

1999-1996 

OE Type Thermostat. 

♦14119 

195 

1995 

Premium Thermostat 

♦45359 

195 

1999-1996 

Premium Thermostat 

♦45119 

195 

1995 

OE Type Thermostat 

013352 

205 

1995 

Economy Thermostat. 

4-13006 

160 

1995 

Thermostat Seal 

25282 


1995 

OE Type Thermostat. 

4-13356 

160 

V-8 6.5 L 




1995 

Premium Thermostat 

❖45356 

160 

1997-1996 

Thermostat Seal. 

25285 


1995 


❖13008 

180 

V-8 6.5 L DIESEL 



1995 

OE Type Thermostat. 

4-13358 

180 

1999-1997 

OE Type Thermostat 

♦ 14399 

190 

1995 


❖45358 

180 

1996-1995 

Thermostat Gasket. 

25140 


1995 


❖13009 

195 

1996 

OE Type Thermostat; 2nd Design 

♦ 14399 

190 

1995 


❖13359 

195 

1996 

OE Type Thermostat; 1st Design 

♦ 14039 

195 

1995 


❖45359 

195 

1995 

OE Type Thermostat 

... 014039 

195 

1995 

OE Type Thermostat. 

4-13352 

205 

V-8 7.4 L 




1995 

Thermostat Seal 

25282 


1999-1996 

OE Type Thermostat 

♦13899 

195 

V-8 5.7 L 




1999-1996 

Premium Thermostat 

♦45899 

195 

1999-1996 

OE Type Thermostat ... 

... ♦14119 

195 

1999-1995 

Thermostat Seal. 

25272 


1999-1996 


❖45119 

195 

1995 

OE Type Thermostat 

... 013848 

180 

1997 


25285 

1995 

Premium Thermostat 

045848 

180 

1995 

Economy Thermostat. 

... 4-13006 

160 

1995 

OE Type Thermostat 

.... 013849 

195 

1995 

OE Type Thermostat. 

... 4-13356 

160 

1995 

Premium Thermostat 

♦45849 

195 

1995 

Premium Thermostat. 

.... 4-45356 

160 





1995 

Economy Thermostat. 

.... 4-13008 

180 


♦ OE Temperature ❖Alternate Temperature 
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Thermostats for Passenger Cars and LightTrucks (1995 and Newer) 


Application 

Part 

Number 

Temp 

°F 

Application 


Part 

Number 

Temp 

°F 

GMC- 

Continued 



GMC- 

Continued 



P3500- 

Continued 



Savana 1500 - Continued 1 

V-8 5.7L- 

Continued 



V-8 5.3 L - 

Continued 



1995 

OE Type Thermostat. 

❖13358 

180 

2009-2007 

OE Type Thermostat 

♦15158 

180 

1995 

Premium Thermostat. 

❖45358 

180 

2006-2003 

Heavy-Duty Thermostat; W/GM Replacement Water 

♦14948 

186 

1995 

Economy Thermostat. 

♦ 13009 

195 


Pump; Excludes Housing. 



1995 

OE Type Thermostat. 

♦13359 

195 

2006-2003 

Integrated Housing Thermostat; W/OE or Most 
Aftermarket Water Pumps 

♦14298 

186 

1995 

Premium Thermostat. 

♦45359 

195 

V-8 5.3 L FLEX 



1995 

OE Type Thermostat. 

. ❖13352 

205 

2012-2007 

OE Type Thermostat 

♦15158 

180 

1995 

Thermostat Seal 

25282 


V-8 5.7 L 




V-8 6.5 L DIESEL 



2002-1997 

OE Type Thermostat 

♦14119 

195 

1999-1997 

OE Type Thermostat 

♦14399 

190 

2002-1997 

Premium Thermostat. 

♦45119 

195 

1999-1997 

OE Type Thermostat 

♦ 13479 

195 

2002-1996 

Thermostat Seal. 

25285 


1996 

OE Type Thermostat; 2nd Design 

♦14399 

190 

1996 

Economy Thermostat .. 

❖13006 

160 

1996 

OE Type Thermostat; 1st Design 

♦ 14039 

195 

1996 

OE Type Thermostat. 

❖13356 

160 

1996 

Thermostat Gasket 

. 2514C 


IQQfi 


❖45356 

160 

1995 

OE Type Thermostat 

. ♦ 14429 

190 

1996 

Economy Thermostat. 

❖13008 

180 

1995 

Thermostat Seal; Eng. VIN F 

25282 


1996 

OE Type Thermostat. 

❖13358 

180 

V-8 7.4 L 




1996 

Premium Thermostat. 

❖45358 

180 

1999-1996 

OE Type Thermostat 

. ♦ 13899 

195 

1996 

Economy Thermostat. 

♦13009 

195 

1999-1996 

Premium Thermostat. .. 

♦ 45899 

195 

1996 

OE Type Thermostat. 

♦13359 

195 

1997-1995 

OE Type Thermostat 

. ❖13848 

180 

1996 

Premium Thermostat. 

♦45359 

195 

1997-1995 

Premium Thermostat. 

45848 

180 

1996 

OE Type Thermostat. 

❖13352 

205 

1997-1995 

OE Type Thermostat. 

. ♦13849 

195 




1997-1995 

Premium Thermostat. 

. ♦45849 

195 

OdVdlld ZOUU 







V-6 4.3 L 




1997-1995 


25272 










2005-1997 


♦14119 

195 

Safari 

2005-1997 

Premium Thermostat. 

♦45119 

195 

V-64.3L 




2005-1996 

Thermostat Seal. 

25285 


2005-1996 

OE Type Thermostat. 

. ♦Ml 19 

195 

1996 

Economy Thermostat. 

❖13006 

160 

2005-1996 

Premium Thermostat. 

♦45119 

195 

1996 

OE Type Thermostat 

❖13356 

160 

2005-1996 

Thermostat Seal. 

25285 


1996 

Premium Thermostat. 

❖45356 

160 

1995 

OE Type Thermostat. 

. ❖13848 

180 

1996 

Economy Thermostat. 

❖13008 

180 

1995 

Premium Thermostat. 

= 45848 

180 

1996 

OE Type Thermostat 

❖13358 

180 

1995 

OE Type Thermostat. 

♦13849 

195 

1996 

Premium Thermostat. 

❖45358 

180 

1995 

Premium Thermostat. 

♦45849 

195 

1996 

Economy Thermostat. 

♦13009 

195 

1995 

Thermostat Seal.. . 

25273 


1996 

OE Type Thermostat 

♦13359 

195 

Savana 1500 

1996 

Premium Thermostat. 

♦45359 

195 

V-64.3L 




1996 

OE Type Thermostat 

❖13352 

205 

2014-2012 

OE Type Thermostat 

14119 

195 

199fi 


25140 


2012-2010 

Thermostat Seal 

25278 


V-8 4.8 L 



2011-1997 

OE Type Thermostat 

♦14119 

195 

2017-2016 

OE Type Thermostat 

❖15158 

180 

2011-1997 

Premium Thermostat. 

♦45119 

195 

2015-2013 

OE Type Thermostat 

15158 

180 

2009-1996 

Thermostat Seal 

25285 


2015-2009 


74050 


1996 

Economy Thermostat. 

. ❖13006 

160 

2009-2007 

OE Type Thermostat 

♦15158 

180 

1996 

OE Type Thermostat 

. =-13356 

160 

2008 


25285 


1996 

Premium Thermostat. 

= 45356 

160 

2007-2003 

Coolant Temperature Sensor. 

74050 


1996 

Economy Thermostat. 

. ❖13008 

180 

2006-2003 

Heavy-Duty Thermostat; W/GM Replacement Water 

♦14948 

186 

1996 

OE Type Thermostat 

. *-13358 

180 


Pump; Excludes Housing. 



1996 

Premium Thermostat. 

= 45358 

180 

2006-2003 

Integrated Housing Thermostat; W/OE or Most 

♦14298 

186 






Aftermarket Water Pumps. . 



1996 

Economy Thermostat. 

♦ 13009 

195 









V-R 4 R F FX 



1996 

OE Type Thermostat 

♦13359 

195 









2012-2010 

OE Type Thermostat 

♦15158 

180 

1996 

Premium Thermostat. 

♦45359 

195 









V-8 5.0 L 




1996 

OE Type Thermostat 

. =13352 

205 

2002-1996 

OE Type Thermostat. 

♦14119 

195 

1996 

Thermostat Gasket. 

. 2514C 


2002-1996 

Premium Thermostat. 

♦45119 

195 

V-8 5.0 L 




2002-1996 

Thermostat Seal. 

25285 


2002-1996 

OE Type Thermostat.. 

♦14119 

195 









V-8 5.3 L 




2002-1996 

Premium Thermostat. 

♦45119 

195 

2005-2003 

Coolant Temperature Sensor. 

74050 


2002-1996 

Thermostat Seal. 

. 25285 


2005-2003 

Heavy-Duty Thermostat; W/GM Replacement Water 

♦14948 

186 

V-8 5.3 L 





Pump; Excludes Housing. 



2014-2013 

OE Type Thermostat. 

. 15158 

180 

2005-2003 

Integrated Housing Thermostat; W/OE or Most 

♦14298 

186 

2014-2003 

Coolant Temperature Sensor 

74050 



Aftermarket Water Pumps 












♦ OE Temperature ❖Alternate Temperature 
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Thermostats for Passenger Cars and LightTrucks (1995 and Newer) 


Application 

Part 

Number 

Temp 

°F 

Application 

Part 

Number 

Temp 

°F 

GMC 

- Continued 



GMC 

■ Continued 



Savana 2500 - Continued 

Savana 3500 - Continued \ 

V-8 5.7 L 




V-8 4.8 L 

FLEX 



2002-1997 

OE Type Thermostat 

♦14119 

195 

2012-2010 

OE Type Thermostat. 

♦15158 

180 

2002-1997 

Premium Thermostat 

♦45119 

195 

V-8 5.7 L 


2002-1996 


25285 


2002-1999 

Thermostat Seal 

25285 


1996 


*0-13006 

160 

2002-1997 

OE Type Thermostat. 

♦14119 

195 

1996 


*0-13356 

160 

2002-1997 

Premium Thermostat 

♦45119 

195 

1996 


❖45356 

160 

1996 

Economy Thermostat. 

-0-13006 

160 

1996 

Economy Thermostat 

■0*13008 

180 

1996 

OE Type Thermostat. 

-0-13356 

160 

1996 


❖13358 

180 

1996 

Premium Thermostat. 

0-45356 

160 

1996 

Premium Thermostat 

■045358 

180 

1996 

Economy Thermostat. 

0-13008 

180 

1996 

Economy Thermostat 

♦13009 

195 

1996 

OE Type Thermostat. 

0-13358 

180 

1996 

OE Type Thermostat 

❖13359 

195 

1996 

Premium Thermostat 

0-45358 

180 

1996 

Premium Thermostat 

♦45359 

195 

1996 

Economy Thermostat. 

♦13009 

195 

1996 

OE Type Thermostat 

<013352 

205 

1996 

OE Type Thermostat. 

♦13359 

195 

V-8 5.7 L 

2002-2001 

BI-FUEL 

OE Type Thermostat 

1996 

Premium Thermostat. 

♦45359 

195 

♦14119 

195 

1996 

OE Type Thermostat. 

0-13352 

205 

2002-2001 

Premium Thermostat 

♦45119 

195 

V-8 5.7 L 

BI-FUEL 



V-8 6.0 L 




2002-2001 

OE Type Thermostat .... 

♦14119 

195 

2017-2016 

OE Type Thermostat 

<015158 

180 

2002-2001 

Premium Thermostat 

♦45119 

195 

2015-2012 

OE Type Thermostat 

15158 

180 

V-8 6.0 L 


2015-2003 


74050 


2017-2016 

OE Type Thermostat. 

0-15158 

180 

2009-2007 


♦15158 

180 

2015-2012 

OE Type Thermostat. 

15158 

180 

2006-2003 

Heavy-Duty Thermostat; W/GM Replacement Water 
Pump; Excludes Housing. 

♦14948 

186 

2015-2003 

Coolant Temperature Sensor. 

74050 


2009-2007 

OE Type Thermostat. 

♦15158 

180 

2006-2003 

Integrated Housing Thermostat; W/OE or Most 
Aftermarket Water Pumps 

♦14298 

186 

2006-2003 

Heavy-Duty Thermostat; W/GM Replacement Water 
Pump; Excludes Housing. 

♦14948 

186 

V-8 6.0 L 

2011 

CNG 

OE Type Thermostat. 

♦15158 

180 

2006-2003 

Integrated Housing Thermostat; W/OE or Most 
Aftermarket Water Pumps. 

♦14298 

186 

2005-2003 

Heavy-Duty Thermostat; W/GM Replacement Water 
Pump; Excludes Housing. 

♦14948 

186 

V-8 6.0 L 

2011 

CNG 

OE Type Thermostat. 

♦15158 

180 

2005-2003 

Integrated Housing Thermostat; W/OE or Most 
Aftermarket Water Pumps. 

♦14298 

186 

2005-2003 

Heavy-Duty Thermostat; W/GM Replacement Water 
Pump; Excludes Housing. 

♦14948 

186 

V-8 6.0 L 

2011-2010 

FLEX 

OE Type Thermostat 






♦15158 

180 

2005-2003 

Integrated Housing Thermostat; W/OE or Most 
Aftermarket Water Pumps 

♦14298 

186 

V-8 6.5 L 




V-8 6.0 L 

FLEX 



2002-1996 

Thermostat Seal. 

25285 


2011-2010 

OE Type Thermostat. 

♦15158 

180 

V-8 6.5 L 

DIESEL 


V-8 6.5 L 


2002-1998 

OE Type Thermostat 

♦14399 

190 

2002-1999 

Thermostat Seal 

25285 


1998-1996 

Thermostat Gasket. 

25140 

V-8 6.5 L 

2002-1998 

DIESEL 

OE Type Thermostat. 


1997 

OE Type Thermostat 

♦13359 

195 

♦ 14399 

190 

1997 

Premium Thermostat 

♦45359 

195 

1998-1996 

Thermostat Gasket 

25140 


1996 

OE Type Thermostat; 2nd Design 

♦14399 

190 

1997 

OE Type Thermostat. 

♦13359 

195 

1996 


♦14039 

195 

1997 

Premium Thermostat 

♦45359 

195 

V-8 6.6 L 

2016 


1996 

OE Type Thermostat; 2nd Design. 

♦14399 

190 

OE Type Thermostat 

<014738 

180 

1996 

OE Type Thermostat; 1st Design 

♦14039 

195 

2016 

OE Type Thermostat 

♦14728 

185 

V-8 6.6 L 


2015-2013 


♦14738 

180 

2016 

OE Type Thermostat. 

0-14738 

180 

2015-2013 


♦14728 

185 

2016 

OE Type Thermostat. 

♦14728 

185 

2015-2010 


74050 

2015-2013 

OE Type Thermostat; Rear. .. 

♦ 14738 

180 

V-8 6.6 L 

DIESEL 


2015-2013 

OE Type Thermostat; Front. 

♦14728 

185 

2012-2006 

OE Type Thermostat; Rear. 

♦14738 

180 

2015-2010 

Coolant Temperature Sensor. 

74050 


2012-2006 

OE Type Thermostat; Front. 

♦14728 

185 

V-8 6.6 L 

DIESEL 


Savana 3500 

2012-2006 

OE Type Thermostat; Rear. 

♦14738 

180 

2012-2006 

OE Type Thermostat; Front. 

♦14728 

185 

V-8 4.8 L 




2017-2016 

OE Type Thermostat. 

■015158 

180 

V-8 7.4 L 




2015-2013 

OE Type Thermostat. 

15158 

180 

2000-1996 

OE Type Thermostat. 

♦13899 

195 

2015-2004 

2009-2007 

Coolant Temperature Sensor 

74050 

♦15158 


2000-1996 

Premium Thermostat. 

♦45899 

195 

OE Type Thermostat. 

180 

V-8 8.1 L 




2006-2004 

Heavy-Duty Thermostat; W/GM Replacement Water 
Pump; Excludes Housing. 

♦14948 

186 

2002-2001 

2002-2001 

OE Type Thermostat. 

Premium Thermostat 

♦13899 

♦45899 

195 

195 

2006-2004 

Integrated Housing Thermostat; W/OE or Most 

♦14298 

186 

2002-2001 

Thermostat Seal 

25272 


Aftermarket Water Pumps 








♦ OE Temperature <> Alternate Temperature 
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Thermostats for Passenger Cars and LightTrucks (1995 and Newer) 


Application 

Part 

Number 

Temp 

°F 

GMC 

- Continued 



Sierra 

V-8 5.3 L 

2012-2007 

OE Type Thermostat. 

♦15158 

180 

V-8 6.2 L 

2012-2008 

OE Type Thermostat 

♦15158 

180 



Sierra 1500 i 

V-64.3L 

2015-2014 

Coolant Temperature Sensor. 

74050 


2013-2012 

OE Type Thermostat 

14119 

195 

2012-2011 

Thermostat Seal 

25278 


2011-1999 

OE Type Thermostat. 

♦14119 

195 

2011-1999 

Premium Thermostat. 

♦45119 

195 

2010 

Thermostat Seal 

25285 


2008-1999 

Thermostat Seal 

25285 


V-8 4.8 L 



2013-1999 

Coolant Temperature Sensor. 

74050 


2013 

OE Type Thermostat 

15158 

180 

2009-2007 

OE Type Thermostat 

♦15158 

180 

2006-1999 

Heavy-Duty Thermostat; W/GM Replacement Water 
Pump; Excludes Housing. 

♦14948 

186 

2006-1999 

Integrated Housing Thermostat; W/OE or Most 
Aftermarket Water Pumps. 

♦ 14298 

186 

V-8 4.8 L 

FLEX 



2012-2010 

OE Type Thermostat. 

♦15158 

180 

V-8 5.3 L 

2015-2013 

OE Type Thermostat. 

15158 

180 

2015-1999 

Coolant Temperature Sensor. 

74050 


2009-2007 

OE Type Thermostat. 

♦15158 

180 

2006-1999 

Heavy-Duty Thermostat; W/GM Replacement Water 
Pump; Excludes Housing. 

♦14948 

186 

2006-1999 

Integrated Housing Thermostat; W/OE or Most 
Aftermarket Water Pumps. 

♦14298 

186 

V-8 5.3 L 

ELECTRIC/GAS 



2006-2005 

Heavy-Duty Thermostat 

♦14948 

186 

V-8 5.3 L 

FLEX 

2012-2007 

OE Type Thermostat 

♦15158 

180 

2006-2002 

Heavy-Duty Thermostat; W/GM Replacement Water 
Pump; Excludes Housing. 

♦14948 

186 

2006-2002 

Integrated Housing Thermostat; W/OE or Most 
Aftermarket Water Pumps 

♦14298 

186 

V-8 6.0 L 

2013-2001 

Coolant Temperature Sensor 

74050 


2013 

OE Type Thermostat 

15158 

180 

2009-2007 

OE Type Thermostat. 

♦15158 

180 

2006-2001 

Heavy-Duty Thermostat; W/GM Replacement Water 
Pump; Excludes Housing. 

♦14948 

186 

2006-2001 

Integrated Housing Thermostat; W/OE or Most 
Aftermarket Water Pumps. 

♦14298 

186 

V-8 6.0 L 

ELECTRIC/FLEX 



2012-2010 

OE Type Thermostat 

♦15158 

180 

V-8 6.0 L 

ELECTRIC/GAS 



2009 

OE Type Thermostat. 

♦15158 

180 

V-8 6.2 L 

2015-2007 

Coolant Temperature Sensor. 

74050 


2013 

OE Type Thermostat 

15158 

180 

2008-2007 

OE Type Thermostat 

♦15158 

180 

V-8 6.2 L 

FLEX 



2012-2009 

OE Type Thermostat. 

♦15158 

180 

Sierra 1500 Classic I 

V-64.3L 

2007 

OE Type Thermostat 

14119 

195 

2007 

Thermostat Seal. 

25285 





Application 


GMC - Continued 


Part Temp 
Number °F 


Sierra 1500 Classic - Continued 

V-8 4.8 L 

2007 

Coolant Temperature Sensor. 

74050 


2007 

OE Type Thermostat 

15158 

180 

V-8 5.3 L 

2007 

Coolant Temperature Sensor. 

74050 





2007 

OE Type Thermostat 

15158 

180 

V-8 6.0 L 

2007 

Coolant Temperature Sensor. 

74050 


2007 

OE Type Thermostat 

15158 

180 

Sierra 1500 HD 

V-8 6.0 L 

2006-2005 

Coolant Temperature Sensor. 

74050 


2006-2005 

Heavy-Duty Thermostat; W/GM Replacement Water 
Pump; Excludes Housing. 

♦14948 

186 

2006-2005 

Integrated Housing Thermostat; W/OE or Most 
Aftermarket Water Pumps. 

♦14298 

186 

2003-2001 

Coolant Temperature Sensor. 

74050 


2003-2001 

Heavy-Duty Thermostat; W/GM Replacement Water 
Pump; Excludes Housing. 

♦14948 

186 

2003-2001 

Integrated Housing Thermostat; W/OE or Most 
Aftermarket Water Pumps. 

♦14298 

186 

Sierra 1500 HD Classic 

V-8 6.0 L 

2007 

Coolant Temperature Sensor. 

74050 


2007 

OE Type Thermostat 

♦15158 

180 



Sierra 2500 

V-8 5.3 L 

2000-1999 

Coolant Temperature Sensor. 

74050 


2000-1999 

Heavy-Duty Thermostat; W/GM Replacement Water 
Pump; Excludes Housing. 

♦14948 

186 

2000-1999 

Integrated Housing Thermostat; W/OE or Most 
Aftermarket Water Pumps 

♦14298 

186 

V-8 6.0 L 

2004-1999 

Coolant Temperature Sensor. 

74050 


2004-1999 

Heavy-Duty Thermostat; W/GM Replacement Water 
Pump; Excludes Housing. 

♦ 14948 

186 

2004-1999 

Integrated Housing Thermostat; W/OE or Most 
Aftermarket Water Pumps. 

♦14298 

186 

V-8 6.0 L BI-FUEL 



2002 

Heavy-Duty Thermostat; W/GM Replacement Water 
Pump; Excludes Housing. 

♦14948 

186 

2002 

Integrated Housing Thermostat; W/OE or Most 
Aftermarket Water Pumps. 

♦14298 

186 

V-8 6.0 L CNG 



2002 

Heavy-Duty Thermostat; W/GM Replacement Water 
Pump; Excludes Housing. 

♦14948 

186 

2002 

Integrated Housing Thermostat; W/OE or Most 
Aftermarket Water Pumps 

♦14298 

186 





Sierra 2500 HD 

V-8 6.0 L 

2017-2016 

OE Type Thermostat 

♦15158 

180 

2015-2013 

OE Type Thermostat. 

15158 

180 

2015-2001 

Coolant Temperature Sensor. 

74050 


2012-2007 

OE Type Thermostat. 

♦15158 

180 

2006-2001 

Heavy-Duty Thermostat; W/GM Replacement Water 
Pump; Excludes Housing. 

♦14948 

186 

2006-2001 

Integrated Housing Thermostat; W/OE or Most 
Aftermarket Water Pumps 

♦14298 

186 

V-8 6.0 L BI-FUEL 



2002 

Heavy-Duty Thermostat; W/GM Replacement Water 
Pump; Excludes Housing. 

♦14948 

186 


2002 

Integrated Housing Thermostat; W/OE or Most 

♦14298 

186 


♦ OE Temperature 


♦Alternate Temperature 
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Thermostats for Passenger Cars and LightTrucks (1995 and Newer) 


Application 


GMC - Continued 


Part Temp 
Number °F 


Sierra 2500 HD - Continued 

V-8 6.0 L CNG 



2005-2002 Heavy-Duty Thermostat; W/GM Replacement Water 

♦14948 

186 

Pump; Excludes Housing. 



2005-2002 Integrated Housing Thermostat; W/OE or Most 

♦14298 

186 

Aftermarket Water Pumps. 



V-8 6.0 L FLEX 



2012-2010 OE Type Thermostat 

♦15158 

180 

V-8 6.6 L 



2017-2016 OE Type Thermostat 

♦14738 

180 

2017-2016 OE Type Thermostat 

♦14728 

185 

2015-2013 OE Type Thermostat; Rear 

♦14738 

180 

2015-2013 OE Type Thermostat; Front 

♦14728 

185 

2015-2011 Coolant Temperature Sensor. 

74050 


V-8 6.6 L DIESEL 



2012-2001 OE Type Thermostat; Rear 

♦14738 

180 

2012-2001 OE Type Thermostat; Front 

♦14728 

185 

V-8 8.1 L 



2006-2001 OE Type Thermostat 

♦ 13899 

195 

2006-2001 Premium Thermostat 

♦45899 

195 

2006-2001 Thermostat Seal. 

25272 


Sierra 2500 HD Classic 

V-8 6.0 L 



2007 Coolant Temperature Sensor. 

74050 


2007 OE Type Thermostat. 

15158 

180 

V-8 6.6 L 



2007 OE Type Thermostat; Rear. 

♦14738 

180 

2007 OE Type Thermostat; Front. 

♦14728 

185 

V-8 8.1 L 



2007 OE Type Thermostat. 

♦13899 

195 

2007 Premium Thermostat. 

♦45899 

195 

2007 Thermostat Seal. 

25272 


Sierra 3500 

V-8 6.0 L 



2006-2001 Coolant Temperature Sensor. 

74050 


2006-2001 Heavy-Duty Thermostat; W/GM Replacement Water 

♦14948 

186 

Pump; Excludes Housing. 



2006-2001 Integrated Housing Thermostat; W/OE or Most 

♦14298 

186 

Aftermarket Water Pumps 



V-8 6.0 L CNG 



2005-2003 Heavy-Duty Thermostat; W/GM Replacement Water 

♦14948 

186 

Pump; Excludes Housing. 



2005-2003 Integrated Housing Thermostat; W/OE or Most 

♦14298 

186 

Aftermarket Water Pumps. 



V-8 6.6 L DIESEL 



2006-2001 OE Type Thermostat; Rear 

♦14738 

180 

2006-2001 OE Type Thermostat; Front 

♦14728 

185 

V-8 8.1 L 



2006-2001 OE Type Thermostat 

♦ 13899 

195 

2006-2001 Premium Thermostat 

♦45899 

195 

2006-2001 Thermostat Seal 

25272 


Sierra 3500 Classic 

V-8 6.0 L 



2007 Coolant Temperature Sensor 

74050 


2007 OE Type Thermostat. 

♦15158 

180 

V-8 6.6 L DIESEL 



2007 OE Type Thermostat; Rear 

♦14738 

180 

2007 OE Type Thermostat; Front. 

♦14728 

185 

V-8 8.1 L 



2007 OE Type Thermostat 

♦13899 

195 

2007 Premium Thermostat. 

♦45899 

195 

2007 Thermostat Seal. 

25272 



Application 


Part 

Number 

Temp 

°F 

GMC- 

Continued 



| Sierra 3500 HD ! 

V-8 6.0 L 




2017-2016 

OE Type Thermostat. 

. <>15158 

180 

2015-2013 

OE Type Thermostat. 

15158 

180 

2015-2007 

Coolant Temperature Sensor. 

74050 


2012-2007 

OE Type Thermostat. 

♦ 15158 

180 

V-8 6.0 L FLEX 



2012-2010 

OE Type Thermostat. 

♦ 15158 

180 

V-8 6.6 L 




2017-2016 

OE Type Thermostat. 

. <>14738 

180 

2017-2016 

OE Type Thermostat. 

♦14728 

185 

2015-2013 

OE Type Thermostat; Rear. 

. ♦14738 

180 

2015-2013 

OE Type Thermostat; Front. 

. ♦14728 

185 

2015-2011 

Coolant Temperature Sensor 

. 74050 


V-8 6.6 L DIESEL 



2012-2007 

OE Type Thermostat; Rear. 

♦ 14738 

180 

2012-2007 

OE Type Thermostat; Front 

♦ 14728 

185 

Sonoma 1 

4-Cyl 2.2 L 




2003 

OE Type Thermostat. 

. <>13848 

180 

2003 

Premium Thermostat. 

045848 

180 

2003 

OE Type Thermostat. 

. ♦13849 

195 

2003 

Premium Thermostat. 

. ♦45849 

195 

2003 

Thermostat Seal 

. 25272 


2000-1995 

OE Type Thermostat. 

. <>13848 

180 

2000-1995 

Premium Thermostat 

045848 

180 

2000-1995 

OE Type Thermostat. 

. ♦13849 

195 

2000-1995 

Premium Thermostat. 

♦45849 

195 

2000-1995 

Thermostat Seal. 

25272 


1997-1995 

Coolant Temperature Sensor. 

74188 


4-Cyl 2.2 L FLEX 



2002-2000 

OE Type Thermostat. 

. <>13848 

180 

2002-2000 

Premium Thermostat. 

<>45848 

180 

2002-2000 

OE Type Thermostat. 

. ♦13849 

195 

2002-2000 

Premium Thermostat. 

♦45849 

195 

2002-2000 

Thermostat Seal. 

25272 


V-6 4.3 L 




2004-2003 

Thermostat Seal. 

25285 


2004-1996 

OE Type Thermostat. 

♦ 14119 

195 

2004-1996 

Premium Thermostat. 

♦45119 

195 

1995 

Economy Thermostat. 

. <>13006 

160 

1995 

OE Type Thermostat. 

. <>13356 

160 

1995 

Premium Thermostat. 

045356 

160 

1995 

Economy Thermostat. 

. <>13008 

180 

1995 

OE Type Thermostat. 

. <>13358 

180 

1995 

OE Type Thermostat. 

. <>13848 

180 

1995 

Premium Thermostat 

045358 

180 

1995 

Premium Thermostat 

045848 

180 

1995 

Economy Thermostat. 

♦ 13009 

195 

1995 

OE Type Thermostat. 

♦ 13359 

195 

1995 

OE Type Thermostat. 

♦ 13849 

195 

1995 

Premium Thermostat. 

♦45359 

195 

1995 

Premium Thermostat. 

♦45849 

195 

1995 

OE Type Thermostat. 

. <>13352 

205 

1995 

Thermostat Seal 

. 25273 


1995 

Thermostat Seal 

. 25282 


Terrain i 

4-Cyl 2.4 L 




2017-2013 

OE Exact Thermostat 

. 48628 

180 

2017-2013 

OE Type Thermostat . 

. 14698 

180 


♦OE Temperature 


o Alternate Temperature 
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Thermostats for Passenger Cars and LightTrucks (1995 and Newer) 


Application 


Part 

Number 

Temp 

°F 

Application 

Part 

Number 

Temp 

°F 

GMC- 

Continued 



GMC 

■ Continued 



Terrain 

Continued 



Yukon 

- Continued 



4-Cyl 2.4 L 

- Continued 



V-8 6.0 L 

Continued 



2015-2010 

Coolant Temperature Sensor. 

74050 


2006-2001 

Heavy-Duty Thermostat; W/GM Replacement Water 

♦14948 

186 

2012-2010 

OE Exact Thermostat 

♦48628 

180 


Pump; Excludes Housing. 



2012-2010 

OE Type Thermostat 

♦14698 

180 

2006-2001 

Integrated Housing Thermostat; W/OE or Most 
Aftermarket Water Pumps 

♦14298 

186 

2012-2010 

Thermostat Seal 

25278 


V-8 6.0 L 

ELECTRIC/FLEX 



4-Cyl 2.4 L 

FLEX 



2012-2010 

OE Type Thermostat 

♦15158 

180 

2012 

OE Exact Thermostat 

♦48628 

180 

V-8 6.0 L 

ELECTRIC/GAS 



2012 

OE Type Thermostat 

♦14698 

180 

2009-2008 


♦15158 

180 

2012 

Thermostat Seal 

25278 


V-8 6.2 L 


V-6 3.0L 




2015-2007 

Coolant Temperature Sensor. 

74050 


2012-2010 

Coolant Temperature Sensor. 

74050 


2014-2013 

OE Type Thermostat 

15158 

180 

2012-2010 

OE Type Thermostat; Excl. Gasket 

♦ 15148 

180 

2012-2011 

OE Type Thermostat 

♦ 15158 

180 

V-6 3.0 L FLEX 



2009-2007 

OE Type Thermostat 

♦ 15158 

180 

2012-2011 

OE Type Thermostat; Excl. Gasket 

♦ 15148 

180 

2008-2007 

OE Type Thermostat 

15158 

180 

V-6 3.6 L 




V-8 6.2 L 

FLEX 



2017-2014 

OE Type Thermostat. 

15148 

180 

2012-2009 

OE Type Thermostat 

♦15158 

180 

2015-2013 

Coolant Temperature Sensor. 

74050 


V-8 6.5 L 




2013 

OE Type Thermostat; Excl. Gasket 

♦ 15148 

180 

1996 

Thermostat Seal 

25285 


V-6 3.6 L FLEX 



V-8 6.5 L 

DIESEL 



2013 

OE Type Thermostat; Excl. Gasket 

♦ 15148 

180 

1997 

OE Type Thermostat 

♦13359 

195 

Yukon 

1997 

Premium Thermostat. 

♦45359 

195 

V-84.8L 




1997 

Thermostat Seal. 

25282 


2009-2007 

OE Type Thermostat. 

♦ 15158 

180 

1996-1995 

Thermostat Gasket. 

25140 


2009-2000 

Coolant Temperature Sensor. 

74050 


IQQfi 


♦14399 

190 

2006-2000 

Heavy-Duty Thermostat; W/GM Replacement Water 

♦14948 

186 

1996 

OE Type Thermostat; 1st Design. 

♦14039 

195 


Pump; Excludes Housing. 











1995 

OE Type Thermostat 

♦14039 

195 

2006-2000 


♦14298 

186 





Aftermarket Water Pumps. 

Yukon XL 

V-8 5.3 L 




V-8 5.3 L 




2015-2000 

Coolant Temperature Sensor. 

74050 


2015 

Coolant Temperature Sensor. 

74050 


2014-2013 

OE Type Thermostat. 

15158 

180 

2015 

OE Type Thermostat. 

15158 

180 

2010-2007 

OE Type Thermostat. 

♦15158 

180 

V-8 6.2 L 




2006-2000 

Heavy-Duty Thermostat; W/GM Replacement Water 

♦14948 

186 

2015 

Coolant Temperature Sensor. 

74050 



Pump; Excludes Housing. 



Yukon XL 1500 



2006-2000 

Integrated Housing Thermostat; W/OE or Most 

♦14298 

186 






Aftermarket Water Pumps 



V-8 5.3 L 




V-8 5.3 L FLEX 



2014-2013 

OE Type Thermostat. 

15158 

180 

2012-2007 

OE Type Thermostat. 

♦15158 

180 

2014-2000 

Coolant Temperature Sensor. 

74050 


2006-2002 

Heavy-Duty Thermostat; W/GM Replacement Water 

♦14948 

186 

2009-2007 

OE Type Thermostat. 

♦15158 

180 


Pump; Excludes Housing. 



2005-2000 

Heavy-Duty Thermostat; W/GM Replacement Water 

♦14948 

186 

2006-2002 

Integrated Housing Thermostat; W/OE or Most 

♦14298 

186 


Pump; Excludes Housing. 




Aftermarket Water Pumps 



2005-2000 

Integrated Housing Thermostat; W/OE or Most 

♦14298 

186 

V-8 5.7 L 





Aftermarket Water Pumps 



2000-1996 

OE Type Thermostat. 

♦14119 

195 

V-8 5.3 L 

FLEX 



2000-1996 

Premium Thermostat .. 

♦45119 

195 

2012-2007 

OE Type Thermostat 

♦15158 

180 

2000-1996 


25285 


2006-2002 

Heavy-Duty Thermostat; W/GM Replacement Water 

♦14948 

186 






Pump; Excludes Housing. 



1995 

Economy Thermostat. 

4-13006 

160 

2006-2002 

Integrated Housing Thermostat; W/OE or Most 

♦14298 

186 

1995 

OE Type Thermostat. 

4-13356 

160 


Aftermarket Water Pumps 



1995 

Premium Thermostat. 

4-45356 

160 

V-8 6.0 L 




1995 

Economy Thermostat. 

4-13008 

180 

2009-2007 

OE Type Thermostat 

♦15158 

180 

1995 

OE Type Thermostat. 

4-13358 

180 

2009-2001 

Coolant Temperature Sensor. 

74050 


1995 

Premium Thermostat. 

445358 

180 

2006-2001 

Heavy-Duty Thermostat; W/GM Replacement Water 

♦14948 

186 

1995 

Economy Thermostat. 

♦13009 

195 


Pump; Excludes Housing. 



1995 

OE Type Thermostat. 

♦13359 

195 

2006-2001 

Integrated Housing Thermostat; W/OE or Most 
Aftermarket Water Pumps. 

♦14298 

186 

1995 

Premium Thermostat. 

♦45359 

195 

V-8 6.2 L 




1995 

OE Type Thermostat 

413352 

205 

2014-2013 

OE Type Thermostat. 

15158 

180 

1995 

Thermostat Seal 

25282 




74050 


V-8 6.0 L 




2008-2007 

OE Type Thermostat 

♦15158 

180 

2013-2008 

Coolant Temperature Sensor. 

74050 


V-8 6.2 L FLEX 



2013 

OE Type Thermostat. 

15158 

180 

2012-2009 

OE Type Thermostat. 

♦15158 

180 

2006-2001 

Coolant Temperature Sensor. 

74050 







♦ OE Temperature ^Alternate Temperature 
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Thermostats for Passenger Cars and LightTrucks (1995 and Newer) 


Part Temp 

Application Number °F 

Part Temp 

Application Number °F 

GMC - Continued 

Honda - Continued 

Yukon XL 2500 

Accord Crosstour 

V-8 6.0 L 

2013-2000 Coolant Temperature Sensor. 74050 

V-6 3.5 L - Continued 

2011-2010 OE Type Thermostat *14337 170 

2013 OE Type Thermostat . 15158 180 

2011-2010 OE Exact Thermostat *48227 172 

2009-2007 OE Type Thermostat *15158 180 

2011-2010 Thermostat Seal 25283 

2006-2000 Heavy-Duty Thermostat; W/GM Replacement Water +14948 186 

Pump; Excludes Housing. 

2006-2000 Integrated Housing Thermostat; W/OE or Most *14298 186 

Civic 

4-Cyl 1.3 L 

2011-2003 Coolant Temperature Sensor 74097 

V-8 6.0 L FLEX 

2012-2010 OE Type Thermostat *15158 180 

V-8 8.1 L 

2006-2001 OE Type Thermostat *13899 195 

2006-2001 Premium Thermostat *45899 195 

2006-2001 Thermostat Seal. 25272 

2010 OE Type Thermostat 13879 195 

2010 Thermostat Seal 25276 

4-Cyl 1.3 L ELECTRIC 

2011 OE Type Thermostat *13879 195 

2011 Premium Thermostat *45879 195 

2011 Thermostat Seal 25276 


Honda 


Accord 

4-Cyl 2.2 L 

1997-1995 Coolant Temperature Sensor. 74257 

1997-1995 Premium Thermostat. -045877 170 

1997-1995 OE Exact Thermostat. *48158 172 

1997-1995 OE Type Thermostat. *13878 180 

1997-1995 Premium Thermostat. *45878 180 

1997-1995 OE Type Thermostat. 013879 195 

1997-1995 Premium Thermostat. 0 45879 195 

1997-1995 Thermostat Seal 25276 

4-Cyl 2.3 L 

2002-1998 Coolant Temperature Sensor 74257 

2002-1998 Premium Thermostat. *45877 170 

2002-1998 Premium Thermostat 045878 180 

2002-1998 Thermostat Seal 25276 

4-Cyl 2.4 L 

2015- 2013 Integrated Housing Thermostat 49437 172 

2012- 2008 Integrated Housing Thermostat; Alternate Design *48767 172 

2007-2003 Coolant Temperature Sensor 74159 

2007-2003 Integrated Housing Thermostat. *48767 172 

V-6 2.7 L 

1997-1995 Coolant Temperature Sensor 74257 

1997-1995 OE Type Thermostat *14127 170 

1997-1995 OE Exact Thermostat. *48227 172 

1997-1995 OE Type Thermostat. 4-14128 180 

1997-1995 Thermostat Seal 25283 

V-6 3.0 L 

2007-2003 Coolant Temperature Sensor. 74159 

2007-2000 OE Type Thermostat. *14337 170 

2007-1998 OE Exact Thermostat. *48227 172 

2007-1998 Thermostat Seal. 25283 

2002-1998 Coolant Temperature Sensor. 74257 

1999-1998 OE Type Thermostat. *14127 170 

1999-1998 OE Type Thermostat. -0-14128 180 

V-6 3.0 L ELECTRIC/GAS 

2007-2005 OE Type Thermostat. *14337 170 

2007-2005 OE Exact Thermostat. *48227 172 

V-6 3.5 L 

2016- 2013 Integrated Housing Thermostat. 49718 180 

2013- 2012 OE Type Thermostat. *14337 170 

2013-2008 OE Exact Thermostat. *48227 172 

2013-2008 Thermostat Seal. 25283 

2011-2008 OE Type Thermostat. *14337 170 


14-Cyl 1.3 L ELECTRIC/GAS 

2011 OE Type Thermostat 
2011 Premium Thermostat. 

2011 Thermostat Seal. 

2009-2003 Premium Thermostat. 

2009-2003 OE Type Thermostat. 

2009-2003 Premium Thermostat. 

2009-2003 OE Type Thermostat. 

2009-2003 Premium Thermostat. 

2009-2003 Thermostat Seal. 

4-Cyl 1.5 L 

2015-2014 OE Type Thermostat. 

2015-2014 Thermostat Seal. 

1995 Coolant Temperature Sensor.. 

1995 Premium Thermostat. 

1995 Premium Thermostat. 

1995 Thermostat Seal. 

4-Cyl 1.5 L ELECTRIC 

2012 OE Type Thermostat. 

2012 Premium Thermostat. 

2012 Thermostat Seal. 

4-Cyl 1.5 L ELECTRIC/GAS 

2013-2012 OE Type Thermostat. 

2013-2012 Premium Thermostat. 

2013-2012 Thermostat Seal. 

4-Cyl 1.6 L 

2000-1999 Premium Thermostat. 

2000-1999 Premium Thermostat. 

2000-1995 Coolant Temperature Sensor.. 

2000-1995 Thermostat Seal. 

1998-1996 Premium Thermostat. 

1998-1996 OE Exact Thermostat 

1998-1996 OE Type Thermostat. 

1998-1996 Premium Thermostat 

1998-1996 OE Type Thermostat. 

1998-1996 Premium Thermostat 

1995 Premium Thermostat. 

1995 Premium Thermostat. 

4-Cyl 1.6 LCNG 
2000-1999 Premium Thermostat 
2000-1999 Premium Thermostat 
2000-1998 Thermostat Seal 

1998 Premium Thermostat. 

1998 OE Exact Thermostat. 

1998 OE Type Thermostat. 

1998 Premium Thermostat. 


*13879 

*45879 

25276 

045877 

*13878 

*45878 

013879 

045879 

25276 

13879 

25276 

74257 

*45877 

045878 

25276 

*13879 

♦45879 

25276 

♦13879 

♦45879 

25276 

♦45877 

045878 

74257 

25276 

045877 

♦48158 

*13878 

♦45878 

013879 

045879 

♦45877 

045878 

♦45877 

045878 

25276 

045877 

♦48158 

♦13878 

♦45878 


195 

195 

170 

180 

180 

195 

195 


195 


170 

180 


195 

195 


195 

195 


170 

180 


170 

172 

180 

180 

195 

195 

170 

180 

170 

180 

170 

172 

180 

180 


♦OE Temperature 


oAltemate Temperature 
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Thermostats for Passenger Cars and LightTrucks (1995 and Newer) 


Application 


Honda - Continued 


Part Temp 
Number °F 


Civic - 

Continued 



4-Cyl 1.6 LCNG-Continued 



1998 

OE Type Thermostat. 

. *13879 

195 

1998 

Premium Thermostat. 

❖45879 

195 

4-Cyl 1.7 L 



2005-2001 

Coolant Temperature Sensor. 

74097 


2005-2001 

Premium Thermostat. 

♦45877 

170 

2005-2001 

Premium Thermostat. 

❖45878 

180 

2005-2001 

Premium Thermostat. 

❖45879 

195 

2005-2001 

Thermostat Seal 

25276 


4-Cyl 1.7 LCNG 



2005-2001 

Premium Thermostat. 

♦45877 

170 

2005-2001 

Premium Thermostat. 

❖45878 

180 

2005-2001 

Premium Thermostat. 

❖45879 

195 

2005-2001 

Thermostat Seal 

25276 


4-Cyl 1.8 

L 



2015-2014 

Premium Thermostat. 

45878 

180 

2015-2014 

OE Type Thermostat. 

13879 

195 

2015-2006 

Thermostat Seal 

25276 


2013 

OE Type Thermostat. 

. ♦13879 

195 

2013 

Premium Thermostat. 

. ♦45879 

195 

2012-2006 

Premium Thermostat 

. ❖45877 

170 

2012-2006 

OE Type Thermostat 

. ♦13878 

180 

2012-2006 

Premium Thermostat 

♦45878 

180 

2012-2006 

OE Type Thermostat. 

. ❖13879 

195 

2012-2006 

Premium Thermostat. 

❖45879 

195 

2011-2006 

Coolant Temperature Sensor. 

74097 


4-Cyl 1.8 

LCNG 



2013-2006 

Thermostat Seal. 

. 25276 


2013 

OE Type Thermostat. 

. ♦13879 

195 

2013 

Premium Thermostat. 

. ♦45879 

195 

2012-2006 

Premium Thermostat. 

❖45877 

170 

2012-2006 

OE Type Thermostat. 

♦13878 

180 

2012-2006 

Premium Thermostat. 

♦45878 

180 

2012-2006 

OE Type Thermostat. 

. ❖13879 

195 

2012-2006 

Premium Thermostat. 

❖45879 

195 

4-Cyl 2.0 L 



2016 

Integrated Housing Thermostat. 

49437 

172 

2011-2006 

Integrated Housing Thermostat. 

♦48747 

172 

2011-2002 

Coolant Temperature Sensor. 

74159 


2005-2002 

Intearated Housina Thermostat 

♦14757 

172 

4-Cyl 2.4 L 



2015-2014 

Integrated Housing Thermostat. 

48747 

172 

2013-2012 

Integrated Housing Thermostat. 

♦48747 

172 

Civic del Sol 

4-Cyl 1.5 L 



1995 

Coolant Temperature Sensor. 

74257 


1995 

Premium Thermostat. 

❖45877 

170 

1995 

OE Exact Thermostat 

♦48158 

172 

1995 

OE Type Thermostat 

♦13878 

180 

1995 

Premium Thermostat. 

♦45878 

180 

1995 

OE Type Thermostat. 

. ❖13879 

195 

1995 

Premium Thermostat. 

❖45879 

195 

1995 

Thermostat Seal 

25276 


4-Cyl 1.6 L 



1997-1995 

Coolant Temperature Sensor 

74257 


1997-1995 

Premium Thermostat. 

❖45877 

170 

1997-1995 

OE Exact Thermostat 

. ♦48158 

172 

1997-1995 

OE Type Thermostat 

. ♦13878 

180 

1997-1995 

Premium Thermostat. 

. ♦45878 

180 


Application 


Honda - Continued 


Civic del Sol - Continued 


Part Temp 
Number °F 


4-Cyl 1.6 L - Continued 

1997-1995 OE Type Thermostat 
1997-1995 Premium Thermostat 
1997-1995 Thermostat Seal 


3-Cyl 1.0 L 

2006-2000 Coolant Temperature Sensor 

3-Cyl 1.0 L ELECTRIC/GAS 

2006-2000 Premium Thermostat 


❖13879 

045879 

25276 


195 

195 


Crosstour 

4-Cyl 2.4 L 



2015 Integrated Housing Thermostat 

48767 

172 

2014-2013 Integrated Housing Thermostat; Alternate Design 

♦48767 

172 

2012 OE Type Thermostat 

❖14337 

170 

2012 OE Exact Thermostat 

♦48227 

172 

2012 Thermostat Seal 

25283 


V-6 3.5 L 



2015-2013 Integrated Housing Thermostat. 

49718 

180 

2013-2012 OE Type Thermostat 

❖14337 

170 

2013-2012 OE Exact Thermostat 

♦48227 

172 

2013-2012 Thermostat Seal. 

25283 





CR-V 

4-Cyl 2.0 L 



2001-1997 Coolant Temperature Sensor 

74257 


2001-1997 Premium Thermostat. 

♦45877 

170 

2001-1997 Premium Thermostat. 

❖45878 

180 

2001-1997 Thermostat Seal. 

25276 


4-Cyl 2.4 L 



2015 Integrated Housing Thermostat. 

49437 

172 

2014-2007 Integrated Housing Thermostat 

♦48747 

172 

2006-2002 Coolant Temperature Sensor 

74159 


2006-2002 Integrated Housing Thermostat. 

♦14757 

172 

CR-Z 

4-Cyl 1.5 L 



2016-2014 OE Type Thermostat. 

13879 

195 

2016-2014 Thermostat Seal. 

25276 


4-Cyl 1.5 L ELECTRIC/GAS 



2013-2011 OE Type Thermostat. 

♦13879 

195 

2013-2011 Premium Thermostat. 

♦45879 

195 

2013-2011 Thermostat Seal. 

25276 





Element 

4-Cyl 2.4 L 



2011-2003 Coolant Temperature Sensor. 

74159 


2011-2003 Integrated Housing Thermostat. 

♦48767 

172 

Fit 

4-Cyl 1.5 L 



2013-2011 OE Type Thermostat. 

♦13879 

195 

2013-2011 Premium Thermostat. 

♦45879 

195 

2013-2007 Thermostat Seal. 

25276 


2010-2009 OE Type Thermostat. 

❖13878 

180 

2010-2007 Premium Thermostat. 

♦45877 

170 

2010-2007 Premium Thermostat. 

❖45878 

180 

2010-2007 Premium Thermostat. 

❖45879 

195 

2008-2007 Coolant Temperature Sensor. 

74097 


HR-V 

4-Cyl 1.8 L 



2017-2016 Thermostat Seal. 

25276 


2016 Premium Thermostat. 

45878 

180 

2016 OE Type Thermostat 

13879 

195 

Insight 


74257 


045877 170 


♦ OE Temperature 


oAltemate Temperature 
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Thermostats for Passenger Cars and LightTrucks (1995 and Newer) 


Application 


Honda - Continued 


Part Temp 
Number °F 


Insight - 

Continued 



3-Cyl 1.0 L ELECTRIC/GAS - Continued 



2006-2000 

OE Type Thermostat. 

013878 

180 

2006-2000 

Premium Thermostat 

045878 

180 

2006-2000 

OE Type Thermostat 

♦13879 

195 

2006-2000 

Premium Thermostat 

♦45879 

195 

2006-2000 

Thermostat Seal 

25276 


4-Cyl 1.3 L 




2014 

OE Type Thermostat 

13879 

195 

2014 

Thermostat Seal 

25276 


4-Cyl 1.3 L ELECTRIC/GAS 



2013-2011 

OE Type Thermostat 

♦13879 

195 

2013-2011 

Premium Thermostat 

♦45879 

195 

2013-2010 

Thermostat Seal. 

25276 


2010 

Premium Thermostat 

♦45877 

170 

2010 

Integrated Housing Thermostat. 

♦48767 

172 

Odyssey 

4-Cyl 2.2 L 




1997-1995 

Coolant Temperature Sensor. 

74257 


1997-1995 

Premium Thermostat 

045877 

170 

1997-1995 

OE Exact Thermostat. 

♦48158 

172 

1997-1995 

OE Type Thermostat 

♦13878 

180 

1997-1995 

Premium Thermostat 

♦45878 

180 

1997-1995 

OE Type Thermostat 

013879 

195 

1997-1995 

Premium Thermostat. 

045879 

195 

1997-1995 

Thermostat Seal. 

25276 


4-Cyl 2.3 L 




1998 

Coolant Temperature Sensor. 

74257 


1998 

Premium Thermostat. 

045877 

170 

1998 

OE Exact Thermostat. 

♦48158 

172 

1998 

OE Type Thermostat. 

♦ 13878 

180 

1998 

Premium Thermostat. 

♦45878 

180 

1998 

OE Type Thermostat. 

013879 

195 

1998 

Premium Thermostat. 

045879 

195 

1998 

Thermostat Seal. 

25276 


V-6 3.5 L 




2017-2014 

OE Type Thermostat. 

14337 

170 

2017-2014 

OE Exact Thermostat. 

48227 

172 

2017-1999 

Thermostat Seal. 

25283 


2013-2012 

OE Type Thermostat. 

014337 

170 

2013-1999 

OE Exact Thermostat. 

♦48227 

172 

2011-1999 

OE Type Thermostat 

♦14337 

170 

2006-2005 

Coolant Temperature Sensor. 

74159 


2004-1999 

Coolant Temperature Sensor. 

74257 


Passport 

4-Cyl 2.6 L 




1996-1995 

OE Type Thermostat 

♦ 13858 

180 

1996-1995 

Premium Thermostat 

♦45858 

180 

1996-1995 

OE Type Thermostat 

013859 

195 

1996-1995 

Premium Thermostat 

045859 

195 

1996-1995 

Thermostat Gasket 

25168 


1995 

Coolant Temperature Sensor. 

74051 


V-6 3.2 L 




2002-1998 

OE Type Thermostat 

♦14327 

170 

1997-1995 

OE Type Thermostat 

♦14177 

170 

1997-1995 

OE Type Thermostat 

014178 

180 

1997-1995 

Thermostat Gasket; 3 1/4" x 3 1/2" Gasket Material 

25103 


1997-1995 

Thermostat Gasket; 4" x 6" Gasket Material,. 

25104 



Application 


Part 

Number 

Temp 

°F 

Honda 

- Continued 



| Pilot 1 

V-6 3.5 L 




2016 

Integrated Housing Thermostat. 

49718 

180 

2015-2014 

OE Type Thermostat. 

14337 

170 

2015-2014 

OE Exact Thermostat 

48227 

172 

2015-2003 

Thermostat Seal 

25283 


2013-2012 

OE Type Thermostat. 

. * 14337 

170 

2013-2003 

OE Exact Thermostat 

♦48227 

172 

2011-2003 

OE Type Thermostat. 

♦14337 

170 

2008-2005 

Coolant Temperature Sensor. 

. 74159 


2004-2003 

Coolant Temperature Sensor. 

. 74257 


Prelude 1 

4-Cyl 2.2 L 




2001-1996 

OE Exact Thermostat 

. ♦48227 

172 

2001-1995 

Coolant Temperature Sensor. 

. 74257 


2001-1995 

OE Type Thermostat. 

. ♦14127 

170 

2001-1995 

OE Type Thermostat. 

. =14128 

180 

2001-1995 

Thermostat Seal 

25283 


1996-1995 

Premium Thermostat. 

; 45877 

170 

1996-1995 

OE Type Thermostat. 

. ♦13878 

180 

1996-1995 

Premium Thermostat. 

♦45878 

180 

1996-1995 

OE Type Thermostat. 

. ❖13879 

195 

1996-1995 

Premium Thermostat. 

. 45879 

195 

1996-1995 

Thermostat Seal. 

. 25276 


1995 

OE Exact Thermostat. 

. ♦48158 

172 

4-Cyl 2.3 L 




1996-1995 

Coolant Temperature Sensor. 

74257 


1996-1995 

Premium Thermostat. 

❖45877 

170 

1996-1995 

OE Exact Thermostat. 

♦48158 

172 

1996-1995 

OE Type Thermostat. 

♦13878 

180 

1996-1995 

Premium Thermostat. 

♦45878 

180 

1996-1995 

OE Type Thermostat. 

. =13879 

195 

1996-1995 

Premium Thermostat. 

❖45879 

195 

1996-1995 

Thermostat Seal 

25276 






Ridgeline ! 

V-6 3.5 L 




2014-2006 

Thermostat Seal 

25283 


2014 

OE Type Thermostat. 

14337 

170 

2014 

OE Exact Thermostat 

48227 

172 

2013-2012 

OE Type Thermostat. 

. ❖14337 

170 

2013-2006 

OE Exact Thermostat 

♦48227 

172 

2011-2006 

OE Type Thermostat. 

. ♦14337 

170 

2008-2006 

Coolant Temperature Sensor. 

. 74159 


S2000 

4-Cyl 2.0 L 




2003-2002 

OE Type Thermostat. 

♦14337 

170 

2003-2000 

Coolant Temperature Sensor. 

. 74257 


2003-2000 

OE Exact Thermostat 

. ♦48227 

172 

2003-2000 

Thermostat Seal 

. 25283 


2001-2000 

OE Type Thermostat. 

. ♦14127 

170 

2001-2000 

OE Type Thermostat. 

. =14128 

180 

4-Cyl 2.2 L 




2009-2004 

OE Type Thermostat. 

. ♦14337 

170 

2009-2004 

OE Exact Thermostat 

. ♦48227 

172 

2009-2004 

Thermostat Seal 

25283 


2006 

Coolant Temperature Sensor. 

. 74097 


2005-2004 

Coolant Temperature Sensor. 

. 74257 



♦ OE Temperature 


■o Alternate Temperature 
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Thermostats for Passenger Cars and LightTrucks (1995 and Newer) 


Part Temp 

Application Number °F 

Part Temp 

Application Number °F 

Hummer 

Hyundai - Continued 

HI 

Azera - Continued 

V-8 6.5 L DIESEL 

2004-2002 OE Type Thermostat. •♦-14399 190 

V-8 6.6 L DIESEL 

2006 OE Type Thermostat 14738 180 

V-6 3.3 L - Continued 

2012 Integrated Housing Thermostat; From 28/07/2012 49690 180 

2011-2007 Coolant Temperature Sensor 74162 

2011-2007 OE Type Thermostat +15188 180 

2006 OE Type Thermostat 14728 185 

2011-2007 Thermostat Seal 25286 

H2 

V-6 3.8 L 

V-8 6.0 L 

2007-2003 Coolant Temperature Sensor 74050 

2011-2006 Coolant Temperature Sensor 74162 

2011-2006 OE Type Thermostat 415188 180 

2007-2003 Integrated Housing Thermostat; W/OE or Most 4-14298 186 

Aftermarket Water Pumps 

2007 Heavy-Duty Thermostat; W/GM Replacement Water +14948 186 

Pump. 

2006-2003 Heavy-Duty Thermostat; W/GM Replacement Water +14948 186 

Pump; Excludes Housing. 

V-8 6.2 L 

2009-2008 Coolant Temperature Sensor. 74050 

2011-2006 Thermostat Seal 25286 

Elantra 

4-Cyl 1.4 L 

2017 OE Type Thermostat 15138 180 

4-Cyl 1.6 L 

1995 OE Type Thermostat -0-13868 180 

1995 Premium Thermostat. >>45868 180 

2009-2008 OE Type Thermostat. 15158 180 

2008 OE Type Thermostat. 415158 180 

1995 OE Type Thermostat 413869 195 

1995 Premium Thermostat 445869 195 

V-8 6.2 L FLEX 

2009 OE Type Thermostat. +15158 180 

1995 Thermostat Gasket 25168 

4-Cyl 1.8 L 

H3 

2016-2011 Coolant Temperature Sensor 74162 

5-Cyl 3.5 L 

2006 Coolant Temperature Sensor. 74192 

2011 OE Exact Thermostat 448588 180 

2011 OE Type Thermostat 14648 180 

2011 Thermostat Gasket 25168 

5-Cyl 3.7 L 

2010-2007 Coolant Temperature Sensor. 74192 

1998-1996 Coolant Temperature Sensor. 74051 

1998-1996 OE Exact Thermostat 448588 180 

2010-2007 Integrated Housing Thermostat. +48718 190 

1998-1995 Thermostat Gasket. 25168 

V-8 5.3 L 

2010-2008 Coolant Temperature Sensor. 74050 

1995 OE Type Thermostat. *013868 180 

2010-2008 OE Type Thermostat. 415158 180 

1995 OE Type Thermostat. +13869 195 

H3T 

1995 Premium Thermostat. +45869 195 

5-Cyl 3.7 L 

2010-2009 Coolant Temperature Sensor. 74192 

4-Cyl 2.0 L 

2017-2014 Coolant Temperature Sensor. 74162 


2012-2001 Coolant Temperature Sensor. 74162 

V-8 5.3 L 

2010-2009 Coolant Temperature Sensor. 74050 

2010-2009 OE Type Thermostat. 15158 180 

2012-1999 OE Exact Thermostat. 448588 180 

2012-1999 OE Type Thermostat. 14648 180 

2012-1999 Thermostat Gasket 25168 

2009 Integrated Housing Thermostat. +48718 190 

2000-1999 Coolant Temperature Sensor. 74051 

Hyundai 

Elantra Coupe 

Accent 

4-Cyl 1.8 L 

2013 Coolant Temperature Sensor... 74162 

4-Cyl 1.5 L 

2003-2000 Coolant Temperature Sensor. 74162 

Elantra GT 

2003-1995 Thermostat Gasket. 25168 

2003 OE Type Thermostat. 13359 195 

2002-2000 OE Type Thermostat. +13359 195 

2002-2000 Premium Thermostat. +45359 195 

4-Cyl 1.8 L 

2013 Coolant Temperature Sensor. 74162 

4-Cyl 2.0 L 

2017-2014 Coolant Temperature Sensor . 74162 

2000-1998 OE Type Thermostat 14648 180 

Entourage 

1999-1995 Coolant Temperature Sensor. 74051 

1999-1995 OE Exact Thermostat 448469 190 

1997-1996 OE Type Thermostat -0-14648 180 

4-Cyl 1.6 L 

2017-2015 OE Type Thermostat 15138 180 

2017-2004 Coolant Temperature Sensor 74162 

V-6 3.8 L 

2010-2009 OE Type Thermostat. 15188 180 

2010-2007 Coolant Temperature Sensor. 74162 

2008-2007 OE Type Thermostat. 415188 180 

2008-2007 Thermostat Seal. 25286 

Genesis 

2014-2012 OE Type Thermostat 415138 180 

2011-2001 OE Exact Thermostat 448588 180 

V-6 3.8 L 

2016-2015 Coolant Temperature Sensor . . 74162 

2009-2001 OE Type Thermostat 14648 180 

2016-2015 Integrated Housing Thermostat 49690 180 

2001 Coolant Temperature Sensor 74162 

2014 Coolant Temperature Sensor; From 27/02/2014 74162 

Azera 

2014 OE Type Thermostat 15188 180 

V-6 3.3 L 

2016-2013 Integrated Housing Thermostat 49690 180 

2013-2009 Thermostat Seal 25286 

2013 OE Exact Thermostat 448588 180 




♦ OE Temperature ^Alternate Temperature 
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Thermostats for Passenger Cars and LightTrucks (1995 and Newer) 


Application 


Part 

Number 

Temp 

°F 

Application 


Part 

Number 

Temp 

°F 

Hyundai - Continued 



Hyundai - Continued 



Genesis 

- Continued 



Sonata 

V-6 3.8L- 

Continued 



4-Cyl 1.6 L 




2012-2009 

OE Type Thermostat. 

♦15188 

180 

2017-2015 

Coolant Temperature Sensor. 

74162 


V-8 5.0 L 




2017-2015 

OE Type Thermostat. 

15138 

180 

2013 

OE Type Thermostat 

♦ 14648 

180 

2015 

Thermostat Seal 

25286 


Genesis Coupe 

4-Cyl 2.0 L 




4-Cyl 2.0 L 




2017-2016 

Coolant Temperature Sensor. 

74162 


2014-2010 


74162 


2015-2011 

Thermostat Seal 

25286 


2014 


14648 

180 

2014-2011 

OE Type Thermostat. 

14648 

180 

2013-2012 


25278 


2014 

OE Exact Thermostat 

48588 

180 

2013-2010 

OE Type Thermostat 

♦14648 

180 

2013-2011 

OE Exact Thermostat 

♦48588 

180 

2011 


25286 


1998-1995 

OE Type Thermostat. 

-013868 

180 

2010 


25278 


1998-1995 

Premium Thermostat. 

045868 

180 

V-6 3.8L 




1998-1995 

OE Type Thermostat. 

♦13869 

195 

2016-2014 

OE Type Thermostat 

. 15188 

180 

1998-1995 

Premium Thermostat 

♦45869 

195 

2016-2010 

Coolant Temperature Sensor. 

74162 


1998-1995 

Thermostat Gasket 

25168 


2013-2010 

Thermostat Seal 

25286 


4-Cyl 2.4 L 




2013 


♦48588 

180 

2015-2009 

Thermostat Seal 

25286 


2012-2010 

OE Type Thermostat 

. ♦15188 

180 

2014-2009 

OE Type Thermostat. 

14648 

180 

Santa Fe 

2014 

OE Exact Thermostat 

48588 

180 

4-Cyl 2.0 L 




2013-2009 

OE Exact Thermostat 

♦48588 

180 

2016-2014 


48588 

180 

2010 

Thermostat Gasket. 

25186 


2016-2013 

Thermostat Seal. 

. 25286 


2008-2006 

OE Type Thermostat. 

♦14648 

180 

2016 


14648 

180 

2008-2006 

Thermostat Seal. 

25278 


2013 

OE Exact Thermostat.... 

. ♦48588 

180 

2008-2003 

Coolant Temperature Sensor. 

74162 


4-Cyl 2.4 L 




2005-1999 

OE Exact Thermostat. 

♦48268 

180 

2016-2010 

OE Type Thermostat 

. 14648 

180 

2005-1999 

OE Type Thermostat. 

♦14808 

180 

2016-2010 

Thermostat Seal 

25286 


2003 

Thermostat Seal. 

25283 


2015-2014 

OE Exact Thermostat. 

48588 

180 

2002-2001 

Coolant Temperature Sensor; From 25/06/2001. 

74162 


2013-2010 

OE Exact Thermostat. 

. ♦48588 

180 

2001 

Coolant Temperature Sensor; To 25/06/2001. 

74020 


2006-2001 


74162 


2001 

Thermostat Gasket 

25168 


2006-2001 


♦48268 

180 

2000-1999 

Coolant Temperature Sensor. 

74020 


2006-2001 

OE Type Thermostat. 

. ♦14808 

180 

4-Cyl 2.4 L 

ELECTRIC/GAS 



V-6 2.7 L 




2015 

Coolant Temperature Sensor; From 23/02/2015. 

74162 


2009-2001 


74162 


2013 

OE Exact Thermostat . 

♦48588 

180 

2009-2001 


♦14128 

180 

2013 

Thermostat Seal 

25286 


2009-2001 

Thermostat Seal. 

25283 


V-6 2.5 L 




2005-2001 

OE Type Thermostat. 

. -0-14127 

170 

2001-1999 

Coolant Temperature Sensor. 

74020 


V-6 3.3 L 




2001-1999 

OE Type Thermostat. 

014127 

170 

2016-2013 


49690 

180 

2001-1999 

OE Type Thermostat. 

♦14128 

180 

2013 


25286 


2001-1999 

Thermostat Seal 

25283 


2009-2007 

Coolant Temperature Sensor. 

74162 


V-6 2.7 L 




2009-2007 

OE Type Thermostat. 

♦15188 

180 

2005-2004 

OE Type Thermostat. 

014127 

170 

2009-2007 


25286 


2005-2002 

Coolant Temperature Sensor 

74162 


V-6 3.5 L 




2005-2002 

OE Type Thermostat. 

♦14128 

180 

2012-2010 

OE Type Thermostat 

♦15188 

180 

2005-2002 

Thermostat Seal 

25283 


2012-2010 

Thermostat Seal 

25286 


2002 

OE Type Thermostat. 

014127 

170 

2006-2003 

Coolant Temperature Sensor. 

74162 


V-6 3.0 L 




2006-2003 

OE Type Thermostat 

. 0-14127 

170 

1998-1995 

OE Type Thermostat. 

013868 

180 

2006-2003 


♦14128 

180 

1998-1995 

Premium Thermostat 

045868 

180 

2006-2003 


25283 


1998-1995 

OE Type Thermostat. 

♦13869 

195 









Santa Fe XL 

1998-1995 

Premium Thermostat 

♦45869 

195 

V-6 3.3 L 




1998-1995 

Thermostat Gasket 

25168 


2016-2013 

Integrated Housing Thermostat. 

49690 

180 

V-6 3.3 L 




2013 


25286 


2010-2006 

Coolant Temperature Sensor. 

74162 









Scoupe 

2010-2006 

2010-2006 

OE Type Thermostat. 

Thermostat Seal 

♦15188 

25286 

180 

4-Cyl 1.5 L 







1995 

Coolant Temperature Sensor. 

74051 


Tiburon 




1995 

OE Exact Thermostat. 

♦48469 

190 

4-Cyl 1.8 L 




1995 

Thermostat Gasket 

25168 


1997 

Coolant Temperature Sensor. 

74051 



♦ OE Temperature o Alternate Temperature 
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Thermostats for Passenger Cars and LightTrucks (1995 and Newer) 


Application 


Hyundai - Continued 


Part Temp 
Number °F 


Tiburon 

- Continued 



_i 

co 

O 

- Continued 



1997 

OE Exact Thermostat. 

♦48588 

180 

4-Cyl 2.0 L 

2008-2003 

Coolant Temperature Sensor 

74162 


2008-2003 

OE Exact Thermostat 

♦48588 

180 

2008-2003 

OE Type Thermostat 

14648 

180 

2001-1997 

Coolant Temperature Sensor 

74051 


2001-1997 

OE Exact Thermostat 

♦48588 

180 

V-6 2.7 L 

2008-2003 

Coolant Temperature Sensor. 

74162 


2008-2003 

OE Type Thermostat. 

❖14127 

170 

2008-2003 

OE Type Thermostat 

♦14128 

180 

2006-2003 

Thermostat Seal 

25283 





Tucson 

2017 

Coolant Temperature Sensor. 

74162 


4-Cyl 1.6 L 

2017-2016 

Coolant Temperature Sensor 

74162 


2017-2016 

OE Type Thermostat 

15138 

180 

4-Cyl 2.0 L 

2017-2014 

Coolant Temperature Sensor. 

74162 


2015-2011 

OE Type Thermostat. 

14648 

180 

2013-2011 

OE Exact Thermostat 

♦48588 

180 

2013-2011 

Thermostat Seal 

25286 


2013 

Coolant Temperature Sensor; From 12/08/2013 

74162 


2009-2005 

Coolant Temperature Sensor. 

74162 


2009-2005 

OE Exact Thermostat. 

♦48588 

180 

2009-2005 

OE Type Thermostat. 

14648 

180 

2009 

Thermostat Gasket. 

25168 


4-Cyl 2.4 L 

2015-2014 

OE Exact Thermostat. 

48588 

180 

2015-2010 

OE Type Thermostat. 

14648 

180 

2015-2010 

Thermostat Seal. 

25286 


2013-2010 

OE Exact Thermostat. 

♦48588 

180 

V-6 2.7 L 

2009-2005 

Coolant Temperature Sensor. 

74162 


2009-2005 

OE Type Thermostat. 

❖14127 

170 

2009-2005 

OE Type Thermostat. 

♦14128 

180 

2008-2005 

Thermostat Seal. 

25283 






Veloster 

4-Cyl 1.6 L 

2017-2015 

OE Type Thermostat. 

15138 

180 

2017-2012 

Coolant Temperature Sensor. 

74162 


2014-2012 

OE Type Thermostat. 

♦15138 

180 

Veracruz | 

V-6 3.8 L 

2012-2007 

Coolant Temperature Sensor. 

74162 


2012-2007 

OE Type Thermostat 

♦15188 

180 

2012-2007 

Thermostat Seal 

25286 




XG300 

V-6 3.0 L 

2001 

Coolant Temperature Sensor. 

74162 


2001 

OE Type Thermostat 

❖14127 

170 

2001 

OE Type Thermostat 

♦14128 

180 

2001 

Thermostat Seal 

25283 





XG350 | 

V-6 3.5 L 

2005-2002 

Coolant Temperature Sensor 

74162 


2005-2002 

OE Type Thermostat 

❖14127 

170 

2005-2002 

OE Type Thermostat 

♦14128 

180 


Application 


Hyundai - Continued 


Part Temp 
Number °F 


XG350 

- Continued 



V-6 3.5 L - 

2005-2002 

Continued 

Thermostat Seal. 

25283 



Infiniti 

IEX35 | 

V-6 3.5 L 




2012-2008 

Coolant Temperature Sensor. 

74000 


2012-2008 

Thermostat Gasket. 

25191 


2012 

OE Type Thermostat 

13947 

170 

2011 

OE Type Thermostat; Excludes Housing 

♦14138 

180 

2011 

Integrated Housing Thermostat; Includes Housing 

♦14318 

180 

2010-2008 

Integrated Housing Thermostat 

♦14318 

180 

2010 

OE Type Thermostat 

13947 

170 

EX37 

V-6 3.7 L 




2013 

Coolant Temperature Sensor .. .. 

74000 


2013 

OE Type Thermostat 

13947 

170 

2013 

Integrated Housing Thermostat.. 

♦14318 

180 

2013 

Thermostat Gasket 

25191 






FX35 

V-6 3.5 L 




2012-2010 

OE Type Thermostat 

13947 

170 

2012-2009 

Integrated Housing Thermostat. 

♦14318 

180 

2012-2003 

Coolant Temperature Sensor. 

74000 


2012-2003 

Thermostat Gasket. 

25191 


2008-2003 

Integrated Housing Thermostat. 

♦14668 

180 

FX37 

V-6 3.7 L 




2013 

Coolant Temperature Sensor. 

74000 


2013 

OE Type Thermostat. 

13947 

170 

2013 

Integrated Housing Thermostat. 

♦14318 

180 

2013 

Thermostat Gasket. 

25191 






FX45 

V-84.5L 




2008-2003 

Coolant Temperature Sensor. 

74000 


2008-2003 

OE Type Thermostat; Lower. 

♦14128 

180 

2008-2003 

OE Type Thermostat; Upper. 

♦15112 

205 

2008 

OE Type Thermostat; Lower. 

❖14127 

170 

2008 

Thermostat Seal. 

25283 


2006-2003 

Thermostat Seal. 

25283 


2005-2003 

OE Type Thermostat; Lower. 

❖14127 

170 

FX50 

V-8 5.0 L 




2013-2011 

Coolant Temperature Sensor. 

74000 


2013 

OE Type Thermostat 

14128 

180 

2012 

OE Type Thermostat 

♦14128 

180 

2011-2010 

OE Type Thermostat 

14128 

180 

2010 

Coolant Temperature Sensor; Location Engine Block 

74000 


2009 

Coolant Temperature Sensor; Location Water Outlet 

74000 


2009 

OE Type Thermostat 

❖14127 

170 

2009 

OE Type Thermostat 

♦14128 

180 

G20 

4-Cyl 2.0 L 




2002-1999 

Coolant Temperature Sensor. 

74000 


2002-1999 

OE Exact Thermostat. 

♦48258 

180 

2002-1999 

OE Type Thermostat 

♦14818 

180 

2002-1999 

Thermostat Seal. 

25285 


1996-1995 

OE Exact Thermostat 

❖♦48447 

170 

1996-1995 

OE Type Thermostat 

❖♦13967 

170 


♦ OE Temperature 

■i-Gasket not required, use silicone 


4 Alternate Temperature 
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Thermostats for Passenger Cars and LightTrucks (1995 and Newer) 


Application 


Part 

Number 

Temp 

°F 

Application 

Part 

Number 

Temp 

°F 

Infiniti - Continued 



Infiniti 

■ Continued 



G20 - Continued 

M35 - Continued | 

4-Cyl 2.0 L 

- Continued 



V-6 3.5 L - 

Continued 



1996-1995 

Premium Thermostat 

*♦45967 

170 

2010-2006 

Coolant Temperature Sensor. 

74000 


1996-1995 

OE Type Thermostat 

❖ 4-13968 

180 

2010-2006 

Thermostat Gasket 

25191 


1996 

Coolant Temperature Sensor. 

74000 


2008-2006 

Integrated Housing Thermostat. 

♦ 14668 

180 









1995 

Coolant Temperature Sensor; From 07/1995. 

74000 


M35h 

G25 

V-6 3.5 L 




V-6 2.5 L 




2013-2012 

Coolant Temperature Sensor. 

74000 


2012-2011 

Coolant Temperature Sensor. 

74000 


2013-2012 

OE Type Thermostat. 

13947 

170 

2012-2011 

Thermostat Gasket. 

25191 


2013 

Thermostat Gasket 

25191 


2012 

OE Type Thermostat 

13947 

170 

V-6 3.5 L ELECTRIC/GAS 



2012 

Integrated Housinq Thermostat 

♦14318 

180 

2013-2012 

Integrated Housing Thermostat. 

♦14318 

180 

2011 


♦14138 

180 

2012 

Thermostat Gasket 

25191 










2011 

Integrated Housing Thermostat; Includes Housing. 

♦ 14318 

180 

M37 | 

G35 

V-6 3.7 L 




V-6 3.5 L 




2013-2012 

OE Type Thermostat. 

13947 

170 

2008-2007 


♦14318 

180 

2013-2012 

Integrated Housing Thermostat. 

♦14318 

180 

2008-2003 


74000 


2013-2011 

Coolant Temperature Sensor. 

74000 


2008-2003 


25191 


2013-2011 

Thermostat Gasket 

25191 


2007-2003 

Integrated Housing Thermostat.. . 

♦14668 

180 

2011 

OE Type Thermostat; Excludes Housing. 

♦14138 

180 

G37 

2011 

Integrated Housing Thermostat; Includes Housing. 

♦14318 

180 

V-6 3.7 L 




M45 | 

2013-2012 

OE Type Thermostat 

13947 

170 

V-84.5L 




2013-2012 

Integrated Housing Thermostat. 

♦14318 

180 

2010-2006 

Coolant Temperature Sensor. 

74000 


2013-2008 


74000 


2010-2006 

OE Type Thermostat; Lower . 

♦ 14128 

180 

2013-2008 


25191 


2010-2006 

OE Type Thermostat; Upper. 

♦ 15112 

205 

2011 


♦14138 

180 

2010-2006 

Thermostat Seal 

25283 


2011 


♦14318 

180 

2007 

OE Type Thermostat; Lower. 

*14127 

170 

2010-2008 


13947 

170 

2004-2003 

Coolant Temperature Sensor. 

74000 


2010-2008 


♦14318 

180 

2004-2003 

OE Type Thermostat; Lower. 

*14127 

170 









130 

2004-2003 

OE Type Thermostat; Lower. 

♦14128 

180 

V-6 3.0 L 




2004-2003 

OE Type Thermostat; Upper. 

♦15112 

205 

2001-1998 

Coolant Temperature Sensor. 

74000 


2004-2003 

Thermostat Seal. 

25283 


2001-1996 

OE Type Thermostat. 

13947 

170 

M56 

2001-1996 

Integrated Housing Thermostat. 

♦ 14318 

180 

V-8 5.6 L 




2001-1996 


25191 


2013-2011 

Coolant Temperature Sensor. 

74000 


1997 

Coolant Temperature Sensor; From 06/1997 

74000 


2013 

OE Type Thermostat. 

14128 

180 

1996 

Coolant Temperature Sensor; To 07/1996 

74000 


2012 

OE Type Thermostat. 

♦14128 

180 

135 

2011 

OE Type Thermostat. 

14128 

180 

V-6 3.5 L 




Q40 i! 

2004-2002 

Coolant Temperature Sensor. 

74000 


V-6 3.7 L 




2004-2002 


♦14778 

180 

2015 

Coolant Temperature Sensor. 

74000 


2004-2002 


25191 


2015 

OE Type Thermostat. 

13947 

170 









J30 

2015 

Thermostat Gasket 

25191 


V-6 3.0 L 




Q45 I 

1997-1996 

Coolant Temperature Sensor. 

74000 


V-8 4.1 L 




1997-1995 


*♦48197 

170 

2001-1997 

Coolant Temperature Sensor. 

74000 


1997-1995 

OE Type Thermostat 

•■•♦13947 

170 

V-8 4.5 L 




1997-1995 

Premium Thermostat 

*♦45947 

170 

2006-2003 

Thermostat Seal 

25283 


1997-1995 

OE Type Thermostat 

. **13948 

180 

2006-2002 

Coolant Temperature Sensor. 

74000 


1997-1995 

Premium Thermostat 

**45948 

180 

2006-2002 

OE Type Thermostat; Lower. 

♦14128 

180 

1995 


74000 


2006-2002 

OE Type Thermostat; Upper. 

♦15112 

205 









JX35 

2005-2003 

OE Type Thermostat; Lower. 

*14127 

170 

V-6 3.5 L 




2002 

Integrated Housing Thermostat. 

♦14668 

180 

2013 


❖1.5238 

180 

2002 

Thermostat Gasket 

25191 


2013 

Integrated Housing Thermostat 

♦ 14318 

180 

1996-1995 

Coolant Temperature Sensor. 

74000 


2013 

Thermostat Gasket. 

25191 

1996-1995 

OE Type Thermostat. 

*♦14687 

170 

M35 

Q50 [I 

V-6 3.5 L 




V-6 3.0 L 




2010-2009 

Integrated Housing Thermostat 

♦14318 

180 

2017-2016 

Coolant Temperature Sensor 

74000 









♦ OE Temperature * Alternate Temperature 

*Gasket not required, use silicone 
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Thermostats for Passenger Cars and LightTrucks (1995 and Newer) 


Part Temp 

Application Number °F 

Part Temp 

Application Number °F 

Infiniti - Continued 

Infiniti - Continued 

Q50 - Continued 

QX56 - Continued 

V-6 3.5 L 

2017-2014 Coolant Temperature Sensor ..... 74000 

V-8 5.6 L - Continued 

2009-2007 Thermostat Seal 25283 

2017-2014 OE Type Thermostat . 13947 170 

2006 OE Type Thermostat 14128 180 

2015-2014 Thermostat Gasket 25191 

2005-2004 OE Type Thermostat <{>14127 170 

V-6 3.7 L 

2015-2014 Coolant Temperature Sensor 74000 

2005-2004 OE Type Thermostat -f 14128 180 

2005-2004 Thermostat Seal 25283 

2015-2014 OE Type Thermostat 13947 170 

2015-2014 Thermostat Gasket 25191 


QX60 

4-Cyl 2.5 L 


Q60 


V-6 3.0 L 

2017 

Coolant Temperature Sensor. 

74000 

V-6 3.7 L 

2015-2014 

Coolant Temperature Sensor 

74000 

2015-2014 

OE Type Thermostat 

13947 

2015-2014 

Thermostat Gasket 

25191 


170 


2017-2014 

2016 

V-6 3.5 L 

2017-2016 

2015-2014 

2015-2014 

QX70 


OE Type Thermostat 
Integrated Housing Thermostat 

Integrated Housing Thermostat. 
Integrated Housing Thermostat. 
Thermostat Gasket. 


2017-2014 

2015- 2014 

V-8 5.6L 

2017-2014 

2016- 2014 


OE Type Thermostat. 
Thermostat Gasket. 

Coolant Temperature Sensor... 
OE Type Thermostat 


13947 

25191 

74000 

14128 


170 


180 


QX80 


V-8 5.6 L 

2017-2014 


Isuzu 


Coolant Temperature Sensor.. 


Q70L 


V-6 3.7 L 

2017-2015 

2017-2015 

2015 

V-8 5.6 L 

2017-2015 

2016-2015 


Coolant Temperature Sensor.. 

OE Type Thermostat. 

Thermostat Gasket. 

Coolant Temperature Sensor 
OE Type Thermostat. 


74000 

13947 

25191 

74000 

14128 


170 


180 


QX4 


V-6 3.3 L 

2000-1997 

Coolant Temperature Sensor. 

. 74000 


2000-1997 

OE Type Thermostat 

. 0-M3947 

170 

2000-1997 

Premium Thermostat.. .. 

. «-1-45947 

170 

2000-1997 

OE Exact Thermostat 

. -!-»48138 

180 

2000-1997 

OE Type Thermostat. 

. 13948 

180 

2000-1997 

Premium Thermostat. 

*♦45948 

180 

V-6 3.5 L 

2003-2001 

Coolant Temperature Sensor. 

. 74000 


2003-2001 

Integrated Housing Thermostat. 

. ♦14668 

180 

2003-2001 

Thermostat Gasket. 

25191 


QX50 


V-6 3.7 L 

2017-2014 

Coolant Temperature Sensor. 

74000 

2017-2014 

OE Type Thermostat. 

13947 

2015-2014 

Thermostat Gasket. 

25191 


170 


QX56 


V-8 5.6 L 

2013-2004 

Coolant Temperature Sensor. 

. 74000 


2010 

OE Type Thermostat. 

. 14128 

180 

2009-2007 

OE Type Thermostat. 

. <0-14127 

170 

2009-2007 

OE Type Thermostat. 

♦14128 

180 


14678 

180 

15238 

180 

15238 

180 

-0-15238 

180 

25191 



Q70 

V-6 3.7 L 




V-6 3.5 L 



2017-2014 

Coolant Temperature Sensor. 

74000 


2017-2014 Coolant Temperature Sensor 

74000 


2017-2014 


13947 

170 

2017-2014 OE Type Thermostat 

13947 

170 

2015-2014 

Thermostat Gasket. 

25191 


V-6 3.5 L ELECTRIC/GAS 



2014 

Integrated Housing Thermostat 

. ♦14318 

180 

2015-2014 Thermostat Gasket 

25191 


V-8 5.0 L 




V-6 3.7 L 



2014 

Coolant Temperature Sensor. 

74000 


2017-2014 Coolant Temperature Sensor 

74000 


2014 

OE Type Thermostat 

. 14128 

180 


74000 


Amigo 

4-Cyl 2.2 L 

2000-1998 

Coolant Temperature Sensor. 

74050 


2000-1998 

Integrated Housing Thermostat. 

049279 

192 

V-6 3.2 L 


2000-1998 

OE Exact Thermostat. 

♦48247 

170 

2000-1998 

OE Type Thermostat. 

♦14327 

170 

Ascender 

6-Cyl 4.2 L 

2008-2005 

Coolant Temperature Sensor. 

74192 


2008-2003 

Integrated Housing Thermostat; OE Temperature, 
Located on Drivers side. 

14659 

187 

V-8 5.3 L 

2006-2005 

Coolant Temperature Sensor. 

74050 


2006-2003 

Heavy-Duty Thermostat; W/GM Replacement Water 
Pump; Excludes Housing. 

♦14948 

186 

2006-2003 

Integrated Housing Thermostat; W/OE or Most 
Aftermarket Water Pumps. 

♦14298 

186 

Axiom 

V-6 3.5 L 

2004 

Premium Thermostat. 

045877 

170 

2004 

OE Type Thermostat 

013878 

180 

2004 

Premium Thermostat. 

045878 

180 

2004 

OE Type Thermostat 

♦13879 

195 

2004 

Premium Thermostat. 

♦45879 

195 

2004 

Thermostat Seal. 

25276 

2003-2002 

OE Exact Thermostat 

♦48247 

170 

2003-2002 

OE Type Thermostat 

♦14327 

170 

Hombre 

4-Cyl 2.2 L 

2000-1996 

OE Type Thermostat 

013848 

180 

2000-1996 

Premium Thermostat. 

045848 

180 

2000-1996 

OE Type Thermostat. 

♦13849 

195 


♦ OE Temperature 

-i-Gasket not required, use silicone 


^Alternate Temperature 
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Thermostats for Passenger Cars and LightTrucks (1995 and Newer) 


Application 

Part 

Number 

Isuzu - Continued 

Hombre - Continued 

4-Cyl 2.2 L - Continued 

2000-1996 Premium Thermostat 

♦45849 

2000-1996 Thermostat Seal. 

25272 

1998-1996 Coolant Temperature Sensor. 

74188 

V-6 4.3 L 

2000-1997 OE Type Thermostat 

♦14119 

2000-1997 Premium Thermostat 

♦45119 


i-280 


4-Cyl 2.8 L 

2006 Coolant Temperature Sensor 

2006 Integrated Housing Thermostat... 


i-290 


4-Cyl 2.9 L 

2008-2007 Coolant Temperature Sensor. 

2008-2007 Integrated Housing Thermostat... 


i-350 


5-Cyl 3.5 L 

2006 Coolant Temperature Sensor 

2006 Integrated Housing Thermostat... 


i-370 


5-Cyl 3.7 L 

2008-2007 Integrated Housing Thermostat. 


Oasis 


Pickup 


4-Cyl 2.3 L 


Rodeo 


4-Cyl 2.2 L 

2003-1998 Coolant Temperature Sensor. 

2003-1998 Integrated Housing Thermostat. 

4-Cyl 2.6 L 

1997-1995 OE Type Thermostat. 

Premium Thermostat. 

OE Type Thermostat. 

Premium Thermostat. 

Thermostat Gasket. 

Coolant Temperature Sensor... 


1997-1995 

1997-1995 

1997-1995 

1997-1995 

1995 

V-6 3.2 L 

2004-1998 

2004-1998 


OE Exact Thermostat 
OE Type Thermostat 


Temp 

°F 


195 


195 

195 


74192 

♦48718 


190 


74192 

♦48718 


190 


74192 

♦48718 


190 


♦48718 


190 


4-Cyl 2.2 L 

1997-1996 Coolant Temperature Sensor. 

74257 

1997-1996 OE Type Thermostat 

♦ 13878 

1997-1996 Premium Thermostat 

♦45878 

1997-1996 Thermostat Seal. 

. 25281 

4-Cyl 2.3 L 


1999-1998 Coolant Temperature Sensor 

. 74257 


180 

180 


Application 


Isuzu - Continued 


Rodeo - Continued 

V-6 3.2 L - Continued 

1997-1995 OE Type Thermostat 

1997-1995 OE Type Thermostat 

1997-1995 Thermostat Gasket; 3 1/4" x 3 1/2" Gasket Material 

1997-1995 Thermostat Gasket; 4" x 6" Gasket Material. 

V-6 3.5 L 

2004 OE Type Thermostat 

Rodeo Sport 

4-Cyl 2.2 L 

2003-2001 Integrated Housing Thermostat. 

V-6 3.2 L 

2003-2001 OE Exact Thermostat. 

2003-2001 OE Type Thermostat. 

Trooper 

V-6 3.2 L 

1997-1995 OE Type Thermostat. 

1997-1995 OE Type Thermostat. 

1997-1995 Thermostat Gasket; 3 1/4" x 3 1/2" Gasket Material 
1997-1995 Thermostat Gasket; 4" x 6" Gasket Material. 

V-6 3.5 L 

2002-1998 OE Exact Thermostat 
2002-1998 OE Type Thermostat 

VehiCROSS 

V-6 3.5 L 

2001-1999 OE Exact Thermostat. 

2001-1999 OE Type Thermostat. 


Jaguar 


1995 

Coolant Temperature Sensor. 

. 74051 


2008-2000 

Thermostat Seal. 

25290 


1995 

OE Type Thermostat 

. ♦ 13858 

180 

V-8 4.0 L 




1995 

Premium Thermostat 

. ♦45858 

180 

2002-2000 

Coolant Temperature Sensor; 12mm Threads . .. 

74057 


1995 

OE Type Thermostat 

. *13859 

195 

2002 

OE Type Thermostat; Excludes Housing;; To VIN 

♦14748 

183 

1995 

Premium Thermostat 

❖45859 

195 


(M45254). 



1995 

Thermostat Gasket. 

. 25168 


2002 

Heavy-Duty Thermostat. 

49499 

190 

4-Cyl 2.6 L 




2001-2000 

OE Type Thermostat; Excludes Housing. 

♦14748 

183 

1995 

Coolant Temperature Sensor. 

. 74051 


V-8 4.2 L 




1995 

OE Type Thermostat. 

♦13858 

180 

2008-2003 

OE Type Thermostat; Excludes Housing. 

♦14748 

183 

1995 

Premium Thermostat. 

♦45858 

180 

2006-2003 

Coolant Temperature Sensor; 12mm Threads. 

74027 


1995 

OE Type Thermostat. 

. ❖13859 

195 

2005 

Heavy-Duty Thermostat; To VIN (N52047) 

49499 

190 

1995 

Premium Thermostat. 

. *45859 

195 

2004-2003 

Heavy-Duty Thermostat. 

49499 

190 

1995 

Thermostat Gasket. 

. 25168 


Super V8 


S-Type 

V-6 3.0 L 

2008-2000 

2008-2000 

2008-2000 


Coolant Temperature Sensor; 12mm Threads. 

OE Type Thermostat. 

OE Type Thermostat. 


2009-2005 OE Type Thermostat; Excludes Housing 


Part Temp 
Number °F 


♦14177 

❖14178 

25103 

25104 


♦48247 

♦14327 


♦14177 

❖14178 

25103 

25104 

♦48247 

♦14327 


♦48247 

♦14327 


74027 

❖14138 

♦14139 


♦14748 


170 

180 


13879 195 


❖49279 192 


170 

170 


170 

180 


170 

170 


170 

170 


180 

188 


183 


74050 


Vanden Plas 

❖49279 

192 

6-Cyl 4.0 L 





1997-1995 OE Type Thermostat. 

♦13588 

176 

♦13858 

180 

1997-1995 Thermostat Seal 

25271 


♦45858 

180 

V-8 4.0 L 



❖13859 

195 

2003-1999 OE Type Thermostat; Excludes Housing. 

♦14748 

183 

❖45859 

195 

V-8 4.2 L 



25168 


2009 OE Type Thermostat; Excludes Housing 

♦14748 

183 

74051 


XE 



4-Cyl 2.0 L 



♦48247 

170 

2017 Coolant Temperature Sensor. 

74107 


♦14327 

170 





♦OE Temperature 


❖Alternate Temperature 
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Thermostats for Passenger Cars and LightTrucks (1995 and Newer) 


Part Temp 

Application Number °F 

Part Temp 

Application Number °F 

Jaguar - Continued 

Jaguar - Continued 

XF 

XK 

4-Cyl 2.0 L - Continued 

2015-2013 Coolant Temperature Sensor. .. 74107 

V-8 4.2 L 

2009 Heavy-Duty Thermostat ♦49499 190 

V-8 4.2 L 

2010-2009 Heavy-Duty Thermostat; Excludes Housing ♦49499 190 

2008 Heavy-Duty Thermostat 49499 190 

XK8 

XJ6 

V-8 4.0 L 

2002-1997 OE Type Thermostat; Excludes Housing ♦14748 183 

V-8 4.2 L 

2006-2003 Coolant Temperature Sensor; 12mm Threads 74027 

2006-2003 Heavy-Duty Thermostat 49499 190 

6-Cyl 4.0 L 

1997-1995 Coolant Temperature Sensor; 12mm Threads, 74027 

1997-1995 OE Type Thermostat ♦13588 176 

1997-1995 Thermostat Seal 25271 


2003-1998 

Coolant Temperature Sensor; 12mm Threads 

74027 


2002-2001 

OE Type Thermostat; Excludes Housing 

♦14748 

183 

2003-1998 

OE Type Thermostat; Excludes Housing 

♦14748 

183 

2002-2000 

Coolant Temperature Sensor; 12mm Threads 

74027 


V-8 4.2 L 




2000 

OE Type Thermostat 

♦14748 

183 

2009 

Heavy-Duty Thermostat; Excludes Housing 

♦49499 

190 

V-8 4.2 L 




2008-2007 

Heavy-Duty Thermostat 

49499 

190 

2009-2003 

OE Type Thermostat; Excludes Housing 

♦14748 

183 

2006-2004 

Coolant Temperature Sensor; 12mm Threads 

74027 


2006-2003 

Coolant Temperature Sensor; 12mm Threads 

74027 


2005-2004 

Heavy-Duty Thermostat 

49499 

190 

V-8 5.0 L 




XJ12 

2011 

Heavy-Duty Thermostat. 

49499 

190 


2010 

OE Type Thermostat 

14748 

183 


XJ8 


V-84.0L 


1996-1995 Coolant Temperature Sensor 74027 

1996-1995 Thermostat Gasket; 3 1/4" x 3 1/2" Gasket Material. 25103 

1996-1995 Thermostat Gasket; 4" x 6" Gasket Material. 25104 

1996 OE Type Thermostat. =13376 160 

1996 OE Type Thermostat. ♦ 13378 180 

1996 Premium Thermostat. ♦45378 180 

1996 OE Type Thermostat. 4-13379 195 

1996 Premium Thermostat. 4-45379 195 


XKR 

V-8 4.0 L 


X-Type 

V-6 2.5 L 

2005-2002 Coolant Temperature Sensor; 12mm Threads 
2005-2002 Integrated Housing Thermostat. 

V-6 3.0 L 

2008-2002 Coolant Temperature Sensor; 12mm Threads 
2008-2002 Integrated Housing Thermostat. 


74027 

♦48788 180 


74027 

♦48788 180 


1996 

Thermostat Seal. 

25269 


Cherokee 

1995 

OE Type Thermostat. 

♦13398 

180 

4-Cyl 2.5 L 




1995 

Premium Thermostat. 

♦45398 

180 

2000-1997 

Coolant Temperature Sensor. 

. 74172 


1995 

OE Type Thermostat. 

013399 

195 

2000-1995 

Economy Thermostat. 

. =13006 

160 

1995 

Premium Thermostat. 

045399 

195 

2000-1995 

Premium Thermostat. 

. 045356 

160 

XJR 

2000-1995 

Economy Thermostat. 

. 013008 

180 

6-Cyl 4.0 L 




2000-1995 

Premium Thermostat . 

045358 

180 

1997-1995 

Coolant Temperature Sensor; 12mm Threads. 

74027 


2000-1995 

Economy Thermostat. 

♦13009 

195 

1997-1995 

OE Type Thermostat. 

♦13588 

176 

2000-1995 

Premium Thermostat. 

♦45359 

195 

1997-1995 

Thermostat Seal. 

25271 


2000-1995 


25160 


V-8 4.0 L 




1996-1995 

Coolant Temperature Sensor. 

74043 


2003-1999 

Coolant Temperature Sensor; 12mm Threads. 

74027 


6-Cyl 4.0 L 




2003 

Heavy-Duty Thermostat. 

49499 

190 

2001-1997 


74172 


2002-1998 

OE Type Thermostat; Excludes Housing. 

♦14748 

183 

2001-1995 

Economy Thermostat. 

. 013006 

160 

1998 

Coolant Temperature Sensor. 

74027 


2001-1995 


❖45356 

160 

V-8 4.2 L 




2001-1995 

Economy Thermostat. 

. 013008 

180 

2009-2004 

Coolant Temperature Sensor; 12mm Threads 

74027 


2001-1995 

Premium Thermostat. 

045358 

180 

2009-2004 

OE Type Thermostat; Excludes Housing. 

♦14748 

183 

2001-1995 

Economy Thermostat. 

♦13009 

195 

XJS 

2001-1995 

Premium Thermostat. 

♦45359 

195 

6-Cyl 4.0 L 




2001-1995 

Thermostat Gasket. 

25160 


1996-1995 

OE Type Thermostat. 

♦13588 

176 

1996-1995 

Coolant Temperature Sensor. 

74043 


1996-1995 

Thermostat Seal. 

25271 


Commander 

V-12 6.0L 




V-6 3.7 L 




1995 

OE Type Thermostat. 

♦13398 

180 

2010-2006 

OE Type Thermostat 

♦14369 

195 

1995 

Premium Thermostat. 

♦45398 

180 

2007-2006 

Coolant Temperature Sensor. 

74172 


1995 

OE Type Thermostat 

013399 

195 

V-8 4.7 L 




1995 

Premium Thermostat. 

045399 

195 

2009-2006 

OE Type Thermostat. 

♦14369 

195 

1995 

Thermostat Gasket; 3 1/4" x 3 1/2" Gasket Material 

25103 


2007-2006 

Coolant Temperature Sensor. 

74172 


1995 

Thermostat Gasket; 4" x 6" Gasket Material 

25104 


V-8 4.7 L FLEX 







2009-2007 

OE Type Thermostat 

♦14369 

195 


♦OE Temperature 


4Altemate Temperature 
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Thermostats for Passenger Cars and LightTrucks (1995 and Newer) 


Application 


Part 

Number 

Temp 

°F 

Application 


Part 

Number 

Temp 

°F 

Jeep- 

Continued 



Jeep- 

Continued 



Commander - Continued 

Grand Cherokee - Continued : 

V-8 5.7 L 




V-8 5.9 L - 

Continued 



2010-2006 

OE Exact Thermostat. 

'48798 

180 

1998 

Economy Thermostat. 

4-13008 

180 

2010-2006 

OE Exact Thermostat. 

-0-48799 

190 

1998 

Premium Thermostat 

445358 

180 

2010-2006 

OE Exact Thermostat. 

4-48792 

203 

1998 

Economy Thermostat. 

♦ 13009 

195 

2007-2006 

Coolant Temoerature Sensor 

74189 


1998 

Premium Thermostat. 

♦45359 

195 

Compass 



1998 

Thermostat Gasket 

25138 


4-Cyl 2.0 L 




V-8 6.1 L 




2017 


15167 

170 

2010-2006 

OE Exact Thermostat 

448798 

180 

2016-2013 


15167 

170 

2010-2006 

OE Exact Thermostat 

448799 

190 

2016-2007 

OE Type Thermostat; Cylinder Head 

♦15122 

205 

2010-2006 

OE Exact Thermostat 

♦48792 

203 

2012-2007 


♦15167 

170 

2007-2006 

Coolant Temperature Sensor. 

74189 


4-Cyl 2.4 L 



V-8 6.4 L 




2017 

OE Type Thermostat 

. 15167 

170 

2017-2015 

OE Exact Thermostat 

48792 

203 

2016-2013 

OE Type Thermostat; Engine 

. 15167 

170 

2014-2012 

OE Exact Thermostat 

♦48792 

203 

2016-2007 

OE Type Thermostat; Cylinder Head 

♦15122 

205 

Liberty 

2012-2007 

OE Type Thermostat; Engine 

♦ 15167 

170 

4-Cyl 2.4 L 




Grand Cherokee 



2005-2002 

Coolant Temperature Sensor. 

74172 


6-Cyl 4.0 L 




2005-2002 

OE Type Thermostat. 

♦14209 

195 

2004-1997 


74172 


2005-2002 

Premium Thermostat. 

♦45209 

195 

2004-1995 


❖13006 

160 

2005-2002 

Thermostat Seal 

25288 


2004-1995 


❖45356 

160 

2003 

Thermostat Gasket 

25167 


2004-1995 

Economy Thermostat 

. ==13008 

180 

V-6 3.7 L 




2004-1995 

Premium Thermostat 

=45358 

180 

2012-2002 

OE Type Thermostat .... 

♦14369 

195 

2004-1995 

Economy Thermostat. 

♦13009 

195 

2007-2002 

Coolant Temperature Sensor 

74172 


2004-1995 

Premium Thermostat. 

♦45359 

195 

Patriot | 

2004-1995 

Thermostat Gasket. 

2516C 


4-Cyl 2.0 L 




1996-1995 


74043 


2017-2013 

OE Type Thermostat; Engine. 

15167 

170 

V-6 3.0 L 




2016-2007 

OE Type Thermostat; Cylinder Head. 

♦15122 

205 

2008 


74157 


2012-2007 

OE Type Thermostat; Engine. 

♦ 15167 

170 

V-6 3.6 L 




4-Cyl 2.4 L 




2015-2011 


49569 

203 

2017-2015 

OE Type Thermostat; Engine 

15167 

170 

V-6 3.7 L 




2016-2007 

OE Type Thermostat; Cylinder Head. 

♦ 15122 

205 

2010-2005 

OE Type Thermostat. 

. 414369 

195 

2014-2007 

OE Type Thermostat; Engine. 

♦15167 

170 

2007-2005 

Coolant Temperature Sensor. 

74172 


TJ 




V-8 4.7 L 




4-Cyl 2.4 L 




2008-1999 

OE Type Thermostat. 

. ♦14369 

195 

2006-2005 

Coolant Temperature Sensor. 

74172 


2007-1999 

Coolant Temperature Sensor. 

74172 


2006-2005 

OE Type Thermostat. 

♦14209 

195 

V-8 4.7 L FLEX 



2006-2005 

Premium Thermostat. 

♦45209 

195 

2009-2007 

OE Type Thermostat. 

. 414369 

195 

2006-2005 

Thermostat Seal. 

25288 


V-8 5.2 L 




2003 

Coolant Temperature Sensor. 

74172 


1998-1995 

Coolant Temperature Sensor. 

74093 


2003 

OE Type Thermostat. 

♦ 14209 

195 

1998-1995 

Economy Thermostat. 

. ='13006 

160 

2003 

Premium Thermostat. 

♦45209 

195 

1998-1995 

Premium Thermostat. 

. -'45356 

160 

2003 

Thermostat Gasket. 

25167 


1998-1995 

Economy Thermostat. 

. =-13008 

180 

2003 

Thermostat Seal. 

25288 


1998-1995 

Premium Thermostat. 

-45358 

180 

4-Cyl 2.5 L 




1998-1995 

Economy Thermostat. 

♦ 13009 

195 

2002-1998 

Coolant Temperature Sensor. 

74172 


1998-1995 

Premium Thermostat. 

♦45359 

195 

2002-1997 

Economy Thermostat. 

413006 

160 

1998-1995 

Thermostat Gasket. 

25138 


?nn?-iQ97 


❖46366 

160 

V-8 5.7 L 




2002-1997 

Economy Thermostat. 

413008 

180 

2017-2015 

OE Exact Thermostat. 

48792 

203 

2002-1997 

Premium Thermostat 

445358 

180 

2014-2013 

OE Exact Thermostat. . 

♦48792 

203 

2002-1997 

Economy Thermostat. 

♦13009 

195 

2012 

OE Exact Thermostat. . 

48792 

203 

2002-1997 

Premium Thermostat 

♦45359 

195 

2011-2005 

OE Exact Thermostat. 

48798 

180 

2002-1997 

Thermostat Gasket 

25160 


2011-2005 

OE Exact Thermostat. 

48799 

190 

1997 

Coolant Temperature Sensor; W/O S/C Upgraded 

74043 


2011-2005 

OE Exact Thermostat. 

♦48792 

203 


Obd-li Connectors (XCY) 



2007-2005 

Coolant Temperature Sensor. 

74189 


6-Cyl 4.0 L 




V-8 5.9 L 




2006-1998 

Coolant Temperature Sensor. 

74172 


1998 

Coolant Temperature Sensor 

74093 


2006-1997 

Economy Thermostat. 

413006 

160 

1998 

Economy Thermostat 

❖13006 

160 

2006-1997 

Premium Thermostat. 

445356 

160 

1998 

Premium Thermostat 

❖45356 

160 

2006-1997 

Economy Thermostat. 

413008 

180 










♦ OE Temperature 4 Alternate Temperature 
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Thermostats for Passenger Cars and LightTrucks (1995 and Newer) 


Application 


Jeep - Continued 


Part Temp 
Number °F 


TJ - Continued 

6-Cyl 4.0 L 

- Continued 



2006-1997 

Premium Thermostat. 

❖45358 

180 

2006-1997 

Economy Thermostat. 

♦ 13009 

195 

2006-1997 

Premium Thermostat. 

♦45359 

195 

2006-1997 

Thermostat Gasket 

25160 


2005-2003 

OE Type Thermostat. 

❖13356 

160 

2005-2003 

OE Type Thermostat 

❖13358 

180 

2005-2003 

OE Type Thermostat 

♦13359 

195 

2005-2003 

OE Type Thermostat 

❖13352 

205 

1997 

Coolant Temperature Sensor; W/O S/C Upgraded 
Obd-li Connectors (XCY) 

74043 


Wrangler 

4-Cyl 2.4 L 

2006-2003 

Coolant Temperature Sensor. 

74172 


2006-2003 

OE Type Thermostat. 

♦14209 

195 

2006-2003 

Premium Thermostat. 

♦45209 

195 

2006-2003 

Thermostat Seal. 

25288 


2003 

Thermostat Gasket. 

25167 


4-Cyl 2.5 L 



2002-1998 

Coolant Temperature Sensor. 

74172 


2002-1997 

Economy Thermostat. 

❖13006 

160 

2002-1997 

Premium Thermostat. 

❖45356 

160 

2002-1997 

Economy Thermostat. 

❖13008 

180 

2002-1997 

Premium Thermostat. 

❖45358 

180 

2002-1997 

Economy Thermostat. 

♦13009 

195 

2002-1997 

Premium Thermostat. 

♦45359 

195 

2002-1997 

Thermostat Gasket. 

25160 


1997 

Coolant Temperature Sensor; W/O S/C Upgraded 
Obd-li Connectors (XCY). 

74043 


1995 

Coolant Temperature Sensor 

74043 


1995 

Economy Thermostat. 

❖13006 

160 

1995 

Premium Thermostat 

❖45356 

160 

1995 

Economy Thermostat. 

❖13008 

180 

1995 

Premium Thermostat. 

❖45358 

180 

1995 

Economy Thermostat. 

♦13009 

195 

1995 

Premium Thermostat. 

♦45359 

195 

1995 

Thermostat Gasket 

25160 


6-Cyl 4.0 L 



2006-1998 

Coolant Temperature Sensor. 

74172 


2006-1997 

Economy Thermostat. 

❖13006 

160 

2006-1997 

Premium Thermostat. .. 

❖45356 

160 

2006-1997 

Economy Thermostat .. 

❖13008 

180 

2006-1997 

Premium Thermostat. 

❖45358 

180 

2006-1997 

Economy Thermostat. 

♦13009 

195 

2006-1997 

Premium Thermostat. 

♦45359 

195 

2006-1997 

Thermostat Gasket. 

25160 


2005-2003 

OE Type Thermostat. 

❖13356 

160 

2005-2003 

OE Type Thermostat. 

❖13358 

180 

2005-2003 

OE Type Thermostat. 

♦13359 

195 

2005-2003 

OE Type Thermostat. 

❖13352 

205 

1997 

Coolant Temperature Sensor; W/O S/C Upgraded 
Obd-li Connectors (XCY) 

74043 


1995 

Coolant Temperature Sensor. 

74043 


1995 

Economy Thermostat. 

❖13006 

160 

1995 

Premium Thermostat. 

❖45356 

160 

1995 

Economy Thermostat. 

❖13008 

180 

1995 

Premium Thermostat. 

❖45358 

180 

1995 

Economy Thermostat. 

♦13009 

195 

1995 

Premium Thermostat. 

♦45359 

195 

1995 

Thermostat Gasket 

25160 



Application 


Jeep - Continued 


Wrangler - Continued 

V-6 3.6 L 

2015-2012 Integrated Housing Thermostat 

V-6 3.8 L 

2011-2007 OE Type Thermostat 
2011-2007 Premium Thermostat 
2011-2007 Housing Seal 
2011-2007 Thermostat Seal 


Part Temp 
Number °F 


49569 203 


♦14209 

♦45209 

25294 

25288 


4-Cyl 1.8 L 

2016-2014 Coolant Temperature Sensor.. 

4-Cyl 2.0 L 

2016-2014 Coolant Temperature Sensor.. 

2014-2010 OE Exact Thermostat. 

2014-2010 Thermostat Seal. 

4-Cyl 2.4 L 

2013-2010 OE Exact Thermostat. 

2013-2010 Thermostat Seal. 


Forte5 


4-Cyl 1.6 L 

2016-2015 
2016-2014 
2014 

4-Cyl 2.0 L 

2016-2014 
2013-2012 
2013-2012 

4-Cyl 2.4 L 

2013-2012 
2013-2012 

Forte Koup 


4-Cyl 1.6 L 

2016-2015 

2016-2014 

2014 

4-Cyl 2.0 L 


195 

195 


|2007 

Coolant Temperature Sensor. 

74189 


Kia 

|Amanti 

V-6 3.5 L 




2006-2004 

Coolant Temperature Sensor. 

74162 


2006-2004 

OE Type Thermostat 

.... 0-14127 

170 

2006-2004 

OE Type Thermostat 

.... ^14128 

180 

2006-2004 

Thermostat Seal. 

25283 


V-6 3.8 L 




2009-2007 

OE Type Thermostat 

.... ♦isiss 

180 

2009-2007 

Thermostat Seal. 

25286 


2009 

Coolant Temperature Sensor; To 31/07/2009 

74162 


2008-2007 

Coolant Temperature Sensor. 

74162 


Borrego 1 

V-6 3.8 L 




2011-2010 

OE Type Thermostat 

15188 

180 

2011-2009 

Coolant Temperature Sensor . . 

74162 


2009 

OE Type Thermostat. 

.... ♦isiss 

180 

2009 

Thermostat Seal. 

25286 


Cadenza 1 

V-6 3.3 L 




2016-2014 

Integrated Housing Thermostat. 

49690 

180 

Forte i 


74162 

74162 

♦48588 180 

25286 

♦48588 180 

25286 


OE Type Thermostat. 

Coolant Temperature Sensor. 

. 15138 

74162 

180 

OE Type Thermostat. 

. ♦isiss 

180 

Coolant Temperature Sensor. 

74162 


OE Exact Thermostat. 

Thermostat Seal. 

♦48588 

25286 

180 

OE Exact Thermostat. 

Thermostat Seal. 

♦48588 

25286 

180 


OE Type Thermostat. 

15138 

180 

Coolant Temperature Sensor. 

74162 


OE Type Thermostat. 

♦ 15138 

180 

Coolant Temperature Sensor. 

74162 


OE Exact Thermostat. 

♦48588 

180 


♦OE Temperature 


4 Alternate Temperature 
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Thermostats for Passenger Cars and LightTrucks (1995 and Newer) 


Application 

Part 

Number 

Temp 

°F 

Application 


Part 

Number 

Temp 

°F 

Kia - Continued 



Kia - Continued 



Forte Koup - Continued 

Rio I 

4-Cyl 2.0 L - Continued 



4-Cyl 1.5 L 




2014-2010 Thermostat Seal 

25286 


2002-2001 

Premium Thermostat. 

❖45868 

180 

4-Cyl 2.4 L 



2002-2001 

Premium Thermostat 

♦45869 

195 

2013-2010 OE Exact Thermostat 

♦48588 

180 

2002-2001 

Thermostat Gasket 

25168 


2013-2010 Thermostat Seal 

25286 


4-Cyl 1.6 L 




K900 



2016-2015 

OE Type Thermostat. 

15138 

180 

V-6 3.8 L 



2016-2006 

Coolant Temperature Sensor. 

74162 


2015 Integrated Housinq Thermostat 

49690 

180 

2014-2012 

OE Type Thermostat. 

♦15138 

180 

Magentis 



2011-2006 

OE Exact Thermostat 

♦48588 

180 

4-Cyl 2.4 L 



2005-2003 

OE Type Thermostat. 

❖•13868 

180 


25286 


2005-2003 

Premium Thermostat. 

❖45868 

180 

2010 OE Exact Thermostat 

48588 

180 

2005-2003 

OE Type Thermostat. 

♦13869 

195 


♦14648 

180 

2005-2003 

Premium Thermostat. 

♦45869 

195 

2008-2007 OE Type Thermostat 

14648 

180 

2005-2003 

Thermostat Gasket 

25168 


2008-2001 Coolant Temperature Sensor 

74162 


Rio5 

2006-2001 OE Exact Thermostat. 

♦48268 

180 

4-Cyl 1.6 L 




2006-2001 OE Type Thermostat 

♦14808 

180 

2011-2006 

Coolant Temperature Sensor. 

74162 


2003 Thermostat Seal 

25283 


2011-2006 

OE Exact Thermostat 

♦48588 

180 

2001 Thermostat Gasket 

25168 


Rondo 

V-6 2.5 L 



4-Cyl 2.0 L 




2001 Coolant Temperature Sensor. 

74162 


2016-2014 


74162 


2001 OE Type Thermostat 

-0-14127 

170 

4-Cyl 2.4 L 




2001 OE Type Thermostat 

♦14128 

180 

2012-2011 

OE Exact Thermostat 

48588 

180 

2001 Thermostat Seal. 

25283 


2012-2009 

Thermostat Seal 

25286 


V-6 2.7 L 



2010-2007 

OE Exact Thermostat 

♦48588 

180 

2010-2007 OE Type Thermostat 

14128 

180 

2008 

Coolant Temperature Sensor; To 28/05/2008 

74162 


2010-2002 Coolant Temperature Sensor 

74162 


2008 


25286 


2006-2002 OE Type Thermostat 

014127 

170 

2008 


25286 


2006-2002 OE Type Thermostat. 

♦14128 

180 

2007 

Coolant Temperature Sensor. 

74162 


2005-2002 Thermostat Seal. 

25283 


V-6 2.7 L 




Optima 



2012-2010 

OE Type Thermostat. 

14128 

180 

4-Cyl 2.0 L 



2012-2007 

Coolant Temperature Sensor. 

74162 


2016-2011 Thermostat Seal. 

25286 


2009-2007 

OE Type Thermostat. 

... ♦14128 

180 


♦48588 

180 

2009-2007 

Thermostat Seal. 

25283 


4-Cyl 2.4 L 



Sedona 




2016-2015 OE Exact Thermostat. 

48588 

180 

V-6 3.3 L 




2016-2009 Thermostat Seal. 

25286 


2016-2015 


49690 

180 

2014-2007 OE Exact Thermostat. 

♦48588 

180 

V-6 3.5 L 




2008-2001 Coolant Temperature Sensor. 

74162 


2014 

OE Type Thermostat. 

15188 

180 

2006-2001 OE Exact Thermostat. 

♦48268 

180 

2012-2011 

OE Type Thermostat. 

♦15188 

180 

2006-2001 OE Type Thermostat. 

♦ 14808 

180 

2012-2011 

Thermostat Seal. 

25286 


2001 Thermostat Gasket. 

25168 


2005-2002 

Coolant Temperature Sensor. 

74162 


4-Cyl 2.4 L ELECTRIC/GAS 



2005-2002 

OE Type Thermostat. 

... 4-14127 

170 

2013-2011 Thermostat Seal. 

25286 


2005-2002 


♦14128 

180 

2012-2011 OE Exact Thermostat. 

♦48588 

180 

2005-2002 

Thermostat Seal 

25283 


V-6 2.5 L 



V-6 3.8 L 




2001 Coolant Temperature Sensor. 

74162 


2010-2006 


74162 


2001 OE Type Thermostat. 

... 014127 

170 

2010-2006 

OE Type Thermostat. 

♦15188 

180 

2001 OE Type Thermostat. 

♦14128 

180 

2010-2006 

Thermostat Seal 

25286 


2001 Thermostat Seal. 

25283 


Sephia 




V-6 2.7 L 



4-Cyl 1.6 L 




2010-2007 Thermostat Seal. 

25283 


1997-1995 


❖13868 

180 

2010-2002 OE Type Thermostat 

♦ 14128 

180 

1997-1995 


❖45868 

180 

2010 Coolant Temperature Sensor; To 28/04/2010 

74162 


1997-1995 

OE Type Thermostat. 

♦13869 

195 

2009-2002 Coolant Temperature Sensor. 

74162 


1997-1995 


♦45869 

195 

2006-2002 OE Type Thermostat 

014127 

170 

1997-1995 

Thermostat Gasket 

25168 

2005-2002 Thermostat Seal 

25283 


1995 

Premium Thermostat 

♦45868 

180 




1995 

Premium Thermostat 

❖45869 

195 


♦ OE Temperature ❖Alternate Temperature 


306 

































































































Thermostats for Passenger Cars and LightTrucks (1995 and Newer) 


Part Temp 

Application Number °F 

Part Temp 

Application Number °F 

Kia - Continued 

Kia - Continued 

ISephia-Continued 

|Spectra5 I 


4-Cyl 1.8 L 

2001-1998 OE Type Thermostat >13868 180 

2001-1998 Premium Thermostat. >45868 180 

2001-1998 OE Type Thermostat. >13869 195 

2001-1998 Premium Thermostat. >45869 195 

2001-1995 Thermostat Gasket 25168 

1999-1997 Coolant Temperature Sensor. 74045 

1997-1995 OE Type Thermostat. >13868 180 

1997-1995 Premium Thermostat. >45868 180 

1997-1995 OE Type Thermostat. >13869 195 

1997-1995 Premium Thermostat. >45869 195 

Sorento 

4-Cyl 2.4 L 

2015- 2011 Thermostat Seal. 25286 

2015 OE Exact Thermostat. 48588 180 

2014-2011 OE Exact Thermostat. >48588 180 

V-6 3.3 L 

2016- 2014 Integrated Housing Thermostat. 49690 180 

2009-2008 Coolant Temperature Sensor. 74162 

2009-2008 OE Type Thermostat. >15188 180 

2009-2008 Thermostat Seal. 25286 

V-6 3.5 L 

2013-2011 OE Type Thermostat. >15188 180 

2013- 2011 Thermostat Seal. 25286 

2006-2003 Coolant Temperature Sensor. 74162 

2006-2003 OE Type Thermostat. >14127 170 

2006-2003 OE Type Thermostat. >14128 180 

2005-2003 Thermostat Seal. 25283 

V-6 3.8 L 

2009-2007 Coolant Temperature Sensor. 74162 

2009-2007 OE Type Thermostat. >15188 180 

2009-2007 Thermostat Seal 25286 

Soul 

4-Cyl 1.6 L 

2016-2015 OE Type Thermostat. 15138 180 

2016-2010 Coolant Temperature Sensor. 74162 

2014- 2010 OE Type Thermostat. >15138 180 

4-Cyl 2.0 L 

2016-2010 Coolant Temperature Sensor. 74162 

2013 OE Exact Thermostat >48588 180 

2013 Thermostat Seal 25286 

2012 OE Type Thermostat >15138 180 

2011-2010 OE Exact Thermostat. >48588 180 

2011-2010 Thermostat Gasket 25168 

Spectra 

4-Cyl 1.8 L 

2004-2002 Coolant Temperature Sensor. 74162 

2004-2000 OE Type Thermostat >13868 180 

2004-2000 Premium Thermostat. >45868 180 

2004-2000 OE Type Thermostat. >13869 195 

2004-2000 Premium Thermostat. >45869 195 

2004-2000 Thermostat Gasket. 25168 

2001 Coolant Temperature Sensor; From 14/05/2001 74162 

4-Cyl 2.0 L 

2009-2008 Thermostat Gasket 25168 

2009-2004 Coolant Temperature Sensor. 74162 

2009-2004 OE Exact Thermostat. >48588 180 


4-Cyl 2.0 L 

2009-2008 

- Continued 

Thermostat Gasket. 

25168 


2009-2005 

Coolant Temperature Sensor. 

74162 


2009-2005 

OE Exact Thermostat. 

>48588 

180 




Sportage 

4-Cyl 2.0 L 

2016-2011 

Thermostat Seal. 

25286 


2013-2005 

OE Exact Thermostat 

>48588 

180 

2010-2008 

Thermostat Gasket. 

25168 

2010-2005 

Coolant Temperature Sensor. 

74162 


2002-1997 

Coolant Temperature Sensor. 

74045 


2002-1995 

OE Type Thermostat 

. >13868 

180 

2002-1995 

Premium Thermostat. 

>45868 

180 

2002-1995 

OE Type Thermostat 

. >13869 

195 

2002-1995 

Premium Thermostat. 

. >45869 

195 

2002-1995 

Thermostat Gasket. 

. 25173 

4-Cyl 2.4 L 

2016-2015 

OE Exact Thermostat. 

48588 

180 

2016-2011 

Thermostat Seal. 

. 25286 


2014-2011 

OE Exact Thermostat. 

. >48588 

180 

V-6 2.7 L 

2010-2005 

Coolant Temperature Sensor. 

. 74162 


2010-2005 

OE Type Thermostat 

>14128 

180 

2010-2005 

Thermostat Seal. 

25283 


2009-2005 

OE Type Thermostat. 

. >14127 

170 

Land Rover 


Discovery 

V-8 3.9 L 

1995 OE Type Thermostat. 

V-8 4.0 L 

2002-1999 Integrated Housing Thermostat. 

1998-1996 OE Type Thermostat. 

V-8 4.6 L 

2004- 2003 Integrated Housing Thermostat. 

2004 Coolant Temperature Sensor. 

2003 Coolant Temperature Sensor; From Vin # 3A818215 

Freelander 

V-6 2.5 L 

2005- 2002 Coolant Temperature Sensor; Located In Radiator 

System. 

LR2 

4-Cyl 2.0 L 

2015-2013 Coolant Temperature Sensor; Located In Engine 

(Adaptor Water Outlet Connect). 

6-Cyl 3.2 L 

2012-2008 Integrated Housing Thermostat 

LR3 

V-6 4.0 L 

2009-2005 Coolant Temperature Sensor 

Range Rover 

V-8 4.0 L 

2000-1995 Integrated Housing Thermostat. 

V-8 4.4 L 

2005-2003 Coolant Temperature Sensor; Located In Radiator 
System. 

2005-2003 Integrated Housing Thermostat. 

V-8 4.6 L 

2002-1996 Integrated Housing Thermostat. 


>14419 

190 

49480 

180 

>14419 

190 

49480 

180 

74075 


74075 



74075 

74107 

49449 195 

74057 


49518 

180 

74254 


>14612 

221 

49518 

180 


>OE Temperature > Alternate Temperature 


307 



























































































Thermostats for Passenger Cars and LightTrucks (1995 and Newer) 


Application 


Land Rover - Continued 


Range Rover Evoque 

4-Cyl 2.0 L 

2015-2012 Coolant Temperature Sensor; Located In Engine 
(Adaptor Water Outlet Connect). 


Lexus 


CT200h 


Part Temp 
Number °F 


74107 


Application 


Lexus - Continued 


GS430 


Part Temp 
Number °F 


4-Cyl 1.8 L 

2015-2011 Coolant Temperature Sensor.. 
2015-2011 OE Exact Thermostat. 


74138 

49348 


180 


V-8 4.3 L 

2007-2006 

Coolant Temperature Sensor. 

74138 


2007-2001 

OE Type Thermostat. 

♦14128 

180 

2007-2001 

Thermostat Seal 

25283 

2007 

OE Type Thermostat. 

. <>14127 

170 

2005-2001 

Coolant Temperature Sensor 

74027 


2005-2001 

OE Type Thermostat. 

. -0-14127 

170 


GS450h 


ES300 

V-6 3.5 L 

2015-2013 Coolant Temperature Sensor 74138 

2015-2013 Integrated Housing Thermostat 49408 194 

V-6 3.0 L 

2003-1995 Coolant Temperature Sensor. 74027 

2003-1995 OE Type Thermostat 4-14077 170 

2015 Thermostat Seal 25286 

2003-1995 OE Exact Thermostat 4-48128 180 

2011-2008 Thermostat Seal 25286 

2003-1995 OE Type Thermostat 4-14078 180 

2011-2007 Coolant Temperature Sensor 74138 

2003-1995 Thermostat Seal 25286 

2011-2007 Integrated Housing Thermostat 49408 194 

2007 Thermostat Seal; To 09/2007 25286 

V-6 3.5 L ELECTRIC/GAS 

2014-2013 Thermostat Seal 25286 

ES300h 

4-Cyl 2.5 L 

2015-2013 Coolant Temperature Sensor. 74138 

ES330 

GS460 

V-6 3.3 L 

2006-2004 Coolant Temperature Sensor. 74027 

2006-2004 OE Type Thermostat. 4-14077 170 

2006-2004 OE Exact Thermostat. +48128 180 

2006-2004 OE Type Thermostat. 4-14078 180 

2006-2004 Thermostat Seal. 25286 

V-8 4.6 L 

2011-2009 Coolant Temperature Sensor 74138 

2011-2008 OE Exact Thermostat 49338 180 

2008 Coolant Temperature Sensor 74027 

GX460 

V-8 4.6 L 

2015-2010 Coolant Temperature Sensor 74138 

2015-2010 OE Exact Thermostat. 49338 180 

ES350 

V-6 3.5 L 

2015-2013 OE Type Thermostat. 14078 180 

2015-2007 Coolant Temperature Sensor. 74138 

GX470 

V-8 4.7 L 

2009-2006 Coolant Temperature Sensor. 74138 

2012-2011 OE Type Thermostat. 414078 180 

2012 OE Exact Thermostat. 448128 180 

2009-2003 OE Type Thermostat. <>14127 170 

2009-2003 OE Type Thermostat. 414128 180 

2009-2003 Thermostat Seal 25283 

2009-2007 OE Type Thermostat 414078 180 

2005 Coolant Temperature Sensor; From 11/2004. 74138 

2004-2003 Coolant Temperature Sensor. 74027 

GS300 

6-Cyl 3.0 L 

2005-1995 Coolant Temperature Sensor. 74027 

HS250h 

4-Cyl 2.4 L 

2012-2010 Coolant Temperature Sensor. 74138 


2012-2010 Thermostat Seal 25286 

2005-1995 Thermostat Seal. 25286 

V-6 3.0 L 

4-Cyl 2.4 L ELECTRIC/GAS 

2012-2010 OE Exact Thermostat. 448128 180 

2012-2010 OE Type Thermostat. 414078 180 

2006 Integrated Housing Thermostat 49408 194 

2006 Thermostat Seal; To 07/2006 25286 


IS250 

V-6 2.5 L 

2015-2006 Coolant Temperature Sensor. 74138 

2015-2006 Integrated Housing Thermostat 49408 194 

2015-2006 Thermostat Seal 25286 

GS350 

V-6 3.5 L 

2015-2013 Integrated Housing Thermostat. 49408 194 

2015-2013 Thermostat Seal 25286 

2011-2008 Thermostat Seal 25286 


IS300 

6-Cyl 3.0 L 

2005-2001 Coolant Temperature Sensor. 74027 

2011-2007 Coolant Temperature Sensor 74138 

2005-2001 OE Exact Thermostat 448308 180 

2011-2007 Integrated Housing Thermostat 49408 194 

2005-2001 OE Type Thermostat 414108 180 

2007 Thermostat Seal; To 09/2007 25286 

2005-2001 Thermostat Seal 25286 


GS400 

IS350 

V-8 4.0 L 

2000-1998 

Coolant Temperature Sensor. 

74027 


V-6 3.5 L 

2015-2006 

Coolant Temperature Sensor. 

74138 

2000-1998 

OE Type Thermostat 

. 414128 

180 

2015-2006 

Integrated Housing Thermostat. 

49408 

2000-1998 

Thermostat Seal 

. 25283 

2015-2006 

Thermostat Seal 

25286 


194 


♦ OE Temperature 


-4 Alternate Temperature 


308 























































































































Thermostats for Passenger Cars and LightTrucks (1995 and Newer) 


Application 


Part 

Number 

Temp 

°F 

Application 


Part 

Number 

Temp 

°F 

Lexus 

- Continued 



Lexus 

■ Continued 



ISF 

RCF I 

V-8 5.0 L 




V-8 5.0 L 




2014-2008 

Coolant Temperature Sensor. 

74138 


2015 

Coolant Temperature Sensor. 

74138 


2014-2008 

OE Exact Thermostat 

49338 

180 

2015 

OE Exact Thermostat 

49338 

180 









LFA 

RX300 | 

V-104.8 L 




V-6 3.0 L 




2012 

Coolant Temperature Sensor 

74138 


2003-1999 

Coolant Temperature Sensor. 

74027 


2012 

Thermostat Seal 

25286 


2003-1999 

OE Type Thermostat 

4-14077 

170 









LS400 

2003-1999 

OE Type Thermostat 

♦14078 

180 

V-8 4.0 L 




2003-1999 

Thermostat Seal. 

25286 


2000-1998 

OE Type Thermostat 

♦14128 

180 

RX330 i 

2000-1995 

Coolant Temperature Sensor. 

74027 


V-6 3.3 L 




2000-1995 

Thermostat Seal 

25286 


2006-2004 

Coolant Temperature Sensor. 

74027 


1997-1995 

OE Type Thermostat 

4-14077 

170 

2006-2004 

OE Type Thermostat 

414077 

170 

1997-1995 

OE Exact Thermostat 

♦48128 

180 

2006-2004 

OE Type Thermostat 

♦14078 

180 

1997-1995 

OE Type Thermostat. 

♦14078 

180 

2006-2004 

Thermostat Seal. 

25286 










LS430 

2006 

OE Exact Thermostat 

♦48128 

180 

V-8 4.3 L 




RX350 

2006-2001 

Coolant Temperature Sensor 

74027 


V-6 3.5 L 




2006-2001 

OE Type Thermostat 

.... 4-14127 

170 

2015-2013 

OE Type Thermostat 

14078 

180 

2006-2001 

OE Type Thermostat. 

.... ♦14128 

180 

2015-2008 

Coolant Temperature Sensor. 

74138 


2006-2001 

Thermostat Seal 

25283 


2015-2007 

Thermostat Seal. 

25286 










LS460 

2012-2010 

OE Type Thermostat 

♦14078 

180 

V-8 4.6 L 




2012 

OE Exact Thermostat 

♦48128 

180 

2014-2007 

Coolant Temperature Sensor. 

74138 


2009-2007 

OE Type Thermostat; Models made in USA. 

414077 

170 

2014-2007 

OE Exact Thermostat 

49338 

180 

2009-2007 

OE Type Thermostat; Models made in USA. 

♦14078 

180 

LS600h 

2007 

Coolant Temperature Sensor; Japan Product Parts. 

74138 


V-8 5.0 L 




RX400h ! 

2014-2008 

Coolant Temperature Sensor. 

74138 


V-6 3.3 L 




2014-2008 

OE Exact Thermostat 

49338 

180 

2008-2006 

Coolant Temperature Sensor. 

74027 










LX450 

V-6 3.3 L ELECTRIC/GAS 



6-Cyl 4.5 L 




20U8-2006 

Ob Exact 1 hermostat. 

♦48128 

180 

1997-1996 

Coolant Temperature Sensor. 

74027 


2008-2006 

OE Type Thermostat. 

♦14078 

180 

1997-1996 

OE Type Thermostat. 

.... 4-14127 

170 

2008-2006 

Thermostat Seal. 

25286 


1997-1996 

OE Type Thermostat. 

♦14128 

180 

2006 

OE Type Thermostat. 

414077 

170 

1997-1996 

Thermostat Seal. 

25283 


RX450h 

LX470 

V-6 3.5 L 




V-8 4.7 L 




2015-2014 

OE Type Thermostat. 

14078 

180 

2007-2008 


74138 


2015-2014 

Thermostat Seal. 

25286 


2007-2001 

OE Type Thermostat. 

.... 4-14127 

170 

2015-2010 

Coolant Temperature Sensor. 

74138 


2007-1998 

OE Type Thermostat. 

.... ♦14128 

180 

V-6 3.5 L ELECTRIC/GAS 



2007-1998 

Thermostat Seal. 

25283 


2013-2010 

OE Type Thermostat. 

♦14078 

180 

2005 

Coolant Temperature Sensor; From 05/2005. 

74138 


2013-2010 

Thermostat Seal. 

25286 


2004-1998 

Coolant Temperature Sensor. 

74027 


2013 

OE Exact Thermostat. 

♦48128 

180 

2000 

OE Type Thermostat. 

.... 4-14077 

170 

SC300 I 

1999-1998 

OE Type Thermostat. 

... 4-14127 

170 

6-Cyl 3.0 L 




LX570 

2000-1995 

Coolant Temperature Sensor. 

74027 

180 

V-8 5.7 L 




2000-1995 

OE Exact Thermostat 

♦48308 

2015-2013 

Coolant Temperature Sensor. 

74138 


2000-1995 

OE Type Thermostat 

♦14108 

180 

2015-2013 

OE Exact Thermostat 

49338 

180 

2000-1995 

Thermostat Seal. 

25286 


2011-2008 

Coolant Temperature Sensor. ,. 

74138 


SC400 ! 

2011-2008 

OE Exact Thermostat 

49338 

180 

V-8 4.0 L 




RC350 

2000-1998 

OE Type Thermostat , 

♦14128 

180 

V-6 3.5 L 




2000-1995 

Coolant Temperature Sensor. 

74027 






2000 

Thermostat Seal. 

25283 


2015 

Intpnrafprl HmiQinn ThprmoQtat 

49408 

194 

1999-1995 

Thermostat Seal. 

25286 


2015 

ii iieui cucu i iuuoii ly i iiciiiiuoicu. 

Thermostat Seal 

25286 

1997-1995 

OE Type Thermostat 

414077 

170 





1997-1995 

OE Exact Thermostat. 

♦48128 

180 





1997-1995 

OE Type Thermostat 

♦14078 

180 


♦ OE Temperature ^Alternate Temperature 


309 























































































































Thermostats for Passenger Cars and LightTrucks (1995 and Newer) 


Application 

Part 

Number 

Temp 

°F 

Application 


Part 

Number 

Temp 

°F 

Lexus - Continued 



Lincoln 

- Continued 



SC430 

MKS - Continued \ 

V-84.3L 



V-6 3.5 L - 

Continued 



2010-2002 Coolant Temperature Sensor. 

74027 


2016-2010 

Thermostat Seal 

25290 


2010-2002 OE Type Thermostat 

♦14128 

180 

2016 

OE Type Thermostat. 

14138 

180 

2010-2002 Thermostat Seal 

25283 

2013-2012 

OE Type Thermostat. 

❖14139 

188 

2009-2008 OE Type Thermostat 

❖14127 

170 

2013-2010 

OE Type Thermostat. 

♦14138 

180 

2005-2002 OE Type Thermostat. 

❖14127 

170 

V-6 3.7 L 




Lincoln 

2016-2009 

OE Exact Thermostat 

49368 

25290 

180 


Thermostat Seal 

Aviator 

2016-2009 


2016 

2013-2012 

OE Type Thermostat. 

OE Type Thermostat. 

14138 

❖14139 

180 

188 

V-8 4.6L 

2005-2003 Coolant Temperature Sensor. 

74168 



♦14138 

180 

2013-2009 

OE Type Thermostat. 

♦14138 

180 

2005-2003 OE Type Thermostat 

❖14139 

188 

MKT S 

2005-2003 Thermostat Seal 

25290 


4-Cyl 2.0 L 







2016-2013 

Integrated Housing Thermostat. 

48728 

180 

Blackwood 

V-6 3.5 L 

2017-2016 


V-8 5.4 L 

2002 Coolant Temperature Sensor. 

74168 


OE Type Thermostat. 

14138 

180 

2002 OE Type Thermostat 

❖13778 

180 

2017-2010 

OE Exact Thermostat 

49368 

180 




2017-2010 

Thermostat Seal 

25290 


2002 Premium Thermostat 

❖45778 

180 

2013-2012 

OE Type Thermostat. 

❖14139 

188 

2002 Premium Thermostat 

♦45779 

192 

2013-2010 

OE Type Thermostat 

♦ 14138 

180 

2002 OE Type Thermostat. 

2002 Thermostat Seal. 

♦13779 

25290 

195 

V-6 3.7 L 


14138 

180 




2017-2016 

Continental 

2017-2010 

OE Exact Thermostat 

49368 

180 

V-6 2.7 L 



2017-2010 

Thermostat Seal 

25290 

2017 OE Exact Thermostat. 

2017 Thermostat Seal. 

49229 

25300 

188 

2013-2012 

2013-2010 

OE Type Thermostat 

OE Type Thermostat. 

❖14139 

♦14138 

188 

180 

V-6 3.0 L 



49229 

188 

MKX 

2017 Thermostat Seal. 

25300 

V-6 2.7 L 




V-6 3.7 L 

49368 

14138 

25290 

180 

180 

2017-2016 

2017-2016 

OE Exact Thermostat. 

Thermostat Seal. 

49229 

25300 

188 

2017 OE Exact Thermostat. 

2017 OE Type Thermostat. 

2017 Thermostat Seal. 

V-6 3.5 L 

2010-2007 

OE Exact Thermostat. 

49368 

180 

V-8 4.6 L 

♦14089 

25290 

188 

2010-2007 

2010-2007 

OE Type Thermostat. 

Thermostat Seal. 

♦14138 

25290 

180 

2002-1995 OE Type Thermostat. 

2002-1995 Thermostat Seal. 

V-6 3.7 L 






2017-2016 

OE Type Thermostat. 

14138 

180 

LS 

2017-2011 


49368 

25290 

180 

V-6 3.0 L 



2017-2011 

Thermostat Seal. 

2005-2000 OE Type Thermostat. 

2005-2000 OE Type Thermostat. 

❖14138 

♦14139 

25290 

180 

188 

2013-2012 

2013-2011 

OE Type Thermostat. 

OE Type Thermostat. 

❖14139 

♦14138 

188 

180 

V-8 3.9 L 

2006-2003 Coolant Temperature Sensor; Without Harness. 

2006-2003 Heavy-Duty Thermostat. 



MKZ ; 

74027 

49499 

190 

4-Cyl 2.0 L 

2017-2016 

OE Exact Thermostat. 

49229 

188 

2002-2000 OE Type Thermostat; Excludes Housing 

♦14748 

183 

2017 

2017 

2016-2014 

2016-2013 

Coolant Temperature Sensor; Cooling System. 

74107 

25300 

48728 

74107 


MarkLT 


180 

V-8 5.4 L 



Coolant Temperature Sensor. 

2008-2006 Premium Thermostat. 

♦45779 

192 

2015-2013 

Thermostat Seal 

25300 


2008-2006 OE Type Thermostat. 

♦13779 

195 




2008-2006 Thermostat Seal. 

25290 

2013 

OE Exact Thermostat; Excludes Housing 

♦49229 

188 




2013 

OE Exact Thermostat; Excludes Housing 

❖49238 

190 

Mark VIII 

2013 

Integrated Housing Thermostat; Includes Housing. 

♦48728 

180 

V-8 4.6 L 

1998-1995 OE Type Thermostat 



♦14089 

188 

4-Cyl 2.0 L 

ELECTRIC/GAS 

49229 

188 

1998-1995 Thermostat Seal 

25290 

2015-2014 

OE Exact Thermostat 




2015-2013 

Integrated Housing Thermostat. 

48728 

180 

MKC 

4-Cyl 2.5 L 

2012-2011 

2012-2011 

ELECTRIC/GAS 

4-Cyl 2.0 L 

2016-2015 Integrated Housing Thermostat. 

48728 

180 

Integrated Housing Thermostat; W/O Sensor 
Integrated Housinq Thermostat; W/Sensor 

♦48708 

♦48672 

180 

208 

MKS 

V-6 3.0 L 


V-6 3.5 L 

2016-2010 OE Exact Thermostat. 

49368 

180 

2017 

OE Exact Thermostat 

49229 

188 


♦ OE Temperature ❖Alternate Temperature 


310 









































































































Thermostats for Passenger Cars and LightTrucks (1995 and Newer) 


Application 


Lincoln - Continued 


Part Temp 
Number °F 


MKZ - Continued II 

V-6 3.0L- 

Continued 



2017 

Thermostat Seal 

25300 


V-6 3.5 L 

2012-2007 

OE Exact Thermostat 

49368 

180 

2012-2007 

OE Type Thermostat 

♦14138 

180 

2012-2007 

Thermostat Seal 

25290 

2012 

OE Type Thermostat 

.... 4-14139 

188 

2009 

OE Type Thermostat 

4-14139 

188 

V-6 3.7 L 

2016-2013 

OE Exact Thermostat 

49368 

180 

2016-2013 

Thermostat Seal 

25290 


2016 

OE Type Thermostat 

14138 

180 

2013 

OE Type Thermostat. 

♦14138 

180 

2013 

OE Type Thermostat. 

.... 4-14139 

188 

Navigator 1 

V-6 3.5 L 

2017-2015 

OE Exact Thermostat 

49238 

190 

2017-2015 

Thermostat Seal 

25300 


V-8 5.4 L 

2014 

OE Type Thermostat 

14989 

192 

2014 

OE Type Thermostat. 

13779 

195 

2014 

Thermostat Seal 

25290 


2012-2011 

Premium Thermostat. 

♦45779 

192 

2012-2011 

Thermostat Seal 

25290 


2012 

OE Type Thermostat 

4-13778 

180 

2012 

Premium Thermostat. 

4-45778 

180 

2012 

OE Type Thermostat. 

♦13779 

195 

2011 

OE Type Thermostat. 

.... ♦13379 

195 

2008-1998 

Premium Thermostat. 

. ^45779 

192 

2008-1998 

OE Type Thermostat. 

.... ♦ 13779 

195 

2008-1998 

Thermostat Seal. 

25290 


2006-1998 

OE Type Thermostat. 

.... 413778 

180 

2006-1998 

Premium Thermostat. 

445778 

180 

2004-2003 

Coolant Temperature Sensor. 

74168 


2002-1998 

Coolant Temperature Sensor; Cylinder Head. 

74168 


2002-1998 

OE Exact Thermostat 

49359 

192 

V-8 5.4 L FLEX 


2013-2012 

OE Type Thermostat. 

.... 413778 

180 

2013-2012 

Premium Thermostat. 

445778 

180 

2013-2012 

OE Type Thermostat. 

♦13779 

195 

2013-2009 

Premium Thermostat. 

♦45779 

192 

2013-2009 

Thermostat Seal 

25290 

2011-2010 

OE Type Thermostat 

♦13379 

195 

2009 

OE Type Thermostat 

... 413778 

180 

2009 

Premium Thermostat. 

445778 

180 

2009 

OE Type Thermostat 

.... 413779 

195 

Town Car 1 

V-8 4.6 L 

2011-2008 

OE Type Thermostat 

413778 

180 

2011-2008 

Premium Thermostat. 

445778 

180 

2011-2004 

Premium Thermostat. 

♦45779 

192 

2011-2004 

OE Type Thermostat. 

.... 413779 

195 

2011-1999 

Coolant Temperature Sensor. 

74168 


2011-1995 

Thermostat Seal 

25290 


2005-2004 

OE Type Thermostat 

413778 

180 

2005-2004 

Premium Thermostat. 

445778 

180 

2003-1995 

OE Type Thermostat 

.... 413398 

180 

2003-1995 

Premium Thermostat. 

445398 

180 

2003-1995 

OE Type Thermostat. 

.... 413399 

195 


Application 


Lincoln - Continued 


Town Car - Continued 

V-8 4.6 L - Continued 

2003-1995 Premium Thermostat 

1998 Coolant Temperature Sensor; Cylinder Head 

V-8 4.6 L FLEX 

2011-2008 OE Type Thermostat 

2011-2008 Premium Thermostat 

2011-2006 Premium Thermostat 

2011-2006 OE Type Thermostat 

2011-2006 Thermostat Seal. 


Part Temp 
Number °F 


♦45399 

195 

74168 


413778 

180 

445778 

180 

♦45779 

192 

♦13779 

195 

25290 



Zephyr 

V-6 3.0 L 



2006 OE Type Thermostat 

. 414138 

180 

2006 OE Type Thermostat 

♦ 14139 

188 

2006 Thermostat Seal. 

25290 


Mazda 

\2 

4-Cyl 1.5 L 



2014-2011 Coolant Temperature Sensor 

74027 


2014 OE Type Thermostat 

. 14048 

180 

2013-2011 OE Exact Thermostat 

♦48478 

180 

3 

4-Cyl 2.0 L 



2015-2014 Coolant Temperature Sensor 

. 74027 


2013-2012 Integrated Housing Thermostat 

. 48728 

180 

2013-2004 Coolant Temperature Sensor. 

. 74057 


2013-2004 Integrated Housing Thermostat. 

. ♦48728 

180 

4-Cyl 2.3 L 



2013-2007 Integrated Housing Thermostat. 

♦48708 

180 

2013-2004 Coolant Temperature Sensor. 

. 74057 


2009-2004 Integrated Housing Thermostat. 

. ♦48728 

180 

4-Cyl 2.5 L 



2015-2014 Coolant Temperature Sensor. 

. 74027 


2013-2010 Coolant Temperature Sensor. 

74057 


2013-2010 Integrated Housing Thermostat. 

♦48708 

180 

3 Sport 

4-Cyl 2.0 L 



2015-2014 Coolant Temperature Sensor. 

74027 


2013-2012 Coolant Temperature Sensor. 

74057 


2013-2012 Integrated Housing Thermostat. 

. ♦48728 

180 

2010-2009 Coolant Temperature Sensor. 

74057 


2010-2009 Integrated Housing Thermostat. 

♦48728 

180 

4-Cyl 2.5 L 



2014 Coolant Temperature Sensor. 

74027 


2013-2012 Coolant Temperature Sensor. 

74057 


2013-2012 Integrated Housing Thermostat 

♦48708 

180 

2010 Coolant Temperature Sensor. 

74057 


2010 Integrated Housing Thermostat 

♦48708 

180 

5 

4-Cyl 2.3 L 



2010-2006 Coolant Temperature Sensor. 

74057 


2010 Integrated Housing Thermostat. 

♦48708 

180 

2009-2006 Integrated Housing Thermostat. 

♦48728 

180 

4-Cyl 2.5 L 



2014-2012 Coolant Temperature Sensor 

74057 


2014 Integrated Housing Thermostat 

48708 

180 

2013-2012 Integrated Housing Thermostat 

♦48708 

180 

6 


2008-2003 Coolant Temperature Sensor . 


74057 


♦ OE Temperature 


•❖Alternate Temperature 
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Thermostats for Passenger Cars and LightTrucks (1995 and Newer) 


Application 


Mazda - Continued 


Part Temp 
Number °F 


Application 


Part Temp 
Number °F 


6 - Continued 

4-Cyl 2.3 L 

- Continued 



2008-2003 

Integrated Housing Thermostat. 

♦48708 

180 

4-Cyl 2.5 L 


2015-2014 

Coolant Temperature Sensor. 

74027 


2013-2009 

Coolant Temperature Sensor. 

74057 


2013-2009 

Integrated Housing Thermostat. 

♦48708 

180 

2010-2009 

Coolant Temperature Sensor; Refer to 8th position of 
VIN : L5X(H). 

74057 

V-6 3.0L 

2008-2003 

OE Type Thermostat 

014138 

180 

2008-2003 

OE Type Thermostat 

♦14139 

188 

2008-2003 

Thermostat Seal 

25290 


V-6 3.7 L 



2013-2009 

OE Type Thermostat 

14138 

180 

323 

4-Cyl 1.6 L 

1995 

OE Type Thermostat 

13869 

195 

1995 

Thermostat Gasket 

25168 


4-Cyl 1.8 L 



1995 

OE Type Thermostat 

13869 

195 

1995 

Thermostat Gasket. 

25168 





626 

4-Cyl 2.0 L 

2002-1995 

Coolant Temperature Sensor. 

74057 


2002-1995 

OE Type Thermostat 

014047 

170 

2002-1995 

OE Exact Thermostat. 

♦48478 

180 

2002-1995 

OE Type Thermostat 

♦14048 

180 

2002-1995 

Thermostat Seal 

25285 


1997-1995 

Coolant Temperature Sensor. 

74027 


V-6 2.5 L 



2002-1998 

Coolant Temperature Sensor. 

74057 


2002-1995 

OE Type Thermostat. 

014047 

170 

2002-1995 

OE Exact Thermostat. 

♦48478 

180 

2002-1995 

OE Type Thermostat. 

♦14048 

180 

2002-1995 

Thermostat Seal. 

25285 


1997-1995 

Coolant Temperature Sensor. 

74027 





929 

V-6 3.0 L 

1995 

Coolant Temperature Sensor. 

74027 


1995 

OE Exact Thermostat. 

♦48358 

180 

1995 

OE Type Thermostat. 

♦14168 

180 

1995 

Thermostat Gasket. 

25167 


1995 

Thermostat Seal. 

25283 





B2300 

4-Cyl 2.3 L 

2009-2007 

Integrated Housing Thermostat; W/O Sensor 

♦48708 

180 

2009-2007 

Integrated Housing Thermostat; W/Sensor... 

♦48672 

208 

2006-2004 

Integrated Housing Thermostat 

♦48708 

180 

2003-2001 

Integrated Housing Thermostat; W/O Sensor. 

♦48708 

180 

2003-2001 

Integrated Housing Thermostat; W/Sensor 

♦48672 

208 

1997-1995 

OE Type Thermostat 

013828 

180 

1997-1995 

Premium Thermostat 

045828 

180 

1997-1995 

OE Type Thermostat 

013820 

192 

1997-1995 

Premium Thermostat 

045820 

192 

1997-1995 

OE Type Thermostat 

♦13829 

195 

1997-1995 

Premium Thermostat 

♦45829 

195 

1997-1995 

Thermostat Gasket. 

25164 






Mazda 

- Continued 



|B2500 f 

4-Cyl 2.5 L 

2001-1998 

OE Type Thermostat. 

♦ 14990 

192 

2001 

Premium Thermostat ,, 

♦45990 

192 

1998 

Premium Thermostat. 

♦45990 

192 




B3000 

V-6 3.0 L 

2008-2005 

Coolant Temperature Sensor. 

74107 


2008-2001 

Economy Thermostat. 

4-13006 

160 

2008-2001 

Premium Thermostat 

4-45356 

160 

2008-2001 

Economy Thermostat. 

. 4-13008 

180 

2008-2001 

OE Type Thermostat. 

. 4-13858 

180 

2008-2001 

Premium Thermostat 

4-45358 

180 

2008-2001 

Economy Thermostat. 

. ♦ 13009 

195 

2008-2001 

OE Type Thermostat. 

. ♦ 13859 

195 

2008-2001 

Premium Thermostat 

♦45359 

195 

2008-1995 

Thermostat Gasket 

. 25138 

1999-1998 

Economy Thermostat. 

. 4-13006 

160 

1999-1998 

Premium Thermostat. 

>45356 

160 

1999-1998 

Economy Thermostat. 

. <>13008 

180 

1999-1998 

Premium Thermostat. 

>45358 

180 

1999-1998 

Economy Thermostat. 

. ♦ 13009 

195 

1999-1998 

Premium Thermostat. 

. ♦45359 

195 

1999 

OE Type Thermostat. 

. <>13858 

180 

1999 

OE Type Thermostat. 

♦13859 

195 

1997 

Economy Thermostat. 

. 13009 

195 

1997 

OE Type Thermostat. 

. 13352 

205 

1996-1995 

Economy Thermostat. 

. <>13006 

160 

1996-1995 

Premium Thermostat. 

445356 

160 

1996-1995 

Economy Thermostat. 

. <>13008 

180 

1996-1995 

Premium Thermostat ,, 

445358 

180 

1996-1995 

Economy Thermostat. 

♦13009 

195 

1996-1995 

Premium Thermostat. 

♦45359 

195 

1995 

OE Type Thermostat. 

. <>13356 

160 

1995 

OE Type Thermostat. 

. <>13358 

180 

1995 

OE Type Thermostat. 

. ♦ 13359 

195 

1995 

OE Type Thermostat. 

. <>13352 

205 

V-6 3.0 L FLEX 



2003-1999 

Economy Thermostat. 

. <>13006 

160 

2003-1999 

Premium Thermostat 

445356 

160 

2003-1999 

Economy Thermostat. 

. <>13008 

180 

2003-1999 

OE Type Thermostat. 

. <>13858 

180 

2003-1999 

Premium Thermostat. 

. »45358 

180 

2003-1999 

Economy Thermostat. 

♦13009 

195 

2003-1999 

OE Type Thermostat. 

. ♦13859 

195 

2003-1999 

Premium Thermostat. 

♦45359 

195 




B4000 

V-6 4.0 L 

2010-2009 

OE Type Thermostat . 

. <>13648 

174 

2010-2001 

Coolant Temperature Sensor ... 

. 74107 


2010-2001 

OE Type Thermostat. 

♦13649 

190 

2010-2001 

Thermostat Seal. 

. 25271 


2003-2002 

OE Type Thermostat. 

. <>13648 

174 

2000-1995 

OE Type Thermostat. 

. <>13958 

180 

2000-1995 

Premium Thermostat. 

445368 

180 

2000-1995 

OE Type Thermostat. 

♦ 13959 

195 

2000-1995 

Premium Thermostat. 

♦45369 

195 

2000-1995 

Thermostat Seal. 

25279 






♦ OE Temperature 


■o Alternate Temperature 
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Thermostats for Passenger Cars and LightTrucks (1995 and Newer) 


Application 


Part 

Number 

Temp 

°F 

Application 


Part 

Number 

Temp 

°F 

Mazda 

- Continued 



Mazda 

- Continued 



CX-5 

MPV - Continued 

4-Cyl 2.0 L 




V-6 3.0 L - 

Continued 



2015-2013 

Coolant Temperature Sensor. 

74027 


2003 

OE Type Thermostat; Early. 

♦14139 

188 

4-Cyl 2.5 L 

2015-2014 




2002 

OE Type Thermostat 

*14138 

180 

Coolant Temperature Sensor. 

74027 


2002 

OE Type Thermostat 

♦14139 

188 






CX-7 

1998-1996 

OE Type Thermostat 

*14047 

170 

4-Cyl 2.3 L 

2012-2007 




1998-1996 

OE Exact Thermostat. 

♦48478 

180 

Coolant Temperature Sensor. 

74057 


1998-1996 

OE Type Thermostat 

♦14048 

180 

2012-2007 

Integrated Housing Thermostat. 

♦48708 

180 

1998-1996 

Thermostat Gasket. 

25167 

4-Cyl 2.5 L 

2012-2010 



1998-1996 

Thermostat Seal. 

25285 


Coolant Temperature Sensor. .. 

74057 


1998-1995 


74027 


2012-2010 

Integrated Housing Thermostat. 

♦48708 

180 

1995 

OE Exact Thermostat. 

♦48358 

180 

CX-9 

1995 

OE Type Thermostat 

*14168 

180 

V-6 3.7 L 

2015-2011 




1995 

Thermostat Gasket; To 01/08/1995 

25167 


OE Type Thermostat. 

14138 

180 

1995 

Thermostat Seal. 

25283 









2010-2008 

OE Type Thermostat 

♦14138 

180 

MX-3 i 

Miata 

4-Cyl 1.6 L 




4-Cyl 1.8 L 

2005-1999 




1996-1995 

Coolant Temperature Sensor. 

74027 


Thermostat Gasket 

25168 


1996-1995 

OE Type Thermostat. 

*13868 

180 

2005 

OE Exact Thermostat 

48608 

185 

1996-1995 

Premium Thermostat. 

*45868 

180 

2005 

Integrated Housing Thermostat. 

♦48728 

180 

1996-1995 

OE Type Thermostat. 

♦13869 

195 

2004-2001 

OE Type Thermostat 

♦13868 

180 

1996-1995 

Premium Thermostat. 

♦45869 

195 

2004-2001 

Premium Thermostat 

♦45868 

180 

1996-1995 

Thermostat Gasket. 

25168 

2004-2001 

OE Type Thermostat 

. *13869 

195 

V-6 1.8 L 



2004-2001 


045869 

195 

1995 

Coolant Temperature Sensor. 

74027 


2004-1999 

OE Exact Thermostat 

♦48608 

185 

1995 

OE Type Thermostat. 

*14047 

170 

2000-1999 

OE Type Thermostat. 

. *13868 

180 

1995 

OE Type Thermostat. 

♦14048 

180 

2000-1999 

Premium Thermostat. 

*45868 

180 

1995 

Thermostat Seal. 

25285 


2000-1999 

OE Type Thermostat. 

♦13869 

195 

MX-5 





2000-1999 

Premium Thermostat. 

♦45869 

195 

4-Cyl 2.0 L 




1997-1995 

Coolant Temperature Sensor. 

. 74027 


2013-2010 

Integrated Housing Thermostat. 

♦48728 

180 

1997-1995 

OE Type Thermostat. 

. *13868 

180 

2008-2007 

Integrated Housing Thermostat. 

♦48728 

180 

1997-1995 

Premium Thermostat. 

. *45868 

180 

2006 

Integrated Housing Thermostat; Mar. 7, 2006 & Older. 

♦48728 

180 

1997-1995 

OE Type Thermostat. 

. ♦13869 

195 

2006 

Integrated Housing Thermostat; Mar. 8, 2006 & 

♦48708 

180 

1997-1995 

Premium Thermostat. 

♦45869 

195 


Newer. 



1997-1995 

Thermostat Gasket. 

. 25168 

MX-5 Miata 

1997 

OE Exact Thermostat. 

♦48608 

185 

4-Cyl 2.0 L 

2015-2014 

Integrated Housing Thermostat. 

48728 

180 

Millenia 

2014-2006 

2013-2007 

Coolant Temperature Sensor. 

Integrated Housing Thermostat. 

74057 

♦48728 

V-6 2.3 L 

2002-1995 

Coolant Temperature Sensor. 

74027 


180 




2002-1995 

2002-1995 

2002-1995 

2002-1995 

V-6 2.5 L 

OE Type Thermostat. 

OE Exact Thermostat. 

OE Type Thermostat 

. *14047 

♦48478 

♦14048 

170 

180 

180 

2006 

2006 

Integrated Housing Thermostat; Mar. 7, 2006 & Older. 

Integrated Housing Thermostat; Mar. 8, 2006 & 

Newer. 

♦48728 

♦48708 

180 

180 

MX-6 




4-Cyl 2.0 L 

1997-1996 

Coolant Temperature Sensor. 

74057 


2002-1995 

Coolant Temperature Sensor. 

74027 


1997-1995 

Coolant Temperature Sensor. 

74027 







2002-1995 

OE Type Thermostat. 

*14047 

170 

1997-1995 

1997-1995 

OE Type Thermostat 

OE Exact Thermostat 

*14047 

♦48478 

170 

180 

2002-1995 

OE Exact Thermostat . 

♦48478 

180 

2002-1995 

OE Type Thermostat 

♦14048 

180 

1997-1995 

OE Type Thermostat. 

♦ 14048 

180 

2002-1995 

Thermostat Seal 

25285 






1997-1995 


25285 


MPV 

1995 


74057 

74027 


V-6 2.5 L 

2001-2000 

OE Type Thermostat 

. *14138 

180 

V-6 2.5 L 

1997-1995 

Coolant Temperature Sensor. 







2001-2000 

2001-2000 

OE Type Thermostat. 

Thermostat Seal 

♦14139 

25290 

188 

1997-1995 

1997-1995 

OE Type Thermostat. 

OE Exact Thermostat. 

*14047 

♦48478 

170 

180 

V-6 3.0 L 

2006-2004 




OE Type Thermostat 

. *14138 

180 

1997-1995 

1997-1995 

OE Type Thermostat. 

Thermostat Seal. 

♦14048 

25285 

180 

onnfi onn/i 

OE Type Thermostat 

. *14139 

188 




ZUU0-ZUU4 

1) pin 1 n h n 




2006-2002 

Thermostat Seal 

25290 


Protege 




2003 

OE Type Thermostat; Early. 

. *14138 

180 

4-Cyl 1.5 L 

OE Type Thermostat. 

♦13868 

180 




1998-1995 


♦ OE Temperature ^Alternate Temperature 
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Thermostats for Passenger Cars and LightTrucks (1995 and Newer) 


Application 


Part 

Number 

Temp 

°F 

Application 

Part 

Number 

Temp 

°F 

Mazda 

- Continued 



Mazda - Continued 



Protege 

- Continued 



Tribute - Continued \ 

4-Cyl 1.5 L 

- Continued 



4-Cyl 2.0 L - Continued 



1998-1995 

Premium Thermostat 

♦45868 

180 

2004-2001 OE Type Thermostat. 

♦13979 

195 

1998-1995 

OE Exact Thermostat. 

♦48608 

185 

2004-2001 Premium Thermostat 

♦45979 

195 

1998-1995 

OE Type Thermostat. 

❖13869 

195 

2004-2001 OE Exact Thermostat 

♦48109 

198 

1998-1995 

Premium Thermostat 

❖45869 

195 

2004-2001 Thermostat Seal 

25279 


1998-1995 

Thermostat Gasket. 

25168 


4-Cyl 2.3 L 



1996-1995 


74027 


2008 Integrated Housing Thermostat 

♦48708 

180 

4-Cyl 1.6 L 




2006-2005 Integrated Housing Thermostat. 

♦48708 

180 

2003-2002 

OE Exact Thermostat. 

48608 

185 

4-Cyl 2.3 L ELECTRIC/GAS 



2003-2000 


74027 


2008 Integrated Housing Thermostat. 

♦48689 

194 

2003-1999 

Thermostat Gasket. 

25168 


4-Cyl 2.5 L 



2001-1999 

OE Type Thermostat 

♦13868 

180 

2011-2009 Integrated Housing Thermostat 

♦48708 

180 

2001-1999 

Premium Thermostat 

♦45868 

180 

4-Cyl 2.5 L ELECTRIC/GAS 



2001-1999 

OE Exact Thermostat 

♦48608 

185 

2010 Integrated Housing Thermostat; W/O Sensor . 

♦48708 

180 

2001-1999 


*0*13869 

195 

2010 Integrated Housing Thermostat; W/Sensor 

♦48672 

208 

2001-1999 


❖45869 

195 

2009 Integrated Housing Thermostat 

♦48708 

180 

1999 

Coolant Temperature Sensor; From 28/07/1999 

74027 

V-6 3.0 L 



4-Cyl 1.8 L 




2009-2008 OE Type Thermostat. 

... ❖14138 

180 

2000-1999 

OE Type Thermostat 

❖14047 

170 

2009-2008 OE Type Thermostat. 

♦14139 

188 

2000-1999 

OE Exact Thermostat. 

♦48478 

180 

2009-2008 Thermostat Seal 

25290 


2000-1999 

OE Type Thermostat. 

♦14048 

180 

2006-2001 OE Type Thermostat. 

... ❖14138 

180 

2000-1999 

Thermostat Seal. 

25285 


2006-2001 OE Type Thermostat. 

♦14139 

188 

pnnn 


74077 


2006-2001 Thermostat Seal 

25290 


1999 

Coolant Temperature Sensor; From 28/07/1999. 

74027 


2004-2001 Coolant Temperature Sensor 

74107 


1998-1995 

OE Type Thermostat. 

♦13868 

180 

V-6 3.0 L FLEX 



1998-1995 

Premium Thermostat. 

♦45868 

180 

2011-2010 OE Type Thermostat 

... ❖14138 

180 

1998-1995 

OE Exact Thermostat. 

♦48608 

185 

2011-2010 OE Type Thermostat. 

... ♦14139 

188 

1998-1995 

OE Type Thermostat. 

❖13869 

195 

2011-2010 Thermostat Seal 

25290 


1998-1995 

Premium Thermostat 

❖45869 

195 

Mercedes-Benz 

1998-1995 

Thermostat Gasket 

25168 


C32AMG 

1996-1995 

Coolant Temperature Sensor. 

74027 


V-6 3.2 L 



4-Cyl 2.0 L 




2004-2002 Integrated Housing Thermostat 

... ♦14569 

188 

2003-2001 

Coolant Temperature Sensor. 

74027 


C36 AMG 1 

2003-2001 

OE Type Thermostat 

❖14047 

170 

6-Cyl 3.6 L 



2003-2001 

OE Exact Thermostat. 

♦48478 

180 

1997-1995 OE Exact Thermostat 

♦48019 

189 

2003-2001 

OE Type Thermostat 

♦14048 

180 

C43AMG 

2003-2001 

Thermostat Seal. 

25285 


V-8 4.3 L 



Proteges 



2000-1998 Integrated Housing Thermostat. 

♦14569 

188 

4-Cyl 2.0 L 

Coolant Temperature Sensor. 

74027 


C55AMG 

2003-2002 


V-8 5.5 L 



2003-2002 

OE Type Thermostat 

❖14047 

170 



188 







2003-2002 

OE Exact Thermostat. 

♦48478 

180 

ryo n 



2003-2002 

OE Type Thermostat 

♦14048 

180 




4-Cyl 2.2 L 



2003-2002 

Thermostat Seal 

25285 


1996-1995 Integrated Housing Thermostat. 

♦14589 

188 

RX-7 










C230 | 

2-Cyl 1.3 L 




4-Cyl 1.8 L 



1995 

Coolant Temperature Sensor. 

74027 


2005-2003 OE Exact Thermostat. 

♦48829 

194 

1995 

OE Exact Thermostat. 

♦48438 

180 

2005 Integrated Housing Thermostat. 

49382 

212 

1995 

OE Type Thermostat 

♦ 13978 

180 

4-Cyl 2.3 L 



1995 

OE Type Thermostat 

❖13979 

195 


♦ 14589 

188 

1995 

Thermostat Seal. 

25281 


V-6 2.5 L 


RX-8 




2009-2006 Integrated Housing Thermostat. 

49382 

212 

2-Cyl 1.3 L 




C240 

2011-2004 

Coolant Temperature Sensor. 

74027 


V-6 2.6 L 



2010-2004 

OE Exact Thermostat. 

♦48478 

180 

2005-2001 Integrated Housing Thermostat. 

.... ♦14569 

188 

Tribute j 

C250 

4-Cyl 2.0 L 




V-6 2.5 L 



2004-2001 

OE Type Thermostat 

❖13978 

180 

2012-2010 Integrated Housing Thermostat 

49382 

212 

2004-2001 

Premium Thermostat 

❖45978 

180 





♦ OE Temperature ❖Alternate Temperature 
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Thermostats for Passenger Cars and LightTrucks (1995 and Newer) 


Part Temp 

Application Number °F 

Part Temp 

Application Number °F 

Mercedes-Benz - Continued 

Mercedes-Benz - Continued 

C280 

E55AMG 

6-Cyl 2.8 L 

1997-1995 OE Exact Thermostat . >-48019 189 

V-8 5.5 L 

2006-1999 Integrated Housing Thermostat. ♦ 14569 188 

V-6 2.8L 

2000-1998 Integrated Housing Thermostat. ♦14569 188 

V-6 3.0 L 

2007-2006 Integrated Housing Thermostat. 49382 212 


E280 

V-6 3.0 L 

2007 Integrated Housing Thermostat 49382 212 

E300 

C300 

6-Cyl 3.0 L DIESEL 

1999-1995 OE Exact Thermostat >48658 185 

1999-1995 Thermostat Seal 25271 

V-6 3.0 L 

2009-2008 Integrated Housing Thermostat 49382 212 

V-6 3.0 L 

2012-2008 Integrated Housing Thermostat . 49382 212 

V-6 3.5 L 

2014-2013 Integrated Housing Thermostat 49382 212 

C320 

E320 

V-6 3.2 L 

2005-2001 Integrated Housing Thermostat. ♦14569 188 

V-6 3.2 L FLEX 

2005-2004 Integrated Housing Thermostat. ♦ 14569 188 

6-Cyl 3.2 L 

1997-1995 OE Exact Thermostat >48019 189 

6-Cyl 3.2 L DIESEL 

2006-2005 Integrated Housing Thermostat 49669 197 

V-6 3.0 L 

2009-2007 Integrated Housing Thermostat. 15398 188 

2009-2007 Integrated Housing Thermostat; W/ Heating 15279 189 

Connection. 

V-6 3.2 L 

2005-1998 Integrated Housing Thermostat >14569 188 

C350 

V-6 3.5 L 

2011-2006 Integrated Housing Thermostat 49382 212 

CL55AMG 

V-8 5.4 L 

V-8 5.5 L 

2006-2001 Integrated Housing Thermostat. ♦14569 188 

E350 

V-6 3.0 L 

2013-2011 Integrated Housing Thermostat 15398 188 

V-6 3.5 L 

2013 Integrated Housing Thermostat 49382 212 

2011-2006 Integrated Housing Thermostat 49382 212 

CL500 

V-8 5.0 L 

2006-1998 Integrated Housing Thermostat. ♦14569 188 

1999-1998 OE Type Thermostat; To Engine # 970 056885,971 14578 176 

026750, 972 013777, 974 010204, 975 020771 

E400 

CL600 

V-6 3.5 L 

2013 Integrated Housing Thermostat 49382 212 

V-12 6.0 L 

1999-1998 Integrated Housing Thermostat. 15338 189 

E420 

CLK55AMG 

V-8 4.2 L 

1997 OE Type Thermostat; 1st Design >14578 176 

1997 Integrated Housing Thermostat; 2nd Design >14598 176 

1995 OE Type Thermostat; 1st Design >14578 176 

1995 Integrated Housing Thermostat; 2nd Design. ^14598 176 

V-8 5.5 L 

2006-2001 Integrated Housing Thermostat. ♦ 14569 188 

CLK63AMG 

V-8 6.3 L 

2009-2007 Integrated Housing Thermostat. ♦14569 188 

E430 

CLK320 

V-8 4.3 L 

2002-1998 Integrated Housing Thermostat >14569 188 

V-6 3.2 L 

2005-1998 Integrated Housing Thermostat. ♦14569 188 

E500 

CLK350 

V-8 5.0 L 

2006-2003 Integrated Housing Thermostat. ♦14569 188 

V-6 3.5 L 

2009-2006 Integrated Housing Thermostat. ♦ 14569 188 

2009-2006 Integrated Housing Thermostat. 49382 212 

G55AMG 

V-8 5.4 L 

2010 Integrated Housing Thermostat >14569 188 

V-8 5.5 L 

2010-2003 Integrated Housing Thermostat >14569 188 

CLK430 

V-8 4.3 L 

2003-1999 Integrated Housing Thermostat. ♦14569 188 

CLK500 

G500 

V-8 5.0 L 

2006-2003 Integrated Housing Thermostat. ♦ 14569 188 

V-8 5.0 L 

2008-2002 Integrated Housing Thermostat >14569 188 

CLK550 

GL320 

V-8 5.5 L 

2009-2007 Integrated Housing Thermostat. ♦14569 188 

V-6 3.0 L 

2009-2007 Integrated Housing Thermostat. 15398 188 

CLS500 

GL350 

V-8 5.0 L 

2006 Integrated Housing Thermostat. ♦ 14569 188 

V-6 3.0 L 

2012-2010 Integrated Housing Thermostat 15398 188 


♦ OE Temperature 
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Thermostats for Passenger Cars and LightTrucks (1995 and Newer) 


Part Temp 

Application Number °F 

Part Temp 

Application Number °F 

Mercedes-Benz - Continued 

Mercedes-Benz - Continued 

GLK350 

S430 

V-6 3.5 L 

2012-2010 Integrated Housing Thermostat . 49382 212 

V-8 4.3 L 

2006-2000 Integrated Housing Thermostat. 4-14569 188 



ML55AMG 

S500 

V-8 5.5 L 

2003-2000 Integrated Housing Thermostat 4-14569 188 

V-8 5.0 L 

2006-2000 Integrated Housing Thermostat 414569 188 


1999-1995 OE Type Thermostat; 1st Design 414578 176 

1999-1995 Integrated Housing Thermostat; 2nd Design 414598 176 

ML320 

V-6 3.0 L 

2009-2007 Integrated Housing Thermostat 15398 188 

V-6 3.2 L 

2003-1998 Integrated Housing Thermostat 414569 188 

S600 

V-12 5.5L 


V-12 6.0L 

1999-1995 Integrated Housing Thermostat 15338 189 

ML350 

V-6 3.0 L 

2011-2010 Integrated Housing Thermostat. 15398 188 

V-6 3.5 L 

2011-2006 Integrated Housing Thermostat 49382 212 

SL55AMG 

V-8 5.5 L 

V-6 3.7 L 

2005-2003 Integrated Housing Thermostat .. 414569 188 


SL320 

6-Cyl 3.2 L 

1997-1995 OE Exact Thermostat 448019 189 

ML430 

V-8 4.3 L 

2001-1999 Integrated Housing Thermostat 414569 188 

SL500 

V-8 5.0 L 

2006-1999 Integrated Housing Thermostat 414569 188 

ML450 

V-6 3.5 L 

2011-2010 Integrated Housing Thermostat .. 49382 212 

1998-1995 OE Type Thermostat; 1st Design 414578 176 

1998-1995 Integrated Housing Thermostat; 2nd Design. 4-14598 176 

ML500 

SL600 

V-8 5.0 L 

2007-2002 Integrated Housing Thermostat 414569 188 

V-12 6.0L 

2002-1995 Integrated Housing Thermostat 15338 189 

R320 

SLK32AMG 

V-6 3.0 L 

2009-2007 Integrated Housing Thermostat . 15398 188 

V-6 3.2 L 

2004-2002 Integrated Housing Thermostat 414569 188 

R350 

SLK55AMG 

V-6 3.0 L 

2013-2010 Integrated Housing Thermostat . 15398 188 

V-8 5.5 L 

V-6 3.5 L 

2012-2006 Integrated Housing Thermostat .. 49382 212 


SLK230 

4-Cyl 2.3 L 

2004-1998 Integrated Housing Thermostat 414589 188 

R500 

V-8 5.0 L 

2007-2006 Integrated Housing Thermostat. 4-14569 188 

SLK280 

V-6 3.0 L 

2008-2006 Integrated Housing Thermostat 49382 212 

S55AMG 

V-8 5.4 L 

2003 Integrated Housing Thermostat. 4-14569 188 

V-8 5.5 L 

2005-2001 Integrated Housing Thermostat 414569 188 

SLK300 

V-6 3.0 L 

2011-2009 Integrated Housing Thermostat 49382 212 

SLK320 

S320 

V-6 3.2 L 

2004-2001 Integrated Housing Thermostat 414569 188 

6-Cyl 3.2 L 

1999-1995 OE Exact Thermostat. 4-48019 189 

SLK350 

S350 

V-6 3.5 L 

2011-2005 Integrated Housing Thermostat 49382 212 

6-Cyl 3.4 L DIESEL 

1995 OE Type Thermostat 413588 176 

1995 OE Exact Thermostat. 4-48658 185 

V-6 3.7 L 

2006 Integrated Housing Thermostat. 4-14569 188 

Sprinter 2500 

V-6 3.0 L 

2015-2010 Integrated Housing Thermostat 15398 188 

Sprinter 3500 

S400 

V-6 3.0 L 

2015-2010 Integrated Housing Thermostat 15398 188 

V-6 3.5 L 


Mercury 

S420 

Cougar 

V-8 4.2 L 

1999-1995 OE Type Thermostat; 1st Design 414578 176 

1999-1995 Integrated Housing Thermostat; 2nd Design. 4-14598 176 

4-Cyl 2.0 L 

2002-1999 Coolant Temperature Sensor 74057 

2002-1999 OE Type Thermostat 0-13978 180 


♦ OE Temperature <> Alternate Temperature 
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Thermostats for Passenger Cars and LightTrucks (1995 and Newer) 


Part Temp 

Application Number °F 

Part Temp 

Application Number °F 

Mercury - Continued 

Mercury - Continued 

1 Cougar-Continued 

1 Grand Marquis - Continued 1 


4-Cyl 2.0 L - Continued 

2002-1999 Premium Thermostat. 045978 180 

2002-1999 OE Type Thermostat ♦13979 195 

2002-1999 Premium Thermostat. ♦45979 195 

2002 Thermostat Seal. 25279 

2001- 1999 Thermostat Seal. 25290 

V-6 2.5 L 

2002- 2001 Coolant Temperature Sensor; For Retaining Clip. 74107 

2002-1999 OE Type Thermostat. *14138 180 

2002-1999 OE Type Thermostat. ♦14139 188 

2002-1999 Thermostat Seal 25290 

V-6 3.8 L 

1997-1995 Economy Thermostat. -0-13006 160 

1997-1995 Premium Thermostat. -045356 160 

1997-1995 Economy Thermostat. -013008 180 

1997-1995 Premium Thermostat. -045358 180 

1997-1995 Economy Thermostat. ♦13009 195 

1997-1995 Premium Thermostat. 4-45359 195 

1997 OE Type Thermostat. -013858 180 

1997 OE Type Thermostat. 413859 195 

1997 Thermostat Gasket. 25138 

1997 Thermostat Seal; To 1997 25279 

1996 Thermostat Seal. 25279 

1995 Thermostat Gasket. 25138 

V-84.6L 

1997-1995 OE Type Thermostat. -013398 180 

1997-1995 Premium Thermostat. -045398 180 

1997-1995 OE Type Thermostat. 413399 195 

1997-1995 Premium Thermostat. 445399 195 

1997-1995 Thermostat Seal 25290 

Grand Marquis 

V-84.6L 

2011-2007 Coolant Temperature Sensor. 74168 

2010-2008 OE Type Thermostat. 13778 180 

2010-2008 Premium Thermostat. 45779 192 

2010-2008 OE Type Thermostat. 13779 195 

2010- 2007 Premium Thermostat 45778 180 

2007-2002 OE Type Thermostat =13778 180 

2007-2002 Premium Thermostat 445779 192 

2007-2002 OE Type Thermostat 413779 195 

2007-1995 Thermostat Seal 25290 

2006-1998 Coolant Temperature Sensor; Cylinder Head 74168 

2005-2002 Premium Thermostat. -045778 180 

2001-1995 OE Type Thermostat. =13398 180 

2001-1995 Premium Thermostat -045398 180 

2001-1995 OE Type Thermostat. 413399 195 

2001-1995 Premium Thermostat 445399 195 

V-8 4.6 L FLEX 

2011- 2006 OE Type Thermostat. 413779 195 

2011-2006 Thermostat Seal. 25290 

2011 OE Type Thermostat. -013778 180 

2011 Premium Thermostat. -045778 180 

2011 Premium Thermostat. 445779 192 

2010 OE Type Thermostat. 13778 180 

2010 Premium Thermostat. 45778 180 

2010 Premium Thermostat. 45779 192 

2009-2006 OE Type Thermostat. -013778 180 

2009-2006 Premium Thermostat. 445779 192 

2009 Premium Thermostat *45778 180 


V-8 4.6 L FLEX-Continued 

2008-2007 Premium Thermostat 45778 180 

Marauder 

V-8 4.6 L 

2004-2003 Coolant Temperature Sensor; Cylinder Head 74168 

2004-2003 OE Type Thermostat 414089 188 

2004-2003 Thermostat Seal 25290 

Mariner 

4-Cyl 2.3 L 

2008 Integrated Housing Thermostat; W/O Sensor. 448708 180 

2008 Integrated Housing Thermostat; W/Sensor. 448672 208 

2007 Integrated Housing Thermostat; Dec. 31, 2006 & 448708 180 

Older; W/O Sensor. 

2007 Integrated Housing Thermostat; Jan. 1 & Newer; 448689 194 

W/Sensor. 

2006-2005 Integrated Housing Thermostat. 448689 194 

4-Cyl 2.3 L ELECTRIC/GAS 

2008 Integrated Housing Thermostat; W/O Sensor. 448708 180 

2008 Integrated Housing Thermostat; W/Sensor. 448672 208 

2007 Integrated Housing Thermostat; Dec. 31, 2006 & 448708 180 

Older; W/O Sensor 

2007 Integrated Housing Thermostat; Jan. 1 & Newer; 448689 194 

W/Sensor. 

2006 Integrated Housing Thermostat; W/O Sensor 448708 180 

2006 Integrated Housing Thermostat; W/Sensor. 448672 208 

4-Cyl 2.5 L 

2011-2009 Integrated Housing Thermostat; W/O Sensor 448708 180 

2011-2009 Integrated Housing Thermostat; W/Sensor 448672 208 

4-Cyl 2.5 L ELECTRIC/GAS 

2010-2009 Integrated Housing Thermostat; W/O Sensor. 448708 180 

2010- 2009 Integrated Housing Thermostat; W/Sensor. 448672 208 

V-6 3.0 L 

2011- 2009 Thermostat Seal 25285 

2011-2005 OE Type Thermostat *14138 180 

2011-2005 OE Type Thermostat 414139 188 

2008- 2005 Thermostat Seal 25290 

V-6 3.0 L FLEX 

2011-2010 OE Type Thermostat. *14138 180 

2011-2010 OE Type Thermostat. 414139 188 

2011-2010 Thermostat Seal 25285 

Milan 

4-Cyl 2.3 L 

2009- 2007 Coolant Temperature Sensor; Cooling System 74057 

2009-2006 Integrated Housing Thermostat; W/O Sensor. 448708 180 

2009-2006 Integrated Housing Thermostat; W/Sensor. 448672 208 

2006 Coolant Temperature Sensor; Threaded/Screw In. 74057 

4-Cyl 2.5 L 

2011-2010 Integrated Housing Thermostat; W/O Sensor. 448708 180 

2011-2010 Integrated Housing Thermostat; W/Sensor. 448672 208 

4-Cyl 2.5 L ELECTRIC/GAS 

2011-2010 Integrated Housing Thermostat; W/O Sensor. 448708 180 

2011-2010 Integrated Housing Thermostat; W/Sensor. 448672 208 

V-6 3.0 L 

2009-2006 OE Type Thermostat. 414139 188 

2009 Thermostat Seal; From 04/02/2009. 25285 

2009 Thermostat Seal; To 04/02/2009 . 25290 

2008-2006 Thermostat Seal 25290 

V-6 3.0 L FLEX 

2011-2010 OE Type Thermostat. 414139 188 

2011-2010 Thermostat Seal 25285 

2010 Premium Thermostat. 445779 192 


40E Temperature * Alternate Temperature 
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Thermostats for Passenger Cars and LightTrucks (1995 and Newer) 


Application 


Mercury - Continued 


Part Temp 
Number °F 


Montego 

V-6 3.0 L 

2007-2005 

Coolant Temperature Sensor. 

74107 


2007-2005 

OE Type Thermostat 

-*-14138 

180 

2007-2005 

Thermostat Seal. 

25290 


2006-2005 

OE Type Thermostat 

0-14139 

188 

Monterey 

V-6 4.2 L 

2007-2004 

Economy Thermostat 

013006 

160 

2007-2004 

Premium Thermostat 

045356 

160 

2007-2004 

Economy Thermostat 

013008 

180 

2007-2004 

Premium Thermostat 

045358 

180 

2007-2004 

Economy Thermostat 

013009 

195 

2007-2004 

Premium Thermostat 

♦45359 

195 

2007-2004 

Thermostat Gasket. 

25138 





Mountaineer 

V-6 4.0 L 

2010-2007 

Coolant Temperature Sensor. 

74057 


2010-2004 

OE Type Thermostat 

♦13649 

190 

2010-2004 

Thermostat Seal. 

25271 


2010-2002 

OE Exact Thermostat. 

049379 

198 

2010-2002 

OE Type Thermostat. 

♦15249 

190 

2006-2004 

OE Type Thermostat. 

013648 

174 

2006 

Coolant Temperature Sensor; Aluminum Housing. 

74057 


2006 

Coolant Temperature Sensor; Plastic Housing. 

74107 


2005-2002 

Coolant Temperature Sensor. 

74168 


2002-1998 

OE Type Thermostat. 

013648 

174 

2002-1998 

OE Type Thermostat. 

♦ 13649 

190 

2002-1998 

Thermostat Seal. 

25271 


2001-1998 

Coolant Temperature Sensor. 

74057 


2001-1998 

OE Type Thermostat. 

15259 

190 

V-6 4.0 L FLEX 



2005-2002 

OE Type Thermostat. 

013648 

174 

2005-2002 

OE Type Thermostat. 

♦13649 

190 

2005-2002 

Thermostat Seal. 

25271 

V-84.6L 



2010-2002 

Premium Thermostat. 

♦45779 

192 

2010-2002 

OE Type Thermostat 

♦ 13779 

195 

2010-2002 

Thermostat Seal 

25290 

2009-2002 

OE Type Thermostat 

013778 

180 

2006-2002 

Premium Thermostat 

045778 

180 

2005-2002 

Coolant Temperature Sensor. 

74168 


V-8 5.0L 



2001-1998 

Coolant Temperature Sensor. 

74057 


2001-1997 

Economy Thermostat 

013006 

160 

2001-1997 

Premium Thermostat 

045356 

160 

2001-1997 

Economy Thermostat 

013008 

180 

2001-1997 

Premium Thermostat 

045358 

180 

2001-1997 

Economy Thermostat 

♦13009 

195 

2001-1997 

Premium Thermostat 

♦45359 

195 

2001-1997 

Thermostat Gasket. 

25150 





Mystique 

4-Cyl 2.0 L 

2000-1995 

OE Type Thermostat 

013978 

180 

2000-1995 

Premium Thermostat 

045978 

180 

2000-1995 

OE Type Thermostat 

♦13979 

195 

2000-1995 

Premium Thermostat 

♦45979 

195 

2000-1995 

Thermostat Seal 

25279 


2000 

Coolant Temperature Sensor. 

74107 


1999 

Coolant Temperature Sensor; Clip In Style. 

74107 



Application 


Mercury - Continued 


Part Temp 
Number °F 


Mystique - Continued 

4-Cyl 2.0 L 

- Continued 



1999 

Coolant Temperature Sensor; O-Ring Seal At Top Of 
Threads 

74057 


1998-1997 

Coolant Temperature Sensor. 

74057 


V-6 2.5 L 



2000-1997 

OE Type Thermostat. 

-0-14138 

180 

2000-1997 

OE Type Thermostat. 

♦14139 

188 

2000-1995 

Thermostat Seal 

25290 

1996-1995 

OE Type Thermostat. 

♦14138 

180 

1996-1995 

OE Type Thermostat. 

-014139 

188 

Sable 

V-6 3.0 L 

2005-1999 

OE Type Thermostat. 

-014138 

180 

2005-1999 

OE Type Thermostat. 

♦ 14139 

188 

2005-1996 

Thermostat Seal 

25290 


2005-1995 

Economy Thermostat. 

-013006 

160 

2005-1995 

Premium Thermostat 

045356 

160 

2005-1995 

Economy Thermostat. 

013008 

180 

2005-1995 

Premium Thermostat. 

045358 

180 

2005-1995 

Economy Thermostat. 

♦13009 

195 

2005-1995 

Premium Thermostat. 

♦45359 

195 

2005-1995 

Thermostat Gasket; 3-Hole Gasket. 

25183 

2004-2002 

OE Type Thermostat. 

14139 

188 

1999 

OE Type Thermostat. 

013858 

180 

1999 

OE Type Thermostat. 

♦13859 

195 

1998-1996 

OE Type Thermostat. 

♦14138 

180 

1998-1996 

OE Type Thermostat. 

014139 

188 

V-6 3.0 L FLEX 



2005-2003 

Economy Thermostat. 

013006 

160 

2005-2003 

Premium Thermostat . 

045356 

160 

2005-2003 

Economy Thermostat. 

013008 

180 

2005-2003 

Premium Thermostat 

045358 

180 

2005-2003 

Economy Thermostat 

♦13009 

195 

2005-2003 

Premium Thermostat 

♦45359 

195 

2005-2003 

Thermostat Gasket; 3-Hole Gasket 

25183 

2001 

Economy Thermostat. 

013006 

160 

2001 

Premium Thermostat 

045356 

160 

2001 

Economy Thermostat. 

013008 

180 

2001 

Premium Thermostat 

045358 

180 

2001 

Economy Thermostat. 

♦13009 

195 

2001 

Premium Thermostat 

♦45359 

195 

2001 

Thermostat Gasket; 3-Hole Gasket 

25183 

V-6 3.5 L 

2009-2008 

OE Exact Thermostat 

49368 

180 

2009-2008 

OE Type Thermostat. 

♦ 14138 

180 

2009-2008 

Thermostat Seal 

25290 


2008 

OE Type Thermostat. 

014139 

188 

V-6 3.8 L 

1995 

Economy Thermostat. 

013006 

160 

1995 

Premium Thermostat. 

045356 

160 

1995 

Economy Thermostat. 

013008 

180 

1995 

Premium Thermostat. 

045358 

180 

1995 

Economy Thermostat. 

♦13009 

195 

1995 

Premium Thermostat. 

♦45359 

195 

1995 

Thermostat Gasket; 2-Hole Gasket. 

25138 





Tracer 

4-Cyl 1.8 L 

1996-1995 

Coolant Temperature Sensor. 

74045 


1996-1995 

OE Type Thermostat. 

013868 

180 

1996-1995 

Premium Thermostat. 

045868 

180 
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Thermostats for Passenger Cars and LightTrucks (1995 and Newer) 


Part Temp 

Application Number °F 

Part Temp 

Application Number °F 

Mercury - Continued 

Mitsubishi - Continued 

Tracer-Continued 

3000GT - Continued 

4-Cyl 1.8 L - Continued 

1996-1995 OE Type Thermostat. +13869 195 

V-6 3.0 L - Continued 

1999-1995 OE Type Thermostat 414127 170 

1996-1995 Premium Thermostat. +45869 195 

1999-1995 OE Type Thermostat . -0-14128 180 

1996-1995 Thermostat Gasket 25168 

1999 Thermostat Seal. 25283 

4-Cyl 1.9 L 

1996-1995 OE Type Thermostat -v-13828 180 

1998-1997 OE Type Thermostat 013868 180 

1996-1995 Premium Thermostat 045828 180 

1996-1995 OE Type Thermostat 4-13820 192 

1998-1997 OE Type Thermostat 013869 195 

1996-1995 Premium Thermostat 445820 192 

1996-1995 Thermostat Gasket 25168 

1996-1995 OE Type Thermostat 4-13829 195 

1996-1995 Thermostat Seal. 25283 

1996-1995 Premium Thermostat 445829 195 

Diamante 

1996-1995 Thermostat Gasket 25174 

4-Cyl 2.0 L 

1999-1997 OE Type Thermostat 414990 192 

1999-1997 Thermostat Gasket 25174 

V-6 3.0 L 

1996-1995 OE Type Thermostat 014127 170 

1996-1995 OE Type Thermostat 414128 180 

1996-1995 Thermostat Gasket. 25187 

Villager 

1996-1995 Thermostat Sea! 25283 

V-6 3.0L 

1998-1995 OE Type Thermostat 4-M3947 170 

1998-1995 Premium Thermostat 4-1-45947 170 

1998-1995 OE Type Thermostat -1-413948 180 

1996 Coolant Temperature Sensor. 74020 

1995 Coolant Temperature Sensor; From 01/06/1993 . 74020 

1995 OE Type Thermostat. 413868 180 

1998-1995 Premium Thermostat -1-445948 180 

V-6 3.3 L 

2002-1999 OE Type Thermostat 4-1-13947 170 

2002-1999 Premium Thermostat.. .. 0*1*45947 170 

2002-1999 OE Type Thermostat -1-413948 180 

1995 OE Type Thermostat. 413869 195 

1995 Premium Thermostat. +45869 195 

1995 Thermostat Gasket. 25167 

V-6 3.5 L 

2002-1999 Premium Thermostat. -1-445948 180 

2004-1997 OE Type Thermostat. 014127 170 

2004-1997 OE Type Thermostat. 414128 180 

Mini 

Cooper 

2004-1997 Thermostat Sea! 25283 

1998-1997 Thermostat Gasket. 25167 

3-Cyl 1.5 L 

2017-2014 Coolant Temperature Sensor; Radiator Hose. 74254 

Eclipse 

4-Cyl 1.6 L 

2015-2014 Coolant Temperature Sensor; Radiator Hose. 74254 

2013 Integrated Housing Thermostat; To 02/2013. 49412 221 

4-Cyl 2.0 L 

1999-1997 Coolant Temperature Sensor. 74172 

1999-1997 Thermostat Seal. 25288 

1999-1995 Coolant Temperature Sensor. 74020 

2008-2007 OE Type Thermostat. 14209 195 

1999-1995 OE Type Thermostat. 014077 170 

1999-1995 OE Exact Thermostat.. 448168 180 


1999-1995 OE Type Thermostat . 014078 180 

2006-2002 OE Type Thermostat. 414209 195 

4-Cyl 2.0 L 

2017-2014 Coolant Temperature Sensor; Radiator Hose. 74254 

1999-1995 OE Type Thermostat 014209 195 

1999-1995 Premium Thermostat. 045209 195 

1998-1995 Thermostat Seal 25286 

Cooper Clubman 

1997 Thermostat Gasket 25167 

3- Cyl 1.5 L 

2017-2016 Coolant Temperature Sensor; Radiator Hose 74254 

4- Cyl 2.0 L 

2017-2016 Coolant Temperature Sensor; Radiator Hose. 74254 

1996 Coolant Temperature Sensor; From 01/07/1996 74172 

1996 Thermostat Gasket 25168 

1995 Coolant Temperature Sensor 74043 

1995 Thermostat Gasket 25167 

Cooper Countryman 

4-Cyl 2.4 L 

3- Cyl 1.5 L 

2017 Coolant Temperature Sensor; Radiator Hose. 74254 

4- Cyl 1.6 L 

2013 Integrated Housing Thermostat; To 02/2013. 49412 221 

2012-2011 Integrated Housing Thermostat 49412 221 

2012-1996 Coolant Temperature Sensor 74020 

2010-1996 Thermostat Seal 25286 

2010 OE Exact Thermostat 048168 180 

2009-2006 OE Exact Thermostat 448168 180 

2009-2006 OE Type Thermostat 414078 180 

4-Cyl 2.0 L 

2017 Coolant Temperature Sensor; Radiator Hose. 74254 

2006 OE Type Thermostat. 014077 170 

2005-2000 OE Exact Thermostat. +48239 180 

Mitsubishi 

2005-2000 OE Type Thermostat. 414389 190 

1999-1996 OE Type Thermostat. +14077 170 

1999-1996 OE Exact Thermostat. +48168 180 

1999-1996 OE Type Thermostat. 414078 180 

V-6 3.0 L 

2005-2002 OE Type Thermostat. 414128 180 

3000GT 

V-6 3.0 L 

1999-1997 Thermostat Gasket. 25187 

1999-1995 Coolant Temperature Sensor. 74020 

1999-1995 OE Exact Thermostat . 448217 170 


♦ OE Temperature ^Alternate Temperature 

-i-Gasket not required, use silicone 


319 







































































































Thermostats for Passenger Cars and LightTrucks (1995 and Newer) 


Application 


Part 

Number 

Temp 

°F 

Application 

Part 

Number 

Temp 

°F 

Mitsubishi - Continued 



Mitsubishi - Continued 



Eclipse 

- Continued 



Lancer 1 

V-6 3.0L- 

Continued 



4-Cyl 2.0 L 



2005-2000 

Coolant Temperature Sensor. 

74020 


2017-2002 Coolant Temperature Sensor. 

74020 


2005-2000 

OE Type Thermostat 

❖14127 

170 

2015-2008 OE Type Thermostat. 

♦14719 

180 

2005-2000 

Thermostat Seal. 

25283 


2007-2002 OE Type Thermostat. 

❖14077 

170 

2001-2000 

OE Type Thermostat 

❖14128 

180 

2007-2002 OE Exact Thermostat 

♦48168 

180 

V-6 3.8L 




2007-2002 OE Type Thermostat. 

♦14078 

180 

2012-2006 

Coolant Temperature Sensor. 

74020 


2007-2002 Thermostat Seal 

25286 


2011-2006 

OE Type Thermostat 

❖14128 

180 

4-Cyl 2.4 L 



2010-2006 

Thermostat Seal 

25283 


2017-2009 Coolant Temperature Sensor 

74020 


2009-2006 

OE Type Thermostat 

. ❖14127 

170 

2010-2009 OE Type Thermostat. 

♦14719 

180 

Endeavor 



2006-2004 Coolant Temperature Sensor 

. 74020 


V-6 3.8L 




2006-2004 OE Type Thermostat. 

. *14077 

170 

2011-2010 


74020 


2006-2004 OE Exact Thermostat 

♦48168 

180 

2011-2010 

OE Type Thermostat 

. ❖14128 

180 

2006-2004 OE Type Thermostat. 

. ♦14078 

180 

2008-2004 

Coolant Temperature Sensor. 

. 74020 


2006-2004 Thermostat Seal 

. 25286 


2008-2004 

Thermostat Seal. 

. 25283 


Miahtv Max 

2008 

OE Type Thermostat 

. ❖14127 

170 

4-Cyl 2.4 L 



2008 

OE Type Thermostat 

. ♦14128 

180 

1996-1995 OE Type Thermostat. 

. ❖13868 

180 

2007-2004 

OE Type Thermostat 

. ❖14128 

180 

1996-1995 Premium Thermostat 

❖45868 

180 

2006-2004 

OE Type Thermostat 

. *14127 

170 

1996-1995 OE Type Thermostat 

♦13869 

195 

Expo 




1996-1995 Premium Thermostat. 

♦45869 

195 

4-Cyl 2.4 L 




1996-1995 Thermostat Gasket. 

. 25187 


1995 

Coolant Temperature Sensor. 

. 74020 


Mirage 1 

1995 

OE Type Thermostat. 

. ❖14077 

170 

3-Cyl 1.2 L 



1995 

OE Exact Thermostat. 

♦48168 

180 

2017 Coolant Temperature Sensor. 

74020 


1995 

OE Type Thermostat. 

. ♦14078 

180 

2015-2014 Coolant Temperature Sensor. 

74020 


1995 

Thermostat Seal. 

. 25286 


4-Cyl 1.5 L 



Galant 




2002-1997 Coolant Temperature Sensor. 

. 74020 


4-Cyl 2.4 L 




2002-1997 OE Type Thermostat. 

. ❖14077 

170 

2012-1995 

Coolant Temperature Sensor. 

74020 


2002-1997 OE Exact Thermostat. 

♦48168 

180 

2010-2009 

OE Exact Thermostat. 

❖48168 

180 

2002-1997 OE Type Thermostat. 

. ♦14078 

180 

2009-2004 

OE Type Thermostat. 

. ❖14077 

170 

2002-1997 Thermostat Seal 

25286 


2009-1995 

Thermostat Seal. 

25286 


1996-1995 OE Type Thermostat. 

. ❖13868 

180 

2009 

OE Type Thermostat. 

. ❖14078 

180 

1996-1995 Premium Thermostat 

❖45868 

180 

2008-2004 

OE Exact Thermostat. 

♦48168 

180 

1996-1995 OE Type Thermostat. 

♦13869 

195 

2008-2004 


♦14078 

180 

1996-1995 Premium Thermostat . 

♦45869 

195 

2003-1999 

OE Exact Thermostat. 

❖48239 

180 

1996-1995 Thermostat Gasket 

25187 


2003-1999 

OE Type Thermostat 

♦14389 

190 

4-Cyl 1.8 L 



1998-1995 


♦14077 

170 

2002-1995 Coolant Temperature Sensor. 

74020 


1998-1995 

OE Exact Thermostat. 

♦48168 

180 

2002-1995 OE Type Thermostat. 

. ❖14077 

170 

1998-1995 


♦14078 

180 

2002-1995 OE Exact Thermostat. 

♦48168 

180 

V-6 3.0L 



2002-1995 OE Type Thermostat 

♦14078 

180 

2003-1999 

Coolant Temperature Sensor. 

74020 


2002-1995 Thermostat Seal 

25286 


2003-1999 

OE Type Thermostat 

. ❖14127 

170 

Mirage G4 

2003-1999 

OE Type Thermostat 

. *14128 

180 

3-Cyl 1.2 L 



2003-1999 

Thermostat Seal. 

25283 


2017 Coolant Temperature Sensor 

74020 


1999 

OE Exact Thermostat. 

. *48168 

180 

Montero 

V-6 3.8L 




V-6 3.0 L 



2009-2007 

OE Type Thermostat 

♦14128 

180 

1996-1995 Coolant Temperature Sensor 

74020 


2009-2004 

Coolant Temperature Sensor. 

. 74020 



♦14127 

170 

2009-2004 

OE Type Thermostat 

. *14127 

170 

1996-1995 OE Type Thermostat. 

♦14128 

180 

2009-2004 

Thermostat Seal 

. 25283 


1996-1995 Thermostat Gasket 

25187 


2006-2004 

OE Type Thermostat 

. ❖14128 

180 

1996-1995 Thermostat Seal 

25283 


i-MiEV 

V-6 3.5 L 



2017-2016 

Coolant Temperature Sensor 

74020 


2002-1995 Coolant Temperature Sensor 

74020 


2014 

Coolant Temperature Sensor. 

. 74020 


2002-1995 OE Type Thermostat. 

. *14127 

170 

2012 

Coolant Temperature Sensor. 

. 74020 


2002-1995 OE Type Thermostat. 

♦14128 

180 





2002-1995 Thermostat Seal 

. 25283 



♦ OE Temperature ❖Alternate Temperature 
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Thermostats for Passenger Cars and LightTrucks (1995 and Newer) 


Application 


Mitsubishi - Continued 


Montero - Continued 

V-6 3.8 L 

2006-2003 Coolant Temperature Sensor 74020 

2006-2003 OE Type Thermostat *-14127 

2006-2003 OE Type Thermostat 4-14128 

2006-2003 Thermostat Seal 25283 

Montero Sport 


Part Temp 
Number °F 


170 

180 


Application 


Mitsubishi - Continued 


RVR 

4-Cyl 2.0 L 

2017-2011 Coolant Temperature Sensor .. 

4-Cyl 2.4 L 

2017-2015 Coolant Temperature Sensor 


Part Temp 
Number °F 


74020 


74020 


Nissan 


200SX 


4-Cyl 2.4 L 


1999-1997 

Coolant Temperature Sensor 

74020 


1999-1997 

OE Type Thermostat 

. -0-14077 

170 

1999-1997 

OE Exact Thermostat 

448168 

180 

1999-1997 

OE Type Thermostat 

414078 

180 

1999-1997 

Thermostat Seal 

25286 


V-6 3.0 L 

2003-1999 

Thermostat Seal 

25283 


2003-1997 

Coolant Temperature Sensor. 

. 74020 


2003-1997 

OE Type Thermostat 

. 014127 

170 

2003-1997 

OE Type Thermostat 

. 414128 

180 

1998 

Thermostat Seal 

. 25286 


1997 

Thermostat Seal 

. 25283 


V-6 3.5 L 

2007 

OE Type Thermostat 

. 014127 

170 

2007 

OE Type Thermostat 

. 414128 

180 

2004-1999 

Coolant Temperature Sensor 

. 74020 


2004-1999 

OE Type Thermostat. 

. 014127 

170 

2004-1999 

OE Type Thermostat. 

. 414128 

180 

2004-1999 

Thermostat Seal. 

. 25283 



Outlander 

4-Cyl 2.4 L 


2017-2008 

Coolant Temperature Sensor. 

74020 


2010-2009 

OE Type Thermostat. 

. 414719 

180 

2008 

OE Type Thermostat. 

. =14077 

170 

2008 

OE Type Thermostat. 

414078 

180 

2008 

Thermostat Seal. 

25286 


2006-2004 

OE Type Thermostat. 

. =14077 

170 

2006-2004 

OE Exact Thermostat 

448168 

180 

2006-2004 

OE Type Thermostat 

414078 

180 

2006-2003 

Coolant Temperature Sensor 

74020 

2006-2003 

Thermostat Seal 

25286 


2003 

OE Exact Thermostat 

448239 

180 

2003 

OE Type Thermostat 

414389 

190 

V-6 3.0 L 

2017-2007 

Coolant Temperature Sensor. 

74020 


2016-2007 

OE Type Thermostat 

414128 

180 

2010-2007 

OE Type Thermostat 

. =-14127 

170 

2010-2007 

Thermostat Seal 

25283 



Outlander Sport 

4-Cyl 2.0 L 

2017-2011 Coolant Temperature Sensor 74020 

4-Cyl 2.4 L 


2017-2015 

Coolant Temperature Sensor. 

74020 


Raider 

V-6 3.7 L 




2009-2006 

OE Type Thermostat 

414369 

195 

2008 

Coolant Temperature Sensor; To 03/01/2008 

74172 


2007-2006 

Coolant Temperature Sensor 

74172 


V-84.7L 




2007-2006 

Coolant Temperature Sensor. 

74172 


2007-2006 

OE Type Thermostat. 

414369 

195 


4-Cyl 1.6 L 

1998-1995 Coolant Temperature Sensor 74000 

1998-1995 OE Exact Thermostat. -S-448368 170 

1998-1995 OE Type Thermostat -S-413758 180 

1998-1995 Premium Thermostat. -S-445758 180 

4-Cyl 2.0 L 

1998-1995 Coolant Temperature Sensor 74000 

1998-1995 OE Exact Thermostat -r 448447 170 

1998-1995 OE Type Thermostat. -i-413967 170 

1998-1995 Premium Thermostat. -i-445967 170 

1998-1995 OE Type Thermostat. 4-M3968 180 

240SX 

4-Cyl 2.4 L 

1998-1996 Coolant Temperature Sensor. 74000 

1998-1995 OE Exact Thermostat. •••♦48447 170 

1998-1995 OE Type Thermostat. -I-+13967 170 

1998-1995 Premium Thermostat. ♦45967 170 

1998-1995 OE Type Thermostat. ❖•M3968 180 

1995 Coolant Temperature Sensor; From 07/1995. 74000 

300ZX 

V-6 3.0 L 

1996-1995 OE Exact Thermostat. •£•♦48177 170 

1996-1995 OE Type Thermostat. •£•♦13947 170 

1996-1995 Premium Thermostat. ♦45947 170 

1996-1995 OE Type Thermostat. ❖•M3948 180 

1996-1995 Premium Thermostat. ❖•1*45948 180 

1996 Coolant Temperature Sensor. 74000 

1995 Coolant Temperature Sensor; From 07/1995. 74000 


350Z 

V-6 3.5 L 

2009-2007 
2009-2003 

2009- 2003 
2006-2003 

370Z 

V-6 3.7 L 

2017-2014 OE Type Thermostat 

2016-2009 Coolant Temperature Sensor. 

2015-2009 Thermostat Gasket. 

2013-2011 OE Type Thermostat; Excludes Housing 
2013-2011 Integrated Housing Thermostat; Includes Housing 

2010- 2009 OE Type Thermostat 
2010-2009 Integrated Housing Thermostat 

Almera 

4-Cyl 1.8 L 

2005-2001 OE Type Thermostat 414707 170 

Altima 

4-Cyl 2.4 L 

2001-1995 
2001-1995 
2001-1995 
2001-1995 


Integrated Housing Thermostat. 414318 180 

Coolant Temperature Sensor 74000 

Thermostat Gasket 25191 

Integrated Housing Thermostat 414668 180 


13947 

170 

74000 


25191 


414138 

180 

414318 

180 

13947 

170 

414318 

180 


Coolant Temperature Sensor. 

OE Exact Thermostat. 

OE Type Thermostat. 

Premium Thermostat. 


74000 

•••448447 170 

•1-413967 170 

•1-445967 170 


40E Temperature 

■i-Gasket not required, use silicone 


❖Alternate Temperature 
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Thermostats for Passenger Cars and LightTrucks (1995 and Newer) 


Application 


Part 

Number 

Temp 

°F 

Application 


Part 

Number 

Temp 

°F 

Nissan 

- Continued 



Nissan 

- Continued 



Altima - 

Continued 



Frontier 

- Continued 



4-Cyl 2.4 L 

- Continued 



4-Cyl 2.4 L 

- Continued 



2001-1995 

OE Type Thermostat. 

❖“13968 

180 

2001-1998 

OE Type Thermostat. 

❖4-13968 

180 

4-Cyl 2.5 L 




4-Cyl 2.5 L 




2017-2015 

OE Type Thermostat 

14678 

180 

2017-2015 

OE Type Thermostat. 

14678 

180 

2015 

OE Type Thermostat. 

15112 

205 

2016-2005 

Coolant Temperature Sensor. 

74000 


2014-2002 

OE Type Thermostat; Lower. 

❖ 14678 

180 

2014 

OE Type Thermostat; Lower. 

♦ 14678 

180 

2014-2002 

OE Type Thermostat; Upper. 

❖15112 

205 

2013-2009 

OE Type Thermostat. 

♦ 14678 

180 

2006 

Coolant Temperature Sensor. 

74000 


2008-2005 

OE Type Thermostat; Lower. 

♦14678 

180 

2005 

Coolant Temperature Sensor; From 04/2005 

74000 


V-6 3.3 L 




2004-2002 


74000 


2004-1999 

Coolant Temperature Sensor 

74000 


4-Cyl 2.5 L 

ELECTRIC/GAS 



2004-1999 

OE Type Thermostat. 

❖•M3947 

170 

2011-2007 

OE Type Thermostat; Lower. 

♦14678 

180 

2004-1999 

Premium Thermostat. 

❖•1-45947 

170 

2011-2007 

OE Type Thermostat; Upper. 

❖15112 

205 

2004-1999 

OE Exact Thermostat 

❖♦48138 

180 

V-6 3.5L 




2004-1999 

OE Type Thermostat. 

❖❖13948 

180 

2017-2016 

Integrated Housing Thermostat. 

15238 

180 

2004-1999 

Premium Thermostat 

•I-+45948 

180 

2015-2007 

Integrated Housing Thermostat. 

❖15238 

180 

V-6 4.0 L 




2015-2002 

Thermostat Gasket. 

25191 


2016-2014 

Integrated Housing Thermostat. 

14668 

180 

2006-2005 

Coolant Temperature Sensor. 

74000 


2016-2005 

Coolant Temperature Sensor. 

74000 


2006-2002 

Integrated Housing Thermostat. 

❖ 14778 

180 

2013-2005 

Integrated Housing Thermostat. 

♦ 14668 

180 

2004 

Coolant Temperature Sensor; From 01/2004 

74000 


2011-2005 

Thermostat Gasket 

25191 










2003-2002 

Coolant Temperature Sensor. 

74000 


GT-R 

Aprio 




V-6 3.8 L 




4-Cyl 1.6 L 




2016-2009 

Coolant Temperature Sensor. 

74000 


2010 

OE Type Thermostat 

♦ 15179 

195 

2015-2009 

Thermostat Gasket 

25191 


2010 

Thermostat Seal 

25280 


Juke 




2008 

OE Type Thermostat. 

❖15179 

195 

4-Cyl 1.6 L 




2008 

Thermostat Seal. 

25280 


2017-2014 

OE Type Thermostat. 

15138 

180 

Armada 




2016-2011 

Coolant Temperature Sensor; Location Water Outlet 

74000 


V-8 5.6 L 




2013-2011 

OE Type Thermostat; Lower. 

❖15138 

180 

2015-2014 

OE Type Thermostat. 

14128 

180 

2013-2011 

OE Type Thermostat; Upper. 

♦15112 

205 









2015-2005 

Coolant Temperature Sensor. 

74000 


Maxima 

2013-2005 

OE Type Thermostat. 

❖14128 

180 

V-6 3.0 L 




2012-2005 

OE Type Thermostat. 

❖14127 

170 

2001-2000 

OE Type Thermostat; Driver Side. 

❖15112 

205 

2012-2005 

Thermostat Seal. 

25283 


2001-2000 


14318 

180 

V-8 5.6 L FLEX 



2001-2000 

Thermostat Gasket; Inlet. 

25191 


2013-2007 

OE Type Thermostat. 

❖ 14128 

180 

2001-1995 

Coolant Temperature Sensor. 

74000 


2012-2007 

OE Type Thermostat. 

❖14127 

170 

1999-1995 

OE Type Thermostat. 

13947 

170 

2012-2007 

Thermostat Seal. 

25283 


1999-1995 

Integrated Housing Thermostat. 

♦ 14318 

180 

Cube 




1999-1995 

Thermostat Gasket. 

25191 


4-Cyl 1.8 L 




V-6 3.5 L 




2014-2013 

Coolant Temperature Sensor. 

74000 


2017-2016 

Integrated Housing Thermostat. 

15238 

180 

2014 

OE Type Thermostat. 

15138 

180 

2014-2009 

Integrated Housing Thermostat. 

❖15238 

180 

2013-2009 

OE Type Thermostat; Lower. 

♦ 15138 

180 

2014-2002 

Thermostat Gasket. 

25191 


2013-2009 

OE Type Thermostat; Upper. 

♦15112 

205 

2008-2002 

Coolant Temperature Sensor. 

74000 


2012-2011 

Coolant Temperature Sensor; Location Water Outlet... 

74000 


2008-2002 

Integrated Housing Thermostat. 

❖14778 

180 

2010-2009 

Coolant Temperature Sensor. 

74000 


Micra i 

Frontier 




4-Cyl 1.6 L 




4-Cyl 2.4 L 




2017-2016 

OE Type Thermostat. 

15138 

180 

2014 

OE Type Thermostat; Lower. 

❖ 14678 

180 

Murano \ 

2014 

OE Type Thermostat; Upper. 

❖15112 

205 

4-Cyl 2.5 L 




2004-2002 

OE Exact Thermostat 

❖48447 

170 

2016 

OE Type Thermostat. 

14678 

180 

2004-2002 

OE Type Thermostat 

❖ 13967 

170 

V-6 3.5 L 




2004-2002 

Premium Thermostat 

♦45967 

170 

2017-2016 

Integrated Housing Thermostat. 

15238 

180 

2004-2002 

OE Type Thermostat 

❖13968 

180 

2015-2009 

Integrated Housing Thermostat. 

❖15238 

180 

2004-2002 

Thermostat Gasket. 

25173 


2015-2009 

Thermostat Gasket . 

25191 


2004-1998 

Coolant Temperature Sensor. 

74000 


2014-2011 

Coolant Temperature Sensor. 

74000 


2001-1998 

OE Exact Thermostat 

•••❖48447 

170 

2010 

Coolant Temperature Sensor; To 07/2010 

74000 


2001-1998 

OE Type Thermostat 

❖❖I 3967 

170 

2009 

Coolant Temperature Sensor. 

74000 


2001-1998 

Premium Thermostat 

•^•❖45967 

170 

2007-2003 

Coolant Temperature Sensor. 

74000 











❖ OE Temperature ❖Alternate Temperature 

❖Gasket not required, use silicone 
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Thermostats for Passenger Cars and LightTrucks (1995 and Newer) 


Application 


Nissan - Continued 


Murano - Continued 


Part Temp 
Number °F 


NV200 

4-Cyl 2.0 L 



2017-2014 OE Type Thermostat 

15138 

180 

2016-2013 Coolant Temperature Sensor 

74000 


2013 OE Type Thermostat 

415138 

180 

N VI500 

V-6 4.0 L 



2016-2015 Integrated Housing Thermostat. 

14668 

180 

2016-2012 Coolant Temperature Sensor 

74000 


2014-2012 Integrated Housing Thermostat. 

. 414668 

180 

NV2500 

V-6 4.0 L 



2016-2015 Integrated Housing Thermostat. 

14668 

180 

2016-2012 Coolant Temperature Sensor 

74000 


2014-2012 Integrated Housing Thermostat 

. 414668 

180 

V-8 5.6L 



2016-2012 Coolant Temperature Sensor 

. 74000 


2015-2013 OE Type Thermostat. 

. 14128 

180 

2012 OE Type Thermostat 

. 414128 

180 

NV3500 




V-6 3.5 L - Continued 

2007-2003 Integrated Housing Thermostat. 
2007-2003 Thermostat Gasket 


4-14778 

25191 


Pathfinder 


180 


V-6 4.0 L 

2016-2015 

Integrated Housing Thermostat. 

14668 

180 

2016-2012 

Coolant Temperature Sensor 

74000 


2014-2012 

Integrated Housing Thermostat. 

. 414668 

180 

V-8 5.6 L 

2016-2012 

Coolant Temperature Sensor. 

74000 


2015-2013 

OE Type Thermostat. 

. 14128 

180 

2012 

OE Type Thermostat 

414128 

180 


4-Cyl 2.5 

. ELECTRIC/GAS 



2014 

OE Type Thermostat; Lower 

414678 

180 

2014 

OE Type Thermostat; Upper. 

415112 

205 

V-6 3.0 L 

1995 

OE Type Thermostat 

-1-413947 

170 

1995 

Premium Thermostat. 

-1-445947 

170 

1995 

OE Type Thermostat. 

❖4-13948 

180 

1995 

Premium Thermostat. 

❖4-45948 

180 

V-6 3.3 L 

2000-1998 

OE Exact Thermostat. 

4-448138 

180 

2000-1996 

Coolant Temperature Sensor. 

74000 


2000-1996 

OE Type Thermostat. 

4-413947 

170 

2000-1996 

Premium Thermostat. 

4-445947 

170 

2000-1996 

OE Type Thermostat. 

❖4-13948 

180 

2000-1996 

Premium Thermostat. 

❖4-45948 

180 

V-6 3.5 L 

2017-2016 

Integrated Housing Thermostat. 

15238 

180 

2015-2013 

Integrated Housing Thermostat. 

❖15238 

180 

2015-2013 

Thermostat Gasket. 

25191 

2004-2001 

Coolant Temperature Sensor 

74000 


2004-2001 

Integrated Housing Thermostat. 

414668 

180 

2004-2001 

Thermostat Gasket 

25191 

2004 

OE Type Thermostat 

15112 

205 

2003 

OE Type Thermostat; Valve Assembly-Water Control; 
Outlet 

15112 

205 

2002-2001 

OE Type Thermostat; Valve Assembly-Water Control; 
outlet 

15112 

205 


Application 


Nissan - Continued 


Part Temp 
Number °F 


Pathfinder - Continued 

V-6 4.0 L 

2012-2005 

Coolant Temperature Sensor. 

74000 


2012-2005 

Integrated Housing Thermostat. 

414668 

180 

2010-2005 

Thermostat Gasket. 

25191 

V-8 5.6 L 



2012-2008 

Coolant Temperature Sensor. 

74000 


2012 

OE Type Thermostat 

14128 

180 

2011-2008 

OE Type Thermostat 

414128 

180 

2010-2008 

OE Type Thermostat 

❖14127 

170 

2010-2008 

Thermostat Seal 

25283 





Pathfinder Armada 

V-8 5.6 L 

2004 

Coolant Temperature Sensor. 

74000 


2004 

OE Type Thermostat 

❖14127 

170 

2004 

OE Type Thermostat 

414128 

180 

2004 

Thermostat Seal. 

25283 





Pickup 

4-Cyl 2.4 L 

2004-1998 

Thermostat Gasket. 

25173 


2004-1995 

OE Exact Thermostat 

.’•448447 

170 

2004-1995 

OE Type Thermostat 

-1-413967 

170 

2004-1995 

Premium Thermostat. 

-1-445967 

170 

2004-1995 

OE Type Thermostat 

❖•!• 13968 

180 

1997 

Coolant Temperature Sensor; Location Water Outlet 
(Manifold or Water Pump). 

74000 


1996 

Coolant Temperature Sensor; From 01/1996 . 

74000 


V-6 3.0 L 



1995 

OE Type Thermostat. 

-1-413947 

170 

1995 

Premium Thermostat. 

-1-445947 

170 

1995 

OE Type Thermostat. 

❖-1-13948 

180 

1995 

Premium Thermostat. 

❖-1-45948 

180 



Platina 

4-Cyl 1.6 L 

2010-2002 

OE Type Thermostat. 

415179 

195 

2010-2002 

Thermostat Seal. 

25280 





Quest 

V-6 3.0 L 

1998-1997 

Coolant Temperature Sensor. 

74000 


1998 

OE Type Thermostat. 

❖-1-13947 

170 

1998 

Premium Thermostat. 

❖-1-45947 

170 

1998 

OE Exact Thermostat. 

-1-448138 

180 

1998 

OE Type Thermostat 

-1-413948 

180 

1998 

Premium Thermostat. 

-1-445948 

180 

1997-1995 

OE Type Thermostat 

-1-413947 

170 

1997-1995 

Premium Thermostat. 

-1-445947 

170 

1997-1995 

OE Type Thermostat 

❖-1-13948 

180 

1997-1995 

Premium Thermostat. 

❖-1-45948 

180 

1996 

Coolant Temperature Sensor; From 09/95. 

74000 

V-6 3.3 L 

2002-1999 

Coolant Temperature Sensor. 

74000 


2002-1999 

OE Type Thermostat 

❖•!• 13947 

170 

2002-1999 

Premium Thermostat. 

0-1-45947 

170 

2002-1999 

OE Exact Thermostat 

-1-448138 

180 

2002-1999 

OE Type Thermostat 

-1-413948 

180 

2002-1999 

Premium Thermostat. 

-1-445948 

180 

V-6 3.5 L 


2017-2016 

Integrated Housing Thermostat. 

15238 

180 

2016-2011 

Coolant Temperature Sensor. 

74000 


2015-2011 

Integrated Housing Thermostat. 

❖15238 

180 






40E Temperature 

■i-Gasket not required, use silicone 


4 Alternate Temperature 
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Thermostats for Passenger Cars and LightTrucks (1995 and Newer) 


Application 

Part 

Number 

Temp 

°F 

Application 

Part 

Number 

Temp 

°F 

Nissan - Continued 



Nissan - Continued 



Quest - Continued 

Titan - Continued ! 

V-6 3.5 L - Continued 



V-8 5.6 L - Continued 



2015-2011 Thermostat Gasket. 

25191 


2010-2004 Thermostat Seal 

25283 


2009-2004 Coolant Temperature Sensor. 

74000 


V-8 5.6 L FLEX 



2009-2004 Integrated Housing Thermostat 

♦14778 

180 

2013-2005 OE Type Thermostat. 

♦14128 

180 


25191 


2010-2005 OE Type Thermostat. 

4-14127 

170 

Rogue 



2010-2005 Thermostat Seal 

25283 


4-Cyl 2.5 L 



Tsubame i 

2017-2015 OE Type Thermostat 

14678 

180 

4-Cyl 1.6 L 



2016 Coolant Temperature Sensor; Korea Make. 

74000 


2004-2002 OE Type Thermostat. 

*15179 

195 


74000 


2004-2002 Thermostat Seal 

25280 


2014-2008 OE Type Thermostat; Lower 

♦14678 

180 

1999 OE Exact Thermostat 

. •!• *48368 

170 

2014-2008 OE Type Thermostat; Upper 

*15112 

205 

1999 OE Type Thermostat. 

. •!•♦ 13758 

180 


74000 


1999 Premium Thermostat 

•!• *45758 

180 

Rogue Select 



1996-1995 OE Exact Thermostat 

. •!• *48368 

170 

4-Cyl 2.5 L 



1996-1995 OE Type Thermostat. 

. -!-♦ 13758 

180 

2015-2014 Coolant Temperature Sensor. 

74000 


1996-1995 Premium Thermostat 

. -!-*45758 

180 

2015 OE Type Thermostat 

14678 

180 

Tsuru 

2015 OE Type Thermostat 

15112 

205 

4-Cyl 1.6 L 



2014 OE Type Thermostat; Lower 

*14678 

180 

2010-2002 OE Type Thermostat 

. *15179 

195 

2014 OE Type Thermostat; Upper 

♦15112 

205 

2010-2002 Thermostat Seal 

. 25280 


Sentra 



2001 OE Type Thermostat. 

. *13967 

170 

4-Cyl 1.6 L 



2001 OE Type Thermostat. 

. 413968 

180 

1999-1995 Coolant Temperature Sensor. 

74000 


2000 OE Type Thermostat. 

♦13758 

180 

1999-1995 OE Exact Thermostat. 

4*48368 

170 

1999 OE Type Thermostat. 

*13967 

170 

1999-1995 OE Type Thermostat. 

-i-*13758 

180 

1999 OE Type Thermostat. 

. 413968 

180 

1999-1995 Premium Thermostat. 

.. -i-*45758 

180 

1998-1995 OE Type Thermostat. 

. *13758 

180 

4-Cyl 1.8 L 



Urvan s 

2017-2014 OE Type Thermostat. 

15138 

180 

4-Cyl 2.5 L 



2013 OE Type Thermostat; Lower. 

♦15138 

180 

2008 OE Type Thermostat. 

. 14678 

180 







2013 OE Type Thermostat; Upper. 

♦15112 

205 

Versa 

2006-2000 OE Type Thermostat. 

♦14707 

170 

4-Cyl 1.6 L 



2006 Coolant Temperature Sensor; From 04/2006. 

74000 


2017-2014 OE Type Thermostat. 

. 15138 

180 

2005-2000 Coolant Temperature Sensor. 

74000 



♦15138 

180 

4-Cyl 2.0 L 



2011-2009 Coolant Temperature Sensor. 

. 74000 


2012-2011 Coolant Temperature Sensor; Federal Emission. 

74000 


2009 OE Type Thermostat. 

15138 

180 

2012-2007 OE Type Thermostat; Lower. 

♦15138 

180 

4-Cyl 1.8 L 



2012-2007 OE Type Thermostat; Upper. 

♦15112 

205 

2012-2007 Coolant Temperature Sensor 

74000 


2010-2009 Coolant Temperature Sensor; Federal Emissions. 

74000 


2012-2007 OE Type Thermostat; Lower. 

. *15138 

180 

2008-2007 Coolant Temperature Sensor. 

74000 



♦15112 

205 







2001-1998 Coolant Temperature Sensor. 

74000 


Versa Note 1 

2001-1998 OE Exact Thermostat. 

-••♦48447 

170 

4-Cyl 1.6 L 



2001-1998 OE Type Thermostat 

“♦13967 

170 

2017-2014 OE Type Thermostat. 

. 15138 

180 

2001-1998 Premium Thermostat 

4*45967 

170 

Xterra i 

2001-1998 OE Type Thermostat 

4413968 

180 

4-Cyl 2.4 L 



4-Cyl 2.5 L 



2004-2000 Coolant Temperature Sensor. 

74000 


2012-2006 Coolant Temperature Sensor. 

74000 



♦48447 

170 

2012-2002 OE Type Thermostat; Lower 

♦14678 

180 

2004-2000 OE Type Thermostat. 

♦13967 

170 

2012-2002 OE Type Thermostat; Upper 

♦15112 

205 


♦45Q67 

170 

2005 Coolant Temperature Sensor; From 08/2005. 

74000 


2004-2000 OE Type Thermostat. 

. 413968 

180 

2004-2002 Coolant Temperature Sensor 

74000 



25173 


Tiida 



V-6 3.3 L 



4-Cyl 1.8 L 



2004-2002 OE Type Thermostat. 

. =413947 

170 

2012-2007 OE Type Thermostat 

*15138 

180 

2004-2002 Premium Thermostat 

4445947 

170 

Titan 



2004-2002 OE Type Thermostat. 

4*13948 

180 

V-8 5.6L 



2004-2002 Premium Thermostat 

. 4*45948 

180 

2015-2014 OE Type Thermostat 

14128 

180 

2004-2001 Coolant Temperature Sensor 

74000 


2015-2004 Coolant Temperature Sensor. 

74000 


2004-2000 OE Exact Thermostat 

•^♦48138 

180 

2013-2004 OE Type Thermostat 

♦14128 

180 

2001 -2000 OE Type Thermostat 

*!•♦13947 

170 

2010-2004 OE Type Thermostat 

4-14127 

170 

2001-2000 Premium Thermostat 

4*45947 

170 








♦ OE Temperature 4 Alternate Temperature 

■i-Gasket not required, use silicone 
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Thermostats for Passenger Cars and LightTrucks (1995 and Newer) 


Application 


Part 

Number 

Temp 

°F 

Application 


Part 

Number 

Temp 

°F 

Nissan 

- Continued 



Oldsmobile - Continued 



Xterra - 

Continued 



Alero - Continued 

V-6 3.3L- 

Continued 



4-Cyl 2.4 L 

- Continued 



2001-2000 

OE Type Thermostat. 

-0--M3948 

180 

2001-1999 

Premium Thermostat. 

♦45028 

180 

2001-2000 

Premium Thermostat. 

❖4-45948 

180 

2001-1999 

Thermostat Seal. 

25272 


2000 

Coolant Temperature Sensor; Fabricant BOSCH. 

74000 


V-6 3.4 L 




V-64.0L 




2004-1999 

OE Type Thermostat 

♦13899 

195 

2015-2014 

Integrated Housing Thermostat. 

14668 

180 

2004-1999 

Thermostat Seal 

25272 


2015-2005 

Coolant Temperature Sensor 

74000 


Aurora 




2013-2005 

Integrated Housing Thermostat. 

4-14668 

180 

V-6 3.5 L 




2012-2005 

Thermostat Gasket 

25191 


2002-2001 


♦15148 

180 

X-Trail 




V-8 4.0 L 




4-Cyl 2.5 L 




2003-2001 

OE Type Thermostat 

♦14228 

180 

2008 


♦14678 

180 

1999-1995 

OE TvDe Thermostat 

♦14228 

180 

2006-2005 

Coolant Temperature Sensor. 

74000 


Bravada 



2006-2002 

OE Type Thermostat; Lower. 

♦14678 

180 

6-Cyl 4.2 L 




2006-2002 

OE TvDe Thermostat: UDDer 

♦ 15112 

205 

2004-2002 

Coolant Temperature Sensor. 

74191 


Oldsmobile 



2004 

Integrated Housing Thermostat; Located on Drivers 

14659 

187 

88 

2003-2002 

Integrated Housing Thermostat; OE Temperature, 

14659 

187 

V-6 3.8 L 





Located on Drivers side. 



1999-1995 

Coolant Temperature Sensor. 

74188 


V-6 4.3 L 




1999-1995 

OE Type Thermostat 

❖13848 

180 

2001-1996 

OE Type Thermostat 

♦14119 

195 

1999-1995 


045848 

180 

2001-1996 

Premium Thermostat. 

♦45119 

195 

1999-1995 


♦13849 

195 

1999 

Thermostat Seal. 

25285 


1999-1995 

Premium Thermostat. 

♦45849 

195 

Cutlass 




1999-1995 

Thermostat Seal. 

25273 


V-6 3.1 L 




1996 

Thermostat Gasket; Eng. VIN 1 . 

25195 


1999-1997 

OE Type Thermostat. 

♦13899 

195 

1995 

Thermostat Gasket. . 

25195 


1999-1997 

Premium Thermostat. 

♦45899 

195 

98 




1999-1997 

Thermostat Seal. 

25272 


V-6 3.8 L 




Cutlass Ciera 1 

1996-1995 

Coolant Temperature Sensor. 

74188 


4-Cyl 2.2 L 




1996-1995 


013848 

180 

1996-1995 

Coolant Temperature Sensor. 

74188 


1996-1995 


045848 

180 

1996-1995 

Thermostat Seal. 

25272 


1996-1995 

OE Type Thermostat. 

♦13849 

195 

1996 

OE Type Thermostat. 

❖13848 

180 

1996-1995 


♦45849 

195 

1996 

Premium Thermostat. 

❖45848 

180 

1996-1995 

Thermostat Seal 

25273 


1996 

OE Type Thermostat. 

♦13849 

195 

1996 

Thermostat Gasket 

25167 


1996 

Premium Thermostat. 

♦45849 

195 

1995 

Thermostat Gasket 

25195 


1995 

OE Type Thermostat. 

♦14028 

180 

Achieva 




1995 

Premium Thermostat. 

♦45028 

180 

4-Cyl 2.3 L 




V-6 3.1 L 




1995 


♦14028 

180 

1996-1995 

OE Type Thermostat. 

♦13899 

195 

1995 


♦45028 

180 

1996-1995 

Premium Thermostat. 

♦45899 

195 

1995 


25272 

1996-1995 

Thermostat Seal. 

25272 


4-Cyl 2.4 L 



1996 

Coolant Temperature Sensor. 

74188 


1998-1996 

OE Type Thermostat. 

♦14028 

180 

Cutlass Supreme | 

1998-1996 

Premium Thermostat. 

♦45028 

180 

V-6 3.1 L 




1998-1996 

Thermostat Seal 

25272 


1997-1996 

Coolant Temperature Sensor. 

74188 


V-6 3.1 L 




1997-1995 

OE Type Thermostat 

♦13899 

195 

1998-1995 

OE Type Thermostat 

♦13899 

195 

1997-1995 


♦45899 

195 

1998-1995 

Premium Thermostat. 

♦45899 

195 

1997-1995 

Thermostat Seal. 

25272 


1998-1995 

Thermostat Seal 

25272 


V-6 3.4 L 




1996 

Coolant Temperature Sensor; W/ 3 Blade Terminal 

74188 


1996 

OE Type Thermostat 

❖13848 

180 


Connector 



1996 

Premium Thermostat. 

❖45848 

180 

Alero 

1996 

OE Type Thermostat 

♦13849 

195 

4-Cyl 2.2 L 




1996 

Premium Thermostat. 

♦45849 

195 

2004-2002 

Coolant Temperature Sensor. 

74050 


1996 


25272 


2004-2002 

OE Exact Thermostat 

♦48628 

180 

1995 

OE Type Thermostat 

♦13899 

195 

2004-2002 

OE Type Thermostat. 

♦14698 

180 





2002 

Thermostat Seal 

25278 


| n trig Ue 

V-6 3.5 L 




4-Cyl 2.4 L 




2002-1999 

Integrated Housing Thermostat. 

♦14798 

180 

2001-1999 

OE Type Thermostat 

♦14028 

180 






♦ OE Temperature ❖Alternate Temperature 

■i-Gasket not required, use silicone 
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Thermostats for Passenger Cars and LightTrucks (1995 and Newer) 


Application 


Part 

Number 

Temp 

°F 

Application 


Part 

Number 

Temp 

°F 

Oldsmobile - Continued 



Plymouth - Continued 



Intrigue 

- Continued 



Breeze 

Continued 



V-6 3.8 L 




4-Cyl 2.0 L 

- Continued 



1999-1998 

Coolant Temperature Sensor. 

74188 


1996 

Coolant Temperature Sensor. 

74043 


1999-1998 

OE Type Thermostat 

. 013848 

180 

4-Cyl 2.4 L 




1999-1998 


<0-45848 

180 

2000-1997 

Coolant Temperature Sensor. 

74172 


1999-1998 


♦13849 

195 

2000-1997 

OE Type Thermostat. 

♦ 14209 

195 

1999-1998 


♦45849 

195 

2000-1997 

Premium Thermostat. 

♦45209 

195 

1999-1998 


25273 


2000-1997 

Thermostat Seal 

25288 


LSS 




1996 

Coolant Temperature Sensor. 

74043 


V-6 3.8 L 




1996 

OE Type Thermostat. 

14209 

195 

1999-1996 

Coolant Temperature Sensor. 

74188 


Colt 

1999-1996 

OE Type Thermostat 

. 013848 

180 

4-Cyl 1.5 L 




1999-1996 

Premium Thermostat 

045848 

180 

1995 

OE Type Thermostat. 

. 13869 

195 

1999-1996 

OE Type Thermostat 

. ♦13849 

195 

Grand Voyager | 

1999-1996 

Premium Thermostat 

♦ 45849 

195 

4-Cyl 2.4 L 




1999-1996 

Thermostat Seal 

. 25273 


1997-1996 

OE Type Thermostat. 

♦ 14209 

195 

1998-1997 

Thermostat Gasket 

25167 


1997-1996 

Premium Thermostat 

♦45209 

195 

1996 

Thermostat Gasket. 

. 25195 


1997-1996 

Thermostat Gasket 

. 25167 


Regency 



1997 

Coolant Temperature Sensor. 

74172 


V-6 3.8 L 




1996 

Coolant Temperature Sensor. 

74043 


1998-1997 

Coolant Temperature Sensor. 

. 74188 


V-6 3.0 L 




1998-1997 

OE Type Thermostat. 

. 013848 

180 

2000-1997 

Coolant Temperature Sensor 

. 74172 


1998-1997 

Premium Thermostat. 

045848 

180 

2000-1995 

OE Type Thermostat. 

. <713868 

180 

1998-1997 

OE Type Thermostat. 

. ♦13849 

195 

2000-1995 

Premium Thermostat 

. 045868 

180 

1998-1997 

Premium Thermostat. 

. ♦45849 

195 

2000-1995 

OE Type Thermostat .... 

. ♦13869 

195 

1998-1997 


25273 


2000-1995 

Premium Thermostat 

♦45869 

195 









Silhouette 

2000-1995 

Thermostat Gasket 

. 25187 


V-6 3.4 L 




1996-1995 

Coolant Temperature Sensor. 

. 74043 


2004-1996 

OE Type Thermostat. 

. ♦ 13899 

195 

V-6 3.3 L 




9004-1996 


25272 


2000-1999 

Thermostat Gasket. 

. 25167 


iqqq.iqqfi 


74188 


2000-1998 

Coolant Temperature Sensor. 

. 74172 


V-6 3.8 L 




2000-1995 

OE Type Thermostat. 

. ♦14209 

195 

1995 

OE Type Thermostat. 

. 013848 

180 

2000-1995 

Premium Thermostat. 

. ♦45209 

195 

1995 

Premium Thermostat. 

045848 

180 

1998-1995 

Thermostat Gasket. 

. 25186 


1995 

OE Type Thermostat. 

♦ 13849 

195 

1997-1995 

Coolant Temperature Sensor. 

. 74043 


1995 

Premium Thermostat. 

♦45849 

195 

V-6 3.3 L CNG 



iqqA 


251Q5 


1996 

Coolant Temperature Sensor. 

74093 


1995 

Thermostat Seal. ., 

25273 


1996 

OE Type Thermostat. 

♦14209 

195 

Plymouth 

1996 

1996 

Premium Thermostat. 

♦45209 

95186 

195 

Acclaim 

V-6 3.3 L FLEX 



4-Cyl 2.5 L 




2000-1999 

Thermostat Gasket. 

25167 


1995 

Coolant Temperature Sensor. 

74043 


2000-1998 

OE Type Thermostat. 

. ♦14209 

195 

1995 

OE Type Thermostat 

. 0 13788 

180 

2000-1998 

Premium Thermostat. 

♦45209 

195 

1995 

Premium Thermostat 

0 45788 

180 

1998 

Thermostat Gasket. 

25186 


1995 

OE Type Thermostat 

♦ 13789 

195 

V-6 3.8 L 




1995 

Premium Thermostat 

♦45789 

195 

1999-1998 

Coolant Temperature Sensor. 

74172 


1995 

Thermostat Gasket. 

. 25167 


1999-1998 

OE Type Thermostat. 

♦14209 

195 

V-6 3.0 L 




1999-1998 

Premium Thermostat. 

♦45209 

195 

1995 

Coolant Temperature Sensor. 

74043 


1999 

Thermostat Gasket . 

25167 


1995 

OE Type Thermostat 

. 013868 

180 

1998-1997 

Thermostat Gasket 

25186 


1995 

Premium Thermostat 

045868 

180 

1997-1995 

Coolant Temperature Sensor. 

74043 


1995 

OE Type Thermostat 

. 013869 

195 

1997 

OE Type Thermostat. 

. 013868 

180 

1995 

Premium Thermostat 

♦45869 

195 

19Q7 


-v>45868 

180 

1995 

Thermostat Gasket. 

. 25187 


1997 

OE Type Thermostat. 

♦13869 

195 

Breeze 

1997 

Premium Thermostat. 

♦45869 

195 

4-Cyl 2.0 L 




1996-1995 

Thermostat Gasket 

25167 


2000-1997 

Coolant Temperature Sensor. . 

74172 


1996 

OE Type Thermostat. 

14209 

195 

2000-1996 

OE Type Thermostat 

. 014209 

195 

1995 

OE Type Thermostat 

♦14209 

195 

2000-1996 

Premium Thermostat 

♦45209 

195 

1995 

Premium Thermostat. 

. ♦45209 

195 

2000-1996 

Thermostat Seal. 

25288 







♦ OE Temperature o Alternate Temperature 
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Thermostats for Passenger Cars and LightTrucks (1995 and Newer) 


Application 


Part 

Number 

Temp 

°F 

Application 


Part 

Number 

Temp 

°F 

Plymouth - Continued 



Plymouth - Continued 



Neon 

Voyager - Continued 

4-Cyl 2.0 L 




V-6 3.8 L - 

Continued 



2001-2000 

Coolant Temperature Sensor. 

74172 


1999-1997 

Premium Thermostat. 

♦45209 

195 

2001-1995 

OE Type Thermostat 

♦14209 

195 

1997 

Coolant Temperature Sensor. 

74043 


2001-1995 

Premium Thermostat. 

♦45209 

195 

1997 

Thermostat Gasket 

25186 


2001-1995 

Thermostat Seal 

25288 


Pontiac 



Prowler 

A7tnk 




V-6 3.5L 




V-6 3.4 L 




2001-1999 

OE Type Thermostat. 

♦14358 

180 

2005-2001 

OE Type Thermostat 

♦13899 

195 

2001-1999 

Housing Seal. 

25294 


2005-2001 

Thermostat Seal. 

25272 


2001 

Coolant Temperature Sensor. 

. 74189 


Rnnna\/illa 



2000-1999 


74172 









V-6 3.8 L 




1997 

Coolant Temperature Sensor. 

. 74043 


2005-1995 

OE Type Thermostat 

3-13848 

180 

1997 

OE Type Thermostat 

. ♦ 14209 

195 

2005-1995 

Premium Thermostat. 

345848 

180 

1997 

Premium Thermostat. 

♦45209 

195 

2005-1995 

OE Type Thermostat 

♦ 13849 

195 

1997 

Thermostat Gasket 

25167 


2005-1995 

Premium Thermostat. 

♦45849 

195 

Vovaaer 

2005-1995 

Thermostat Seal. 

25273 


1999-1998 

Coolant Temperature Sensor 

. 74172 


1999-1995 


74188 


1995 

Coolant Temperature Sensor. 

. 74043 


1998 


25195 


4-Cyl 2.4 L 




1995 

Thermostat Gasket 

25195 


2000-1997 

Coolant Temperature Sensor.. 

. 74172 


V-84.6L 




2000-1996 

OE Type Thermostat. 

♦14209 

195 

2005-2004 

OE Type Thermostat 

♦14228 

180 

2000-1996 

Premium Thermostat. 

♦45209 

195 

FirehirH 




2000-1996 

Thermostat Gasket. 

. 25167 


V-6 3.4 L 




1996 

Coolant Temperature Sensor. 

. 74043 


1995 

OE Type Thermostat 

313848 

180 

4-Cyl 2.5 L 




1995 

Premium Thermostat. 

345848 

180 

1995 

Coolant Temperature Sensor. 

74043 


1995 

OE Type Thermostat. 

♦13849 

195 

1995 

OE Type Thermostat. 

. 3-13788 

180 

1995 

Premium Thermostat. 

♦45849 

195 

1995 

Premium Thermostat. 

. 3-45788 

180 

1995 

Thermostat Seal. 

25272 


1995 

OE Type Thermostat. 

♦13789 

195 

V-6 3.8 L 




1995 

Premium Thermostat. 

♦45789 

195 

2002-1995 

OE Type Thermostat. 

313848 

180 

1995 

Thermostat Gasket. 

25167 


pnnp-iQQc; 



180 

V-6 3.0 L 




2002-1995 

OE Type Thermostat. 

♦13849 

195 

2000-1997 

Coolant Temperature Sensor. 

74172 


2002-1995 

Premium Thermostat. 

♦45849 

195 

2000-1995 

OE Type Thermostat. 

. 3-13868 

180 

2002-1995 

Thermostat Seal. 

25273 


2000-1995 

Premium Thermostat. 

345868 

180 

1999-1995 

Coolant Temperature Sensor. 

74188 


2000-1995 

OE Type Thermostat 

♦13869 

195 

V-8 5.7 L 




2000-1995 

Premium Thermostat. 

♦45869 

195 

2002-1999 

Coolant Temperature Sensor. 

74050 


2000-1995 

Thermostat Gasket. 

25187 


2002-1998 

Heavy-Duty Thermostat; W/GM Replacement Water 

♦14948 

186 

1996-1995 

Coolant Temperature Sensor 

74043 



Pump; Excludes Housing. 



V-6 3.3 L 




2002-1998 

Integrated Housing Thermostat; W/OE or Most 

♦14298 

186 

2000-1999 

Thermostat Gasket. 

25167 



Aftermarket Water Pumps 



2000-1998 

Coolant Temperature Sensor. 

74172 


1997-1995 

OE Type Thermostat 

♦14218 

180 

2000-1995 

OE Type Thermostat 

♦14209 

195 

1997-1995 

Premium Thermostat. 

♦45218 

180 

2000-1995 

Premium Thermostat. 

♦45209 

195 

1997-1995 

Thermostat Seal. 

25285 


1998-1995 

Thermostat Gasket 

25186 


Firefly j 

1997-1995 

Coolant Temperature Sensor. 

. 74043 


3-Cyl 1.0 L 




V-6 3.3 LONG 



2000-1998 

Thermostat Gasket; 3 1/4" x 3 1/2" Gasket Material 

25103 


1995 

OE Type Thermostat. 

♦14209 

195 

2000-1998 

Thermostat Gasket; 4" x 6” Gasket Material 

25104 


1995 

Premium Thermostat. 

♦45209 

195 

2000-1997 

OE Type Thermostat 

313848 

180 

1QQ5 


25186 


2000-1997 

Premium Thermostat 

345848 

180 

V-6 3.3 L FLEX 



2000-1997 

OE Type Thermostat 

♦13849 

195 

2000-1999 


25167 


2000-1997 

Premium Thermostat. 

♦45849 

195 

2000-1998 

OE Type Thermostat 

♦14209 

195 

1997-1995 

Thermostat Seal. 

25272 


2000-1998 

Premium Thermostat. 

♦45209 

195 

1996-1995 

OE Type Thermostat. 

♦13848 

180 

1998 


25186 


1996-1995 

Premium Thermostat. 

♦45848 

180 

V-6 3.8 L 




1996-1995 

OE Type Thermostat. 

313849 

195 

1999-1998 

Coolant Temperature Sensor 

74172 


1996-1995 

Premium Thermostat. 

345849 

195 

1999-1998 

Thermostat Gasket 

25167 


1995 

Coolant Temperature Sensor. 

74027 


1999-1997 

OE Type Thermostat 

. ♦14209 

195 






♦ OE Temperature 3 Alternate Temperature 
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Thermostats for Passenger Cars and LightTrucks (1995 and Newer) 


Application 

Part 

Number 

Temp 

°F 

Application 


Part 

Number 

Temp 

°F 

Pontiac - Continued 



Pontiac - Continued 



Firefly - Continued 

G6 - Continued 1 

4-Cyl 1.3 L 



V-6 3.6 L - 

Continued 



2000-1995 OE Type Thermostat. 

. ♦13848 

180 

2009-2007 

OE Type Thermostat; Excl. Gasket. 

♦15148 

180 

2000-1995 Premium Thermostat 

♦45848 

180 

V-6 3.9 L 




2000-1995 OE Type Thermostat 

♦13849 

195 

2009-2006 

Coolant Temperature Sensor. 

74050 



♦45849 

195 

2009-2006 

OE Exact Thermostat 

♦48808 

185 

2000-1995 Thermostat Seal. 

25272 


2009-2006 

Thermostat Seal 

25272 


1995 Coolant Temperature Sensor. 

74027 


G8 

G3 

V-6 3.6 L 




4-Cyl 1.6 L 



2009-2008 

Coolant Temperature Sensor. 

74005 


2010-2009 Integrated Housinq Thermostat 

49522 

221 

2009-2008 

OE Type Thermostat; Excludes Housing. 

♦15148 

180 

2008-2007 Heavy-Duty Thermostat; Excludes Housing 

♦13346 

160 

V-8 6.0L 




2008-2007 OE Type Thermostat; Excludes Housing 

❖13348 

180 

2009-2008 

Coolant Temperature Sensor. 

74050 


2008-2007 Premium Thermostat; Excludes Housing 

. ♦45348 

180 

2009-2008 

Heavy-Duty Thermostat; Excludes Housing. 

♦14948 

186 

2008-2007 OE Type Thermostat; Excludes Housing 

♦13349 

195 

V-8 6.2 L 




2008-2007 Premium Thermostat; Excludes Housing 

♦45349 

195 

2009 

Coolant Temperature Sensor 

74050 



G3 Wave 

4-Cyl 1.6 L 


2009 

Heavy-Duty Thermostat .... 

. ♦13346 

160 

2009 

OE Type Thermostat 

. ♦13348 

180 

2009 

Premium Thermostat 

♦45348 

180 

2009 

OE Type Thermostat. 

♦13349 

195 

2009 

Premium Thermostat. 

♦45349 

195 

2009 

Integrated Housing Thermostat. 

49522 

221 

G4 

4-Cyl 2.2 L 




2006 

OE Type Thermostat. 

. ♦ 14698 

180 

4-Cyl 2.4 L 




2006 

OE Type Thermostat. 

. ♦ 14698 

180 

G5 

4-Cyl 2.2 L 




2010-2007 

Coolant Temperature Sensor. 

. 74050 


2010 

OE Exact Thermostat. 

48628 

180 

2010 

OE Type Thermostat. 

. 14698 

180 

2009-2007 

OE Exact Thermostat. 

♦48628 

180 

2009-2007 

OE Type Thermostat. 

♦ 14698 

180 

4-Cyl 2.4 L 




2008-2007 

Coolant Temperature Sensor. 

74050 


2008-2007 

OE Exact Thermostat. 

♦48628 

180 

2008-2007 

OE Type Thermostat. 

♦ 14698 

180 

G6 

4-Cyl 2.4 L 




2010-2006 

Coolant Temperature Sensor. 

74050 


2010-2006 

OE Exact Thermostat. 

♦48628 

180 

2010-2006 

OE Type Thermostat. 

♦ 14698 

180 

4-Cyl 2.4 L FLEX 



2010 

OE Exact Thermostat. 

♦48628 

180 

2010 

OE Type Thermostat 

♦ 14698 

180 

V-6 3.5 L 




2010-2009 

Thermostat Seal. 

25272 


2010-2007 

OE Exact Thermostat. 

♦48808 

185 

2010-2005 

Coolant Temperature Sensor. 

74050 


2008-2007 

Thermostat Seal. 

25288 


2006-2005 

OE Type Thermostat 

♦ 13899 

195 

2006-2005 

Premium Thermostat 

♦45899 

195 

2006-2005 

Thermostat Seal 

25272 


V-6 3.5 L FLEX 



2010-2009 

OE Exact Thermostat. 

♦48808 

185 

V-6 3.6 L 




2009-2007 

Coolant Temperature Sensor. 

74005 



2009 

Grand Am 

4-Cyl 2.2 L 


OE Type Thermostat; Excludes Housing.. 


Coolant Temperature Sensor... 

OE Type Thermostat. 

Premium Thermostat. 

Thermostat Seal. 


Grand Prix 

V-6 3.1 L 

2003-1996 
2003-1995 
2003-1995 
2003-1995 

V-6 3.4 L 

1996 OE Type Thermostat 

1996 Premium Thermostat. 

1996 OE Type Thermostat 

1996 Premium Thermostat. 

1996 Thermostat Seal 
1995 OE Type Thermostat 

V-6 3.8 L 

2008-1997 OE Type Thermostat. 

2008-1997 Premium Thermostat 
2008-1997 Thermostat Seal 
2007-1997 OE Type Thermostat 
2007-1997 Premium Thermostat 
2003-1997 Coolant Temperature Sensor 


♦ 15158 


2005-2002 

Coolant Temperature Sensor. 

74050 

2005-2002 

OE Exact Thermostat 

♦48628 

2005-2002 

OE Type Thermostat. 

♦ 14698 

2002 

Thermostat Seal 

25278 

4-Cyl 2.3 L 

1995 

OE Type Thermostat. 

♦14028 

1995 

Premium Thermostat 

♦45028 

1995 

Thermostat Seal 

25272 

4-Cyl 2.4 L 

2001-1996 

OE Type Thermostat. 

♦14028 

2001-1996 

Premium Thermostat 

♦45028 

2001-1996 

Thermostat Seal 

25272 

V-6 3.1 L 

1998-1995 

OE Type Thermostat. 

♦ 13899 

1998-1995 

Premium Thermostat. 

♦45899 

1998-1995 

Thermostat Seal 

25272 

1996 

Coolant Temperature Sensor; W/ 3 Blade Terminal 

74188 

V-6 3.4 L 

2005-1999 

Connector. 

OE Type Thermostat. 

♦13899 

2005-1999 

Premium Thermostat. 

♦45899 

2005-1999 

Thermostat Seal. 

25272 


180 


180 

180 


180 

180 


180 

180 


195 

195 


195 

195 


74188 

♦13899 

195 

♦45899 

195 

25272 

♦13848 

180 

045848 

180 

♦13849 

195 

♦45849 

195 

25272 

♦13899 

195 

♦13849 

195 

♦45849 

195 

25273 

♦13848 

180 

045848 

180 

74188 


♦OE Temperature 


♦Alternate Temperature 
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Thermostats for Passenger Cars and LightTrucks (1995 and Newer) 


Part Temp 

Application Number °F 

Part Temp 

Application Number °F 

Pontiac - Continued 

Pontiac - Continued 

Grand Prix - Continued 

1 Sunfire- Continued 1 


4-Cyl 2.2 L - Continued 

1995 Premium Thermostat +45849 195 


V-6 3.8 L - Continued 

1998-1997 Thermostat Gasket 25167 

V-8 5.3 L 

2008-2005 Coolant Temperature Sensor 74050 

2008- 2005 Heavy-Duty Thermostat; Excludes Housing +14948 186 

GTO 

V-8 5.7 L 

2004 Coolant Temperature Sensor. 74050 

2004 Heavy-Duty Thermostat; Excludes Housing +14948 186 

V-8 6.0 L 

2006-2005 Coolant Temperature Sensor 74050 

2006-2005 Heavy-Duty Thermostat; Excludes Housing +14948 186 

Matiz 

4-Cyl 1.0 L 

2010-2006 Heavy-Duty Thermostat 49898 180 

Montana 

V-6 3.4 L 

2005-1999 OE Type Thermostat +13899 195 

2005- 1999 Thermostat Seal 25272 

1999 Coolant Temperature Sensor 74188 

V-6 3.5 L 

2006- 2005 Coolant Temperature Sensor. 74050 

2006-2005 OE Type Thermostat. +13899 195 

2006-2005 Thermostat Seal. 25272 

V-6 3.9 L 

2009- 2006 Coolant Temperature Sensor. 74050 

2009-2006 OE Exact Thermostat. +48808 185 

2009-2006 Thermostat Seal 25272 

V-6 3.9 L FLEX 

2008 OE Exact Thermostat. +48808 185 

Pursuit 

4-Cyl 2.2 L 

2006-2005 Coolant Temperature Sensor. 74050 

2006-2005 OE Type Thermostat. +14698 180 

2005 OE Exact Thermostat. +48628 180 

4-Cyl 2.4 L 

2006 Coolant Temperature Sensor. 74050 

2006 OE Type Thermostat. +14698 180 

Solstice 

4-Cyl 2.0 L 

2009-2007 Coolant Temperature Sensor. 74050 

2009-2007 OE Exact Thermostat. +48628 180 

2009-2007 OE Type Thermostat. +14698 180 

4-Cyl 2.4 L 

2009-2006 Coolant Temperature Sensor. 74050 

2009-2006 OE Exact Thermostat. +48628 180 

2009-2006 OE Type Thermostat. +14698 180 

Sunfire 

4-Cyl 2.2 L 

2005-2004 OE Exact Thermostat. +48628 180 

2005-2002 Coolant Temperature Sensor. 74050 

2005-2002 OE Type Thermostat. +14698 180 

2002-1996 OE Type Thermostat. +14028 180 

2002-1996 Premium Thermostat. +45028 180 

2002-1995 Thermostat Seal. 25272 

2002 Thermostat Seal. 25278 

1995 OE Type Thermostat. *-13848 180 

1995 Premium Thermostat. 45848 180 

1995 OE Type Thermostat. +13849 195 


4-Cyl 2.3 L 

1995 OE Type Thermostat +14028 180 

1995 Premium Thermostat +45028 180 

1995 Thermostat Seal 25272 

4-Cyl 2.4 L 

2002-1996 OE Type Thermostat +14028 180 

2002-1996 Premium Thermostat +45028 180 

2002-1996 Thermostat Seal 25272 

Sunrunner 

4-Cyl 1.6 L 

1997-1995 Coolant Temperature Sensor 74027 

1997-1995 OE Exact Thermostat +48028 180 

1997-1995 OE Type Thermostat +13958 180 

1997-1995 OE Type Thermostat. -4-13959 195 

1997-1995 Thermostat Gasket; Use either gasket or seal to 25168 

match OE design.. 

1997- 1995 Thermostat Seal; Use either gasket or seal to match 25281 

OE design. 

Torrent 

V-6 3.4 L 

2009-2006 Coolant Temperature Sensor. 74050 

2009-2006 OE Type Thermostat. +13899 195 

2009-2006 Premium Thermostat. +45899 195 

2009-2006 Thermostat Seal 25272 

V-6 3.6 L 

2009-2008 Coolant Temperature Sensor. 74005 

2009- 2008 OE Type Thermostat; Excl. Gasket. +15148 180 

Trans Sport 

V-6 3.1 L 

1995 OE Type Thermostat. +13899 195 

1995 Premium Thermostat. +45899 195 

1995 Thermostat Seal 25272 

V-6 3.4 L 

1998- 1996 Coolant Temperature Sensor. 74188 

1998-1996 OE Type Thermostat. +13899 195 

1998-1996 Thermostat Seal 25272 

V-6 3.8 L 

1995 OE Type Thermostat -4-13848 180 

1995 Premium Thermostat. - 45848 180 

1995 OE Type Thermostat +13849 195 

1995 Premium Thermostat +45849 195 

1995 Thermostat Gasket 25195 

1995 Thermostat Seal 25273 

Vibe 

4-Cyl 1.8 L 

2010- 2009 Coolant Temperature Sensor 74138 

2010-2003 OE Type Thermostat +14078 180 

2010-2003 Thermostat Seal 25286 

2008-2003 Coolant Temperature Sensor. 74027 

2007- 2003 OE Type Thermostat. -414077 170 

2003 OE Exact Thermostat. +48128 180 

4-Cyl 2.4 L 

2010-2009 Coolant Temperature Sensor. 74138 

2010-2009 OE Exact Thermostat. 48118 180 

Wave 

4-Cyl 1.6 L 

2008- 2005 Coolant Temperature Sensor. 74050 

2008-2005 Heavy-Duty Thermostat; For Metal Housing Only. -4-13346 160 


+OE Temperature ^Alternate Temperature 
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Thermostats for Passenger Cars and LightTrucks (1995 and Newer) 


Application 


Pontiac - Continued 


Part Temp 
Number °F 


Application 


Porsche - Continued 


Part Temp 
Number °F 


Wave - Continued 

Cayman 

4-Cyl 1.6 L - Continued 

2008-2005 OE Type Thermostat; For Metal Housing Only. . . ♦13349 195 

2008-2005 Integrated Housing Thermostat. 49539 192 

6-Cyl 2.7 L 

2008-2007 Coolant Temperature Sensor. 74092 

2008-2007 Integrated Housing Thermostat. +14768 180 

2008-2005 Thermostat Seal. 25297 

6-Cyl 3.4 L 

2008-2006 Coolant Temperature Sensor , ... 74092 

Wave5 

4-Cyl 1.6 L 

2007-2005 Coolant Temperature Sensor. 74050 

2008-2006 Integrated Housing Thermostat ♦14768 180 

Macan 

2007-2005 Heavy-Duty Thermostat; For Metal Housing Only -0-13346 160 

2007-2005 OE Type Thermostat; For Metal Housing Only ♦13349 195 

2007-2005 Integrated Housing Thermostat 49539 192 

2007-2005 Thermostat Seal 25297 

V-6 3.0 L 

2017-2015 Coolant Temperature Sensor 74092 

V-6 3.6 L 

2017-2015 Coolant Temperature Sensor . ,. . 74092 


Porsche 


911 

6-Cyl 3.4 L 

2001-1999 Integrated Housing Thermostat.. 

6-Cyl 3.6 L 

2008-2002 Integrated Housing Thermostat. 
1998 Integrated Housing Thermostat. 

6-Cyl 3.8 L 

2008-2005 Integrated Housing Thermostat.. 

918 Spyder 

V-84.6L 

2015 Coolant Temperature Sensor 

928 

V-8 5.4 L 

1995 OE Type Thermostat. 

1995 OE Type Thermostat. 

1995 Thermostat Seal. 

968 

4-Cyl 3.0 L 


Cayenne 

V-6 3.0 L 

2017-2016 

2013-2011 

V-6 3.0 L 

2015-2014 

V-6 3.0 L 

2015-2014 

V-6 3.2 L 

2006-2004 

V-6 3.6 L 

2017-2008 

V-8 4.8 L 

2017-2011 


74092 


♦13648 

-0-13649 

25271 


Coolant Temperature Sensor. 

. 74092 

Coolant Temperature Sensor. 

74092 

DIESEL 

Coolant Temperature Sensor. 

. 74092 

ELECTRIC/GAS 

Coolant Temperature Sensor. 

. 74092 

Coolant Temperature Sensor. 

. 74092 

Coolant Temperature Sensor. 

. 74092 

Coolant Temperature Sensor. 

. 74092 


Panamera 

V-6 2.9 L 


♦14768 

180 

2017 

V-6 3.0 L 

2016-2012 

Coolant Temperature Sensor. 

Coolant Temperature Sensor. 

74092 

74092 

♦14768 

180 

V-6 3.6 L 

2016-2011 

Coolant Temperature Sensor. 

74092 

♦14768 

180 

V-8 4.0 L 

2017 

Coolant Temperature Sensor. 

74092 

♦14768 

180 

V-8 4.8 L 




Coolant Temperature Sensor. 

74092 

2016-2010 


174 

190 


1995 

OE Type Thermostat 

. 4-13376 

160 

1995 

OE Type Thermostat 

♦13378 

180 

1995 

Premium Thermostat. 

♦45378 

180 

1995 

OE Type Thermostat. 

. 413379 

195 

1995 

Premium Thermostat. 

. 445379 

195 

1995 

Thermostat Seal. 

. 25269 


Boxster 

6-Cyl 2.5 L 




1999-1997 

Integrated Housing Thermostat. 

♦ 14768 

180 

6-Cyl 2.7 L 




2008-2000 

Integrated Housing Thermostat. 

♦14768 

180 

6-Cyl 3.2 L 




2006-2000 

Integrated Housing Thermostat. 

. ♦14768 

180 

6-Cyl 3.4 L 




2008-2007 

Integrated Housing Thermostat. 

. ♦14768 

180 


1500 

V-6 3.7 L 




2012-2011 

OE Type Thermostat. 

♦14369 

195 

V-8 4.7 L FLEX 



2013-2011 

OE Type Thermostat. 

♦14369 

195 

V-8 5.7 L 




2017-2015 

OE Exact Thermostat 

48792 

203 

2014-2011 

OE Exact Thermostat 

048798 

180 

2014-2011 

OE Exact Thermostat 

448799 

190 

2014-2011 

OE Exact Thermostat 

♦48792 

203 

2500 

6-Cyl 6.7 L 




2017-2015 

OE Type Thermostat. 

14289 

190 

2017-2011 

Coolant Temperature Sensor 

74169 


6-Cyl 6.7 L 

DIESEL 



2014-2013 

OE Type Thermostat. 

♦14289 

190 

2013 

OE Type Thermostat. 

. 0-14288 

180 

2012-2011 

OE Exact Thermostat 

049218 

180 

2012-2011 

OE Exact Thermostat 

. 049219 

190 

2012-2011 

OE Exact Thermostat 

♦49212 

200 

V-8 5.7 L 




2017-2015 

OE Exact Thermostat 

48792 

203 

2014-2011 

OE Exact Thermostat 

. 048798 

180 

2014-2011 

OE Exact Thermostat 

. 048799 

190 

2014-2011 

OE Exact Thermostat 

♦48792 

203 

V-8 5.7 L BI-FUEL 



2012 

OE Exact Thermostat 

048798 

180 

2012 

OE Exact Thermostat 

048799 

190 

2012 

OE Exact Thermostat 

♦48792 

203 

V-8 5.7 L CNG 



2014-2013 

OE Exact Thermostat 

048798 

180 

2014-2013 

OE Exact Thermostat 

. 048799 

190 

2014-2013 

OE Exact Thermostat 

. ♦48792 

203 

3500 

6-Cyl 6.7 L 




2017-2015 

OE Type Thermostat 

. 14289 

190 


♦OE Temperature 


o Alternate Temperature 
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Thermostats for Passenger Cars and LightTrucks (1995 and Newer) 


Application 

Part 

Number 

Temp 

°F 

Application 


Part 

Number 

Temp 

°F 

Ram - Continued 



Saab- 

Continued 



3500 - Continued 

9-3 - Continued 

6-Cyl 6.7 L - Continued 



4-Cyl 2.0 L 

- Continued 



2017-2011 Coolant Temperature Sensor. 

74169 


2004-1999 

Premium Thermostat. 

♦45399 

195 

6-Cyl 6.7 L DIESEL 



2004-1999 

Thermostat Seal. 

25270 


2014-2013 OE Type Thermostat 

-♦-14289 

190 

4-Cyl 2.3 L 




2013 OE Type Thermostat 

0-14288 

180 

2002-1999 

OE Type Thermostat 

-013398 

180 

2012-2011 OE Exact Thermostat 

049218 

180 

2002-1999 

Premium Thermostat. 

045398 

180 

2012-2011 OE Exact Thermostat 

049219 

190 

2002-1999 

OE Type Thermostat 

♦13399 

195 

2012-2011 OE Exact Thermostat 

♦49212 

200 

2002-1999 

Premium Thermostat. 

♦45399 

195 

V-8 5.7L 



2002-1999 

Thermostat Seal. 

25270 


2017-2015 OE Exact Thermostat 

48792 

203 

V-6 2.8 L 




2014-2011 OE Exact Thermostat 

048798 

180 

2009-2006 

Coolant Temperature Sensor. 

74005 


2014-2011 OE Exact Thermostat 

048799 

190 

2009-2006 

OE Type Thermostat 

♦15158 

180 

2014-2011 OE Exact Thermostat 

♦48792 

203 

2009-2006 

OE Exact Thermostat 

♦49288 

180 

c/v 

9-3X 

V-6 3.6L 



4-Cyl 2.0 L 




2014-2012 Integrated Housing Thermostat 

49559 

221 

2011-2010 

OE Exact Thermostat 

♦48628 

180 

V-6 3.6 L FLEX 



2011-2010 

OE Type Thermostat 

♦14698 

180 

2014-2012 OE Exact Thermostat 

048798 

180 

9-4X I 

2014-2012 OE Exact Thermostat 

. 048799 

190 

V-6 3.0 L 




2014-2012 OE Exact Thermostat 

. ♦ 48792 

203 

2011 

OE Type Thermostat; Excl. Gasket 

♦15148 

180 

Dakota 

9-5 

V-6 3.7 L 



4-Cyl 2.0 L 




2011-2010 OE Type Thermostat 

♦14369 

195 

2011 

Coolant Temperature Sensor. 

74050 


V-8 4.7 L FLEX 



2011 

OE Exact Thermostat 

♦48628 

180 

2011 OE Type Thermostat 

♦14369 

195 

2011 

OE Type Thermostat 

♦14698 

180 

ProMaster 1500 

2011 

Thermostat Seal. 

25278 


V-6 3.6 L 



4-Cyl 2.3 L 




2014 Integrated Housing Thermostat. 

49559 

221 

2009-2003 

Coolant Temperature Sensor. 

74078 









ProMaster 2500 

2009-1999 

Thermostat Seal. 

25270 


V-6 3.6 L 



2009 

OE Exact Thermostat. 

♦48628 

180 

2014 Integrated Housing Thermostat. 

. 49559 

221 

2009 

OE Type Thermostat 

♦14698 

180 








ProMaster 3500 

2008-2000 

OE Exact Thermostat. 

♦48349 

192 

V-6 3.6 L 



2008-1999 

OE Type Thermostat. 

013398 

180 


49559 

221 

2008-1999 

Premium Thermostat. 

045398 

180 

Rolls-Rovce 



2008-1999 

OE Type Thermostat. 

♦13399 

195 




2008-1999 

Premium Thermostat. 

♦45399 

195 

Silver Spirit 



V-6 2.8 L 




V-8 6 8 L 






1995 OE Type Thermostat 

. ♦ 13558 

183 

2011-2010 

Coolant Temperature Sensor. 

74005 





2011-2010 

OE Type Thermostat. 

15148 

180 

1995 Thermostat Seal 

. 25283 









V-6 3.0 L 




Silver Spur 



2003-1999 

OE Type Thermostat. 

13399 

195 

V-8 6.8 L 



2003-1999 

OE Exact Thermostat; Excludes Housing. 

♦48759 

198 

1998-1995 OE Type Thermostat 

. ♦13558 

183 

2003-1999 

Thermostat Seal. 

25270 



25283 









2003 


74078 


Saab 

2000 

Coolant Temperature Sensor; To Vin#Y3040000 

74011 


9-2X 

9-7x 

4-Cyl 2.0 L 



6-Cyl 4.2 L 




2005 OE Exact Thermostat. 

. ♦ 48457 

172 

2009-2005 

Integrated Housing Thermostat; OE Temperature, 

14659 

187 

4-Cyl 2.5 L 




Located on Drivers side. 



2006-2005 OE Exact Thermostat. 

. ♦ 48457 

172 

2009 

OE Type Thermostat 

♦15158 

180 

9-3 

2008 

OE Type Thermostat; Excludes Housing 

♦15158 

180 

4-Cyl 2.0 L 



V-8 5.3 L 




2011 -2009 OE Exact Thermostat. 

. ♦48628 

180 

2009 

OE Type Thermostat 

♦15158 

180 

2011-2005 OE Type Thermostat. 

. ♦ 14698 

180 

2008-2007 

OE Type Thermostat; Excludes Housing 

♦15158 

180 

2011-2005 Thermostat Seal. 

25278 


2006 

Heavy-Duty Thermostat; Excludes Housing. 

♦14948 

186 

2011 -2003 Coolant Temperature Sensor. 

74078 


V-8 6.0 L 




2004-1999 OE Type Thermostat. 

. 013398 

180 

2009 

OE Type Thermostat 

♦15158 

180 

2004-1999 Premium Thermostat. 

045398 

180 

2008 

OE Type Thermostat; Excludes Housing 

♦15158 

180 

2004-1999 OE Type Thermostat. 

♦13399 

195 






♦ OE Temperature o Alternate Temperature 
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Thermostats for Passenger Cars and LightTrucks (1995 and Newer) 


Application 


Saab - Continued 


Part Temp 
Number °F 


900 

4-Cyl 2.0 L 




1998-1995 

OE Type Thermostat 

❖13398 

180 

1998-1995 

Premium Thermostat 

❖45398 

180 

1998-1995 

OE Type Thermostat 

♦13399 

195 

1998-1995 

Premium Thermostat. 

♦45399 

195 

1998-1995 

Thermostat Seal 

25270 


1995 

Coolant Temperature Sensor; Fuel System Fuel Rail.. 

74011 


4-Cyl 2.3 L 




1998-1995 

OE Type Thermostat 

❖13398 

180 

1998-1995 

Premium Thermostat 

❖45398 

180 

1998-1995 

OE Type Thermostat 

♦13399 

195 

1998-1995 

Premium Thermostat 

♦45399 

195 

1998-1995 

Thermostat Seal 

25270 


1995 

Coolant Temperature Sensor; Fuel System Fuel Rail.. 

74011 


V-6 2.5 L 




1997-1995 

OE Type Thermostat 

13399 

195 

1997-1995 

OE Exact Thermostat; Excludes Housing. 

♦48759 

198 

9000 !! 

4-Cyl 2.3 L 




1998-1995 

OE Type Thermostat 

❖13398 

180 

1998-1995 

Premium Thermostat 

❖45398 

180 

1998-1995 

OE Type Thermostat 

♦13399 

195 

1998-1995 

Premium Thermostat 

♦45399 

195 

1998-1995 

Thermostat Seal. 

25270 


1995 

Coolant Temperature Sensor; Fuel System Fuel Rail; 

74011 



W/O Traction Control. 



V-6 3.0 L 




1997-1995 

OE Exact Thermostat; Excludes Housing. 

♦48759 

198 

Saturn 

Aura I 

4-Cyl 2.4 L 




2009-2008 

OE Exact Thermostat. 

♦48628 

180 

2009-2008 

OE Type Thermostat. 

♦14698 

180 

2009-2007 

Coolant Temperature Sensor. 

74050 


4-Cyl 2.4 L 

ELECTRIC/GAS 



2009-2007 

OE Exact Thermostat. 

♦48628 

180 

2009-2007 

OE Type Thermostat. 

♦14698 

180 

V-6 3.5 L 




2008-2007 

Coolant Temperature Sensor. 

74050 


2008-2007 

OE Exact Thermostat. 

♦48808 

185 

2008-2007 

Thermostat Seal 

25272 


V-6 3.6 L 




2009-2007 

Coolant Temperature Sensor. 

74005 


2009-2007 

OE Type Thermostat; Excl. Gasket ,, 

♦15148 

180 

Ion 

4-Cyl 2.0 L 




2007-2004 

Coolant Temperature Sensor. 

74078 


2007-2004 

OE Type Thermostat 

♦14698 

180 

4-Cyl 2.2 L 




2007-2005 

OE Exact Thermostat. 

♦48628 

180 

2007-2003 

Coolant Temperature Sensor. 

74050 


2007-2003 

OE Type Thermostat 

♦14698 

180 

4-Cyl 2.4 L 




2007-2006 

Coolant Temperature Sensor. 

74050 


2007-2006 

OE Exact Thermostat. 

♦48628 

180 

2007-2006 

OE Type Thermostat 

♦14698 

180 

LI 00 ! 

4-Cyl 2.2 L 




2002-2001 

Coolant Temperature Sensor. 

74050 



Application 


Saturn - Continued 


LI 00 - Continued 


4-Cyl 2.2 L - Continued 

2002-2001 OE Exact Thermostat 
2002-2001 OE Type Thermostat 


L200 


4-Cyl 2.2 L 

2003-2001 Coolant Temperature Sensor 
2003-2001 OE Exact Thermostat 
2003-2001 OE Type Thermostat 


L300 


LS 


4-Cyl 2.2 L 

2000 Coolant Temperature Sensor 

2000 OE Exact Thermostat. 

2000 OE Type Thermostat. 


LSI 


4-Cyl 2.2 L 

2000 Coolant Temperature Sensor.. 

2000 OE Exact Thermostat. 

2000 OE Type Thermostat. 


LW2 


V-6 3.0 L 

2000 OE Exact Thermostat; Excludes Housing 

♦48759 198 

LW200 



4-Cyl 2.2 L 

2000 Coolant Temperature Sensor.. 

2000 OE Exact Thermostat. 

2000 OE Type Thermostat. 


4-Cyl 2.2 L 

2003-2001 Coolant Temperature Sensor.. 

2003-2001 OE Exact Thermostat. 

2003-2001 OE Type Thermostat. 


LW300 


V-6 3.0 L 

2003-2001 


OE Exact Thermostat; Excludes Housing.. 


Outlook 


V-6 3.6 L 

2010-2007 

2010-2007 


Coolant Temperature Sensor. 

OE Type Thermostat; Excl. Gasket. 


Part Temp 
Number °F 


♦48628 

♦14698 


74050 

♦48628 

♦14698 


74050 
♦48628 
♦ 14698 


74050 

♦48628 

♦14698 


180 

180 


180 

180 


4-Cyl 2.2 L 

2004 

Coolant Temperature Sensor. 

74050 


2004 

OE Exact Thermostat 

♦48628 

180 

2004 

OE Type Thermostat. 

. ♦14698 

180 

V-6 3.0 L 

2005-2001 

OE Exact Thermostat; Excludes Housing 

♦48759 

198 


180 

180 


180 

180 


LS2 


V-6 3.0 L 

2000 OE Exact Thermostat; Excludes Housing 

♦48759 198 

LW1 



74050 

♦48628 180 
♦14698 180 


74050 

♦48628 180 
♦14698 180 


♦48759 198 


74005 

♦15148 180 


Relay 

V-6 3.5 L 




2006-2005 

Coolant Temperature Sensor. 

74050 


2006-2005 

OE Type Thermostat. 

. ♦ 13899 

195 

2006-2005 

Premium Thermostat. 

♦45899 

195 

2006-2005 

Thermostat Seal. 

25272 


V-6 3.9 L 




2007-2006 

Coolant Temperature Sensor. 

74050 


2007-2006 

OE Exact Thermostat. 

♦48808 

185 

2007-2006 

Thermostat Seal. 

25272 



♦OE Temperature 


o Alternate Temperature 
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Thermostats for Passenger Cars and LightTrucks (1995 and Newer) 


Application 

Part 

Number 

Temp 

°F 

Application 


Part 

Number 

Temp 

°F 

Saturn - Continued 



Saturn 

- Continued 



Relay - Continued 

Vue - Continued i 

V-6 3.9 L FLEX 



V-6 3.5 L 




2007 OE Exact Thermostat. 

♦48808 

185 

2009-2008 

Coolant Temperature Sensor. 

74050 









SCI 

2009-2008 

OE Exact Thermostat. 

♦48808 

185 

4-Cyl 1.9 L 



2009-2008 

Thermostat Seal. 

25272 


2002-1995 Coolant Temperature Sensor 

75035 


2007-2004 

OE Type Thermostat 

♦14337 

170 

2002-1995 OE Type Thermostat. 

♦14279 

188 

V-6 3.6 L 




SC2 

2010-2008 

Coolant Temperature Sensor. 

74005 


4-Cyl 1.9 L 



2010 

OE Type Thermostat; Excl. Gasket 

♦15148 

180 

2002-1995 Coolant Temperature Sensor 

75035 


2009 

OE Type Thermostat; Excl. Gasket 

♦15158 

180 

2002-1995 OE Type Thermostat 

♦14279 

188 

2008 

OE Type Thermostat; Excl. Gasket 

♦15148 

180 

Sky 

Scion 

4-Cyl 2.0 L 



FR-S ! 

2010-2007 Coolant Temperature Sensor 

74050 


4-Cyl 2.0 L 




2010 OE Exact Thermostat 

48628 

180 

2016 

Thermostat Seal; Lower. 

25286 


2010 OE Type Thermostat 

14698 

180 

2015-2013 


25286 









2009-2007 OE Exact Thermostat 

♦48628 

180 

iM | 

2009-2007 OE Type Thermostat 

♦14698 

180 

4-Cyl 1.8 L 




4-Cyl 2.4 L 



2016 

Coolant Temperature Sensor. 

74138 


2010-2007 Coolant Temperature Sensor 

74050 


2016 


25286 









2010 OE Exact Thermostat 

48628 

180 

iQ 1 

2010 OE Type Thermostat 

14698 

180 

4-Cyl 1.3 L 




2009-2007 OE Exact Thermostat 

♦48628 

180 

2015-2012 

Coolant Temperature Sensor. 

74138 


2009-2007 OE Type Thermostat. 

♦ 14698 

180 

tc i 

SL 

4-Cyl 2.4 L 




4-Cyl 1.9 L 



2010-2005 

Coolant Temperature Sensor. 

74138 


2002-1995 Coolant Temperature Sensor 

75035 


2010-2005 

OE Type Thermostat 

♦14078 

180 

2002-1995 OE Type Thermostat 

♦14279 

188 

2010-2005 

Thermostat Seal. 

25286 


SL1 

2009-2005 

OE Type Thermostat. 

•4-14077 

170 

4-Cyl 1.9 L 



2009-2005 

OE Exact Thermostat. 

♦48128 

180 

2002-1995 Coolant Temperature Sensor.. 

75035 


4-Cyl 2.5 L 




2002-1995 OE Type Thermostat 

♦14279 

188 

2016-2013 

OE Exact Thermostat. 

48128 

180 

SL2 

2016-2013 

OE Type Thermostat. 

14078 

180 

4-Cyl 1.9 L 



2016-2011 

Coolant Temperature Sensor. 

74138 


2002-1995 Coolant Temperature Sensor 

75035 


2016-2011 

Thermostat Seal. 

25286 


2002-1995 OE Type Thermostat. 

. ♦14279 

188 

2012-2011 

OE Exact Thermostat. 

♦48128 

180 

SW1 

2012-2011 

OE Type Thermostat. 

♦14078 

180 

4-Cyl 1.9 L 



xA 

1999-1995 Coolant Temperature Sensor. 

75035 


4-Cyl 1.5 L 




1999-1995 OE Type Thermostat. 

. ♦14279 

188 

2006-2004 

OE Exact Thermostat. 

♦48308 

180 

SW2 

2006-2004 

OE Type Thermostat. 

♦14108 

180 

4-Cyl 1.9 L 



2006-2004 

Thermostat Seal. 

25286 


2001-1995 Coolant Temperature Sensor. 

75035 


2006 

Coolant Temperature Sensor. 

74138 


2001-1995 OE Type Thermostat. 

. ♦14279 

188 

2005 

Coolant Temperature Sensor; From 07/2005. 

74138 


Vue 

xB 

4-Cyl 2.2 L 



4-Cyl 1.5 L 




2007-2002 Coolant Temperature Sensor. 

74050 


2006-2004 

OE Exact Thermostat 

♦48308 

180 

2007-2002 OE Exact Thermostat. 

♦48628 

180 

2006-2004 

OE Type Thermostat 

♦14108 

180 

2007-2002 OE Type Thermostat. 

♦14698 

180 

2006-2004 

Thermostat Seal. 

25286 


4-Cyl 2.4 L 



2006 

Coolant Temperature Sensor. 

74138 


2010-2007 Coolant Temperature Sensor. 

74050 


2005 


74138 


2010 OE Exact Thermostat. 

48628 

180 

4-Cyl 2.4 L 




2010 OE Type Thermostat. 

14698 

180 

2015-2009 

Coolant Temperature Sensor. 

74138 


2009-2008 OE Exact Thermostat. 

♦48628 

180 

2014-2013 

OE Exact Thermostat. 

48128 

180 

2009-2008 OE Type Thermostat. 

♦14698 

180 

2014-2008 

Thermostat Seal. 

25286 


4-Cyl 2.4 L ELECTRIC/GAS 



2012-2011 

OE Exact Thermostat. 

♦48128 

180 

2009-2007 OE Exact Thermostat. 

♦48628 

180 

2012-2008 

OE Type Thermostat 

♦14078 

180 

2009-2007 OE Type Thermostat. 

♦14698 

180 

2009-2008 

OE Type Thermostat 

-0-14077 

170 

V-6 3.0 L 



2009-2008 

OE Exact Thermostat 

♦48128 

180 

2003-2002 OE Exact Thermostat; Excludes Housing. 

♦48759 

198 






♦ OE Temperature ^Alternate Temperature 
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Thermostats for Passenger Cars and LightTrucks (1995 and Newer) 


Application 

Part 

Number 

Temp 

°F 

Application 

Part 

Number 

Temp 

°F 

Scion - Continued 



Subaru - Continued 



xD 

Impreza - Continued | 

4-Cyl 1.8 L 



4-Cyl 2.5 L - Continued 



2014-2008 Coolant Temperature Sensor. 

74138 


2014-2013 OE Exact Thermostat. 

48457 

172 

2014-2008 Thermostat Seal. 

25286 


2014-1998 Thermostat Seal. 

25286 


2010-2008 OE Type Thermostat. 

♦14078 

180 

2012-1998 OE Type Thermostat. 

♦14147 

170 

2009-2008 OE Exact Thermostat. 

♦48128 

180 

2012-1998 OE Exact Thermostat 

♦48457 

172 

2008 OE Tvpe Thermostat. 

. <5-14077 

170 

1998 Coolant Temperature Sensor 

74023 



Smart 


Fortwo 


3-Cyl 1.0 L 

2015-2008 Coolant Temperature Sensor. 

. 74020 


SRT 

Viper 

V-10 8.4L 



2014-2013 Heavy-Duty Thermostat 

. ♦15229 

190 

Subaru 

B9 Tribeca 

6-Cyl 3.0 L 



2007-2006 OE Type Thermostat 

♦14147 

170 

2007-2006 Thermostat Seal. 

25286 


Baja 

4-Cyl 2.5 L 



2006-2003 OE Type Thermostat. 

. ^14147 

170 

2006-2003 OE Exact Thermostat. 

. ♦48457 

172 

2006-2003 Thermostat Seal. 

. 25286 


BRZ 

4-Cyl 2.0 L 



2016-2015 OE Type Thermostat; Lower. 

. 15449 

194 

2016-2013 OE Type Thermostat; Upper. 

. 15431 

125 

Forester 

4-Cyl 2.5 L 



2016-2014 OE Type Thermostat. 

. 15449 

194 

2013-1998 OE Type Thermostat. 

. ♦14147 

170 

2013-1998 OE Exact Thermostat. 

♦48457 

172 

2013-1998 Thermostat Seal. 

25286 


2011 OE Type Thermostat. 

. 14147 

170 

1998 Coolant Temperature Sensor. . 

74023 


Impreza 


4-Cyl 1.8 L 


1997-1995 

Coolant Temperature Sensor. 

74023 


1997-1995 

OE Type Thermostat. 

♦14147 

170 

1997-1995 

OE Exact Thermostat. 

♦48457 

172 

1997-1995 

Thermostat Seal. 

25286 


4-Cyl 2.0 L 

2015 

OE Type Thermostat 

15431 

125 

2014 

OE Type Thermostat 

15449 

194 

2013 

OE Type Thermostat; thermostat and gasket 
assembly. 

15431 

125 

2012 

OE Type Thermostat; thermostat and gasket 
assembly; From 04/2012 

15431 

125 

2005-2002 

OE Type Thermostat 

♦ 14147 

170 

2005-2002 

OE Exact Thermostat. 

♦48457 

172 

2005-2002 

Thermostat Seal. 

25286 


4-Cyl 2.2 L 

2001-1995 

OE Type Thermostat 

♦14147 

170 

2001-1995 

OE Exact Thermostat. 

♦48457 

172 

2001-1995 

Thermostat Seal. 

25286 


1998-1995 

Coolant Temperature Sensor. 

74023 


4-Cyl 2.5 L 

2014-2013 

OE Type Thermostat. 

14147 

170 


Justy 

3-Cyl 1.2 L 

1995 OE Exact Thermostat 

1995 OE Type Thermostat 

1995 Thermostat Seal 


6-Cyl 3.3 L 

1997-1995 Coolant Temperature Sensor.. 

1997-1995 OE Type Thermostat. 

1997-1995 OE Exact Thermostat. 


♦48597 

♦14157 

25284 


74023 

♦14147 

♦48457 


170 

170 


Legacy 

4-Cyl ? ? 1 




1999-1995 

Coolant Temperature Sensor 

74023 


1999-1995 

OE Type Thermostat. 

♦14147 

170 

1999-1995 

OE Exact Thermostat 

♦48457 

172 

1999-1995 

Thermostat Seal 

25286 


4-Cyl 2.5 L 

2014 

OE Type Thermostat. 

15449 

194 

2012-1996 

Thermostat Seal 

25286 


2012 

OE Type Thermostat; To 06/2012. 

14147 

170 

2011-2010 

OE Type Thermostat. 

14147 

170 

2009-2008 

OE Exact Thermostat 

♦48457 

172 

2009-1996 

OE Type Thermostat. 

♦ 14147 

170 

2006-1996 

OE Exact Thermostat. 

♦48457 

172 

1999-1996 

Coolant Temperature Sensor. 

74023 


6-Cyl 3.0 L 

2009-2008 

Thermostat Seal. 

25286 


2009 

OE Type Thermostat; thermostat and gasket 
assembly; To 04/2009. 

14147 

170 

2008 


♦14147 

170 

6-Cyl 3.6 L 

2016-2015 

OE Exact Thermostat. 

48457 

172 

2016-2013 

OE Type Thermostat. 

14147 

170 

2016-2010 

Thermostat Seal. 

25286 


2012-2010 

OE Type Thermostat. 

♦14147 

170 

Outback 

4-Cyl 2.5 L 

2014 

OE Type Thermostat. 

15449 

194 

2013 

OE Type Thermostat. 

14147 

170 

2012-2000 

OE Type Thermostat. 

♦14147 

170 

2012 

Thermostat Seal; To 06/2012,, 

25286 

2011-2000 

Thermostat Seal 

25286 


2009-2008 

OE Exact Thermostat 

♦48457 

172 

2006-2000 

OE Exact Thermostat 

♦48457 

172 

6-Cyl 3.0 L 

2009-2001 

OE Type Thermostat. 

♦14147 

170 

2009-2001 

OE Exact Thermostat 

♦48457 

172 

2009-2001 

Thermostat Seal 

25286 

6-Cyl 3.6 L 

2016-2015 

OE Exact Thermostat 

48457 

172 

2016-2014 

OE Type Thermostat. 

14147 

170 

2016-2010 

Thermostat Seal 

25286 


2013-2010 

OE Type Thermostat. 

♦14147 

170 





svx 


170 

172 


♦OE Temperature 


Alternate Temperature 
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Thermostats for Passenger Cars and LightTrucks (1995 and Newer) 


Part Temp 

Application Number °F 

Part Temp 

Application Number °F 

Subaru - Continued 

Suzuki - Continued 

SVX - Continued 

Grand Vitara 

6-Cyl 3.3 L - Continued 

1997-1995 Thermostat Seal 25286 

V- 6 2.5 L 

2005-1999 OE Type Thermostat 414048 180 


2005-1999 Thermostat Seal. 25270 

V-6 2.7 L 

2008-2006 OE Type Thermostat 414048 180 

Tribeca 

6-Cyl 3.6 L 

2014-2013 OE Type Thermostat 14147 170 

2014-2008 Thermostat Seal 25286 

2008-2006 Thermostat Seal. 25270 

2012-2008 OE Type Thermostat 4 14147 170 

Reno 

WRX 

4-Cyl 2.0 L 

2008-2005 Coolant Temperature Sensor 74050 

2008-2005 Integrated Housing Thermostat 449279 192 

4-Cyl 2.5 L 

2014-2013 OE Type Thermostat 14147 170 

2014-2013 OE Exact Thermostat 48457 172 

2014-2012 Thermostat Seal 25286 

Samurai 

4-Cyl 1.3 L 

1995 Coolant Temperature Sensor 74027 


1995 OE Exact Thermostat 448028 180 


1995 OE Type Thermostat 413958 180 

1995 OE Type Thermostat -0-13959 195 

WRX STI 

4-Cyl 2.5 L 

2016-2013 OE Type Thermostat 14147 170 

2016-2013 OE Exact Thermostat 48457 172 

2016-2013 Thermostat Seal 25286 

Sidekick 

4-Cyl 1.6 L 

1998-1995 Coolant Temperature Sensor 74027 


1998-1995 OE Exact Thermostat 448028 180 

1998-1995 OE Type Thermostat 413958 180 

1998-1995 Thermostat Gasket; Use either gasket or seal to 251 68 

match OE design. 

1998-1995 Thermostat Seal; Use either gasket or seal to match 25281 

OE design. 

4-Cyl 1 8 L 

XV Crosstrek 

4-Cyl 2.0 L 

2014 OE Type Thermostat. 15449 194 

2013 OE Type Thermostat 15431 125 

4-Cyl 2.0 L ELECTRIC/GAS 

2015 OE Type Thermostat 15431 125 

Suzuki 

1998-1996 OE Type Thermostat. 414378 180 

1998-1996 Thermostat Seal. 25281 

Aerio 

4-Cyl 2.0 L 

2003-2002 OE Type Thermostat 4-14378 180 

2003-2002 Thermostat Seal 25281 

4-Cyl 2.3 L 

2007-2004 OE Type Thermostat 414378 180 

2007-2004 Thermostat Seal. 25281 

Swift 

4-Cyl 1.3 L 

2001-1995 OE Type Thermostat. -0-13848 180 

2001-1995 Premium Thermostat. 045848 180 

2001-1995 OE Exact Thermostat . .. 448529 190 

2001-1995 OE Type Thermostat. 413849 195 

Equator 

2001-1995 Premium Thermostat. +45849 195 

V-6 4.0L 

2001-1995 Thermostat Seal 25272 

1995 Coolant Temperature Sensor .. 74027 

2011-2009 Thermostat Gasket. 25191 


SX4 

Esteem 

4-Cyl 2.0 L 

4-Cyl 1.6 L 

2009-2007 OE Type Thermostat. +14378 180 

2009-2007 Thermostat Seal. 25281 

2000-1995 Premium Thermostat. 45848 180 

2000-1995 OE Exact Thermostat. 448529 190 


Vitara 

4-Cyl 2.0 L 

2003-1999 OE Type Thermostat 414378 180 


2003-1999 Thermostat Sea! 25281 

2000-1995 Thermostat Seal. 25272 

4-Cyl 1.8 L 

2002-2000 OE Type Thermostat +14378 180 

V-6 2.5 L 

2004 OE Type Thermostat 414048 180 

2004 Thermostat Seal 25270 

2002-2000 Thermostat Seal. 25281 

1999 OE Type Thermostat. -0-13848 180 

1999 Premium Thermostat .. <>45848 180 


X-90 

4-Cyl 1.6 L 

1998-1996 Coolant Temperature Sensor 74027 

1999 OE Exact Thermostat 448529 190 


1999 OE Type Thermostat 413849 195 

1998-1996 OE Type Thermostat +13958 180 

1999 Premium Thermostat 445849 195 

1999 Thermostat Seal 25272 

1998-1996 OE Type Thermostat -5-13959 195 

1998-1996 Thermostat Gasket 25168 

Forenza 

XL-7 

4-Cyl 2.0 L 

2008-2004 Coolant Temperature Sensor 74050 

V-6 2.7 L 

2006-2002 OE Type Thermostat +14048 180 

2008-2004 Integrated Housing Thermostat. +49279 192 

2006-2002 Thermostat Seal 25270 




♦ OE Temperature ^Alternate Temperature 
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Thermostats for Passenger Cars and LightTrucks (1995 and Newer) 


Application 


Part 

Number 

Temp 

°F 

Application 


Part 

Number 

Temp 

°F 

Toyota 



Toyota 

- Continued 



4Runner 

Avalon 

Continued 



4-Cyl 2.4 L 




V-6 3.5 L - 

Continued 



1995 

Coolant Temperature Sensor. 

74027 


2014-2005 

Thermostat Seal 

25286 


1995 

OE Type Thermostat 

•013868 

180 

2012 

OE Exact Thermostat 

♦48128 

180 

1995 

Premium Thermostat 

•045868 

180 

2010 

OE Exact Thermostat 

♦48128 

180 

1995 

OE Exact Thermostat 

♦48319 

190 

2009-2006 

OE Type Thermostat; Models made in USA. 

❖14077 

170 

1995 

OE Type Thermostat 

♦13869 

195 

2009-2006 

OE Type Thermostat; Models made in USA.. 

♦14078 

180 

1995 

Premium Thermostat 

♦45869 

195 

2005 

OE Type Thermostat. 

❖14077 

170 

1995 

Thermostat Seal 

25281 


2005 

OE Type Thermostat. 

♦ 14078 

180 

4-Cyl 2.7 L 




Camry 




2010 

Coolant Temperature Sensor. 

74138 


4-Cyl 2.2 L 




2010 

OE Exact Thermostat. 

48308 

180 

2001-1995 


74027 


2010 

Integrated Housing Thermostat. 

♦48778 

180 

2001-1995 

OE Exact Thermostat 

♦48278 

180 

2010 

Thermostat Seal 

25286 


2001-1995 


♦13758 

180 

2000-1996 

Coolant Temperature Sensor. 

74027 


2001-1995 


♦45758 

180 

2000-1996 

OE Type Thermostat 

♦ 14108 

180 

2001-1995 

Thermostat Seal 

25280 


2000-1996 

Thermostat Seal 

25286 


4-Cyl 2.2 L 

CNG 



V-6 3.0 L 




2001-2000 

OE Exact Thermostat 

♦48278 

180 

1995 

Coolant Temperature Sensor. 

74027 


2001-2000 

OE Type Thermostat. 

♦13758 

180 

1995 

OE Exact Thermostat. 

♦48288 

180 

2001-2000 

Premium Thermostat 

♦45758 

180 

1995 

OE Type Thermostat 

♦13978 

180 

2001-2000 

Thermostat Seal 

25280 


1995 

Premium Thermostat. 

♦45978 

180 

4-Cyl 2.4 L 




1995 

OE Type Thermostat. 

.... <013979 

195 

2010-2002 

Thermostat Seal 

25286 


1995 

Premium Thermostat. 

.... "045979 

195 

2009-2002 

OE Type Thermostat. 

❖14077 

170 

1995 

Thermostat Seal. 

25281 


2009-2002 


♦48128 

180 

V-6 3.4 L 




2009-2002 

OE Type Thermostat. 

♦14078 

180 

2002-1996 

Coolant Temperature Sensor. 

74027 


2009 

Coolant Temperature Sensor; Japan Product Parts. 

74138 


2002-1996 

OE Type Thermostat. 

.... -014077 

170 

2007-2004 

Coolant Temperature Sensor. 

74138 


2002-1996 

OE Exact Thermostat. 

... ♦48118 

180 

2003 

Coolant Temperature Sensor; From 09/2002. 

74138 


2002-1996 

OE Type Thermostat. 

♦14078 

180 

2002 

Coolant Temperature Sensor; From 08/2002. 

74138 


2002-1996 

Thermostat Seal. 

25286 


4-Cyl 2.4 L 

ELECTRIC/GAS 



V-6 4.0 L 




2011-2010 

Coolant Temperature Sensor; Japan Product Parts. 

74138 


2016-2003 

Coolant Temperature Sensor. 

74138 


2011-2007 

OE Type Thermostat. 

♦14078 

180 

2016-2003 

Thermostat Seal. 

25286 


2011 

OE Exact Thermostat. 

♦48128 

180 

2016 

OE Exact Thermostat. 

48308 

180 

2011 

Thermostat Seal. 

25286 


2016 

OE Type Thermostat. 

14078 

180 

2009-2007 

OE Type Thermostat. 

❖14077 

170 

2015 

Integrated Housing Thermostat. 

48778 

180 

2009-2007 


♦48128 

180 

2014-2003 

Integrated Housing Thermostat. 

♦48778 

180 

2009-2007 


25286 


V-84.7L 




2008 

Coolant Temperature Sensor; Japan Product Parts 

74138 


2009-2005 

Coolant Temperature Sensor. 

74138 


4-Cyl 2.5 L 




2009-2003 

OE Type Thermostat. 

.... <014127 

170 

2016-2015 


48128 

180 

2009-2003 

OE Type Thermostat 

♦14128 

180 

2016-2015 


14078 

180 

2009-2003 

Thermostat Seal. 

25283 


2016-2015 


25286 


2004 

Coolant Temperature Sensor; From 08/2004. 

74138 


2016-2010 

Coolant Temperature Sensor. 

74138 


2003 

Coolant Temperature Sensor. 

74027 


2014-2010 

OE Exact Thermostat 

♦48128 

180 

Avalon 




2014-2010 

OE Type Thermostat. 

♦14078 

180 

4-Cyl 2.5 L 




2014 

Thermostat Seal; To 09/2014 

25286 


2016-2013 

Coolant Temperature Sensor. 

74138 


2013-2010 

Thermostat Seal 

25286 


4-Cyl 2.5 L 

ELECTRIC/GAS 



4-Cyl 2.5 L 

ELECTRIC/GAS 



2014-2013 

OE Type Thermostat 

♦ 14078 

180 

2014-2012 

OE Exact Thermostat 

♦48128 

180 

V-6 3.0 L 




2014-2012 

OE Type Thermostat. 

♦14078 

180 

2004-1995 

Coolant Temperature Sensor. 

74027 


V-6 3.0 L 




2004-1995 

OE Type Thermostat 

... <014077 

170 

2006-1995 

Coolant Temperature Sensor 

74027 


2004-1995 

OE Exact Thermostat 

♦48128 

180 

2006-1995 

OE Type Thermostat. 

❖14077 

170 

2004-1995 

OE Type Thermostat 

♦ 14078 

180 

2006-1995 

OE Exact Thermostat 

♦48128 

180 

2004-1995 

Thermostat Seal 

25286 


2006-1995 


♦14078 

180 

V-6 3.5 L 




2006-1995 

Thermostat Seal 

25286 


2016-2005 

Coolant Temperature Sensor. 

74138 


V-6 3.3 L 




2016 

OE Type Thermostat 

14078 

180 

2006-2004 

Coolant Temperature Sensor 

74027 


2016 

Thermostat Seal. 

25286 


2006-2004 

OE Type Thermostat 

♦14077 

170 

2014-2010 

OE Type Thermostat 

.... ♦14078 

180 






♦ OE Temperature ❖Alternate Temperature 
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Thermostats for Passenger Cars and LightTrucks (1995 and Newer) 


Application 


Part 

Number 

Temp 

°F 

Application 


Part 

Number 

Temp 

°F 

Toyota 

- Continued 



Toyota 

- Continued 



Camry - Continued 

Corolla 

Continued 



V-6 3.3L- 

Continued 



4-Cyl 1.8 L 

- Continued 



2006-2004 

OE Type Thermostat. 

♦14078 

180 

1997-1995 

Coolant Temperature Sensor. 

74027 


2006-2004 

Thermostat Seal 

25286 


1997-1995 

OE Exact Thermostat 

♦48148 

180 

2006 

OE Exact Thermostat 

♦48128 

180 

1997-1995 

OE Type Thermostat 

♦13758 

180 

2004 

OE Exact Thermostat 

♦48128 

180 

1997-1995 

Premium Thermostat. 

♦45758 

180 

V-6 3.5L 




1997-1995 

Thermostat Seal. 

25280 


2016-2015 

OE Type Thermostat 

14078 

180 

4-Cyl 2.4 L 




2016-2015 

Thermostat Seal 

25286 


2012-2011 

OE Exact Thermostat 

48128 

180 

2016-2007 

Coolant Temperature Sensor 

74138 


2012-2011 

Thermostat Seal. 

25286 


2014-2009 

OE Type Thermostat 

♦14078 

180 

2012 

Coolant Temperature Sensor. 

74138 


2014 

Thermostat Seal; To 09/2014 

25286 


2012 

OE Type Thermostat 

14078 

180 

2013-2007 

Thermostat Seal 

25286 


2011-2009 

Coolant Temperature Sensor; Japan Product Parts. 

74138 


2012-2011 

OE Exact Thermostat 

♦48128 

180 

2010-2009 

OE Type Thermostat 

♦14078 

180 

2009 

OE Type Thermostat 

4-14077 

170 

2010 

Thermostat Seal; To 12/2010. 

25286 


2009 

OE Exact Thermostat 

♦48128 

180 

2009 

OE Type Thermostat 

4-14077 

170 

2008-2007 

OE Type Thermostat; Models made in Japan. 

4-14077 

170 

2009 

OE Exact Thermostat 

♦48128 

180 

2008-2007 

OE Type Thermostat; Models made in Japan.. 

♦14078 

180 

2009 

Thermostat Seal. 

25286 


Celica 

Echo 

4-Cyl 1.8 L 




4-Cyl 1.5 L 




2005-2000 

Coolant Temperature Sensor. 

74027 


2005-2000 

OE Exact Thermostat. 

♦48308 

180 

2005-2000 

OE Type Thermostat. 

4-14077 

170 

2005-2000 

OE Type Thermostat. 

♦14108 

180 

2005-2000 

OE Exact Thermostat. 

♦48128 

180 

2005-2000 

Thermostat Seal. 

25286 


2005-2000 

OE Type Thermostat. 

♦14078 

180 

FJ Cruiser 



2005-2000 

Thermostat Seal. 

25286 


V-6 4.0 L 




1997-1995 

Coolant Temperature Sensor. 

74027 


2014-2007 


74138 


1997-1995 

OE Exact Thermostat. 

♦48148 

180 

2014-2007 


♦48778 

180 

1997-1995 

OE Type Thermostat. 

♦13758 

180 

2014 

Thermostat Seal; To 07/2014. 

25286 


1997-1995 

Premium Thermostat. 

♦45758 

180 

2013-2011 


25286 


1997-1995 

Thermostat Seal. 

25280 


2010 


25286 


4-Cyl 2.2 L 




2009-2007 

Thermostat Seal. 

25286 


1999-1997 

OE Exact Thermostat. 

♦48278 

180 

Hiace ! 

1999-1995 

OE Type Thermostat. 

■♦■13758 

180 

4-Cyl 2.7 L 




1999-1995 

Premium Thermostat. 

♦45758 

180 

2014-2006 

OE Exact Thermostat. 

48308 

180 

1999-1995 

Thermostat Seal. 

25280 


2014-2006 

OE Type Thermostat. 

14108 

180 

1999 

Coolant Temperature Sensor; To 05/1999. 

74027 


Hinhlanrier 



1998-1995 

Coolant Temperature Sensor. 

74027 


4-Cvl 2.4 L 



1996-1995 

OE Exact Thermostat 

♦48148 

180 

2007-2001 

OE Type Thermostat. 

4-14077 

170 

Corolla 

2007-2001 

OE Exact Thermostat. 

♦48128 

180 

4-Cyl 1.6 L 




2007-2001 

OE Type Thermostat. 

♦14078 

180 

1997-1995 

Coolant Temperature Sensor 

74027 


2007-2001 


25286 


1997-1995 

OE Exact Thermostat 

♦48148 

180 

2007 

Coolant Temperature Sensor; To 05/2007 

74138 


1997-1995 

OE Type Thermostat 

♦ 13758 

180 

2006-2004 


74138 


1997-1995 

Premium Thermostat. 

♦45758 

180 

2003 

Coolant Temperature Sensor; From 08/2003 

74138 


1997-1995 

Thermostat Seal 

25280 


2002-2001 


74027 


4-Cyl 1.8 L 




4-Cyl 2.7 L 



2016-2012 

Coolant Temperature Sensor. 

74138 


2016-2014 


48128 

180 

2016-1998 

Thermostat Seal 

25286 


2016-2014 

OE Type Thermostat 

14078 

180 

2016 

OE Exact Thermostat; Type A 

48128 

180 

2016-2009 

Coolant Temperature Sensor. 

74138 


2016 

OE Type Thermostat; Type A 

14078 

180 

2016-2009 

Thermostat Seal. 

25286 


2015-2014 

OE Type Thermostat 

14078 

180 

2013-2009 

OE Exact Thermostat 

♦48128 

180 

2013-2000 

OE Type Thermostat 

♦ 14078 

180 

2013-2009 

OE Type Thermostat 

♦14078 

180 

2012 

OE Exact Thermostat 

♦48128 

180 

2010-2009 

OE Type Thermostat 

414077 

170 

2011-2009 

Coolant Temperature Sensor; Japan Product Parts. 

74138 


V-6 3.0 L 




2010-2000 

OE Type Thermostat.. .. 

4-14077 

170 

2003-2001 


74027 


2010-2000 

OE Exact Thermostat. 

♦48128 

180 

2003-2001 

OE Type Thermostat 

414077 

170 

2008-2003 

Coolant Temperature Sensor. 

74027 


2003-2001 

OE Exact Thermostat 

♦48128 

180 

1999-1998 

OE Exact Thermostat. 

♦48327 

170 

2003-2001 

OE Type Thermostat 

♦14078 

180 

1999-1998 

OE Type Thermostat. 

♦14077 

170 

2003-2001 

Thermostat Seal. 

25286 


1999-1998 

OE Type Thermostat. 

4-14078 

180 






♦ OE Temperature ^Alternate Temperature 
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Thermostats for Passenger Cars and LightTrucks (1995 and Newer) 


Application 


Part 

Number 

Temp 

°F 

Toyota 

- Continued 



Highlander - Continued 1 

V-6 3.3 L 

2010-2008 

Coolant Temperature Sensor. 

74027 


2007-2004 

OE Type Thermostat 

414077 

170 

2007-2004 

OE Exact Thermostat. 

♦48128 

180 

2007-2004 

OE Type Thermostat 

♦ 14078 

180 

2007-2004 

Thermostat Seal. 

25286 


2007 

Coolant Temperature Sensor; To 05/2007. 

74027 


2006-2004 

Coolant Temoerature Sensor 

74027 


V-6 3.3 L ELECTRIC/GAS 



2010-2006 

OE Type Thermostat 

414077 

170 

2010-2006 

OE Exact Thermostat. 

♦48128 

180 

2010-2006 

OE Type Thermostat 

♦ 14078 

180 

2010-2006 

Thermostat Seal 

25286 


V-6 3.5 L 

2016-2014 

OE Type Thermostat 

14078 

180 

2016-2008 

Coolant Temperature Sensor. 

74138 


2016-2008 

Thermostat Seal. 

25286 


2013-2008 

OE Type Thermostat 

♦ 14078 

180 

2012 

OE Exact Thermostat. 

♦48128 

180 

2010-2008 

OE Type Thermostat 

414077 

170 

2010-2008 

OE Exact Thermostat. 

♦48128 

180 

V-6 3.5 L ELECTRIC/GAS 



2016 

OE Type Thermostat 

14078 

180 

2013-2012 

OE Exact Thermostat. 

♦48128 

180 

2013-2012 

Thermostat Seal. 

25286 


2013-2011 

OE Type Thermostat. 

♦14078 

180 

2012-2011 

Coolant Temperature Sensor. 

74138 






Hilux 

4-Cyl 2.7 L 

2014-2004 

OE Exact Thermostat. 

48308 

180 

2014-2004 

OE Type Thermostat. 

14108 

180 

Land Cruiser 

6-Cyl 4.5 L 

1997-1995 

Coolant Temperature Sensor. 

74027 


1997-1995 

OE Type Thermostat. 

.... 414127 

170 

1997-1995 

OE Type Thermostat. 

♦14128 

180 

1997-1995 

Thermostat Seal. 

25283 


V-84.7L 

2007-2006 

Coolant Temperature Sensor. 

74138 


2007-1998 

OE Type Thermostat. 

.... 414127 

170 

2007-1998 

OE Type Thermostat. 

♦ 14128 

180 

2007-1998 

Thermostat Seal 

25283 


2005 

Coolant Temperature Sensor; From 05/2005. 

74138 


2004-1998 

Coolant Temperature Sensor. 

74027 


V-8 5.7 L 

2016-2013 

Coolant Temperature Sensor. 

74138 


2016-2013 

OE Exact Thermostat. 

49338 

180 

2011-2008 

Coolant Temperature Sensor. 

74138 


2011-2008 

OE Exact Thermostat. 

49338 

180 

Matrix I 

4-Cyl 1.8 L 

2014-2003 

Thermostat Seal 

25286 


2014 

OE Type Thermostat 

14078 

180 

2013-2012 

OE Exact Thermostat. 

♦48128 

180 

2013-2009 

Coolant Temperature Sensor. 

74138 


2013-2003 

OE Type Thermostat 

♦ 14078 

180 

2010-2008 

OE Type Thermostat 

414177 

170 

2010-2003 

OE Exact Thermostat. 

♦48128 

180 

2008-2003 

Coolant Temperature Sensor. 

74027 







Application 


Toyota - Continued 


Part Temp 
Number °F 


Matrix - Continued 

4-Cyl 1.8 L - Continued 



2007-2003 OE Type Thermostat. 

. 414077 

170 

4-Cyl 2.4 L 



2013-2011 OE Exact Thermostat 

♦48128 

180 

2013-2011 Thermostat Seal 

25286 


2013-2009 Coolant Temperature Sensor 

74138 


2013-2009 OE Type Thermostat. 

♦ 14078 

180 

2010 Thermostat Seal; To 12/2010 

25286 


2009 OE Type Thermostat. 

. 414177 

170 

2009 OE Exact Thermostat 

♦48128 

180 

2009 Thermostat Seal 

25286 





Mirai 

2016 Coolant Temperature Sensor 

74138 


MR2 

4-Cyl 2.0 L 



1995 Coolant Temperature Sensor 

74027 


1995 OE Exact Thermostat 

♦48148 

180 

1995 OE Type Thermostat .... 

. ♦13758 

180 

1995 Premium Thermostat 

♦45758 

180 

1995 Thermostat Seal 

25280 


4-Cyl 2.2 L 



1995 Coolant Temperature Sensor 

74027 


1995 OE Exact Thermostat 

♦48148 

180 

1995 OE Type Thermostat. 

♦13758 

180 

1995 Premium Thermostat. 

♦45758 

180 

1995 Thermostat Seal. 

25280 


MR2 Spyder 

4-Cyl 1.8 L 



2005-2000 Coolant Temperature Sensor. 

74027 


2005-2000 OE Type Thermostat. 

. 414077 

170 

2005-2000 OE Type Thermostat. 

♦14078 

180 

2005-2000 Thermostat Seal. 

25286 


2005 OE Exact Thermostat. 

♦48308 

180 

2003-2001 OE Exact Thermostat. 

♦48128 

180 

Paseo 

4-Cyl 1.5 L 



1999-1995 Thermostat Seal. 

25280 


1999 OE Type Thermostat. 

13758 

180 

1998-1995 OE Exact Thermostat. 

♦48148 

180 

1998-1995 OE Type Thermostat. 

♦13758 

180 

1998-1995 Premium Thermostat 

♦45758 

180 

1997 Coolant Temperature Sensor; To 05/1997 

74027 


1996-1995 Coolant Temperature Sensor 

74027 


Pickup 

4-Cyl 2.4 L 



1995 Coolant Temperature Sensor 

74027 


1995 OE Type Thermostat. 

. 413868 

180 

1995 Premium Thermostat 

445868 

180 

1995 OE Exact Thermostat 

♦48319 

190 

1995 OE Type Thermostat. 

♦13869 

195 

1995 Premium Thermostat 

♦45869 

195 

1995 Thermostat Seal 

25281 


V-6 3.0 L 



1995 Coolant Temperature Sensor 

74027 


1995 OE Exact Thermostat 

. ♦48288 

180 

1995 OE Type Thermostat. 

♦13978 

180 

1995 Premium Thermostat 

♦45978 

180 

1995 OE Type Thermostat .... 

. 413979 

195 

1995 Premium Thermostat 

445979 

195 





♦ OE Temperature 


338 





































































































Thermostats for Passenger Cars and LightTrucks (1995 and Newer) 


Part Temp 

Application Number °F 

Part Temp 

Application Number °F 

Toyota - Continued 

Toyota - Continued 

Pickup - Continued 

IRAV4-Continued I 


4-Cyl 2.5 L - Continued 

2013-2009 Thermostat Seal 25286 


V-6 3.0 L - Continued 

1995 Thermostat Seal 25281 

Previa 

4-Cyl 2.4 L 

1997-1995 Coolant Temperature Sensor 74027 

1997-1995 OE Type Thermostat >14108 180 

1997-1995 Thermostat Seal 25286 

Prius 

4-Cyl 1.5 L 

2009-2004 Coolant Temperature Sensor. 74138 

2003-2001 Coolant Temperature Sensor. 74027 

4-Cyl 1.5 L ELECTRIC/GAS 

2009-2001 OE Exact Thermostat >48308 180 

2009-2001 OE Type Thermostat. >14108 180 

2009-2001 Thermostat Seal 25286 

4-Cyl 1.8 L 

2016-2010 Coolant Temperature Sensor. 74138 

2016-2010 OE Exact Thermostat. 49348 180 

Prius C 

4-Cyl 1.5 L 

2016-2012 Coolant Temperature Sensor. 74138 

2016 Integrated Housing Thermostat. 49708 180 

2014- 2012 Integrated Housing Thermostat. 49708 180 

Prius Plug-In 

4-Cyl 1.8 L 

2015- 2012 Coolant Temperature Sensor. 74138 

2015 OE Exact Thermostat. 49348 180 

Prius V 

4-Cyl 1.8 L 

2016- 2012 Coolant Temperature Sensor. 74138 

2016 OE Exact Thermostat. 49348 180 

2014-2012 OE Exact Thermostat. 49348 180 

RAV4 

4-Cyl 2.0 L 

2003-2001 OE Type Thermostat. >14077 170 

2003-2001 OE Exact Thermostat. >48128 180 

2003-2001 OE Type Thermostat. >14078 180 

2003-2001 Thermostat Seal. 25286 

2003 Coolant Temperature Sensor; From 07/2003 . 74138 

2002-1996 Coolant Temperature Sensor. 74027 

2000-1997 OE Exact Thermostat. >48278 180 

2000-1996 OE Type Thermostat. >13758 180 

2000-1996 Premium Thermostat >45758 180 

2000-1996 Thermostat Seal. 25280 

1996 OE Exact Thermostat. >48148 180 

4-Cyl 2.4 L 

2008-2004 Coolant Temperature Sensor. 74138 

2008-2004 OE Type Thermostat. >14077 170 

2008-2004 OE Exact Thermostat >48128 180 

2008-2004 OE Type Thermostat. >14078 180 

2008-2004 Thermostat Seal. 25286 

4-Cyl 2.5 L 

2016-2015 Thermostat Seal 25286 

2016-2014 OE Exact Thermostat. 48128 180 

2016-2014 OE Type Thermostat 14078 180 

2016-2009 Coolant Temperature Sensor 74138 

2014 Thermostat Seal; To 03/2014 25286 

2013-2009 OE Exact Thermostat >48128 180 

2013-2009 OE Type Thermostat. >14078 180 


2012 Thermostat Seal 25282 

2010-2009 OE Type Thermostat >14077 170 

V-6 3.5 L 

2012-2006 Coolant Temperature Sensor 74138 

2012-2006 OE Type Thermostat >14078 180 

2012-2006 Thermostat Seal 25286 

2012 OE Exact Thermostat >48128 180 

2010-2009 OE Exact Thermostat >48128 180 

2010 OE Type Thermostat. >14077 170 

2009 OE Type Thermostat. >14177 170 

2008- 2006 OE Type Thermostat. >14077 170 

Sequoia 

V-8 4.6 L 

2012-2010 Coolant Temperature Sensor. 74138 

2012- 2010 OE Exact Thermostat. 49338 180 

V-8 4.7 L 

2009- 2005 Coolant Temperature Sensor. 74138 

2009-2002 OE Type Thermostat. >14127 170 

2009-2001 OE Type Thermostat. >14128 180 

2009-2001 Thermostat Seal 25283 

2004 Coolant Temperature Sensor; From 08/2004. 74138 

2003-2001 Coolant Temperature Sensor. 74027 

V-8 5.7 L 

2016-2008 Coolant Temperature Sensor. 74138 

2016-2008 OE Exact Thermostat. 49338 180 

Sienna 

4-Cyl 2.7 L 

2013- 2011 Coolant Temperature Sensor. 74138 

2013-2011 Thermostat Seal 25286 

2013 OE Exact Thermostat. >48128 180 

2013 OE Type Thermostat. >14078 180 

2012 OE Exact Thermostat. 48128 180 

2012 OE Type Thermostat. 14078 180 

2011 OE Exact Thermostat. >48128 180 

2011 OE Type Thermostat. >14078 180 

V-6 3.0 L 

2003-1998 Coolant Temperature Sensor 74027 

2003-1998 OE Type Thermostat. >14077 170 

2003-1998 OE Exact Thermostat >48128 180 

2003-1998 OE Type Thermostat >14078 180 

2003-1998 Thermostat Seal 25286 

V-6 3.3 L 

2006-2004 Coolant Temperature Sensor. 74027 

2006-2004 OE Type Thermostat >14077 170 

2006-2004 OE Exact Thermostat. >48128 180 

2006-2004 OE Type Thermostat >14078 180 

2006-2004 Thermostat Seal 25286 

V-6 3.5 L 

2016-2015 Thermostat Seal 25286 

2016-2014 OE Type Thermostat 14078 180 

2016-2007 Coolant Temperature Sensor 74138 

2014 Thermostat Seal; To 09/2014 25286 

2013-2011 OE Exact Thermostat >48128 180 

2013-2009 OE Type Thermostat. >14078 180 

2013-2007 Thermostat Seal 25286 

2013 Thermostat Seal 25282 

2009 OE Type Thermostat. >14177 170 


>OE Temperature > Alternate Temperature 
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Thermostats for Passenger Cars and LightTrucks (1995 and Newer) 


Application 


Part 

Number 

Temp 

°F 

Application 


Part 

Number 

Temp 

°F 

Toyota 

- Continued 



Toyota 

- Continued 



Sienna 

Continued 



Tacoma 

- Continued 



V-6 3.5L- 

Continued 



4-Cyl 2.7 L 

- Continued 



2009 

OE Exact Thermostat. 

■♦■48128 

180 

2014 

OE Type Thermostat. 

♦14078 

180 

2008 

OE Type Thermostat; Models made in USA. 

444077 

170 

2013-2005 

OE Exact Thermostat 

♦48308 

180 

2008 

OE Type Thermostat; Models made in USA. 

♦14078 

180 

2010-1995 

OE Type Thermostat. 

♦14108 

180 

2007 

OE Type Thermostat 

<014077 

170 

2004-1995 

Coolant Temperature Sensor 

74027 


2007 

OE Type Thermostat 

♦14078 

180 

V-6 3.4 L 




Solara 




2004-1995 

Coolant Temperature Sensor. 

74027 


4-Cyl 2.2 L 




2004-1995 

OE Type Thermostat. 

-014077 

170 

2001-1999 


74027 


2004-1995 

OE Exact Thermostat 

♦48118 

180 

2001-1999 

OE Exact Thermostat. 

♦48278 

180 

2004-1995 

OE Type Thermostat. 

♦14078 

180 

2001-1999 

OE Type Thermostat 

♦ 13758 

180 

2004-1995 

Thermostat Seal 

25286 


2001-1999 

Premium Thermostat 

♦45758 

180 

V-6 4.0 L 




2001-1999 


25280 


2015-2005 

Coolant Temperature Sensor 

74138 


4-Cyl 2.4 L 




2015-2005 

Thermostat Seal 

25286 


2008-2004 


74138 


2015 

Integrated Housing Thermostat. 

48778 

180 

2008-2002 

OE Type Thermostat 

-014077 

170 

2014-2005 

Integrated Housing Thermostat. 

♦48778 

180 

2008-2002 

OE Exact Thermostat 

♦48128 

180 

Tercel 

2008-2002 

OE Type Thermostat 

♦ 14078 

180 

4-Cyl 1.5 L 




2008-2002 


25286 


1999-1995 

Thermostat Seal 

25280 


V-6 3.0 L 




1999 

OE Type Thermostat. 

13758 

180 

2003-1999 

Coolant Temperature Sensor. 

74027 


1998-1995 

OE Exact Thermostat 

♦48148 

180 

2003-1999 

OE Type Thermostat 

-014077 

170 

1998-1995 

OE Type Thermostat. 

... ♦13758 

180 

2003-1999 

OE Type Thermostat 

♦ 14078 

180 

1998-1995 

Premium Thermostat. 

♦45758 

180 

2003-1999 

Thermostat Seal. 

25286 


1997 

Coolant Temperature Sensor; To 05/1997. 

74027 


2003 

OE Exact Thermostat. 

♦48128 

180 

1996-1995 

Coolant Temperature Sensor. 

74027 


2001-2000 

OE Exact Thermostat. 

♦48128 

180 

Tundra 




V-6 3.3 L 




V-6 3.4 L 




2008-2004 

Coolant Temperature Sensor. 

74027 


2004-2000 


74027 


2008-2004 

OE Type Thermostat. 

.... -014077 

170 

2004-2000 

OE Type Thermostat. 

... -014077 

170 

2008-2004 

OE Exact Thermostat. 

♦48128 

180 

2004-2000 

OE Exact Thermostat. 

♦48118 

180 

2008-2004 

OE Type Thermostat. 

.... ^14078 

180 

2004-2000 

OE Type Thermostat. 

.... ^14078 

180 

2008-2004 

Thermostat Seal. 

25286 


2004-2000 

Thermostat Seal. 

25286 


Supra 




V-6 4.0 L 




6-Cyl 3.0 L 




2014-2005 

Coolant Temperature Sensor. 

74138 


1998-1995 

Coolant Temperature Sensor. 

74027 


2014-2005 

Integrated Housing Thermostat. 

♦48778 

180 

1998-1995 

OE Exact Thermostat. 

♦48308 

180 

2014 

Thermostat Seal; To 09/2014. 

25286 


1998-1995 

OE Type Thermostat. 

♦14108 

180 

2013-2006 

Thermostat Seal. 

25286 


1998-1995 

Thermostat Seal. 

25286 


2005 

Thermostat Seal; To 02/2005. 

25286 


T100 




V-8 4.6 L 




4-Cyl 2.7 L 




2016-2010 

Coolant Temperature Sensor. 

74138 


1998-1995 


74027 


2016-2010 

OE Exact Thermostat 

49338 

180 

1998-1995 

OE Type Thermostat 

♦ 14108 

180 

V-8 4.7 L 




1998-1995 


25286 


2009-2005 

Coolant Temperature Sensor. 

74138 


V-6 3.4 L 




2009-2000 

OE Type Thermostat. 

.... -014127 

170 

1998-1995 

Coolant Temperature Sensor. 

74027 


2009-2000 

OE Type Thermostat. 

♦14128 

180 

1998-1995 

OE Type Thermostat. 

.... <014077 

170 

2009-2000 

Thermostat Seal 

25283 


1998-1995 

OE Exact Thermostat. 

♦48118 

180 

2004 

Coolant Temperature Sensor; From 08/2004 

74138 


1998-1995 

OE Type Thermostat 

♦14078 

180 

2004 

Coolant Temperature Sensor; To 08/2004 

74027 


1998-1995 


25286 


2003-2000 

Coolant Temperature Sensor 

74027 


Tacoma 




V-8 5.7 L 




4-Cyl 2.4 L 




2016-2007 

Coolant Temperature Sensor. 

74138 


2004-1995 


74027 


2016-2007 

OE Exact Thermostat 

49338 

180 

2004-1995 

OE Type Thermostat 

♦ 14108 

180 

Venza 

2004-1995 

Thermostat Seal 

25286 


4-Cyl 2.7 L 




4-Cyl 2.7 L 




2015-2014 

OE Exact Thermostat 

48128 

180 

2016-2005 

Coolant Temperature Sensor. 

74138 


2015-2014 

OE Type Thermostat. 

14078 

180 

2016-1995 

Thermostat Seal 

25286 


2015-2009 

Coolant Temperature Sensor. 

74138 


2015 

OE Exact Thermostat. 

48308 

180 

2015-2009 

Thermostat Seal 

25286 


2014 

OE Exact Thermostat 

♦48128 

180 

2013-2009 

OE Exact Thermostat 

... ♦48128 

180 










♦ OE Temperature <> Alternate Temperature 
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Thermostats for Passenger Cars and LightTrucks (1995 and Newer) 



Part 

Temp 



Part 

Temp 

Application 

Number 

°F 

Application 


Number 

°F 

Toyota - Continued 



Volkswagen - Continued 



Venza - Continued 

Beetle - 

Continued 



4-Cyl 2.7 L - Continued 



5-Cyl 2.5 L 

- Continued 



2013-2009 OE Type Thermostat. 

♦14078 

180 

2010-2006 

OE Type Thermostat 

15417 

176 

2009 OE Type Thermostat. 

0-14077 

170 

2010-2006 

Integrated Housing Thermostat. 

49677 

176 








V-6 3.5 L 



Cabrio 

2015-2014 OE Type Thermostat 

14078 

180 

4-Cyl 2.0 L 




2015-2009 Coolant Temperature Sensor 

74138 


2002-2000 


74014 


2015-2009 Thermostat Seal 

25286 


2002-2000 


<013378 

180 

2013-2012 OE Exact Thermostat 

♦48128 

180 

2002-2000 

Premium Thermostat. 

❖45378 

180 

2013-2009 OE Type Thermostat 

♦14078 

180 

2002-2000 

OE Type Thermostat 

♦13379 

195 

2010-2009 OE Type Thermostat 

0-14077 

170 

2002-2000 


♦45379 

195 

2010-2009 OE Exact Thermostat 

♦48128 

180 

2002-1995 

OE Type Thermostat 

❖13376 

160 

Yaris 

2002-1995 

Thermostat Seal. 

25269 


4-Cyl 1.5 L 



1999-1997 

Coolant Temperature Sensor. 

74034 


2016-2015 OE Exact Thermostat 

48308 

180 

1999 

OE Type Thermostat 

♦13378 

180 

2016-2012 Thermostat Seal 

25286 


1999 


♦45378 

180 

2016-2006 Coolant Temperature Sensor. 

74138 


1999 


❖13379 

195 

2016 OE Type Thermostat. 

14078 

180 

1999 

Premium Thermostat. 

❖45379 

195 

2014 OE Exact Thermostat 

♦48128 

180 

1998-1995 

OE Type Thermostat. 

❖13378 

180 

2014 OE Type Thermostat 

♦ 14078 

180 

1998-1995 


❖45378 

180 

2014 Thermostat Seal 

25282 


1998-1995 


♦13379 

195 

2013-2006 OE Exact Thermostat. 

♦48308 

180 

1998-1995 


♦45379 

195 

2011 Thermostat Seal; To 07/2011 

25286 


1996 

Coolant Temperature Sensor; To vin 1E-TK030 000.... 

74034 


2010-2006 OE Type Thermostat. 

♦14108 

180 

1995 

Coolant Temperature Sensor... . 

74034 









2010-2006 Thermostat Seal. 

25286 


CC 1 

Volkswagen 

4-Cyl 2.0 L 




Beetle 

2016-2009 

Coolant Temperature Sensor. 

74092 


4-Cyl 1.8 L 



2016-2009 

Heavy-Duty Thermostat. 

15462 

203 

2016-2014 Coolant Temperature Sensor. 

74092 


V-6 3.6 L 





74014 


2016-2009 

Coolant Temperature Sensor. 

74092 


2005-1999 OE Type Thermostat. 

♦14419 

190 

Corrado 

2005-1999 Thermostat Seal. 

25269 


V-6 2.8 L 




1999 Coolant Temperature Sensor; From vin 1C-X-430 801 

74014 


1995 

Coolant Temperature Sensor. 

74006 


4-Cyl 1.9 L 



1995 

OE Type Thermostat. 

13648 

174 


740Q? 


1995 

OE Exact Thermostat . 

48668 

176 

2005-2000 Coolant Temperature Sensor 

74014 


1995 

Thermostat Seal. 

25271 


1999 Coolant Temperature Sensor; From vin 1C-X-430 801 

74014 


e-Golf 

4-Cyl 1.9 L DIESEL 



2016-2015 

Coolant Temperature Sensor. 

74092 


2006-1998 OE Exact Thermostat . 

♦48499 

190 

Eos 

2006-1998 OE Type Thermostat. 

♦13379 

195 

4-Cyl 2.0 L 




2006-1998 Thermostat Seal 

25269 


2016-2010 


15462 

203 

2005-1998 OE Type Thermostat 

0-13376 

160 

2016-2007 


74092 


2005-1998 OE Type Thermostat. 

0-13378 

180 

2009-2007 

Integrated Housing Thermostat. 

49462 

212 

2005-1998 Premium Thermostat 

0-45378 

180 

2009 

Heavy-Duty Thermostat 

4-15462 

203 

2005-1998 Premium Thermostat. 

♦45379 

195 

V-6 3.2 L 




4-Cyl 2.0 L 



2008-2007 

Coolant Temperature Sensor. 

74092 


2016-2012 Coolant Temperature Sensor 

74092 


EuroVan 

2013-2012 Heavy-Duty Thermostat 

15462 

203 

5-Cyl 2.4 L 




2005-2000 Coolant Temperature Sensor 

74014 


1997-1995 


13588 

176 

2005-1998 OE Type Thermostat. 

♦14419 

190 

1997-1995 

Thermostat Seal. 

25271 

2005-1998 Thermostat Seal 

25269 


5-Cyl 2.5 L 




1999-1998 Coolant Temperature Sensor; From vin 1C-X-430 801 

74014 


1996-1995 

OE Type Thermostat 

13588 

176 

4-Cyl 2.0 L DIESEL 



1996-1995 

Thermostat Seal. 

25271 


2014-2013 Integrated Housing Thermostat. 

49638 

188 

V-6 2.8 L 




2013 Coolant Temperature Sensor 

74092 


2003-2002 

Thermostat Seal 

25271 


5-Cyl 2.5 L 



2003-2001 

Coolant Temperature Sensor. 

74014 


2017-2012 OE Type Thermostat 

15417 

176 

2003 

OE Type Thermostat 

013496 

167 

2014-2012 Coolant Temperature Sensor 

74092 


2003 

OE Type Thermostat 

♦13648 

174 

2014-2012 Integrated Housing Thermostat 

49677 

176 

2003 

OE Type Thermostat 

013649 

190 

2010-2006 Coolant Temperature Sensor; Connnector 2 pin 

74092 


2002-1999 

OE Exact Thermostat 

♦48668 

176 


♦ OE Temperature ^Alternate Temperature 
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Thermostats for Passenger Cars and LightTrucks (1995 and Newer) 


Application 


Volkswagen - Continued 


Part Temp 
Number °F 


EuroVan - Continued 

V-6 2.8L- 

Continued 



2002-1999 

OE Type Thermostat. 

♦13378 

180 

2001 

Thermostat Seal. 

25269 

2000-1999 

Thermostat Seal. 

25271 


2000 

Coolant Temperature Sensor; Connector 4 pin. 

74014 


1999 

Coolant Temperature Sensor. 

74014 


1997 

Coolant Temperature Sensor. 

74006 


1997 

OE Exact Thermostat. 

♦48668 

176 

1997 

OE Type Thermostat 

♦13378 

180 

1997 

Thermostat Seal. 

25271 





Golf 

4-Cyl 1.8 L 

2016-2015 

Coolant Temperature Sensor. 

74092 


2015 

Integrated Housing Thermostat. 

49479 

192 

2006-2002 

Coolant Temperature Sensor. 

74014 


2006-2002 

OE Type Thermostat 

14419 

190 

2001-2000 

Coolant Temperature Sensor; From 1J-XB121 001; 
1J-XB387 001; 1J-XB417 001; 1J-XB473 001. 

74014 


2001-2000 

Thermostat Seal. 

25269 


2001-1999 

OE Type Thermostat. 

♦14419 

190 

1998-1995 

Coolant Temperature Sensor. 

74034 


1998 

OE Type Thermostat. 

13379 

195 

1997 

OE Type Thermostat. 

4-13376 

160 

1997 

OE Type Thermostat. 

4-13378 

180 

1997 

Premium Thermostat. 

4-45378 

180 

1997 

OE Type Thermostat 

♦13379 

195 

1997 

Premium Thermostat 

♦45379 

195 

1997 

Thermostat Seal 

25269 


1996-1995 

OE Type Thermostat 

13379 

195 

4-Cyl 1.9 L 

2006-2002 

Coolant Temperature Sensor. 

74014 


2001-2000 

Coolant Temperature Sensor; Black/Yellow. 

74034 


2001-1999 

Coolant Temperature Sensor; From 1J-XB121 001; 
1J-XB387 001; 1J-XB417 001; 1J-XB473 001. 

74014 


1998-1997 

Coolant Temperature Sensor. 

74034 


1995 

OE Type Thermostat 

13379 

195 

4-Cyl 1.9 L DIESEL 



2006-1998 

OE Type Thermostat 

4-13378 

180 

2006-1998 

Premium Thermostat 

4-45378 

180 

2006-1998 

OE Exact Thermostat. 

♦48499 

190 

2006-1998 

OE Type Thermostat 

♦13379 

195 

2006-1998 

Premium Thermostat 

♦45379 

195 

2006-1996 

OE Type Thermostat. 

413376 

160 

2006-1996 

Thermostat Seal. 

25269 


1997-1996 

OE Type Thermostat. 

♦13378 

180 

1997-1996 

Premium Thermostat. 

♦45378 

180 

1997-1996 

OE Type Thermostat. 

413379 

195 

1997-1996 

Premium Thermostat. 

445379 

195 

4-Cyl 2.0 L 

2015-2010 

Coolant Temperature Sensor. 

74092 


2014 

Integrated Housing Thermostat. 

49638 

188 

2013 

Heavy-Duty Thermostat. 

15462 

203 

2006-2005 

Thermostat Seal. 

25269 

2006-2002 

Coolant Temperature Sensor. 

74014 


2006-2000 

OE Type Thermostat. 

♦14419 

190 

2004 

Thermostat Seal. 

25271 


2003-1995 

Thermostat Seal. 

25269 


2001-1999 

Coolant Temperature Sensor; From 1J-XB121 001; 
1J-XB387 001; 1J-XB417 001; 1J-XB473 001. 

74014 


1999-1995 

Coolant Temperature Sensor. 

74034 






Application 


Volkswagen - Continued 


Part Temp 
Number °F 


Golf-Continued 

4-Cyl 2.0 L 

- Continued 



1999-1995 

OE Type Thermostat. 

413376 

160 

1999-1995 

OE Type Thermostat. 

413378 

180 

1999-1995 

Premium Thermostat. 

445378 

180 

1999-1995 

OE Type Thermostat. 

♦13379 

195 

1999-1995 

Premium Thermostat. 

♦45379 

195 

1999 

OE Type Thermostat. 

413398 

180 

1999 

Premium Thermostat. 

445398 

180 

1999 

OE Type Thermostat. 

♦13399 

195 

1999 

Premium Thermostat 

♦45399 

195 

4-Cyl 2.0 L DIESEL 



2013-2010 

Integrated Housing Thermostat. 

49638 

188 

2010 

OE Type Thermostat. 

♦ 14419 

190 

2010 

Premium Thermostat. 

♦45359 

195 

2010 

Thermostat Seal 

25269 


5-Cyl 2.5 L 




2014-2010 

Coolant Temperature Sensor 

74092 


2014-2010 

OE Type Thermostat .... 

15417 

176 

2014 

Integrated Housing Thermostat. 

49479 

192 

2013-2010 

Integrated Housing Thermostat; Thermostat with 

49677 

176 


housing. 



V-6 2.8 L 




2005-2000 

Coolant Temperature Sensor. 

74014 


2005-1995 

OE Type Thermostat. 

♦ 13648 

174 

2005-1995 

OE Exact Thermostat. 

♦48668 

176 

2005-1995 

OE Type Thermostat. 

413649 

190 

2005 

Thermostat Seal. 

25269 


2004-2003 

Thermostat Seal. 

25271 


2002-2001 

Thermostat Seal. 

25269 


2000-1995 

Thermostat Seal 

25271 


1998-1995 

Coolant Temperature Sensor. 

74006 


V-6 3.2 L 




2004 

Coolant Temperature Sensor. 

74014 


2004 

Thermostat Seal. 

25271 






Golf City 

4-Cyl 2.0 L 




2010-2008 

Coolant Temperature Sensor; Connnector2 pin 

74092 


2010-2007 

OE Type Thermostat. 

14419 

190 

2007 

Coolant Temperature Sensor. 

74014 


Golf R 

4-Cyl 2.0 L 




2016-2015 

Coolant Temperature Sensor 

74092 


2016-2015 

Integrated Housing Thermostat. 

49479 

192 

GolfSportWagen 

4-Cyl 1.8 L 




2016-2015 

Coolant Temperature Sensor. 

74092 


2016-2015 

Integrated Housing Thermostat. 

49479 

192 

4-Cyl 2.0 L 




2015 

Coolant Temperature Sensor. 

74092 


GTI 

4-Cyl 2.0 L 




2016-2015 

Coolant Temperature Sensor. 

74092 


2016-2015 

Integrated Housing Thermostat. 

49479 

192 

2013-2009 

Heavy-Duty Thermostat 

15462 

203 

2013-2006 

Coolant Temperature Sensor. 

74092 


2008-2006 

Integrated Housing Thermostat. 

49462 

212 

2008 

Heavy-Duty Thermostat 

415462 

203 

2007-2006 

OE Type Thermostat. 

14419 

190 


♦ OE Temperature 


o Alternate Temperature 
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Thermostats for Passenger Cars and LightTrucks (1995 and Newer) 


Application 


Part 

Number 

Temp 

°F 

Application 


Part 

Number 

Temp 

°F 

Volkswagen - Continued 



Volkswagen - Continued 



Jetta 

Jetta - Continued ! 

4-Cyl 1.4 L 




4-Cyl 2.0 L DIESEL - Continued 



2016-2013 

Coolant Temperature Sensor. 

74092 


2010-2009 

OE Type Thermostat 

♦14419 

190 

4-Cyl 1.8 L 




2010-2009 

Premium Thermostat. 

♦45359 

195 

2016-2014 

Coolant Temperature Sensor. 

74092 


2010 


25269 


2005-2002 

Coolant Temperature Sensor; Connnector 2 pin 

74092 


5-Cyl 2.5 L 




2005-2000 

OE Type Thermostat 

♦14419 

190 

2017-2005 

OE Type Thermostat 

15417 

176 

2005-2000 

Thermostat Seal 

25269 


2014-2005 

Coolant Temperature Sensor. 

74092 


2001-2000 

Coolant Temperature Sensor 

74014 


2014-2005 

Integrated Housing Thermostat 

49677 

176 

1995 

Coolant Temperature Sensor 

74034 


V-6 2.8 L 




1995 


13379 

195 

2004-1995 

OE Type Thermostat 

♦13648 

174 

4-Cyl 1.9 L 




2004-1995 

OE Exact Thermostat 

♦48668 

176 

2006 

Coolant Temperature Sensor. 

74092 


2004-1995 

OE Type Thermostat 

❖13649 

190 

2005-2002 

Coolant Temperature Sensor; Connnector 2 pin. 

74092 


2004 

Coolant Temperature Sensor; Connector 4 pin. 

74014 


2001-2000 

Coolant Temperature Sensor. 

74014 


2003-2002 

Thermostat Seal. 

25271 


1999 

Coolant Temperature Sensor; Blue/Black 

74034 


2003-2000 

Coolant Temperature Sensor. 

74014 


1999 

Coolant Temperature Sensor; From 9M-X-037 641 

74014 


2001 

Thermostat Seal. 

25269 


1998-1995 

Coolant Temperature Sensor. 

74034 


2000-1995 

Thermostat Seal 

25271 


1995 

OE Tvpe Thermostat. 

13379 

195 

1999 

Coolant Temperature Sensor; Connector 2 pin. 

74006 


4-Cyl 1.9 L DIESEL 



1998-1995 

Coolant Temperature Sensor. 

74006 


2010-2007 

OE Type Thermostat 

♦14419 

190 

Jetta City j 

2006-1998 

OE Type Thermostat 

4-13378 

180 

4-Cyl 2.0 L 




2006-1998 

Premium Thermostat. 

4-45378 

180 

2009-2007 

Coolant Temperature Sensor; Connnector 2 pin. 

74092 


2006-1998 

OE Exact Thermostat 

♦48499 

190 

2009-2007 

OE Type Thermostat 

14419 

190 

2006-1998 

OE Type Thermostat. 

♦13379 

195 

Passat 

2006-1998 

Premium Thermostat. 

•♦•45379 

195 

4-Cyl 1.8 L 




2006-1996 

OE Type Thermostat. 

4-13376 

160 

2016-2014 

Coolant Temperature Sensor. 

74092 


2006-1996 

Thermostat Seal. 

25269 


2005-2003 

OE Type Thermostat. 

♦14419 

190 

1997-1996 

OE Type Thermostat. 

♦13378 

180 

2005-2000 

Coolant Temperature Sensor. 

74014 


1997-1996 

Premium Thermostat. 

♦45378 

180 

2005-1998 

Thermostat Seal. 

25269 


1997-1996 

OE Type Thermostat. 

4-13379 

195 

2002 

OE Type Thermostat. 

14419 

190 

1997-1996 

Premium Thermostat. 

4-45379 

195 

2001-1998 

OE Type Thermostat. 

♦14419 

190 

4-Cyl 2.0 L 




1999 

Coolant Temperature Sensor; From vin 3B-X-491 581 

74014 


2016-2010 

Coolant Temperature Sensor. 

74092 


4-Cyl 1.9 L 




2015-2013 

OE Type Thermostat. 

14419 

190 

1997-1996 

Coolant Temperature Sensor; Connector 4 pin. 

74034 


2013 

Heavy-Duty Thermostat. 

15462 

203 

1997-1996 

Coolant Temperature Sensor; Connnector 2 pin. 

74006 


2012-2011 

OE Type Thermostat 

♦14419 

190 

1995 


74006 


2012 

Heavy-Duty Thermostat 

4-15462 

203 

1995 

OE Type Thermostat. 

13379 

195 

2010-2008 

Heavy-Duty Thermostat 

15462 

203 

4-Cyl 1.9 L DIESEL 



2009-2007 

Coolant Temperature Sensor; Connnector 2 pin 

74092 


1997-1996 

OE Type Thermostat. 

❖13376 

160 

2008-2006 

Integrated Housing Thermostat. 

49462 

212 

1997-1996 

OE Type Thermostat. 

♦13378 

180 

2006 

Coolant Temperature Sensor 

74092 


1997-1996 


♦45378 

180 

2005-2002 

Coolant Temperature Sensor; Connnector 2 pin 

74092 


1997-1996 

OE Type Thermostat 

❖13379 

195 

2005-2000 

OE Type Thermostat 

♦14419 

190 

1997-1996 

Premium Thermostat. 

❖45379 

195 

2005-1995 

Thermostat Seal 

25269 


1997-1996 


25269 


2001-2000 

Coolant Temperature Sensor 

74014 


4-Cyl 2.0 L 




1999-1995 

OE Type Thermostat 

4-13376 

160 

2015-2012 


74092 


1999 

Coolant Temperature Sensor; From 9M-X-037 641 

74014 


2010-2009 

Heavy-Duty Thermostat 

15462 

203 

1999 

OE Type Thermostat 

♦13378 

180 

2010-2006 


74092 


1999 

Premium Thermostat. 

♦45378 

180 

2008-2006 


49462 

212 

1999 

OE Type Thermostat 

4-13379 

195 

2008 

Heavy-Duty Thermostat 

❖15462 

203 

1999 

Premium Thermostat. 

4-45379 

195 

2005-2004 


74014 


1998-1995 

Coolant Temperature Sensor. 

74034 


1996-1995 

OE Type Thermostat 

❖13376 

160 

1998-1995 

OE Type Thermostat. 

4-13378 

180 

1996-1995 

OE Type Thermostat 

❖13378 

180 

1998-1995 

Premium Thermostat. 

❖45378 

180 

1996-1995 


❖45378 

180 

1998-1995 

OE Type Thermostat. 

♦13379 

195 

1996-1995 

OE Type Thermostat 

♦13379 

195 

1998-1995 

Premium Thermostat. 

♦45379 

195 

1996-1995 

Premium Thermostat. 

♦45379 

195 

4-Cyl 2.0 L DIESEL 



1996-1995 

Thermostat Seal. 

25269 


2015-2010 

Coolant Temperature Sensor. 

74092 


1996 

Coolant Temperature Sensor 

74034 


2014-2009 

Integrated Housing Thermostat. 

49638 

188 

1995 

Coolant Temperature Sensor 

74006 











♦ OE Temperature ❖Alternate Temperature 
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Thermostats for Passenger Cars and LightTrucks (1995 and Newer) 


Application 


Volkswagen - Continued 


Part Temp 
Number °F 


Passat - Continued ! 

4-Cyl 2.0 L DIESEL 



2005-2004 OE Type Thermostat 

❖13376 

160 

2005-2004 OE Type Thermostat 

❖13378 

180 

2005-2004 Premium Thermostat 

❖45378 

180 

2005-2004 OE Exact Thermostat. 

❖48499 

190 

2005-2004 OE Type Thermostat 

❖13379 

195 

2005-2004 Premium Thermostat 

❖45379 

195 

2005-2004 Thermostat Seal 

25269 


5-Cyl 2.5 L 



2016-2012 OE Type Thermostat 

15417 

176 

2014-2012 Coolant Temperature Sensor 

74092 


2014-2012 Integrated Housing Thermostat 

49677 

176 

8-Cyl 4.0 L 



2004-2002 Coolant Temperature Sensor. 

74092 


2004-2002 OE Type Thermostat; ; Housing includes thermostat 

❖14099 

198 

2004-2002 Integrated Housing Thermostat 

15322 

221 

2002 OE Type Thermostat 

♦14419 

190 

V-6 2.8 L 



2005-2002 OE Type Thermostat;; Housing includes thermostat 

❖14099 

198 

2005-2000 Coolant Temperature Sensor. 

74014 


2005 Thermostat Seal. 

25269 


2004-1995 Thermostat Seal 

25271 


2001-1998 OE Exact Thermostat 

♦48049 

189 

2000 OE Type Thermostat; ; Housing includes thermostat... 

❖14099 

198 

1999 Coolant Temperature Sensor; From vin 3B-X-491 581 

74014 


1997-1995 OE Type Thermostat. 

♦13648 

174 

1997-1995 OE Exact Thermostat. 

❖48668 

176 

1997-1995 OE Type Thermostat. 

❖13649 

190 

1997 Coolant Temperature Sensor; Connnector 2 pin. 

74006 


1996-1995 Coolant Temperature Sensor. 

74006 


V-6 3.6 L 



2016-2012 Coolant Temperature Sensor. 

74092 


2010-2006 Coolant Temperature Sensor. 

74092 


Passat CC ! 

4-Cyl 2.0 L 



2010-2009 Coolant Temperature Sensor. 

74092 


2010-2009 Heavy-Duty Thermostat. 

15462 

203 

V-6 3.6 L 



2010-2009 Coolant Temperature Sensor. 

74092 


Phaeton j! 

12-Cyl 6.0 L 



2006-2004 Coolant Temperature Sensor. 

74092 


V-84.2L 



2006-2004 Coolant Temperature Sensor. 

74092 


2006-2004 Integrated Housing Thermostat. 

15372 

180 

2006-2004 Thermostat Seal. 

25271 





Pointer j 

4-Cyl 1.8 L 



2008-2000 OE Exact Thermostat. 

48499 

190 

4-Cyl 2.0 L 



2003-2000 OE Exact Thermostat. 

48499 

190 

Pointer Truck j! 

4-Cyl 1.8 L 



2008-2000 OE Exact Thermostat. 

48499 

190 

R32 II 

V-6 3.2 L 



2008 Coolant Temperature Sensor. 

74092 


2008 Integrated Housing Thermostat. 

49462 

212 

2008 Thermostat Seal. 

25271 






Application 


Volkswagen - Continued 


Part Temp 
Number °F 


| Rabbit i 

5-Cyl 2.5 L 




2009-2006 

Coolant Temperature Sensor. 

74092 


2009-2006 

OE Type Thermostat. 

15417 

176 

2009-2006 

Integrated Housing Thermostat; Thermostat only. 

49677 

176 

Routan 1 

2010-2009 

OE Type Thermostat. 

14209 

195 

2010-2009 

Premium Thermostat. 

45209 

195 





Tiguan 1 

4-Cyl 2.0 L 




2016-2009 

Coolant Temperature Sensor. 

74092 


2016-2009 

Heavy-Duty Thermostat. 

15462 

203 

Touareg j! 

V-6 3.0 L 




2016 

Coolant Temperature Sensor 

74092 


2015-2013 

Integrated Housing Thermostat. 

49688 

185 

2011 

Coolant Temperature Sensor 

74092 


V-6 3.0 L DIESEL 



2015-2012 

Coolant Temperature Sensor. 

74092 


2012-2009 

Integrated Housing Thermostat. 

49648 

189 

V-6 3.0 L ELECTRIC/GAS 



2015-2012 

Coolant Temperature Sensor. 

74092 


V-6 3.2 L 




2006-2004 

Coolant Temperature Sensor. 

74092 


2006-2004 

Thermostat Seal 

25271 


V-6 3.6 L 




2016-2007 

Coolant Temperature Sensor 

74092 


V-8 4.2 L 




2009-2004 

Coolant Temperature Sensor. 

74092 


2007-2004 

Integrated Housing Thermostat. 

15372 

180 

2007-2004 

Thermostat Seal 

25271 


V-104.9 L 




2004 

Coolant Temperature Sensor 

74092 


V-10 5.0L 




2008-2005 

Coolant Temperature Sensor. 

74092 


Volvo 

850 i 

5-Cyl 2.3 L 




1997-1995 

OE Type Thermostat. 

❖13376 

160 

1997-1995 

OE Type Thermostat. 

❖13378 

180 

1997-1995 

Premium Thermostat 

❖45378 

180 

1997-1995 

OE Type Thermostat. 

❖13379 

195 

1997-1995 

Premium Thermostat. 

❖45379 

195 

1997-1995 

Thermostat Seal. 

25270 


1997 

OE Exact Thermostat. 

❖48639 

194 

1996-1995 

OE Exact Thermostat. 

♦48639 

194 

5-Cyl 2.4 L 




1997-1995 

OE Type Thermostat. 

❖13376 

160 

1997-1995 

OE Type Thermostat. 

❖13378 

180 

1997-1995 

Premium Thermostat. 

❖45378 

180 

1997-1995 

OE Type Thermostat. 

❖13379 

195 

1997-1995 

Premium Thermostat. 

♦45379 

195 

1997-1995 

Thermostat Seal. 

25270 


1997 

OE Exact Thermostat. 

❖48639 

194 

1996-1995 

OE Exact Thermostat ... 

♦48639 

194 

940 

4-Cyl 2.3 L 




1995 

OE Type Thermostat. 

❖13918 

180 

1995 

OE Type Thermostat. 

❖13919 

188 

1995 

OE Exact Thermostat 

❖48078 

190 


♦ OE Temperature 


344 
























































































Thermostats for Passenger Cars and LightTrucks (1995 and Newer) 


Application 


Part 

Number 

Temp 

°F 

Application 


Part 

Number 

Temp 

°F 

Volvo ■ 

Continued 



Volvo - 

Continued 



940 - Continued 

S40 - Continued 

4-Cyl 2.3 L 

- Continued 



5-Cyl 2.5 L 

- Continued 



1995 

Thermostat Seal 

25278 


2011 

Premium Thermostat. 

♦45119 

195 









960 

S60 i 

6-Cyl 2.9 L 




5-Cyl 2.3 L 




1997-1995 

OE Type Thermostat. 

4x13376 

160 

2004-2002 

Coolant Temperature Sensor. 

74027 


1997-1995 

OE Type Thermostat. 

4x13378 

180 

2004-2002 

Integrated Housing Thermostat 

15369 

194 

1997-1995 

Premium Thermostat. 

4x45378 

180 

2002-2001 

OE Type Thermostat 

-0-13376 

160 

1997-1995 

OE Exact Thermostat 

♦48639 

194 

2002-2001 

OE Type Thermostat 

. -0-13378 

180 

1997-1995 

OE Type Thermostat 

♦13379 

195 

2002-2001 

Premium Thermostat. 

-045378 

180 

1997-1995 

Premium Thermostat. 

♦45379 

195 

2002-2001 

OE Type Thermostat 

♦13379 

195 

1997-1995 

Thermostat Seal 

25270 


2002-2001 

Premium Thermostat. 

♦45379 

195 

C30 




2002-2001 

Thermostat Seal. 

25270 


5-Cyl 2.5 L 




2001 

OE Exact Thermostat 

♦48639 

194 

2011 

OE Type Thermostat. 

♦14119 

195 

5-Cyl 2.4 L 




2011 

Premium Thermostat. 

♦45119 

195 

2009-2002 

Coolant Temperature Sensor. 

. 74027 


C70 

2006-2003 

Integrated Housing Thermostat... 

. 15349 

194 

5-Cyl 2.3 L 




2005 

Integrated Housing Thermostat... 

15369 

194 

2004-2002 


74027 


2003-2002 

Integrated Housing Thermostat. 

15369 

194 

2004-2002 

Integrated Housing Thermostat. 

. 15369 

194 

2003-2001 

OE Type Thermostat 

. -013376 

160 

2004-1998 

OE Type Thermostat 

. 4x13376 

160 

2003-2001 

OE Type Thermostat 

. -013378 

180 

2004-1998 

OE Type Thermostat 

. 4x13378 

180 

2003-2001 

OE Type Thermostat. 

. ♦13379 

195 

2004-1998 

Premium Thermostat. 

. 4X45378 

180 

2002-2001 

Premium Thermostat. 

045378 

180 

2004-1998 

OE Type Thermostat 

♦13379 

195 

2002-2001 

OE Exact Thermostat. 

♦48639 

194 

2004-1998 

Premium Thermostat. 

♦45379 

195 

2002-2001 

Premium Thermostat. 

. ♦45379 

195 

2004-1998 


25270 


2002-2001 

Thermostat Seal. 

25270 


2001-1998 

OE Exact Thermostat. 

♦48639 

194 

5-Cyl 2.5 L 




5-Cyl 2.4 L 




2009-2003 

Coolant Temperature Sensor. 

74027 


2004-200? 


74027 


2006 

Integrated Housing Thermostat. 

. 15349 

194 

2004-2002 

Integrated Housing Thermostat. 

15369 

194 

2004-2003 

Integrated Housing Thermostat. 

. 15369 

194 

2004-1998 

Thermostat Seal. 

. 25270 


S70 

2004 

OE Type Thermostat. 

. 4X13376 

160 

5-Cyl 2.3 L 




2004 

OE Type Thermostat. 

. - 13378 

180 

2000-1998 

OE Type Thermostat. 

. 0-13376 

160 

2004 

Premium Thermostat. 

4X45378 

180 

2000-1998 

OE Type Thermostat. 

. 0-13378 

180 

2004 

OE Type Thermostat. 

♦13379 

195 

2000-1998 

Premium Thermostat. 

045378 

180 

2004 

Premium Thermostat. 

♦45379 

195 

2000-1998 

OE Exact Thermostat 

♦48639 

194 

2003 

OE Type Thermostat 

. 4x13398 

180 

2000-1998 

OE Type Thermostat 

♦13379 

195 

2003 

Premium Thermostat. 

4x45398 

180 

2000-1998 

Premium Thermostat. 

♦45379 

195 

2003 


4-13399 

195 

2000-1998 

Thermostat Seal. 

25270 


2003 

Premium Thermostat. 

♦45399 

195 

5-Cyl 2.4 L 




2002-1998 

OE Type Thermostat 

. 4x13376 

160 

2000-1998 

OE Type Thermostat. 

. 0-13376 

160 

2002-1998 

OE Type Thermostat. 

. 4x13378 

180 

2000-1998 

OE Type Thermostat 

. 0-13378 

180 

2002-1998 

Premium Thermostat. 

4X45378 

180 

2000-1998 

Premium Thermostat. 

-045378 

180 

2002-1998 

OE Type Thermostat 

♦13379 

195 

2000-1998 

OE Exact Thermostat. 

♦48639 

194 

2002-1998 

Premium Thermostat. 

♦45379 

195 

2000-1998 

OE Type Thermostat 

♦13379 

195 

2001-1998 

OE Exact Thermostat 

♦48639 

194 

2000-1998 

Premium Thermostat. 

♦45379 

195 

5-Cyl 2.5 L 




2000-1998 

Thermostat Seal. 

25270 


2011 

OE Type Thermostat 

♦14119 

195 

S80 ! 

2011 

Premium Thermostat. 

♦45119 

195 

5-Cyl 2.5 L 




S40 




2006-2004 

Coolant Temperature Sensor. 

74027 


4-Cyl 1.9 L 




2004 

Integrated Housing Thermostat 

15369 

194 

2004-2000 

OE Type Thermostat. 

. 4X13376 

160 

6-Cyl 2.8 L 




2004-2000 

OE Type Thermostat 

. 4X13378 

180 

2001-1999 

OE Exact Thermostat 

♦48839 

194 

2004-2000 

Premium Thermostat. 

4X45378 

180 

2000-1999 

Thermostat Seal. 

25270 


2004-2000 

OE Exact Thermostat 

♦48639 

194 

6-Cyl 2.9 L 




2004-2000 

OE Type Thermostat. 

. ♦13379 

195 

2005-2000 

OE Exact Thermostat 

♦48839 

194 

2004-2000 

Premium Thermostat. 

♦45379 

195 

1999 

OE Type Thermostat 

. 0-13376 

160 

2004-2000 

Thermostat Seal 

25270 


1999 

OE Type Thermostat 

. 0-13378 

180 

5-Cyl 2.5 L 




1999 

Premium Thermostat. 

0-45378 

180 

2011 

OE Type Thermostat 

4-14119 

195 

1999 

OE Type Thermostat 

. ♦13379 

195 









♦ OE Temperature ^Alternate Temperature 
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Thermostats for Passenger Cars and LightTrucks (1995 and Newer) 


Application 


Part 

Number 

Temp 

°F 

Application 

Part 

Number 

Temp 

°F 

Volvo ■ 

Continued 



Volvo - Continued 



S80 - Continued 

V90 - Continued 

6-Cyl 2.9 L 

- Continued 



6-Cyl 2.9 L - Continued 



1999 

Premium Thermostat 

♦45379 

195 

1998-1997 OE Exact Thermostat. 

♦48639 

194 

1999 

Thermostat Seal 

25270 


1998-1997 OE Type Thermostat. 

♦13379 

195 

V-84.4L 




1998-1997 Premium Thermostat 

♦45379 

195 

2010-2007 

Coolant Temperature Sensor. 

74138 


1998-1997 Thermostat Seal 

25270 


2010-2007 

OE Type Thermostat 

♦ 14128 

180 

XC70 



2010-2007 

Thermostat Seal 

25283 


5-Cyl 2.5 L 



S90 

2007-2003 Coolant Temperature Sensor 

74027 


6-Cyl 2.9 L 




2004-2003 Integrated Housing Thermostat 

15369 

194 

1998-1997 

OE Type Thermostat 

. 413376 

160 

XC90 1 

1998-1997 

OE Type Thermostat 

. 4-13378 

180 

5-Cyl 2.5 L 



1998-1997 

Premium Thermostat 

4-45378 

180 

2006-2003 Coolant Temperature Sensor 

74027 


1998-1997 

OE Exact Thermostat 

♦48639 

194 

2004-2003 Integrated Housing Thermostat. 

15369 

194 

1998-1997 

OE Type Thermostat 

♦13379 

195 

6-Cyl 2.9 L 



1998-1997 

Premium Thermostat 

♦45379 

195 

2005-2003 OE Exact Thermostat 

♦48839 

194 

1998-1997 

Thermostat Seal 

. 25270 


V-8 4.4 L 



V40 

2011-2005 Coolant Temperature Sensor 

74138 


4-Cyl 1.9 L 




2011 OE Type Thermostat. 

♦ 14128 

180 

2004-2000 


❖13376 

160 

2011 Thermostat Seal 

25283 


2004-2000 

OE Type Thermostat 

. 4-13378 

180 

2009-2005 OE Type Thermostat. 

♦14128 

180 

2004-2000 

Premium Thermostat 

❖45378 

180 

2009-2005 Thermostat Seal 

. 25283 


2004-2000 

OE Exact Thermostat. 

. ♦48639 

194 




2004-2000 

OE Type Thermostat 

♦13379 

195 




2004-2000 

Premium Thermostat. 

♦45379 

195 




2004-2000 

Thermostat Seal. 

. 25270 





V50 




5-Cyl 2.5 L 







2011 

OE Type Thermostat. 

. ♦um 

195 




2011 

Premium Thermostat. 

. ♦45119 

195 




V70 




5-Cyl 2.3 L 







2004-2002 

Coolant Temperature Sensor. 

74027 





2004-2002 

Integrated Housing Thermostat. 

15369 

194 




2002-1998 

OE Type Thermostat. 

. 4-13376 

160 




2002-1998 

OE Type Thermostat. 

. 4 13378 

180 




2002-1998 

Premium Thermostat. 

4 45378 

180 




2002-1998 

OE Type Thermostat. 

♦13379 

195 




2002-1998 

Premium Thermostat. 

♦45379 

195 




2002-1998 

Thermostat Seal. 

25270 





2001-1998 

OE Exact Thermostat. 

♦48639 

194 




5-Cyl 2.4 L 







2007-2002 

Coolant Temperature Sensor. 

74027 





2007-2001 

Integrated Housing Thermostat. 

15349 

194 




2003-2002 

Integrated Housing Thermostat. 

15369 

194 




2003-1998 

OE Type Thermostat 

. 413376 

160 




2003-1998 

OE Type Thermostat 

. 413378 

180 




2003-1998 

Premium Thermostat 

445378 

180 




2003-1998 

OE Type Thermostat 

♦13379 

195 




2003-1998 

Premium Thermostat 

♦45379 

195 




2003-1998 

Thermostat Seal 

25270 





2002-1998 

OE Exact Thermostat 

♦48639 

194 




5-Cyl 2.5 L 







2007-2003 

Coolant Temperature Sensor. 

74027 





2004-2003 

Integrated Housing Thermostat. 

. 15369 

194 




V90 




6-Cyl 2.9 L 







1998-1997 

OE Type Thermostat 

. 413376 

160 




1998-1997 

OE Type Thermostat 

. 413378 

180 




1998-1997 

Premium Thermostat 

. 445378 

180 





♦ OE Temperature 4 Alternate Temperature 


346 
















































































Thermostat Numerical Listing 

Use as a Guide Only. Alphabetical Listing provides more detail. 


Make Year(s) 

Make Year(s) 

13006 

13352 (cont'd) 

Cadillac 1995 

Dodge. 2003 

Chevrolet. 1996-1995 

Ford 1996-1995 

Dodge 2003-1995 

Ford 2007-1995 

GMC 1996-1995 

Jeep 2006-1995 

Mazda 1996-1995 

Ford 2003 

GMC 1996-1995 

Jeep 2005-2003 

Mazda 1995 

Mazda 1997 

Mazda 2008-1998 

13356 


Mercury 2007-1995 

Cadillac. 1995 

13008 

Chevrolet. 1996-1995 

Cadillac. 1995 

Dodge. 1999-1995 

Chevrolet. 1996-1995 

Dodge. 2003 

Dodge. 2003-1995 

Ford. 1996-1995 

Ford. 2007-1995 

GMC 1996-1995 

Ford. 2003 

GMC 1996-1995 

Jeep 2006-1995 

Jeep 2005-2003 

Mazda 1996-1995 

Mazda 1995 

Mazda 2008-1998 

13358 


Mercury 2007-1995 

Cadillac. 1995 

13009 

Chevrolet. 1996-1995 

Cadillac. 1995 

Dodge. 1999-1995 

Chevrolet. 1996-1995 

Dodge. 2003 

Dodge. 2003-1995 

Ford. 1996-1995 

Ford. 2007-1995 

GMC. 1996-1995 

Jeep. 2006-1995 

Ford. 2003 

GMC. 1996-1995 

Jeep. 2005-2003 

Mazda. 2008-1995 

Mazda. 1995 

Mercury. 2007-1995 

13359 

13019 

Cadillac 1995 

Chevrolet 2000-1999 

Chevrolet 1999-1995 

13346 

Dodge 1999-1995 

Chevrolet. 2012-1995 

Daewoo. 2002-1999 

Pontiac. 2009-2005 

Dodge. 2003 

Ford 1996-1995 

Ford 2003 

13348 

GMC . 1999-1995 

Hyundai . 2003-2000 

Jeep. 2005-2003 

Mazda ... 1995 

Chevrolet . . 2012-1995 

Pontiac . 2009-2007 

13349 

13376 

Chevrolet 2012-1995 

Daewoo 2002-1999 

Pontiac. 2009-2005 

Jaguar 1996 

Porsche 1995 

Volkswagen 2006-1995 

Volvo 2004-1995 

13352 

Cadillac. 1995 

13378 

Dodge . 1999-1995 

Jaguar. 1996 


Make 


Year(s) 


Make 


Year(s) 


13378 (cont'd) 


13648 (cont'd) 


Porsche 1995 

Porsche 1995 

Volkswagen 2006-1995 

Volkswagen 2005-1995 

Volvo 2004-1995 


13649 

13379 

Audi. 2001 

Jaguar. 1996 

Lincoln. 2011-2010 

Porsche. 1995 

Ford. 2011-1997 

Mazda. 2010-2001 

Mercury. 2010-1998 

Volkswagen. 2006-1995 

Porsche. 1995 

Volvo. 2004-1995 

Volkswagen. 2005-1995 

13398 

13758 

Ford 2002-1995 

Jaguar 1995 

Lincoln. 2003-1995 

Geo 1997-1995 

Nissan 2000-1995 

Toyota 2001-1995 


Mercury. 

Saab. 

Volkswagen. 

Volvo. 

13399 

Ford. 

Jaguar. 

Lincoln. 

Mercury. 

Saab. 

Volkswagen. 

Volvo. 

13479 

Chevrolet. 

GMC. 

13496 

Volkswagen. 

13558 

Rolls-Royce. 

13588 

Audi 

Audi 

BMW 

Jaguar 

Mercedes-Benz 

Volkswagen 

13648 

Audi. 

Ford. 

Mazda. 

Mazda. 

Mercury. 


2001- 1995 
2008-1995 
1999 
2003 

2002- 1995 
1995 

2003- 1995 
2001-1995 
2008-1995 
1999 
2003 

1999-1996 

1999-1997 

2003 

1998-1995 

1997-1995 

2008-2002 

2001-1995 

1997-1995 

1995 

1997-1995 

2001 

2010-1997 

2003-2002 

2010-2009 

2006-1998 


13778 


Ford. 

Ford. 

Lincoln. 

Lincoln. 

Mercury. 

13779 


2010- 1996 
2013-2012 
2006-1998 
2013-2008 

2011 - 2002 


Ford. 

... 2017-1996 

Lincoln. 

... 2014-1998 

Mercury 

... 2011-2002 


13788 


Dodge 

Plymouth 


1995 

1995 


13789 


Dodge. 

Plymouth.. 


1995 

1995 


13820 


Ford. 

Mazda 
Mercury. 


1997-1995 

1997-1995 

1996-1995 


13828 


Ford. 

Mazda 
Mercury.. 


1997-1995 

1997-1995 

1996-1995 


13829 


Ford 

Mazda 

Mercury. 


1997-1995 

1997-1995 

1996-1995 


13848 


Buick. 

Chevrolet. 


2009-1995 

2005-1995 


347 
















































































































































































Thermostat Numerical Listing 

Use as a Guide Only. Alphabetical Listing provides more detail. 


Make Year(s) 

Make Year(s) 

Make Year(s) 

Make Year(s) 

13848 (cont'd) 

13869 (cont'd) 

13958 

14048 (cont'd) 

Dodge. 2009 

Chrysler 2000 

Chevrolet 1998 

Ford 1997-1995 

Geo 1997-1995 

Dodge 2000-1995 

Ford 2000-1995 

Mazda 2003-1995 

GMC 2003-1995 

Eagle 1996-1995 

Geo 1997-1995 

Mazda 2014 

Isuzu 2000-1996 

Ford 1997-1995 

Mazda 2000-1995 

Suzuki 2008-1999 

Oldsmobile 1999-1995 

Hyundai 1998-1995 

Pontiac 1997-1995 

14077 

Chevrolet. 2002-1998 

Pontiac 2007-1995 

Suzuki 2001-1995 

Kia 2005-1995 

Mazda 2004-1995 

Suzuki 1998-1995 

13959 

Eagle. 1998-1995 

Ford. 1999-1996 

13849 

Mercury 1996-1995 

Mitsubishi 1998-1995 

Plymouth 2000-1995 

Toyota 1995 

Chevrolet. 1998 

Buick. 2009-1995 

Ford. 2000-1995 

Lexus. 2009-1995 

Chevrolet. 2005-1995 

Geo. 1997-1995 

Mitsubishi. 2009-1995 

Geo. 1997-1995 

Mazda. 2000-1995 

Pontiac. 2007-2003 

GMC. 2003-1995 

Isuzu. 2000-1996 

13878 

Acura. 2001-1995 

Pontiac. 1997-1995 

Suzuki. 1998-1995 

Scion. 2009-2005 

Toyota. 2010-1995 

Oldsmobile. 1999-1995 

Pontiac. 2008-1995 

Suzuki 2001-1995 

Honda. 1998-1995 

Honda 2012-2000 

Isuzu 1997-1996 

Isuzu. 2004 

13967 

14078 

Infiniti 1996-1995 

Chevrolet. 2002-1998 

Nissan. 2004-1995 

13968 

Eagle 1998-1995 

13858 

Ford. 1999-1996 

Lexus . 2015-1995 

Mitsubishi. 2009-1995 

Ford . 2008-1996 

Honda . 1996-1995 

13879 

Infiniti 1996-1995 

Acura. 2001-1995 

Nissan 2004-1995 

13978 

Ford 2004-1995 

Mazda 1995 

Mazda 2004-2001 

Isuzu. 1997-1995 

Mazda. 2008-1999 

Acura. 2015-2013 

Honda. 1998-1995 

Pontiac . 2010-2003 

Scion. 2016-2005 

Mercury. 1997 

Honda. 2016-2000 

Toyota. 2016-1995 

Mercury. 1999 

Isuzu. 2004 

14089 

13859 

13899 

Mercury . 2002-1995 

Ford 1999-1996 

Ford 2001 

Lincoln 2002-1995 

Ford 2008-1996 

Honda 1996-1995 

Buick 2007-1995 

Chevrolet. 2009-1995 

Toyota. 1995 

13979 

Ford 2004-1995 

Mazda 1995 

Mazda 2004-2001 

Isuzu 1997-1995 

GMC 2007-1996 

Mercury 2004-2003 

Mazda 2008-1999 

Oldsmobile 2004-1995 

14099 

Audi. 2006-2000 

Volkswagen. 2000 

Mercury. 1997 

Mercury. 1999 

Pontiac 2009-1995 

Saturn 2006-2005 

13868 

13918 

Toyota 1995 

Volkswagen. 2005-2002 

Chrysler. 1995 

Volvo. 1995 

14028 

14108 

Chrysler. 2000 

Dodge. 2000-1995 

Eagle 1996-1995 

Ford 1997-1995 

Hyundai 1998-1995 

Kia 2005-1995 

Mazda 2004-1995 

Mercury 1996-1995 

13919 

Buick. 1998-1995 

Lexus. 2005-1995 

Scion 2006-2004 

Toyota 2014-1995 

Volvo 1995 

Chevrolet. 2002-1995 

13947 

Oldsmobile. 2001-1995 

Infiniti. 2001-1995 

Infiniti 2017-2008 

Mercury. 2002-1995 

Nissan 2004-1995 

Nissan 2010-2009 

Nissan 2017-2014 

13948 

Pontiac. 2002-1995 

14119 

14039 

Chevrolet. 1996-1995 

GMC. 1996-1995 

GMC. 2000 

Cadillac 2000-1999 

Chevrolet 2014-1996 

GMC 2014-1996 

Isuzu 2000-1997 

Oldsmobile 2001-1996 

Volvo 2011 

Plymouth. 2000-1995 

14047 

Toyota 1995 

13869 

Ford 1997-1995 

Infiniti. 2000-1995 

Mazda 2003-1995 

14127 

14048 


Chrysler. 1995 

Nissan. 2004-1995 

Chrysler. 2005-1995 


Chevrolet. 2004-2001 
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Make 

Year(s) 

25281 

Chevrolet. 

2003-1998 

Ford. 

1995 

Isuzu. 

1997-1996 

Mazda. 

1995 

Pontiac 

1997-1995 

Suzuki. 

2009-1995 

Toyota 

1995 

25282 

Chevrolet. 

. 1997-1995 

GMC. 

. 1995 

GMC. 

. 1997 

Toyota. 

. 2014-2012 

25283 

Acura. 

2015-1995 

Chrysler 

2005-1995 

Dodge. 

, 2005-1995 

Honda 

. 2017-1995 

Hyundai. 

. 2009-1999 

Infiniti. 

... 2010-2003 

Kia . 

... 2010-2001 

Lexus. 

. 2010-1996 

Mazda. 

. 1995 

Mitsubishi. 

. 2010-1995 

Nissan. 

. 2012-2004 

Rolls-Royce. 

. 1998-1995 

Toyota. 

. 2009-1995 

Volvo. 

. 2011-2005 

25284 

Subaru 

1995 

25285 

Buick. 

. 1996-1995 

Cadillac. 

. 1996-1995 

Cadillac. 

. 2000-1999 

Chevrolet. 

. 2009-1995 

Ford. .. 

1997-1995 

Ford. ... 

2012-2009 

GMC 

2010-1995 

Infiniti 

2002-1999 

Mazda. 

2003-1995 

Mercury. 

2011-2009 

Oldsmobile 

1999 

Pontiac 

1997-1995 

25286 

Chevrolet. 

. 2002-1998 

Chrysler 

2005-2001 



Make 

Year(s) 

25286 (cont'd) 

Dodge 

2005-2001 

Eagle 

1998-1995 

Ford. 

1999-1996 

Hyundai 

2016-2006 

Kia 

2016-2006 

Lexus. 

2015-1995 

Mitsubishi. 

2010-1995 

Pontiac 

2010-2003 

Scion 

2016-2004 

Subaru. 

2016-1995 

Toyota 

2016-1995 

25288 

Chrysler. 

. 2010-1995 

Dodge. 

. 2010-1995 

Eagle 

1998-1995 

Jeep. 

2011-2002 

Mitsubishi. 

1999-1997 

Plymouth 

2001-1995 

Pontiac 

2008-2007 

25289 

Ford. 

. 2003-1995 

25290 

Ford. 

2017-1995 

Jaguar. 

2008-2000 

Lincoln 

2017-1995 

Mazda. 

2011-2000 

Mercury. 

2011-1995 

25291 

Dodge. 

. 1998-1995 

25292 

Dodge 

1998-1995 

25293 

Cadillac. 

. 2009-2006 

Chrysler. 

. 2010-1998 

Dodge. 

. 2010-1998 

25294 

Chrysler 

2006-1998 

Dodge. 

2006-1998 

Jeep. 

2011-2007 

Plymouth 

2001-1999 

25295 

Chrysler 

2007-2001 

Dodge. 

2006-2001 

Dodae. 

2010 



Make 


Year(s) 


Make 


Year(s) 


25297 

Chevrolet.. 
Pontiac. 


2008-2004 

2008-2005 


25299 


Chrysler. 

Dodge. 

25300 


2010-2007 

2010-2007 


Ford. 

Lincoln.. 


2017-2011 

2017-2013 


45028 


Buick. 

. 1998-1995 

Chevrolet. 

. 2002-1995 

Oldsmobile. 

. 2001-1995 

Pontiac. 

. 2002-1995 

45119 

Cadillac 

2000-1999 

Chevrolet 

,,. 2013-1996 

GMC 

2011-1996 

Isuzu. 

2000-1997 

Oldsmobile. 

... 2001-1996 

Volvo. 

. 2011 


45209 


Chrysler 

2010-1995 

Dodge 

2011-1995 

Eagle. 

1998-1995 

Jeep. 

2011-2002 

Mitsubishi 

1999-1995 

Plymouth 

2001-1995 

Volkswagen. 

2010-2009 


45218 


Buick. 

Cadillac. 

Chevrolet.. 
Pontiac. 


1996-1995 

1996- 1995 

1997- 1995 
1997-1995 


45348 


Chevrolet... 
Pontiac. 


2012-1995 

2009-2007 


45349 


Chevrolet... 
Pontiac. 


2012-1995 

2009-2007 


45356 

Cadillac 

Chevrolet 

Dodge. 

Ford 

GMC. 


1995 

1996-1995 

2003-1995 

2007-1995 

1996-1995 


45356 (cont'd) 

Jeep. 

Mazda. 

Mazda. 

Mercury. 

45358 

Cadillac. 

Chevrolet. 

Dodge. 

Ford. 

GMC. 

Jeep. 

Mazda. 

Mazda. 

Mercury. 

45359 

Cadillac. 

Chevrolet. 

Dodge 

Ford. 

GMC. 

Hyundai. 

Jeep. 

Mazda. 

Mazda. 

Mercury. 

Volkswagen. 

45368 

Ford. 

Mazda. 

45369 

Ford. 

Mazda. 

45378 

Jaguar. 

Porsche. 

Volkswagen. 

Volvo. 

45379 

Jaguar. 

Porsche. 

Volkswagen. 

Volvo. 

45398 

Ford. 

Jaguar. 


2006- 1995 
1996-1995 
2008-1998 

2007- 1995 

1995 

1996-1995 

2003-1995 

2007- 1995 
1996-1995 

2006- 1995 
1996-1995 

2008- 1998 

2007- 1995 

1995 

1999-1995 

2003- 1995 

2007- 1995 

1999- 1995 
2002-2000 

2006- 1995 
1996-1995 

2008- 1998 

2007- 1995 
2010-2009 

2000- 1995 
2000-1995 

2000-1995 

2000-1995 

1996 

1995 

2006-1995 

2004- 1995 

1996 
1995 

2006-1995 

2004-1995 

2002-1995 

1995 
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Make 


Year(s) 


Make 


Year(s) 


Make 

Year(s) 

45869 (cont'd) 

Kia 

2005-1995 

Mazda 

2004-1995 

Mercury. 

1996-1995 

Mitsubishi. 

1998-1995 

Plymouth. 

2000-1995 

Toyota 

1995 

45877 

Acura. 

. 2005-1995 

Honda. 

. 2012-1995 

Isuzu. 

. 2004 

45878 

Acura 

2005-1995 

Acura 

2015-2013 

Honda. 

„ 2012-1995 

Honda. 

„ 2016-2014 

Isuzu. 

1997-1996 

Isuzu. 

2004 

45879 

Acura 

2005-1995 

Honda. 

1998-1995 

Honda. 

2013-2000 

Isuzu. 

2004 


45899 

Buick. 

.... 2007-1995 

Chevrolet. 

. 2007-1995 

GMC. 

. 2007-1996 

Oldsmobile. 

. 1999-1995 

Pontiac. 

. 2009-1995 

Saturn. 

. 2006-2005 

45947 

Infiniti. 

2000-1995 

Mercury. 

2002-1995 

Nissan 

2004-1995 

45948 

Infiniti. 

. 2000-1995 

Mercury. 

. 2002-1995 

Nissan 

2004-1995 


45967 

Infiniti. 

„ 1996-1995 

Nissan . 

... 2004-1995 

45978 

Ford 

2004-1995 

Mazda. 

2004-2001 

Mercury 

2002-1995 

Tovota 

1995 



Make 


Year(s) 


45398 (cont'd) 

45848 

Lincoln. 2003-1995 

Buick 2009-1995 

Mercury 2001-1995 

Chevrolet 2005-1995 

Saab 2008-1995 

Geo 1997-1995 

Volkswagen 1999 

GMC 2003-1995 

Volvo 2003 

Isuzu 2000-1996 

45399 

Oldsmobile 1999-1995 


Ford. 2002-1995 

Jaguar. 1995 

Pontiac 2007-1995 

Suzuki 2001-1995 

Lincoln. 2003-1995 

45849 

Mercury. 2001-1995 

Buick. 2009-1995 

Saab. 2008-1995 

Chevrolet. 2005-1995 

Volkswagen. 1999 

Geo. 1997-1995 

Volvo. 2003 

GMC. 2003-1995 

45758 

Isuzu. 2000-1996 

Geo 1997-1995 

Nissan. 1999-1995 

Toyota. 2001-1995 

Oldsmobile 1999-1995 

Pontiac 2008-1995 

Suzuki 2001-1995 

45778 

45858 

Ford 2010-1996 

Ford 2013-2012 

Lincoln. 2006-1998 

Ford. 2008-1996 

Honda. 1996-1995 

Isuzu . 1997-1995 

Lincoln 2013-2008 

45859 

Mercury 2011-2002 

Ford 2008-1996 

45779 

Honda 1996-1995 

Ford. 2016-1996 

Isuzu 1997-1995 

Lincoln. 2013-1998 

45868 

Mercury. 2011-2002 

Chrysler. 1995 

45788 

Chrysler. 2000 


Dodge. 1995 

Plymouth. 1995 

Dodge. 2000-1995 

Eagle. 1996-1995 

Ford. 1997-1995 

Hyundai. 1998-1995 

Kia. 2005-1995 

45789 

Dodge. 1995 

Plymouth. 1995 

Mazda. 2004-1995 

45820 


Ford 1997-1995 

Mazda 1997-1995 

Mercury. 1996-1995 

Mitsubishi 1998-1995 

Plymouth. 2000-1995 

Toyota 1995 

45828 

/CtQfiQ 

Ford 1997-1995 

Mazda 1997-1995 

Mercury. 1996-1995 


Chrysler. 1995 

Chrysler. 2000 

Dodge 2000-1995 

Eagle. 1996-1995 

45829 

Ford 1997-1995 

Mazda. 1997-1995 

Mercury. 1996-1995 

Ford . 1997-1995 

Hyundai. 1998-1995 


45979 


Ford. 

Mazda. 

Mercury. 
Toyota. 


2004-1995 

2004-2001 

2002-1995 

1995 


45990 


Ford. 

Mazda.. 

Mazda. 


2004-1997 

1998 

2001 


48019 


Mercedes-Benz. 1999-1995 


48028 


Chevrolet. 

Pontiac. 

Suzuki. 


1998 

1997- 1995 

1998- 1995 


48049 


Audi 

Volkswagen 


2005-1995 

2001-1998 


48078 


Volvo... 


1995 


48109 


Mazda 2004-2001 


48118 


Pontiac.. 
Toyota.... 


2010-2009 

2004-1995 


48128 


Chevrolet 

Lexus 

Lexus. 

Pontiac. 

Scion. 

Scion. 

Toyota. 


2000 

2008- 1995 
2013-2010 
2003 

2009- 2005 
2016-2011 
2016-1995 


48138 


Infiniti 

Nissan 


2000-1997 

2004-1998 


48148 


Toyota. 1998-1995 


48158 


Acura.... 
Honda... 


2001-1995 

1998-1995 


48168 


Eagle. 

Mitsubishi... 


1998-1995 

2010-1995 
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Make 

Year(s) 

74045 (cont'd) 

Mercurv. 

1996-1995 


74050 

Buick. 

. 2016-2004 

Cadillac. 

. 2016-2002 

Chevrolet. 

. 2016-1997 

GMC. 

. 2015-1999 

Hummer. 

. 2010-2003 

Isuzu. 

. 2003-1998 

Isuzu. 

. 2006-2005 

Oldsmobile. 

. 2004-2002 

Pontiac. 

. 2010-1999 

Saab. 

. 2011 

Saturn. 

. 2010-2000 

Suzuki. 

2008-2004 


74051 

BMW 

1995 

Cadillac. 

.... 2001-1997 

Honda 

. 1995 

Hyundai. 

... 2001-1995 

Isuzu. 

. 1995 

74057 

Ford. 

2003-1996 

Ford. 

2010-2006 

Jaguar. 

2002-2000 

Land Rover. 

2009-2005 

Mazda 

2014-1995 

Mercury. 

2002-1997 

Mercurv 

2010-2006 


74060 

Audi. 

. 1998-1997 

74075 

BMW 

2017-1998 

Land Rover. 

2005-2002 

74078 

Cadillac. 

. 2004-2003 

Chevrolet. 

. 2007-2005 

Chevrolet. 

2016 

Saab 

2011-2003 

Saturn 

2007-2004 

74085 

Chrysler. 

. 2006-2004 

Dodge. 

. 2006-2003 

74092 

Audi. 

2016-2002 

Porsche 

2017-2004 


Make 


Year(s) 


Make 

Year(s) 

74172 (cont'd) 

Eagle. 

1997 

Jeep. 

2007-1997 

Mitsubishi 

1999-1996 

Mitsubishi 

2008-2006 

Plvmouth 

2001-1997 


74188 

Buick. 

. 2002-1995 

Chevrolet. 

. 2001-1995 

GMC. 

. 1997-1995 

Isuzu. 

. 1998-1996 

Oldsmobile. 

. 1999-1995 

Pontiac. 

. 2003-1995 

74189 

Chrysler . 

2010-2001 

Dodge. 

2010-2001 

Jeep. 

2007-2005 

Mini. 

... 2008-2002 

Plvmouth 

2001 


74191 

Buick. 

2005-2004 

Chevrolet. 

2005-2002 

GMC 

2005-2002 

Oldsmobile. 

2004-2002 


74192 

Buick. 

. 2007-2006 

Chevrolet. 

. 2012-2004 

GMC. 

. 2012-2004 

Hummer. 

. 2010-2006 

Isuzu. 

. 2008-2005 

74210 

Audi 

1999-1997 

74254 

BMW. 

. 2006-1999 

BMW. 

. 2010 

BMW. 

. 2017-2016 

Land Rover. 

. 2005-2003 

Mini 

2017-2014 

74257 

Acura. 

2005-1995 

Honda 

2006-1995 

Isuzu. 

. 1999-1996 

75035 

Saturn. 

2002-1995 



Year(s) 


74092 (cont'd) 


Volkswagen. 2016-2002 


74093 


Dodge 

Jeep. 

Plymouth. 


2003-1995 

1998-1995 

1996 


74097 


Honda. 

74107 


2011-2001 


Ford. 

. 2011-1999 

Ford. 

. 2017-2013 

Jaguar. 

. 2015-2013 

Jaguar. 

. 2017 

Land Rover. 

. 2015-2012 

Lincoln. 

. 2017-2013 

Mazda. 

. 2010-2001 

Mercury. 

. 2002-1999 

Mercury. 

2007-2005 


74138 


Lexus 
Pontiac 
Scion 
Toyota 
Volvo. 


74157 


Dodge. 
Jeep. 


74159 


Acura.... 

Honda. 


74162 


Hyundai.. 
Kia. 


74168 


Ford. 

Lincoln... 

Mercury.. 


74169 


Dodge 

Dodge 

Ram 


74172 


Chrysler.. 
Chrysler.. 
Dodge. 


2015- 2005 

2010- 2009 

2016- 2005 
2016-2002 

2011- 2005 


2009-2007 

2008 


2008-2002 

2011-2002 


2017-2000 

2016-2001 


2017-1997 

2011-1998 

2011-1998 


2002-1999 

2010-2004 

2017-2011 


2002-1997 

2007 

2007-1997 
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Stant SuperStat Lasts a Lifetime - 

Stant SuperStat® dure toute la vie 
Stant SuperStat® duran para toda la vida 



Stant SuperStat Outlasts and Outperforms - It's Clear. 

• Most competitor thermostats begin to fail at only 15,000 cycles 

• By 20,000 cycles, two thirds of competitor thermostats have 
lost 25 percent of their opening capacity 

• Stant® SuperStat® retains full stroke, even at 65,000 cycles 

Stant SuperStat dure plus longtemps et offre un 
rendement superieur. 

• La plupart des thermostats de la concurrence commencent deja a faire 
defaut a 15 000 cycles 

• A 20 000 cycles, les deux tiers des thermostats de la concurrence ont perdu 
25 pour cent de leur capacite d'ouverture 

• Stant® SuperStat® fonctionne a pleine capacite, meme apres 65 000 cycles 


Stant SuperStat duran mas y tienen mejor rendimiento - Sin duda alguna. 

• La mayorfa de termostatos de los competidores empiezan a fallar a los 15,000 ciclos solamente 

• A los 20,000 ciclos, dos tercios de los termostatos de los competidores han perdido 25 por 
ciento de su capacidad operativa 

• Los termostatos SuperStat® de Stant® mantienen su capacidad total aun hasta los 65,000 ciclos 
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Durability Trend Automotive vs Long Life 
Comparaison de durability dans I'industrie automobile 
Comparacion de durabilidad en la industria automotriz 
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Stant Superstat® 


Competitor thermostat 
Thermostat de la concurrence 
Termostato de los competidores 
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15083 


www.stant.com 


TS 16949 & ISO 14001 Certified 
Certifications TS 16949 et ISO 14001 
Certificacion TS 949 y ISO 14001 


1620 Columbia Ave. Connersville, IN 47331 


Sales & Customer Service 

Ventes et service a la clientele 

Ventas y Servicio al cliente 

800-822-3121 

Ext./poste/ 58330 


Tech Line 

Soutien technique 
Linea de apoyo tecnico 

800-822-3121 

Ext./poste/ 58234 












































